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USERS’ GUIDE 


Catalog Arrangement and Indexes 


The bibliographic entries in the Monthly Catalog are arranged in Superintendent of Documents classifica- 
tion number order. Each record is also assigned a unique catalog number, which consists of a two-digit prefix 
representing the catalog year, followed by a sequential number beginning with 1 in the first issue of each year. 
Within this arrangement, the publications of each Government author are further identified by the name and 
address of the issuing agency. 


Catalog entries may be accessed by the following indexes: 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and confer- 
ences. 


Title index: An alphabetical list of titles proper, subtitles, and alternate titles. 
Subject index: An alphabetical list of subjects derived from the Library of Congress Subject Headings. 


Series/Report index: An alphabetical listing of series statements and tracings, series numbers, and report 
numbers. 


Contract number index: An alphanumeric list of contract, grant, and project numbers associated with 
technical report publications. Abridged cataloging records are not accessible by contract number. 


Stock number index: An alphanumeric list of Superintendent of Documents and other sales stock numbers. 


Title keyword index: An alphabetical list of truncated titles, arranged by important words selected from 
publication titles. 


A margin index on the back cover locates the seven indexes. Listings in all of the indexes are followed by 
the catalog entry number, which refers the user to the complete bibliographic citation. Listings in the 
title and subject indexes are augmented with the publications’ author and classification number to 
enhance identification and retrieval. Cumulative indexes are published semiannually, annually, and 
quinquennially, and in addition the indexes listed above, include a Classification number index for all the 
publications listed during the period of cumulation. 


Abbreviations 


The abbreviations used in the bibliographic records in the catalog are those described in the Anglo- 
American Cataloguing Rules, 2nd ed., and the GPO Classification Manual: A Practical Guide to the Spat 
ent of Documents Classification System. 


List of Government Authors 


This alphabetical list in the preliminary pages of each catalog locates the beginning of the sequence of 
entries of documents issued by a specific agency. The list is compiled each month and contains only 
Government authors of documents included in that Monthly Catalog issue. 
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SAMPLE ENTRY 


Monthly Catalog descriptive cataloging entries follow the precepts of the Anglo-American Cataloguing 
Rules, 2nd ed., 1988 revision, the Library of Congress Rule Interpretations, the GPO Cataloging Guidelines, 
and the several pertinent OCLC format documents. All name and series authorities are in AACR2 format, 
and are established through the Library of Congress National Coordinated Cataloging Operations Project 
(NACO). The subject headings used in the GPO cataloging are derived from the Library of Congress Subject 
Headings, 11th ed. 

The following sample entry is an artificial, composite record, designed to illustrate the major features of a 
Monthly Catalog bibliographic citation. 


























A 1,9:2271 
+» Creighton, C.S. (Charles S.), 1926- 

















-—*> Control of caterpillars on cabbage / 








[prepared by Science _and Education 

Administration.] 1981 __ed.s>Wash- 
ington, D.C.? : The Administration : 
For sale by the Supt. of Docs., U.S. 
G.P.O., 1980 i.e. 1981. 
}+—» 23 p. : 23 cm. —+ (Farmers’ bulletin 
(United Sta t. of Agriculture) ; 
no. 2271)“This bulletin supersedes 
Farmers’ bulletin no. 2099, Control 
of Caterpillars on commercial _cab- 
bage"e @licm 9 (microfiche), S/N 
001-000-04185-1 $1.50 
. Cabbage—Diseases and pests—United 
States. 2. Caterpillars—Control—United 
States'»I. United States. Science and 
Education Administration. II. Title. III. 
Series : Farmers’ bulletin (United States. 
Dept. of Agriculture) ; no. 2271. 
+—> SB 762.U5Sa 1981 80--603339 
LC 8203702 f 
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DOCUMENTS SALES INFORMATION 
INTRODUCTION 


The Superintendent of Documents of the U.S. Government Printing Office is authorized by law to sell 
copies of Government publications. The Superintendent of Documents currently sells more than 14,000 titles, 
which are just a small portion of the publications issued each year by the Federal Government. Prices for all 
U.S. Government publications sold by the Superintendent of Documents are established in accordance with 
Title 44 of the United States Code. 


SOURCES OF INFORMATION ABOUT GPO SALES PUBLICATIONS 


Publications Reference File—The GPO Sales Publications Reference File (PRF) is a catalog of all 
publications and subscription services currently for sale by the Superintendent of Documents. It is available in 
48x microfiche and on machine-readable magnetic tape. The microfiche service consists of bimonthly mailings 
of the complete master file (approximately 175 to 225 fiche) and monthly mailings of a single fiche listing new 
sales publications. The magnetic tape service consists of biweekly mailings of the complete file. An annual 
subscription to the microfiche is $115.00 (domestic) and $143.75 (foreign). A subscription to the magnetic tapes 
is $850.00 a year (domestic) or $1,062.50 a year (foreign). To order either service, use the form in this catalog. 
Please enter the identifying letters PRF for the microfiche or GPRFT for the magnetic tapes in the ID 
column on the order form. 

DIALOG and DIALORDER are computerized reference systems available from the DIALOG Informa- 
tion Service Inc. of Palo Alto, California. Information on all U.S. Government Printing Office sales items, 
subject bibliographies and catalogs listed on the Publications Reference File can be found through the 
DIALOG system. Subscribers to DIALOG can use it to determine if a publication is for sale by the 
Superintendent of Documents, if the item is in stock, and its stock number and current price. 

An additional service, DIALORDER, is also available from DIALOG. Subscribers to DIALOG can 
place an order for publications with the U.S. Government Printing Office by computer at a special charge. 
For additional information on DIALOG/DIALORDER, please contact: 


DIALOG Information Service, Inc. 
3460 Hillview Ave. 

Palo Alto, CA 94304 

Telephone: 800-3-DIALOG 


The Out-of-Print GPO Sales Publications Reference File provides users with access to historical records for 
publications which were once available through the Sales Program. Two 6-year cumulations have been 
produced. The first was published in 1980 and is known as the Exhausted GPO Sales Publications Reference 
File (EPRF). It includes 25,000 items which went out-of-print at GPO between 1972 and 1978. The second, 
known as the Out-of-Print PRF (OPRF), was published in 1986. It contains 35,000 titles which went out-of- 
print between 1979 and 1984. The EPRF and the OPRF continue to be supplemented each year. Supplements 
are sold annually and will cumulate until a third 6-year set is available in 1992. 
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Copies of publications listed on the EPRF and the OPRF may be found in regional depository library 
collections. Copies of certain technical publications no longer sold by the Superintendent of Documents may 
be available from: 

National Technical Information Service 
5285 Port Royal Road 
Springfield, VA 22161 


There are currently more than 230 Subject Bibliographies that list publications and subscriptions on a single 
subject or a specific field of interest. Each entry is listed by title and contains the GPO stock number and 
price. The bibliographies also provide a brief description of some of the publications and subscriptions listed, 
ordering information, and the date of imprint of a publication. The Superintendent of Documents has also 
prepared a Subject Bibliography Index to assist customers in selecting the subject bibliography that is most 
closely related to their needs. To obtain your free copy of the Subject Bibliography Index, please write to: 


U.S. Government Printing Office 
Superintendent of Documents 
Stop: SSOP 

Washington, DC 20402-9328 


U.S. Government Books is an annotated and illustrated catalog of almost 1,000 of the Government’s new 
and popular books. Single copies are available free of charge and may be obtained by writing to: 


FREE CATALOG 
Box 37000 
Washington, DC 20013 


The Consumer Information Catalog, a catalog of free and low-priced consumer publications, is published 
four times a year. Approximately 40 percent of these publications are issued free upon request. The General 
Services Administration’s Consumer Information Center, which issues this catalog, maintains a mailing list for 
educators, libraries, consumer and non-profit groups wishing to receive 25 or more copies of this quarterly 
catalog. To obtain your copy of the catalog or to receive an application to be placed on the bulk mailing list, 
please write to: 


Consumer Information Center 
Pueblo, Colorado 81009 


Government Periodicals and Subscription Services (Price List 36), is a quarterly catalog of all Superintendent 
of Documents subscription services. To obtain your copy, please write to: 


Superintendent of Documents 
U.S. Government Printing Office 
Stop: SSOP 

Washington, DC 20402-9328 


New Books is an unannotated bimonthly listing of all new titles entering the sales program in the two 
months preceding each issue. To be placed on the free mailing list, please write to: 


New Books 

U.S. Government Printing Office 
Superintendent of Documents 
Washington, DC 20402-9325 
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HOW TO ORDER PUBLICATIONS 


. Publications sold by the Superintendent of Documents may be ordered directly from the Office of the 
Superintendent of Documents, U.S. Government Printing Office, Washington, DC 20402-9325. 

. Customers may submit orders for publications by indicating the GPO stock number and price on the 
order form in this catalog. Photocopies of this form are acceptable. When ordering, please include the 
complete title for each publication requested. 

. If a GPO stock number does not appear in a Monthly Catalog text entry or if it does not say “For sale 
by the Superintendent of Documents,” the publication cannot be ordered from the Government 
Printing Office. 

. Customers requesting subscription services, or single issues of a subscription service, should refer to the 
Periodicals Supplement or to the Government Periodicals and Subscriptions Services, Price List 36. 

. Customers may order by telephone from 7:30 a.m. to 4:00 p.m. Monday through Friday. You may have 
your orders charged to your VISA, MasterCard or Superintendent of Documents deposit account (see 
below). To place an order, please call (202) 783-3238. 

. Customers with teletype equipment can charge their orders to their deposit account or credit card 
account by dialing GPO TWX #710-822-9413; ANSWER BACK USGPO WSH. Customers on the 
DIALOG system may transfer their orders via DIALORDER. 


SUPERINTENDENT OF DOCUMENTS DEPOSIT ACCOUNTS 


More than 30,000 customers find that a prepaid Superintendent of Documents deposit account is a 
convenient way to do business. Upon receipt of an initial deposit ($50.00 minimum), an account will be 
established and a unique number will be assigned. Future purchases may be charged against the deposit 
account, including telephone orders, as long as sufficient funds are available in the account. Order blanks are 
provided and monthly statements are mailed to all customers with active deposit accounts. For more 
information and the necessary authorization forms, please write: 


U.S. Government Printing Office 
Deposit Account Unit 

Stop: FMCP 

Washington, DC 20402 


To telephone your request to set up a deposit account, please call (202) 275-2481. 


STANDING ORDER SERVICE 


For your convenience, the Superintendent of Documents offer a “standing order” service for many of our 
recurring or series publications. With standing order service, customers can request to be placed on a specific 
standing order list and will receive publications on the list as soon as they become available. Customers may 
maintain a Superintendent of Documents deposit account, or have their VISA or MasterCard account charged 
for these publications. Please note, however, that our subscription services are not available on a “standing 
order” basis. To receive a publication on standing order, customers should submit GPO Form 3468, “Authori- 
zation for Standing Order Service.” This form is available from the Superintendent of Documents at no 
charge. For more information on standing order service, please write to: 


U.S. Government Printing Office 
Superintendent of Documents 
Stop: SSOP 

Washington, DC 20402-9322 
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QUANTITY AND BOOKDEALER DISCOUNTS 


Individuals are authorized a 25-percent discount for purchases of 100 or more copies of a single 
publication mailed to one address. Bookdealers buying for the purpose of resale will receive the same 25 
percent discount, regardless of quantity, if the publications are mailed to their place of business. No discount is 
allowed on certain periodicals or groups of publications which fall into a special pricing category. 


INTERNATIONAL CUSTOMERS 


In order to provide the special handling required by international mailing regulations, a surcharge of 25 
percent of the domestic price must be added on all items shipped to a foreign address. Remittance in U.S. 
dollars should accompany every order and be in the form of a check drawn on a bank located in the U.S. or 
Canada, a VISA or MasterCard account, a UNESCO coupon, or an International Postal Money Order made 
payable to the Superintendent of Documents. NOTE: Due to Treasury Department regulations, we cannot 
accept checks drawn on Canadian banks for less than $4.00 (U.S. dollars). If your order totals less than $4.00 
(U.S. dollars), we suggest that you use your VISA or MasterCard account. International customers may also 
charge their mail, telephone and telex orders to a Superintendent of Documents deposit account. Please 
include the expiration date of your credit card with your order. Orders are sent via surface mail unless 
otherwise requested. 

Should you desire airmail service, please contact us in advance by letter, telephone (202) 783-3238, or 
Telex (710-822-9413; ANSWER BACK USGPO WSH) for the total cost of your order. Foreign currency, 
checks on foreign banks, and postage stamps will not be accepted. Please submit all orders in English. 


DIRECTORY FOR ORDERING ASSISTANCE 


. Telephone Order and Information Section (Order Desk) (202) 783-3238 
(General ordering information) 

. Congressional Information Desk (202) 275-3030 
(Information on Congressional publications) 

. Publication Service Section (202) 275-3050 
(Inquiries about your publication order) 

. Subscription Research Section (202) 275-3054 
(Inquiries about your subscription order) 

. Deposit Account Section (202) 275-2481 
(Inquiries regarding charges or deposits) 
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PLEASE PRINT OR TYPE ALL INFORMATION 


ORDER FORM 








Customer’s Telephone No.’s 


Litt tdi ti titty 





























Customer’s Name and Address 

















TO PLACE YOUR ORDER BY PHONE CALL OUR ORDER DESK AT 202-783-3238, MONDAY THROUGH FRIDAY, 7:30-4 EASTERN TIME 


Unit of | List Title of 
Stock No. Quantity | ‘issue 1D 1) Publication (subscription 





SHIP TO: (if different from above) 


é 


2 RR3Al 


[THIS FORM MAY BE REPRODUCED] asm 
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U.S. GOVERNMENT BOOKSTORES 


In addition to the mail order service provided by the Superintendent of Documents, the U.S. Government 
Printing Office operates 24 bookstores around the country. These bookstores are located in major metropolitan 
areas across the country. Each store carries many of the Government’s most popular publications, along with a 
selection of other books tailored to suit the interests and needs of its local clientele. They will be happy to special 
order any Government book currently for sale. All of our bookstores also accept VISA, MasterCard, and 
Superintendent of Documents Deposit account orders. To find the most convenient Government bookstore in 
your area, please refer to the listing provided below: 


ALABAMA 

O'Neill 

2023 3rd Avenue North 
Birmingham, AL 35203 
(205) 731-1056 


CALIFORNIA 

Arco Plaza, C-Level 
505 South Flower Street 
Los Angeles, CA 90071 
(213) 239-8225 


Room 1023, Federal Building 
450 Golden Gate Avenue 
San Francisco, CA 94102 
(415) 252-5334 


COLORADO 
World Savings Building 


720 North Main Street 
Pueblo, CO 81003 
(303) 544-3142 


Room 117, Federal Building 
1961 Stout Street 

Denver, CO 80294 

(303) 844-3964 


710 North Capitol Street NW 
Washington, DC 20401 
(202) 275-2091 


Farragut West 

1510 H Street NW 
Washington, DC 20005 
(202) 653-5075 


FLORIDA 

Room 158, Federal Building 
400 West Bay Street 
Jacksonville, FL 32202 
(904) 353-0569 


ae 100, Federal Building 
joom i 

275 Peachtree Street NE 
P.O. Box 56445 

Atlanta, GA 30343 

(404) 331-6949 


Ram es, Feral Bun 
oom 
219 South Dearborn S' 


, IL 60604 
(312) 353-5133 


MARYLAND 
5080 Chony Lane 
Laurel, MD 20707 
Ot 953-7974 
792-0262 


MASSACHUSETTS 
Thomas P. O’Neill Jr. Federal Bidg 


10 Causeway Street, Room 179 
Boston, MA 02222 
(617) 720-4180 


Kansas 
(816) 7 


i 
ioom 5 

26 Federal Plaza 

New York, NY 10278 

(212) 264-3825 


(216) 522-4922 


Room 207, Federal Building 
200 North High Street 
Columbus, OH 43215 

(614) 469-6955 


OREGON 

1305 S.W. First Avenue 
Portland, OR 97201 
(503) 221-6217 


PENNSYLVANIA 
Robert Morris Building 
100 North 17th Street 

ia, PA 19103 
(215) 597-0677 


Room 118, Federal Building 
1000 Liberty Avenue 

, PA 15222 
(412) 644-2721 


TEXAS 

Room 1C50, Federal Building 
1100 Commerce Street 
Dallas, TX 75242 

(214) 767-0076 


Texas Crude Building 
801 Travis Street 
Houston, TX 77002 
(713) 228-1187 


WASHINGTON 

Room 194, Federal Building 
915 Second Avenue 
Seattle, WA 98174 

(206) 442-4270 


WISCONSIN 

Room 190, Federal Building 
517 East Wisconsin Avenue 
Milwaukee, Wi 53202 

(414) 291-1304 








FEDERAL DEPOSITORY LIBRARY PROGRAM 


The Federal Depository Library Program was established by Congress to provide free public access to 
Government publications. Nearly 1400 public, academic, State, and law libraries serve as an information link 
with the Federal Government by maintaining collections of Government publications. These collections, 
which are tailored to local needs, are open to the public. Fifty-three of the libraries are designated as regional 
depository libraries. They have the responsibility of retaining material permanently and providing inter-library 
loan and reference services in their regions. They also assist the other depository libraries with the disposal of 


obsolete material. 


Copies of documents no longer available through the GPO Sales Program can usually be found in 
regional depository collections. A complete listing of regional depositories follows. To obtain a complete 
listing of all depository libraries, write to: 


ALABAMA 


AUBURN UNIV. AT MONTGOMERY 
LIBRARY 

Documents Department 

Montgomery, AL 36193 

(205) 271-3650 


UNIVERSITY OF ALABAMA LIBRARIES 
Documents Dept—Box S$ 

University, AL 35487 

(205) 348-6046 


ARIZONA 

DEPARTMENT OF LIBRARY, ARCHIVES 
AND PUBLIC RECORDS 

Third Floor-State Capitol 

1700 West Washington 

Phoenix, AZ 85007 

(602) 542-4417 


ARKANSAS 

ARKANSAS STATE LIBRARY 
One Capito! Mall 

Little Rock, AR 72201 
(501) 682-2326 


CALIFORNIA 


CALIFORNIA STATE LIBRARY 
P.0. Box 942837 
Sacramento, CA 94237-0001 
(916) 324-4863 


Federal Depository Library Program 
U.S. Government Printing Office 
Superintendent of Documents 


Stop: SM 


Washington, DC 20402 


COLORADO 

UNIV. OF COLORADO LIB. 
Government Pub. Division 
Campus Box 184 
Boulder, CO 80309 
(303) 492-8834 


DENVER PUBLIC LIBRARY 
Govt 


. Pub. 
1357 Broadway 
Denver, CO 80203 
(303) 640-8874 


CONNECTICUT 
CONNECTICUT STATE LIBRARY 
Government Documents Unit 
231 Capitol Avenue 

Hartford, CT 06106 

(203) 566-4971 


FLORIDA 


UNIVERSITY OF FLORIDA LIBRARIES 
Library West 
tment 


Documents Depa 
Gainesville, FL 32611 
(904) 392-0367 


GEORGIA 
UNIVERSITY OF GEORGIA LIBRARIES 


HAWAII 

UNIVERSITY OF HAWAII LIBRARY 
Govt. Documents Collections 
2550 The Mall 

Honolulu, Hi 96822 

(808) 956-8230 


IDAHO 

UNIV. OF IDAHO LIBRARIES 
Documents Section 
Moscow, ID 83843 

(208) 885-6344 


ILLINOIS 

ILLINOIS STATE LIBRARY 
Information Services Branch 
Centennial Buildin 


Springfield, IL 62756 
(217) 782-4887 


INDIANA 

INDIANA STATE LIBRARY 
Serials Documents Section 
140 North Senate Avenue 


Indianapolis, IN 46204 
(317) 232-3686 


IOWA 

UNIV. OF IOWA LIBRARIES 
Govt. Documents 

lowa City, IA 52242 
(319) 353-3318 


KANSAS 


KENTUCKY 


UNIVERSITY OF KENTUCKY LIBRARIES 
Govt. Pub. Department 

Lexington, KY 40506-0039 

(606) 257-3139 


LOUISIANA 
LOUISIANA STATE UNIVERSITY 
Middleton Li 


oe or 70803 
(504) Mee 2570 


LOUISIANA TECHNICAL UNIV. LIBRARY 
Documents 


Department 
Ruston, LA 71272-0046 
(318) 257-4962 


MAINE 
UNIVERSITY OF MAINE 


Raymond H. 
Tri-State Regi 
Orono, ME 04469 
(207) 581-1681 


College 

(301) 405-9165 
MASSACHUSETTS 
BOSTON PUBLIC LIBRARY 
—— Docs. Dept. 
Boston, MA 02117 

(617) 536-5400, ext. 227 


MICHIGAN 
DETROIT PUBLIC LIBRARY 


3201 Woodend Ave. 


Detroit, Ml 48202-4093 
(313) 833-1025 


MICHIGAN STATE LIBRARY 
P.O. Box 30007 

sing, MI 48909 
(517) 373-1307 
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iversity, MS 38677 
(601) 232-5857 


MISSOURI 
UNIVERSITY OF MISSOURI AT 
COLUMBIA 


Columbia, MO 65 

(314) 882-6733 

MONTANA 

UNIVERSITY OF MONTANA 

Missoula, MT 59812 

(406) 243-6700 

NEBRASKA 

UNIVERSITY OF NEBRASKA—LINCOLN 


Lincoln, NE 68588-4010 
(402) 472-2562 

NEVADA 

UNIVERSITY OF NEVADA LIB. 
Govt. Pub. 


Reno, NV 89557-0044 
(702) 784-6579 


NEW JERSEY 
NEWARK PUBLIC LIBRARY 


5 —— Street 
Newark, NJ 07101-0630 


(201) 733-7812 


PRELIM. 18 


UNIVERSITY OF NEW MEXICO 
Zimmerman 


‘ a7131 
(508) 247-544] 


NEW MEXICO STATE LIBRARY 


, NM 87503 
(505) 827-3826 


NEW YORK 
NEW YORK STATE LIBRARY 
ire State Plaza 


Albany, NY 12230 
(518) 474-3940 


= DAKOTA STATE UNIVERSITY 


Documents Office 

Fargo, ND 58105 

(701) 237-8863 

UNIVERSITY OF NORTH DAKOTA 
Chester Fritz Library 

Documents Department 

Grand Forks, ND 58202 

(701) 777-4630 


OHIO 
STATE LIBRARY OF OHIO 
Documents 


Department 
65 South Front Street 
Columbus, Ohio 43266-0334 
(614) 644-7061 


OKLAHOMA 
OKLAHOMA DEPT. OF LIBRARIES 
Government Documents 

200 NE 18th Street 


Oklahoma City, OK 73105 
(405) 521-2502, ext. 252 


OKLAHOMA STATE UNIV. LIB. 
Documents Department 


Stillwater, OK 74078 
(405) 744-6313 


OREGON 
PORTLAND STATE UNIV. LIB. 
Documents 


Portland, OR 97207 
(503) 725-4126 


PENNSYLVANIA 
STATE LIBRARY OF PENN. 
Government Pub. Section 


P.O. Box 1601 
Harrisburg, PA 17105 
(717) 787-3752 


SOUTH CAROLINA 
CLEMSON UNIVERSITY 
Library 


Cooper 

Documents Department 

Clemson, SC 29634 

(803) 656-5174 

UNIVERSITY OF SOUTH CAROLINA 
Thomas i 


TENNESSEE 
MEMPHIS STATE UNIVERSITY LIB. 
Government Documents Dept. 


Memphis, TN 38152 
(901) 678-2206 


TEXAS 
aS a 
P.0. Box 12927—Cap. Sta. 


Austin, TX 78711 
(512) 463-5455 


TEXAS TECH UNIV. LIBRARY 
Govt. Documents Department 
Lubbock, TX 79409 

(806) 742-2268 


logan, UT 22 

(801) 750-1000 ext. 2683 
VIRGINIA 
UNIVERSITY OF VIRGINIA 


Library—Pub. Docs. 
Charlottesville, VA 22093-2498 
(804) 924-3133 


i wi 
(414) 278-2167 





LIST OF SPECIAL MATERIALS 


Errata sheets, change notices, transmittals, binders, and other items not warranting a separate .bibliograph- 
ic description are listed below. The list is arranged in Superintendent of Documents classification number 
order. Each entry includes the title, identifying dates, depository item number, shipping list number, sales 


stock number, and price, as applicable. 


A 13.82/2:R 31/5/folder 





AE 1.108:Ad 6/ch.28 





AE 1.108:P 94/2/ch.2 





AE 2.106/3:10/pt.200-399/99 1 /notice 


C 3.31/12:987/v.3/pt.2/ch.sheet 





C 3.272:CPP-1/991 





C 3.272:D-1384.1 





C 3.272:FH-2 A 





C 3.272:FH-2 B 





C 3.272:NPS-25 (X) 





C 3.272:SASS-4 A 





D 1.6/4:989/ch.50 





D 1.6/5:990/ch.304 








D 1.6/5:990/supp.7 


D 1.76:990/pt.1/supp.2 





D 1.76:990/pt.2/supp.2 





D 1.76/2:990/supp.2 





D 1.87/3:987/ch.3 








D 7.6/8:4140-2/v.2/pt.1/988/ch.6 


D 7.6/8:4140-2/v.2/pt.3/988/ch.6 





D 7.6/19:12/988/ch.5 





D 7.310:990-4/ch. 1 





D 101.11:9-2320-209-20-1/ch.1 





Renewing resources through research. [1991]. Shipping List no. 91-0108-P. 
@ltem 0079-E. 

NARA administrative procedures manual. Dec. 21, 1990. Shipping List no. 
91-0136-P. @Item 0569-B. 

Office of the National Archives procedures manual. Nov. 16, 1990. Shipping 
List no. 91-0098-P. @Item 0569-B. 

Code of Federal Regulations. Energy. Rev. Jan. 1, 1991. Shipping List no. 
91-0157-P. @Item 0572-B. 

Agricultural economics and land ownership survey (1988). Changed Dec. 
1990. Shipping List no. 91-0081-P. @Item 0152. 

Point of purchase survey. 1991. Aug. 29, 1990. Shipping List no. 91-0163-P. 
@ltem 0146-M. 

Post enumeration survey. Paired practice interviews for evaluation followup. 
January 1991. Shipping List no. 91-0127-P. @Item 0146-M. 

Screening questionnaire. 1991 national survey of fishing, hunting, and wild- 
life-associated recreation. July 3, 1990. Shipping List no. 91-0127-P. @Item 
0146-M. 

Screening questionnaire. 1991 national survey of fishing, hunting, and wild- 
life-associated recreation. July 3, 1990. Shipping List no. 91-0127-P. @Item 
0146-M. 

Survey of inmates of state correctional facilities. National prisoner statistics. 
Sept. 18, 1990. Shipping List no. 91-0127-P. @Item 146-M. 

Schools and staffing survey. Public school teacher questionnaire- 1990-1991. 
Dec. 27, 1990. Shipping List no. 91-0145-P. @Item 0146-M. 

Joint Federal travel regulations. Feb. 1, 1991. Shipping List no. 91-0099-P. 
@ltem 0306-B-01. S/N 908-012-00000-3. Subscription $89.00. 

Joint travel regulations. Volume 2. Feb. 1, 1991. Shipping List no. 91-0099- 
P. @Item 0306-C. S/N 908-010-00000-1. Subscription $ 84.00. 

Commuted rate schedule for transportation and storage of household goods. 
Jan. 2, 1991. Shipping List no. 91-0099-P. @Item 0306-C. 

Index of specifications and standards. Alphabetical listing. Nov. 1, 1990. 
Shipping List no. 91-0083-P. @Item 0314-G. S/N 908-021-00000-2. Sub- 
scription $ 78.00. 

Index of specifications and standards. Pt. II. Numerical Listing. Nov. 1, 1990. 
Shipping List no. 91-0083-P. @Item 0314-G. S/N 908-021-00000-2. Sub- 
scription $ 78.00. 

Federal supply classification listing of DOD standardization documents. Nov. 
1, 1990. Shipping List no. 91-0083-P. @Item 0314-G. 

Milstrip defense program for redistribution of assets (DEPRA) procedures. 
Dec. 14, 1990. Shipping List no. 91-0082-P. @Item 0306-A-21. 

Supply operations manual. Defense supply center supply operating proce- 
dures. Nov. 30, 1990. Shipping List no. 91-0116-P. @Item 0314-A. 

Supply operations manual. Defense supply center supply operating proce- 
dures. Nov. 30, 1990. Shipping List no. 91-0118-P. @Item 0314-A. 

Defense logistics information system (DLIS) procedures manual. Jan. 1, 1991. 
Shipping List no. 91-0082-P. @Item 0314-A. 

NAS fixes. Compulsory and non-compulsory radio fixes. Oct. 18, 1990. 
Shipping List no. 91-0112-P. @Item 0431-D-03. 

Technical manual. Volume 1 of 3. Scheduled maintenance organizational 
level. 24%-ton, 6x6, M44A1 and M44A2 series trucks (multifuel). . . . Dec. 4, 
1990. Shipping List no. 91-0086-P. @Item 0329. 
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Technical manual, volume 1 of 3. Scheduled maintenance organizational 
level. 5-ton, 6x6, M809 series trucks (diesel). Truck, chassis: . . . Nov. 30, 
1990. Shipping List no. 91-0092-P. @Item 0329. 

Technical manual. Unit maintenance, direct support and general support 
maintenance with repair parts and special tool lists. Cranes . . . Oct. 26, 
1990. Shipping List no. 91-0078-P. @Item 0329. 

Technical manual. Intermediate direct support and intermediate general sup- 
port maintenance. Fighting vehicle, infantry M2. . . Sept. 30, 1987. Shipping 
List no. 91-0111-P. @Item 0326. 

Direct support and general support maintenance manual. Part 1 Maintenance. 
Turret for tank, combat, full-tracked: 105-MM gun. . . Feb. 18, 1987. Ship- 
ping List no. 91-0121-P. @Item 0329. 

Direct support and general support maintenance manual. Volume 2 of 2. 
Tank, combat, full-tracked: 120-MM gun, MIA1. . . Sept. 22, 1989. Ship- 
ping List no. 91-0080-P. @Item 0329. 

Technical manual. Operators, organizational direct support and general sup- 
port maintenance battlefield damage assessment and repair .. . Nov. 21, 
1990. Shipping List no. 91-0086-P. @Item 0329. 

Unit maintenance. Technical manual. Carrier, personnel, full tracked, ar- 
mored M113A3 2350-01-219-7577. July 12, 1989. Shipping List no. 91-0104— 
P. @ltem 0329. 

Operator’s manual. Kit, auxiliary power unit (APU) 2590-01-268-8229). Dec. 
13, 1990. Shipping List no. 91-0079-P. @Item 0329. 

Aviation unit and intermediate maintenance instructions. Army model UH- 
1H/V/EH-1H/X Helicopters. Jan. 31, 1991. Shipping List no. 91-0106-P. 
@ltem 0329. 

Operator’s manual. Army CH-47D Helicopter. May 14, 1990. Shipping List 
no. 91-0078-P. @Item 0329. 

Changes to the Naval military personnel manual. Dec. 22, 1990. Shipping 
List no. 91-0123-P. @Item 0403-A. 

Federal specification. Screw, cap, socket-head. July 9, 1990. Shipping List 
no. 91-0157-P. @Item 0563. 

Federal specification. Surveyor, dental clasp. July 18, 1977. Shipping List no. 
91-0166-P. @Item 0563. 

Federal specification. Thermometers, self-indicating, liquid-in-g‘ass for ma- 
chinery and piping systems. July 11, 1977. Shipping List no. 91-0166-P. 
@ltem 0563. 

Punches; center, coopers’, driven pin, aligning, and prick. Jan. 27, 1966. 
Shipping List no. 91-0116-P. @Item 0563. 

Federal specification. Silver plating, electrodeposited: General requirements 
for. June 3, 1985. Shipping List no. 91-0157-P. @Item 0563. 

Federal specification. Steel, stainless and heat resisting, alloys, plate, sheet 
and strip. Feb. 5, 1988. Shipping List no. 91-0166-P. @Item 0563. 

Federal specification. Cleaning methods for ferrous surfaces and pretreat- 
ments for organic coatings. June 29, 1990. Shipping List no. 91-0157-P. 
@ltem 563. 

Federal specification. Polyurethane coating: Self-priming topcoat, low vola- 
tile organic compounds (VOC). Sept. 24, 1990. Shipping List no. 91-0157-P. 
@ltem 0563. 

Federal specification sheet. Circuit breakers, molded case, branch circuit and 
service, type 1, series trip, three pole . . . Sept. 4, 1990. Shipping List no. 
91-0157-P. @ltem 0563. 

POMS. Pt. 01, Chap. 013, Subchapter 80—Field office instructions for proc- 
essing requests for earnings, insured status and benefit estimate January 1991. 
Shipping List no. 91-0154-P. @Item 0516-S. 

POMS. Pt. 1, Chap. 039, Subchapter 010—Master earnings file. January 
1991. Shipping List no. 91-0154—P. @Item 0516-S. 

POMS. Pt. 02, Chap. 003, Subchapter 05—Proof of marital relationship. June 
1990. Shipping List no. 91-0124-P. @Item 0516-S. 

POMS. Pt. 04, Chap. 325, Subchapter 48—Hyatt. January 1991. Shipping 
List no. 91-0154—P. @Item 0516-S. 
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POMS. Pt. 5, Chap. 008, Subchapter 35—Living arrangements and in-kind 
support maintenance. January 1991. Shipping List no. 91-0154-P. @Item 
0516-S. 

POMS. Pt. 05, Chap. 20, Subchapter 01—Introduction. January 1991. Ship- 
ping List no. 91-0154-P. @Item 0516-S. 

POMS. Pt. 8, Chap. 003, Subchapter 45—Full claims earnings record 
(FCER). January 1991 Shipping List no. 91-0154—-P. @Item 0516-S. 

POMS. Pt. 8, Chap. 003, Subchapter 90—Special CAPS procedures. Decem- 
ber 1990. Shipping List no. 91-0154—P. @Item 0516-S. 

POMS. Pt. 8, Chap. 013, Subchapter 10—Overpayments/underpayments 
process. December 1990. Shipping List no. 91-0154—P. @Item 0516. 

POMS. Pt. 08, Chap. 013, Subchapter 11—Overpayments/underpayments 
procedures. January 1991. Shipping List no. 91-0154-P. @Item 0516-S. 
POMS. Pt. 09, Chap. 006, Subchapter 05—Notices, indexes and charts. Janu- 
ary 1991. Shipping List no. 91-0154—-P. @Item 0516-S. 

Compliance policy guides. Nov. 11, 1990. Shipping List no. 91-0095-P. 
@ltem 0475-G. 

Staff manual guide FDA 1410.2—Authority regarding imports and exports. 
Jan. 1, 1991. Shipping List no. 91-0160-P. @Item 0475-G. 

Staff manual guide FDA 1410.7—Authority to disclose official records and 
information. Jan. 1, 1991. Shipping List no. 91-0160-P. @Item 0475-G. 
Staff manual guide FDA 1410.18—Authority to issue reports of minor viola- 
tions. Jan. 1, 1991. Shipping List no. 91-0160-P. @Item 0475-G. 

Staff manual guide FDA 1410.20—Authority to grant and withdraw var- 
iances from performance standards for electronic products. Jan. 1, 1991. 
Shipping List no. 91-0160-P. @Item 0475-G. 

Staff manual guide FDA 1410.21—Authority to exempt products from per- 
formance standards and prohibited acts. Jan. 1, 1991. Shipping List no. 91- 
0160-P. @Item 0475-G. 

Now comprehensive health data available on CD-ROM. 1991. Shipping List 
no. 91-0011-P. @Item 0500-E-1. 

Medicare. Hospital manual. December 1990. Shipping List no. 91-0082-P. 
@ltem 0512-A-21. S/N 917-005-00000-1. Subscription $ 299.00. 

Medicare. Hospital manual. February 1991. Shipping List no. 91-0157-P. 
@ltem 0512-A-21. S/N 917-005-00000-1. Subscription $ 299.00. 

Medicare. Home health agency manual. Jan. 1991. Shipping List no. 91- 
0110-P. @Item 0512-A-25. S/N 917-004-00000-5. Subscription $155.00. 
Medicare. Intermediary manual. Part 3—Claims process. Oct. 1990. Shipping 
List no. 91-0136-P. @Item 0512-A-25. S/N 917-006-00000-8. Subscription 
$490.00. 

Medicare. Intermediary manual. Part 3—Claims process. Jan.1991. Shipping 
List no. 91-0128-P. @Item 0512-A-25. S/N 917-006-00000-8. Subscription 
$490.00. 

Medicare. Intermediary manual. Pt. 3—Claims process. January 1991. Ship- 
ping List no. 91-0163. @Item 0512-A-25. S/N 917-006-00000-8. Subscrip- 
tion $490.00. 

Medicare. Intermediary manual. Pt. 3—Claims process. February 1991. Ship- 
ping List no. 91-0166-P. @Item 0512-A-25. S/N 917-006-00000-8. Sub- 
scription $ 490.00. 

Submission of Form HCFA 2552-89 (Hospital and hospital health care com- 
plex) for outpatient capital reduction. November 1990. Shipping List no. 91- 
0095-P. @Item 0512-A-25. 

Program memorandum. Intermediaries. Change in hospice payment rates— 
ACTION. February 1991. Shipping List no. 91-0157-P. @Item 0512-A-25. 
Section 206(c), effective January 1, 1991, requires changes in adverse notices 
to claimants—INFORMATION. December 1990. Shipping List no. 91-0096- 
P. @Item 0512-A-25. 

Reduction in part B payments from November 1, 1990 through December 
31, 1990. ACTION. Jan. 1991. Shipping List no. 91-0110-P. @Item 0512-A- 
25. 

Capturing physicians zip codes on CWF records—INFORMATION. No- 
vember 1990. Shipping List no. 91-0095-P. @Item 0512-A-25. 
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Program Memorandum. Carriers. Revised carriers electronic media claims 
(EMC) specifications—ACTION. January 1991. Shipping List no. 91-0163- 
P. @ltem 0512-A-25. 

Program Memorandum. Carriers. Restriction on payment to referring labora- 
tories. January 1991. Shipping List no. 91-0163-P. @Item 0512-A-25. 
Medicare. Carriers manual. Part 3—Claims process. Nov. 1990. Shipping List 
no. 91-0118-P. @lItem 0512-A-25. S/N 917-003-00000-9. Subscription 
$540.00. 

Medicare. Carriers manual. Pt. 3—Claims process. January 1991. Shipping 
List no. 91-0095-P. @Item 0512-A-25. S/N 917-003-00000-9. Subscription 
$540.00. 

Medicare. Carriers manual. Part 3—Claims process. Jan. 1991. Shipping List 
no. 91-0128-P. @Item 0512-A-25. S/N 917-003-00000-9. Subscription 
$540.00. 

Medicare. Carriers manual. Part 3—Claims process. Jan. 1991. Shipping List 
no. 91-0128-P. @Item 0512-A-25. S/N 917-003-00000-9. Subscription 
$540.00. 

State medicaid manual. Services. Oct. 1990. Shipping List no. 91-0103-P. 
@ltem 0512-A-22. 

Medicare. Renal dialysis facility manual (non-hospital operated). Dec. 1990. 
Shipping List no. 91-0087-P. @Item 0512-A-21. 

Certificate of eligibility for nonimmigrant (M-1) student status for vocational 
students. Rev. May 3, 1990. Shipping List no. 91-0099-P. @Item 0723-A-02. 
Temporary protected status eligibility questionnaire. Dec. 31, 1990. Shipping 
List no. 91-0140-P. @Item 0723-A-2. 

News. OSHA head comments on BLS injury, illness data for 1989. Nov. 14, 
1990. Shipping List no. 91-0081-P. @Item 0771-F. 

News. Employer costs for employee compensation—March 1990. June 19, 
1990. Shipping List no. 91-0078-P. @Item 0771-F. 

News. Dearment appoints committee to review minimum wage rates in 
American Samoa. Dec. 20, 1990. Shipping List no. 91-0081-P. @Item 0771- 
F. 
News. New penalty implementation. Dec. 19, 1990. Shipping List no. 91- 
0081-P. @Item 0771-F. 

News. Communication certification laboratory seeks OSHA designation as a 
nationally recognized testing laboratory. Jan. 2, 1991. Shipping List no. 91- 
0083-P. @Item 0771-F. 

News. ERISA advisory opinions available. Dec. 31, 1990. Shipping List no. 
91-0083-P. @Item 0771-F. 

News. OSHA settles citations for alleged safety violations by ARCO in July 
5 Texas explosion; company to pay $3.48 million. Jan. 3, 1991. Shipping List 
no. 91-0112-P. @Item 0771-F. 

News. OSHA reminds employers to post injury/illness summaries during 
February. Jan. 8, 1991. Shipping List no. 91-0108-P. @Item 0771-F. 

News. Labor Department sues Manchester, N.H. company to recover pen- 
sion losses. Jan. 8, 1991. Shipping List no. 91-0118-P. @Item 0771-F. 

News. Former president of Teamsters Local 560 permanently barred from 
union affairs. Jan. 9, 1991. Shipping List no. 91-0118-P. @Item 0771-F. 
News. Labor Department obtains $132.000 on behalf of Georgia profit shar- 
ing plan. Jan. 9, 1991. Shipping List no. 91-0112-P. @Item 0771-F. 

News. New Jersey trucking company executive pleads guilty in San Francis- 
co to wire fraud scheme. Jan. 14, 1991. Shipping List no. 91-0142-P. @Item 
0771-F. 

News. Labor Department consent order sets procedures on health care 
providers for Chicago plan. Jan. 17, 1991. Shipping List no. 91-0141-P. 
@ltem 0771-F. 

News. Workplace Skills Commission to hold fourth meeting. Jan. 17, 1991. 
Shipping List no. 91-0161-P. @Item 0771-F. 

Peabody Coal Company pleads guility to dust sample tampering. Jan. 17, 
1991. Shipping List no. 91-0141-P. @Item 0771-F. 
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News. Reynolds Products, Inc., signs $193,000 employment discrimination 
settlement with U.S. Labor Department. Jan. 17, 1990. Shipping List no. 91- 
0161-P. @Item 0771-F. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 4, 1991. Shipping List no. 91-0079-P. @Item 0777-B-02. S/N 
929-026-00000-4. Subscription $331.00. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 11, 1991. Shipping List no. 91-0098-P. @Item 0777-B-02. S/N 
929-029-00000-3. Subscription $364.00. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 18, 1991. Shipping List no. 91-0133-P. @Item 0777-B-02. S/N 
929-029-00000-3. Subscription $364.00. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 25, 1991. Shipping List no. 91-0140-P. @Item 0777-B-02. S/N 
929-029-00000-3. Subscription $364.00. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 4, 1991. Shipping List no. 91-0079-P. @Item 0777-B-03. S/N 
929-030-00000-1. Subscription $361.00. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 11, 1991. Shipping List no. 91-0098-P. @Item 0777-B-03. S/N 
929-030-00000-1. Subscription $361.00. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 18, 1991. Shipping List no. 91-0133-P. @Item 0777-B-03. S/N 
929-030-00000-1. Subscription $361.00. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 25, 1991. Shipping List no. 91-0140-P. @Item 0777-B-03. S/N 
929-030-00000-1. Subscription $ 361.00. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 4, 1991. Shipping List no. 91-0079-P. @Item 0777-B-04. S/N 
929-03 1-00000-8. Subscription $327.00. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 11, 1991. Shipping List no. 91-0098-P. @Item 0777-B-04. S/N 
929-03 1-00000-8. Subscription $327.00. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 18, 1991. Shipping List no. 91-0133-P. @Item 0777-B-4. S/N 
929-03 1-00000-8. Subscription $327.00. 

General wage determinations issued under the Davis-Bacon and Related 
Acts. Jan. 25, 1991. Shipping List no. 91-0140-P. @Item 0777-B-4. S/N 929- 
031-00000-8. Subscription $327.00. 

Application for authority to employ workers with disabilities at special mini- 
mum wages. Rev. Aug. 1990. Shipping List no. 91-0083-P. @Item 0777-C. 
Miner medical reimbursement form. Rev. Nov. 1990. Shipping List no. 91- 
0083-P. @Item 0746-C-06. 

Library of Congress rule interpretations. Second edition, 1989. Nov. 27, 1990. 
Shipping List no. 91-0145-P. @Item 0815-B. 

Rules and regulations. Transmittal sheet. December 1990. Shipping List no. 
91-0095-P. @Item 0527. S/N 954-004-00000-7. Subscription $24.00. 
Research conferences 1990-91. [1991]. Shipping List no. 91-0083-P. @Item 
0831-B-01. 

FPM. Table of changes. Oct. 22, 1990. Shipping List no. 91-0116-P. @Item 
0294. S/N 906-001-00000-4. Subscription $1133.00. 

FPM. Pay rates for the Executive Schedule. Jan. 18, 1991. Shipping List no. 
91-0163-P. @Item 0294. S/N 906-001-00000-4. Subscription $1133.00. 

FPM. Senior executive service recertification. Jan. 28, 1991. Shipping List 
no. 91-0160-P. @Item 0294. S/N 906-001-00000-4. Subscription $1133.00. 
FPM. Table of changes. Oct. 5, 1990. Shipping List no. 91-0116-P. @Item 
0294. S/N 906-001-00000-4. Subscription $1133.00. 

FPM. Interim geographic adjustments. Jan. 30, 1991. Shipping List no. 91- 
0160-P. @Item 0294. S/N 906-026-00000-7. Subscription $89.00. 

FPM supplement. Table of changes. Dec. 28, 1990. Shipping List no. 91- 
0095-P. @Item 0294. S/N 906-007-00000-2. Subscription $29.00. 
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FPM. Interim geographic adjustments under the Federal Employees Pay 
Comparability Act of 1990. Jan. 28, 1991. Shipping List no. 91-0160-P. 
@ltem 294. S/N 906-001-00000-4. Subscription $1133.00. 

FPM. Retirement—Credit for service. Jan. 23, 1991 Shipping List no. 91- 
0163-P. @Item 294. S/N 906-036-00000-2. Subscription $359.00. 

FPM. Cost-of-living adjustment of annuities; New Variable Interest Rate. 
Dec. 27, 1990. Shipping List no. 91-0079-P. @Item 0294. S/N 906-036- 
00000-2. Subscription $359.00. 

FPM. Variation of the requirement for prior approval of the use of a special 
pay rate as the highest previous rate of pay. Jan. 29, 1991. Shipping List no. 
91-0164-P. @Item 0294. S/N 906-001-00000-4. Subscription $1133.00. 

FPM. Addition of the Office Automation Clerical and Assistance Series, GS- 
32, to the appropriate special salary rates. Jan. 28, 1991. Shipping List no. 
91-0157-P. @Item 0294. S/N 906-026-00000-7. Subscription $89.00. 

FPM. Revised form for requesting special salary rates. Jan. 29, 1991. Ship- 
ping List no. 91-0160-P. @Item 0294. S/N 906-026-00000-7. Subscription 
$89.00. 

Employee service and records center search brief for death claims and 
notices. Dec. 1990. Shipping List no. 91-0141-0.@ Item 0290-J-1. 

Important notice about your Federal Income Tax withholding Jan. 1991. 
@ Item 0290-J-1. 

Volunteer assistance earned income credit job aid and table. Rev. October 
1990. Shipping List no. 91-0078-P. @Item 0956-J. 

Certain gambling winnings. 1991. Shipping List no. 91-0141-P. @Item 0964- 
E. 

Request for Federal income tax withholding from sick pay. 1991. Shipping 
List no. 91-0141-P. @Item 0964-E. 

Employer’s annuai Federal unemployment (FUTA) tax return. 1990. Ship- 
ping List no. 91-0087-P. @Item 0964-E. 

Employer’s annual Federal unemployment (FUTA) tax return. 1990. Ship- 
ping List no. 91-0083-P. @Item 0964-E. 

Employer’s annual tax return for agriculture employees. 1990. Shipping List 
no. 91-0084-P. @Item 0964-E. 

Exempt organization business income tax return. 1990. Shipping List no. 91- 
0123-P. @Item 0964-E. 

Estimated tax on unrelated business taxable income for tax-exempt organiza- 
tions. 1991. Shipping List no. 91-0091-P. @Item 0964-E. 

Return of organization exempt from income tax. 1990. Shipping List no. 91- 
0117-P. @Item 0964-E. 

U.S. Department alien income tax return 1991 Shipping List no. 91-0136-P. 
@ltem 0964-E. 

Beneficiary’s share of income, deductions, credits, etc-1990. 1990. Shipping 
List no. 91-0081-P. @Item 0964-E. 

Capital gains and losses. 1990. Shipping List no. 91-0093-P. @Item 0964.E. 
U.S. partnership of return income. 1990. Shipping List no. 91-0086-P. @Item 
0964-E. 

Annual summary and transmittal of U.S. information returns. 1991. Shipping 
List no. 91-0083-P. @Item 0964-E. 

Mortgage interest statement. 1991. Shipping List no. 91-0091-P. @Item 
0964-E. 

Acquisition or abandonment of secured property. 1991. Shipping List no. 91- 
0078-P. @Item 0964-E. 

U.S. income tax return of a foreign corporation. 1990. Shipping List no. 91- 
0098-P. @Item 0964-E. 

Transfer price or commission. 1990. Shipping List no. 91-0094-P. @Item 
0964-E. 

U.S. Income tax return of a foreign sales corporation. 1990. Shipping List no. 
91-0091-P. @Item 0964-E. 

U.S. income tax return for homeowners associations. 1990. Shipping List no. 
91-0081-P. @Item 0964-E. 

Shareholder’s statement of IC-DISC distributions—-1990. 1990. Shipping List 
no. 91-0113-P. @Item 0964-E. 
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T 22.51:1120-REI/990 





T 22.51:1120-RIC/990 








T 22.51:2220/990 


T 22.51:3800/990 
T 22.51:4136/990 





T 22.51:4137/990 








T 22.51:4668/990 


T 22.51:4684/990 





T 22.51:4720/990 








T 22.51:4972/990 
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T 22.51:6765/990 








T 22.51:6781/990 


T 22.51:8522-CR/990 





T 22.51:8582/990 








T 22.51:8615/990 ... 





T 22.51:8645. 
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Inter-company transfer price or commission. 1990. Shipping List no. 91- 
0102-P. @Item 0964-E. 

Interest charge domestic international sales corporation return. 1990. Ship- 
ping List no. 91-0102-P. @Item 0964-E. 

U.S. Property and casualty insurance company income tax return. 1990. 
Shipping List no. 91-0140-P. @Item 0964-E. 

U.S. income tax return for certain political organizations. 1990. Shipping List 
no, 91-0102-P. @Item 0964-E. 

U.S. Income tax return for real estate investment trusts. 1990. Shipping List 
no. 91-0110-P. @Item 0964-E. 

U.S. income tax return for regulated investment companies. 1990. Shipping 
List no. 91-0079-P. @Item 0964-E. 

Underpayment of estimated tax by corporations. 1990. Shipping List no. 91- 
0096-P. @Item 0964-E. 

General business credit. 1990. Shipping List no. 91-0994-P. @Item 0964-E. 
Credit for Federal tax on fuels. 1990. Shipping List no. 91-0094-P. @Item 
0964-E. 

Social security tax on unreported tip income. 1990. Shipping List no. 91- 
0086-P. @Item 0964-E. 

Employment tax examination changes report. Nov. 1990. Shipping List no. 
91-0141-P. @Item 0964-E. 

Casualties and thefts. 1990. Shipping List no. 91-0081-P. @Item 0964-E. 
Return of certain excise taxes on charities and other persons under chapters 
41 and 42 of the Internal Revenue Code. 1990. Shipping List no. 91-0140-P. 
@ltem 0964-E. 

Tax on lump-sum distributions. 1990. Shipping List no. 91-0092-P. @Item 
0964-E. 

Return for additional taxes attributable to qualified retirement plans (includ- 
ing IRA’s) annuities, and modified endowment contracts. 1990. Shipping List 
no. 91-0099-P. @Item 0964-E. 

Individual retirement arrangement information. 1991. Shipping List no. 91- 
0117-P. @Item 0964-E. 

Return/report of employee benefit plan. 1990. Shipping List no. 91-0123-P. 
@ltem 0964-E. 

Insurance information. 1990. Shipping List no. 91-0113-P. @Item 0964-E. 
Service provider and trustee information. 1990. Shipping List no. 91-0161-P. 
@ltem 0964-E. 

Annual return of fiduciary of employee benefit trust. 1990. Shipping List no. 
91-0140-P. @Item 0964-E. 

Annual registration statement identifying separated participants with deferred 
benefits. 1990. Shipping List no. 91-0092-P. @Item 0964-E. 

Annual return/report of employee benefit plan. 1990. Shipping List no. 91- 
0078-P. @Item 0964-E. 

Installment sale income. 1990. Shipping List no. 91-0092-P. @Item 0964-E. 
Credit for increasing research activities (or for claiming the orphan drug 
credit). 1990. Shipping List no. 91-0157-P. @Item 0964-E. 

Gains and losses from section 1256 contracts and straddles. 1990. Shipping 
List no. 91-0102-P. @Item 0964-E. 

Passive activity credit limitations. 1991. Shipping List no. 91-0123-P. @Item 
0964-P. 

Passive activity loss limitations. 1990. Shipping List no. 91-0081-P. @Item 
0964-E. 

Tax for children under age 14 who have investment income of more than 
$1,000. 1990. Shipping List no. 91-0093-P. @Item 0964-E. 

Soil and water conservation plan certification. Rev. Oct. 1990. Shipping List 
no. 91-0079-P. @Item 0964-E. 

News. Federal Housing Finance Board reports continued decline in mort- 
gage rates. Jan. 18, 1991. Shipping List no. 91-0157-P. @Item 0596-A. 
FAR. Part 61 - Certification: Pilots and flight instructors. Dec. 5, 1990. 
Shipping List no. 91-0154—-P. @Item 0431-C-13. S/N 950-016-00000-1. Sub- 
scription $33.00. 
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FAR. Revised Part 91 - General operating and flight rules. Nov. 9, 1990. 
Shipping List no. 91-0154—P. @Item 0431-C-13. S/N 950-018-00000-3. Sub- 
scription $53.00. 

FAR. Part 139 - Certification and operations: Land airports serving certain 
air carriers. Dec. 19, 1990. Shipping List no. 91-0158-P. @Item 0431-C-13. 
S/N 950-027-00000-2. Subscription $14.00. 

Standard instrument approach procedures, departure procedures/takeoff 
minimums Jan. 4, 1991. Shipping List no. 91-0116-P. @Item 0431-C-28. 
Standard instrument approach procedures, departure procedures/takeoff 
minimums, and fix actions . . . Jan. 18, 1991. Shipping List no. 91-0166-P. 
@ltem 0431-C-28. 

Contractions. Dec. 17, 1990. Shipping List no. 91-0124—-P. @Item 0431-D- 
01. S/N 950-003-00000-6. Subscription $38.00. 

Location identifiers. Sept. 21, 1990. Shipping List no. 91-0095-P. @Item 
0431-D-03. S/N 950-035-00000-5. Subscription $32.00. 

Payroll operating procedures, Supplement no. 2.3. Mar. 15, 1990. Shipping 
List no. 91-0128-P. @Item 0987. 

Vocational training application for VA pensioners. Mar. 1991. Shipping List 
no. 91-0141-P. @Item 0987-J. 

Rules and Regulations. Title 10, Chap. 1, Code of Federal Regulations- 
Energy. Jan. 2, 1991. Shipping List no. 91-0113-P. @Item 1052. S/N 952- 
003-00000-3. Subscription $261.00. 

Rules and Regulations. Title 10, Chap. 1, Code of Federal Regulations- 
Energy. Jan 2, 1991. Shipping List no. 91-0110-P. @Item 1052. S/N 952- 
003-00000-3. Subscription $261.00. 





Catalog 
Feb. 1989 
Mar. 1989 
June 1989 
July 1989 
Aug. 1989 
Aug. 1989 


Aug. 1989 


Sept. 1989 
Dec. 1989 


Dec. 1989 
Jan. 1990 
Mar. 1990 
Apr. 1990 
Apr. 1990 


Apr. 1990 
June 1990 
Sept. 1990 


Mar. 1991 
Mar. 


Entry No. 


89-03993 
89-06644 
89-10692 
89-11515 
89-12400 
89-13473 


89-13589 
89-14951 
89-19636 


89-19777 
90-02872 
90-05369 
90-06863 
90-06907 


90-06960 


90-16897 


90-15344 


91-06405 
91-07856 


Corrections for Previous Monthly Catalogs 


Title 
Forester’s field handbook. . . 
Black-foot ferret habitat. . . 
Got a question? Try this line. . . 
A time for change. . . 
What’s the next step? 
The Netherlands and Northern Belgium 


Unisys programmer’s handbook. 
MSHA handbook series. . . 
Area wage survey, Washington, D.C. 


Community outreach tax assistance. . . 
Area wage survey. St. Louis. . . 

Area wage survey. Kansas City. . . 
DUF, drug use forecasting. . . 
USMARC format for authority data 


Gist—US-USSR nuclear testing talks 


Area wage survey. San Antonio, Texas 


Office support. . . 
USA statistics in brief. 
Comparison of three explicit. . . 


Correction 
Change class to A 13.36/2:F 45/4/sec.5/987 
Change class to I 53.34:W 99/no.2 
Change class to P 1.26:L 64/Houston 
Change class to HE 20.3152:T 48/2/988 
Change class to A 13.2:St 4/2 
Change class to LC 1.12/2:N 38/3 


Change class to T 22.2/15:6700 
Change class to L 38.8:In 8/2 
Change class to L 2.121/51:D 63/989 


Change class to T 22.2/15:7099-2 
Change class to L 2.121/25:Sa 2 1/989 
Change class to L 2.121/25:K 13/989 
Change class to J 28.15/2-3:989/2 
Change class to LC 30.2:Au 8/989 


Change class to S 1.128:Un 3/50 
Change class to L 2.121/43:Sa 5 a/990 
Change class to TD 2.2:C 18/2 


Change class to C 3.134/2-2:990 
Change class to NAS 1.15:88878 
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List of Government Authors 


Action, Washington, DC 20525 





Advisory Commission on Intergovernmental Relations, Washington, DC 20575 








Agricultural Cooperative Service, Washington, DC 20250 
Agriculture Department, Washington, DC 20250 





Air Force Department, Washington, DC 20330 








Alcohol, Drug Abuse, and Mental Health Administration, Rockville, MD 20857 
American Forces Information Service, Arlington, VA 22209 





Arms Control and Disarmament Agency, Washington, DC 20451 





Army Department, Washington, DC 20310. 





Census Bureau, Suitland, MD 20233 





Center for Environmental Health & Injury Control, Atlanta, GA 30333 





Central Intelligence Agency, Executive Office of the President, Washington, DC 20505 
Coast Guard, Washington, DC 20593 





CONGRESS 





Joint Economic Committee, Washington, DC 20510 





Journal of the Senate, Washington, DC 20510 








Printing, Joint Committee on, Washington, DC 20510 
Taxation, Joint Committee on, Washington, DC 20515 





House of Representatives, Washington, DC 20515 





House Documents 





House Reports 





Aging, Select Committee on, Washington, DC 20515 








Agriculture, Committee on, Washington, DC 20515 
Appropriations, Committee on, Washington, DC 20515 





Armed Services, Committee on, Washington, DC 20515 





Banking, Finance and Urban Affairs, Committee on, Washington, DC 20515 
Budget, Committee on the, Washington, DC 20515 





Children, Youth, and Families, Select Committee on, Washington, DC 20515 





Education and Labor, Committee on, Washington, DC 20515 
Energy and Commerce, Committee on, Washington, DC 20515 





Foreign Affairs, Committee on, Washington, DC 20515 








Government Operations, Committee on, Washington, DC 20515 
House Administration, Committee on, Washington, DC 20515 





Hunger, Select Committee on, Washington, DC 20515 








Interior and Insular Affairs, Committee on, Washington, DC 20515 
Judiciary, Committee on the, Washington, DC 20515 





Merchant Marine and Fisheries, Committee on, Washington, DC 20515 





Narcotics Abuse and Control, Select Committee on, Washington, DC 20515 
Post Office and Civil Service, Committee on, Washington, DC 20515 





Public Works and Transportation, Committee on, Washington, DC 20515 








Science and Technology, Committee on, Washington, DC 20515 
Small Business, Committee on, Washington, DC 20515 





Veterans’ Affairs, Committee on, Washington, DC 20515 








Ways and Means, Committee on, Washington, DC 20515 
Senate, Washington, DC 20510 
Senate Reports 








Aging, Special Committee on, Washington, DC 20510 
Agriculture, Nutrition, and Forestry, Committee on, Washington, DC 20510 
Appropriations, Committee on, Washington, DC 20510 








Armed Services, Committee on, Washington, DC 20510 
Banking, Housing, and Urban Affairs, Committee on, Washington, DC 20510 
Commerce, Science, and Transportation, Committee on, Washington, DC 20510 





Energy and Natural Resources, Committee on, Washington, DC 20510 
Environment and Public Works, Committee on, Washington, DC 20510. 





Ethics, Select Committee on, Washington, DC 20510 





Beginning class 


AA 1.20:R 31/990 

Y 3.Ad 9/8:18/990/v.2 
A 109.10/2:4/990-3 

A 1.38/2:989 

D 301.2:0f 2/6 

HE 20.8002:T 55 

D 2.14:Gen-6 K/986 
AC 1.16:989 

D 101.2:In 8/9 

C 3.24/3:MC 87-A-31 
HE 20.7502:Se 4 

PrEx 3.10/4:G 93/8 
TD 5.2:M 53/12/990/v.1-2 
XJH:100-2/pt.2 

Y 4.Ec 7:M 31 
XJS:101-2 

Y 4.P 93/1:1 p/102 

Y 4.T 19/4:F 31/3/990 
Y 1.2:R 86/2/991 

Y 1.1/7:101-168 

Y 1.1/8:101-892/corr. 
Y 4.Ag 4/2:R 31/24 

Y 4.Ag 8/1:101-30/pt.13-15 
Y 4.Ap 6/1:In 8/6/992/pt.1-4 
Y 4.Ar 5/2 a:989-90/47 
Y 4.B 22/1:101-123 

Y 4.B 85/3:P 92/3/992 
Y 4.C 43/2:B 11 

Y 4.Ed 8/1:101-130 

Y 4.En 2/3:101-190 

Y 4.F 76/1:An 2/2 

Y 4.G 74/7:Ab 9 

Y 4.H 81/3:G 94 

Y 4.H 89:101-23 

Y 4.In 8/14:100-80 

Y 4.3 89/1:101-99 

Y 4.M 53:101-107 

Y 4.N 16:101-2-11 

Y 4.P 84/10:101-62 

Y 4.P 96/11:101-56 

Y 4.Sci 2:101/167 

Y 4.Sm 1:101-61 

Y 4.V 64/3:101-50 

Y 4.W 36:10-4/989 


Y 1.1/5:101-234/corr. 
Y 4.Ag 4:S.hrg.101-1143 

Y 4.Ag 8/3:S.hrg.101-259/pt.15 
Y 4.Ap 6/2:C 86/2 

Y 4.Ar 5/3:S.hrg. 101-909 

Y 4.B 22/3:S.prt.102-6 

Y 4.C 73/7:S.hrg. 101-1027 

Y 4.En 2:S.hrg.101-205/pt.2 

Y 4.P 96/10:S.hrg.101-300/pt.5 
Y 4.Et 3/4:S.hrg.101-1190/pt. 1-4 


PRELIM. 29 





Finance, Committee on, Washington, DC 20510 








Foreign Relations, Committee on, Washington, DC 20510 
Governmental Affairs, Committee on, Washington, DC 20510 





Indian Affairs, Select Committee on, Washington, DC 20510 





Intelligence, Select Committee on, Washington, DC 20510 





Judiciary, Committee on the, Washington, DC 20510 








Labor and Human Resources, Committee on, Washington, DC 20510 
Cooperative State Research Service, Washington, DC 20251 





Copyright Office, Washington, DC 20559 








Customs Service, Washington, DC 20229 
Defense Department, Washington, DC 20301 
Defense Logistics Agency, Cameron Station, Alexandria, VA 22314-6100. 











Defense Mapping Agency, Washington, DC 20305-3000 
Department of Veterans Affairs, Washington, DC 20420 





Economic Analysis Bureau, Washington, DC 20230 








Education Department, Washington, DC 20202 
Educational Research and Improvement Office, Education Dept., Washington DC 20208 





Employment and Training Administration, “Vashington, DC 20213 
Energy Department, Washington, DC 20585 
Energy Information Administration, Washington DC 20585 











Engineers Corps, Alexandria, VA 22304 
Environmental Protection Agency, Washington, DC 20460 





Executive Office of the President, Washington, DC 20500 








Federal Aviation Administration, Washington, DC 20591 
Federal Emergency Management Agency, Washington, DC 20472 





Federal Energy Regulatory Commission, Washington, DC 20426 








Federal Highway Administration, Washington, DC 20590 


Federal Insurance Administration, Federal Emergency Management Agency, Washington, DC 20410. 


Federal Register Office, Washington, DC 20408 








Financial Management Service, Washington, DC 20226 
Fish and Wildlife Service, Washington, DC 20240 





Food Safety and Inspection Service, Washington, DC 20250 





Foreign Agricultural Service, Washington, DC 20550 





Forest Service, Washington, DC 20013 








General Accounting Office, Washington, DC 20548 
General Services Administration, Washington, DC 20405S.. 





Geological Survey, Reston, VA 22092 








Health Care Delivery and Assistance Bureau, Rockville, MD 20857 
Health Care Financing Administration, Washington, DC 20201 





Health Professions Bureau, Rockville, MD 20857 








Interior Department, Washington, DC 20240.... 
Internal Revenue Service, Washington, DC 20224 





International Labor Affairs Bureau, Washington, DC 20210 








International Trade Administration, Washington DC 20230. 
Justice Department, Washington, DC 20530 





Justice Statistics Bureau, Justice Dept., Washington, DC 20531 








Labor Department, Washington, DC 20210 
Labor Statistics Bureau, Washington, DC 20212. 





Land Management Bureau, Washington, DC 20240. 








Library of Congress, Washington, DC 20540 
Management and Budget Office, Washington, DC 20503 





Marine Corps (Navy), Washington, DC 20380 








Military History Center, Washington, DC 20315 
Military Sealift Command (Navy), Washington, DC 20390 





Mine Safety and Health Administration, Arlington, VA 22203 








Mines Bureau, Washington, DC 20241 
National Aeronautics and Space Administration, Washington, DC 20546 





National Agricultural Library, Beltsville, MD 20705 








National Cancer Institute, Bethesda, MD 20892 
National Center for Health Statistics, Hyattsville, MD 20782 
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Beginning class 


Y 4.F 49:S.hrg. 101-1168 
Y 4.F 76/2:S.hrg.101-1122 
Y 4.G 74/9:B 66/989 

Y 4.In 2/11:S.hrg.101-1164 
Y 4.In 8/19:S.hrg. 101-1083 
Y 4.J 89/2:S.hrg.101-1077 
Y 4.L 11/4:S.hrg. 101-1162 
A 94.16:989 

LC 3.4/2:22/991 

T 17.2:C 96/5/990 

D 1.2:W 37 

D 7.6/7:4130.1 

D 5.356:14 

VA 1.38:20-90-8 

C 59.2:F 76/5 

ED 1.2:P 92/990 

ED 1.310/2:250883 

L 37.20:90-3 

E 1.86/6:991 

E 3.11/11-3:989 

D 103.2:B 19 

EP 1.2:Em 3/3 

PrEx 1.2:Sp 1/990 

TD 4.2/10:986 

FEM 1.2:Ea 7/5 

E 2.2:C 18/2 

TD 2.40:55-11 

FEM 1.209:120075 

AE 2.106/3:5/pt.1-699/991 
T 63.123:C 41/5 

1 49.13/5:13.1.2 

A 110.15:990 

A 67.2:Ex 7/8/984 

A 13.28:B 22 

GA 1.5/2:T-NSIAD-90-05 
GS 1.2:C 76 

I 19.2:C 76/991 

HE 20.9109/2:989 

HE 22.21/2:985 

HE 20.9302:D 63/2/990 

1 1.2:F 21 

T 22.2:C 68/7 

L 29.16:Au 7/989-90 

C 61.2:Ex 7/18/988 

J 1.2:F 86/2 

J 29.2:1d 2 

L 1.7/2:T 24/991 

L 2.3/8:991 

1 53.11:N 41/2 

LC 1.2:B 64/12 

PrEx 2.24/15:3 

D 214.2:D 12/991 

D 114.7:W 19/v.5/991 

D 216.2:B 12/991 

L 38.15:91-036 

I 28.2:B 39/cutthro/inst. 
NAS 1.15:4001 

A 17.18/4:91-27 

HE 20.3152:En 8/986 

HE 20.6209:16/5 





Beginning class 


National Climatic Data Center, Washington, DC 20230 C 55.287/60:5-1 
National Endowment for the Arts, Washington, DC 20506 NF 2.2:C 28 

National Endowment for the Humanities, Washington, DC 20506 NF 3.8/2-7:991 
National Highway Traffic Safety Administration, Washington, DC 20590. TD 8.6/2:989 

National Institute for Occupational Safety and Health, Rockville, MD 20857 HE 20.7102:M 85 
National Institute of Neurological and Communicative Disorders and Stroke, Bethesda, MD 20892 HE 20.3502:H 88 
National Institute of Standards and Technology, Commerce Dept., Gaithersburg, MD 20899 C 13.10:500-164 
National Institute on Drug Abuse, Rockville, MD 20857 HE 20.8216/5:988 
National Institutes of Health, Bethesda, MD 20892 HE 20.3002:N 93/12 
National Library of Medicine, Bethesda, MD 20209 HE 20.3612/3-8:989 
National Library Service for the Blind and Physically Handicapped, Washington, DC 20542 LC 19.4/2:90-3 
National Ocean Service, Washington, DC 20230 C 55.411/3:0C 15/990 
National Oceanic and Atmospheric Administration, Rockville, MD 20852 C 55.2:Er 9 

National Park Service, Washington, DC 20013-7127 I 29.8:V 94/3/trail 
National Science Foundation, Washington, DC 20550 . NS 1.51/2:989-2 
Naval Education and Training Command, Pensacola, FL 32508 D 207.208/2:Ut 3/3/990 
Navy Department, Washington, DC 20350 D 201.2:N 22/18 
Nuclear Regulatory Commission, Washington, DC 20555 Y 3.N 88:25/5075 
Patent and Trademark Office, Arlington, VA 20231 C 21.12:990 

Personnel Management Office, Washington, DC 20415 PM 1.2:L 11/3 
Pesticides and Toxic Substances Office, Washington, DC 20460 EP 5.2:In 7/988 
President of the United States, Washington, DC 20500 Pr 41.9:991 

Processing Services (Includes Cataloging Distribution Service Division), Washington, DC 20540 LC 30.27/2:991 
Railroad Retirement Board, Chicago, IL 60611 RR 1.6/2:H 34/990 
Reclamation Bureau, Washington, DC 20240-0001 I 27.19/2:En 8/2 
Resolution Trust Corporation, Washington, DC 20409 Y 3.R 31/2:15/990-3/v.1 
Science and Technology Division, Washington, DC 20540 LC 33.10:90-2 

Small Business Administration, Washington, DC 20416 SBA 1.2:M 66/4/v.1-2 
Soil Conservation Service, Washington, DC 20250 A 57.38:C 24/4 

State Department, Washington, DC 20520 S 1.1/4:985 
Superintendent of Documents, Government Printing Office, Washington, DC 20402 GP 3.2:El 2 
Technology Assessment Office, Washington, DC 20510. Y 3.T 22/2:2 C 58/3 
Thrift Supervision, Office of, Washington, DC 20552 T 71.17:988 
Transportation Department, Washington, DC 20590. TD 1.20/2:90-1 
United States Holocaust Memorial Council, Washington, DC 20036 Y 3.H 74:2 H 74/2/991 
United States Institute of Peace, Washington, DC 20503 Y 3.P 31:16/24 

United States Travel and Tourism Administration, Washington, DC 20230 C 47.20:986-87 
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MONTHLY CATALOG 


JUNE 1991 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


91-12673 


A 1,38/2:989 
Fact book of U.S. agriculture. Washington, D.C. : Office of Infor- 
mation, U.S. Dept. of Agriculture, 

v. ; 22-26 cm. (Miscellaneous publication / United States 
Department of Agriculture ; no. 1063) 

Annual Cover title: Fact book of agriculture (1989-) No 
longer available for sale by the Supt. of Docs. Previously 
classed: A 1.38:1063/ Shipping list no.: 90-120-P. 1989. De- 
scription based on: 1962. Vols. for 19 -19 distributed to deposi- 
tory libraries in microfiche. Vols. for (1962-1972, 1986) issued 
by: U.S. Dept. of Agriculture, Office of Information; (1976)-197 
by: Dept. cf Agriculture, Office of Communication; (1978- 
1984), 1987-198 by: Dept. of Agriculture, Office of Governmen- 
tal and Public Affairs; (1989-) by: Dept. of Agriculture, Office 
of Public Affairs. @lItem 13-A-1 S/N 001-000-04546-6 @ 
GPO _ ISSN 0501-9273 

1. Agriculture — United States — Handbooks, manuals, etc. 
2. Agriculture— Economic aspects — United States — Hand- 
books, manuals, etc. I. United States. Dept. of Agriculture. 
Office of Information. II. United States. Dept. of Agriculture. 
Office of Communication. III. United States. Dept. of Agricul- 
ture. Office of Governmental and Public Affairs. IV. United 
States. Dept. of Agriculture. Office of Public Affairs (1989- ) 
V. Series: Miscellaneous publication (United States. Dept. of 
Agriculture) ; no. 1063. S441.F24 63-061826 //r852 
[S21.A46] 338.1/0973 /19 OCLC 05977371 


91-12674 


A 1.75:609 


Reid, J. Norman. 


Rural America : economic performance, 1989 / J. Norman 
Reid, Martha Frederick. — Washington, DC : U.S. Dept. of 
Agriculture, Economic Research Service, [1990] 

20 p. : ill., maps ; 28 cm. — (Agriculture information bulletin 
; no. 609) Shipping list no.: 90-563-P. “August 1990”—T.p. 
verso. @Item 4 

1. Rural development — United States — Statistics. 2. United 
States — Population, Rural — Statistics. I. Frederick, Martha. 
II. United States. Dept. of Agriculture. Economic Research 
Service. III. Title. IV. Series. OCLC 22487284 


91-12675 


A 1.76:305/990 
Directory of professional workers in state agricultural experiment 
stations and other cooperating state institutions. Washington, 
D.C. : U.S. Dept. of Agriculture, Science and Education Ad- 
ministration, Cooperative Research : For sale by the Supt. of 
Docs., U.S. G.P.O., 1981- Supt. of Docs., U.S. Govt. Print. 
Off., Washington, DC 20402 

v. : map ; 28 cm. (Agricultural handbook ; no. 305) 

Annual 

$15.00 

1980-81- Spine title: Professional workers in state agricultur- 
al experiment stations and other cooperating state institutions 


292-342 0 - 91-2: QL3 


1980-81-1986-87 Shipping list no.: 91-152-P. 1990-91. Sup- 
plements accompany some issues. Vols. for 1980-81 issued by 
U.S. Dept. of Agriculture, Science and Education Administra- 
tion, Cooperative Research; 1981-82- issued by U.S. Dept. of 
Agriculture, Science and Education Administration, Coopera- 
tive State Research Service. @Item 3 S/N 001-000-04567-9 
@ GPO ISSN 0732-8524 Continues: Directory, professional 
workers in state agricultural experiment stations and other coop- 
erating state institutions ISSN 0732-8524 

1. United States. Science and Education Administration — 
Officials and employees — Directories. 2. Agricultural experi- 
ment stations — United States — Employees — Directories. 3. 
Agriculturists — United States— Directories. 4. Agriculture 
teachers — United States — Directories. 5. Agriculture — Re- 
search — United States — Directories. 6. Agriculture — United 
States — Directories. 7. Scientists — United States — Directo- 
ries. I. United States. Cooperative State Research Service. II. 
United States. Science and Education Administration. Coopera- 
tive Research. III. Series: Agriculture handbook (United 
States. Dept. of Agriculture) ; no. 305. $21.A37 subser. 85- 
641585 [S530.52.U6] 630 [630/.2/0573] /19 OCLC 
07537305 


91-12676 


A 1.89:990 


United States. Dept. of Agriculture. Office of Information Re- 


sources Management. 

Telephone directory / United States Department of Agricul- 
ture ; prepared by USDA, Office of Information Resources 
Management. [Washington, D.C.?] : The Office, Office of In- 
formation Resources Management, U.S. Dept. of Agriculture, 
14th and Independence Ave., SW, Washington DC 20250 

v. : map ; 28 cm. 

Annual Spine title: USDA telephone directory (1990-) 
Shipping list no.: 91-139-P. 1990. Description based on: 
Spring 1986. Vols. for (1986-) some issues distributed to de- 
pository libraries in microfiche. @lItem 80-E Continues: 
United States. Dept. of Agriculture. Office of Operations. Tele- 
phone directory 

1. United States. Dept. of Agriculture — Telephone directo- 
ries. I. Title. sn-91023225 OCLC 23096129 


FOREST SERVICE 
Agriculture Dept. 
Washington, DC 20250 


91-12677 


A 13.28:B 22 


United States. Forest Service. Southern Region. 


William B. Bankhead National Forest, Alabama, 1985 / 
United States Department of Agriculture, Forest Service ; con- 
structed at the Regional Office, Atlanta, Georgia in 1980 ; 
drafted at U.S. Forest Service Geometronics Service Center, 
Salt Lake City, Utah, 1981. Rev. / in 1985 from regional field 
review. Scale 1:126,720 ; polyconic proj. (W 87°37'30"—W 
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Forest Service — Agriculture Dept. 


87905'00"/N 34°30'00"—N 34°00'00"). —[Atlanta, Ga.] : The 
Region, [1986] 

1 map : col. ; 45 x 41 cm., on sheet 69 x 61 cm., folded to 23 
x 11 cm. (Recreation guide R8; RG 1) “Forest Service map.” 
Relief shown by hachures and spot heights. Panel title: Bank- 
head National Forest, Alabama. “December 1986”—Panel. 
“Status current as of April 1985.” “Huntsville meridian.” In- 
cludes table of recreation sites, key map, col. ill., and index to 
USGS topographic maps. Forest information and col. ill. on 
verso. 
1. William B. Bankhead National Forest (Ala.)— Maps. I. 
Geometronics Service Center (U.S.) II. Title. III. Title: 
Bankhead National Forest, Alabama. IV. Series. G3972.W5 
1986.US5 87-692803 /MAPS OCLC 15858376 


91-12678 
A 13.28:B 22/989 
United States. Forest Service. Southern Region. 

William B. Bankhead National Forest, Alabama / United 
States Department of Agriculture, Forest Service ; constructed 
at the Regional Office, Atlanta, Georgia in 1980 ; drafted at 
U.S. Forest Service Geometronics Service Center, Salt Lake 
City, Utah, 1981. Rev. / in 1985 from regional field review. 
Scale 1:126,720 ; polyconic proj. (W 87°37'30"—W 87°05'00"/N 
34°30'00"—N 34°00'00"). — [Atlanta, Ga.] : The Region, [1989] 


1 map : col. ; 45 x 41 cm., on sheet 69 x 61 cm., folded to 23 
x 11 cm. (Recreation guide R8 ; RG 1) “Forest service map.” 
Relief shown by hachures and spot heights. Shipping list no.: 
89-565-P. Panel title: Bankhead National Forest, Alabama. 
“Status current as of April 1989." “Huntsville meridian.” In- 
cludes table of recreation sites, key map, and index to USGS 
topographic maps. “December 1986"—Panel. Forest informa- 
tion, descriptive index, and col. ill. on verso. @lItem 80-G 

1. William B. Bankhead National Forest (Ala.)— Maps. I. 
Geometronics Service Center (U.S.) II. Title. III. Title: 
Bankhead National Forest, Alabama. IV. Series. G3972.W5 
1989.US 89-697229 /MAPS OCLC 21044384 


91-12679 
A 13.28:B 38/4/45112-A 7 
United States. Forest Service. Northern Region. 
Beaverhead National Forest : 7.5 minute series (topographic) 
/ United States Department of the Interior, Geological Survey, 
modified for USDA Forest Service use. Scale 1:24,000 (W 
114°00'00"—W_ 111°22’30"/N 46°07'30"—N 44°15'00"). — [Mis- 
soula, Mont.] : USDA Forest Service, Northern Region, [1990- 


1 map on — sheets : col. ; sheets 69 x 56cm. Relief shown 
by contours and spot heights. Sheet projection either Lambert 
conformal conic or polyconic. Modification to the USGS base 
map by Geometronics Service Center from 1984 and 1987 aerial 
photography and 1988 correction guides furnished by the 
Northern Region. Shipping list no.: 91-231-P. Contents: 
45112-A 7. Burnt Mountain. Includes quadrangle location dia- 
grams. “512-2-2-1" (A 7). [Item 80-G; class:hgw/cat:vm] 
@ltem 80-G 

1. Beaverhead National Forest (Mont.)— Maps. I. Geologi- 
cal Survey (U.S.) IIL. Geometronics Service Center (U.S.) III. 
Title. IV. Title: Beaverhead National Forest, 7.5 minute series 
(topographic). OCLC 23117759 


91-12680 
A 13.28:B 38/4/45113-H 1 
United States. Forest Service. Northern Region. 
Beaverhead National Forest : 7.5 minute series (topographic) 
/ United States Department of the Interior, Geological Survey, 
modified for USDA Forest Service use. Scale 1:24,000 (W 
114°00'00"—W_ 111°22'30"/N 46°07'30"—N 44°15'00"). — [Mis- 
soula, Mont.] : USDA Forest Service, Northern Region, [1990- 
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1 map on — sheets : col. ; sheets 69 x 56 cm. Relief shown 
by contours and spot heights. Sheet projection either Lambert 
conformal conic or polyconic. Modification to the USGS base 
map by Geometronics Service Center from 1984 and 1987 aerial 
photography and 1988 correction guides furnished by the 
Northern Region. Shipping list no.: 91-231-P. Contents: 
45113-H 1. Lincoln Gulch. Includes quadrangle location dia- 
grams. “513-1-1-1”" (H 1). [Item 80-G; class:hgw/cat:vm] 
@ltem 80-G 

1. Beaverhead National Forest (Mont.)— Maps. I. Geologi- 
cal Survey (U.S.) II. Geometronics Service Center (U.S.) _ III. 
Title. IV. Title: Beaverhead National Forest, 7.5 minute series 
(topographic). OCLC 23117759 


91-12681 


A 13.28:F 51/991 


United States. Forest Service. Intermountain Region. 


Firewood program : Fishlake National Forest, 1991 / Forest 
Service, Department of Agriculture ; drafted by the Geome- 
tronics Service Center in 1986 ; field review performed by the 
Intermountain Region. Scale [ca. 1:155,000] ; polyconic proj. (W 
112°37'30"—W_ ~=—111°22’30"/N 39°30'00"—-N 3890730"). — 
[Ogden, Utah : The Office, 1991] 

1 map : both sides ; 113 x 81 cm., on sheet 61 x 92 cm., folded 
to 21 x 23 cm. “Forest Service map.” Relief shown by ha- 
chures and spot heights. Title on verso: Fishlake National 
Forest. Shipping list no.: 91-0232-P. “May 1991”"—Verso. 
Inset: Fishlake vicinity map. Includes text, vicinity map, and 
ill. Contents: North half — South half. @lItem 80-G 

1. Fuelwood cutting — Utah — Fishlake National Forest. 2. 
Logging — Utah — Fishlake National Forest. 3. Fishlake Na- 
tional Forest (Utah)— Maps. I. Geometronics Service Center 
(U.S.) IL Title. III. Title: Fishlake National Forest. IV. 
Title: Fishlake National Forest, Utah. V. Title: Firewood pro- 
gram, Fishlake National Forest. OCLC 23258258 


91-12682 


A 13.28:M 34/4/990 


United States. Forest Service. Eastern Region. 


Mark Twain National Forest (Fredericktown Ranger District) 
Missouri / U.S, Department of Agriculture, Forest Service ; 
constructed in 1963 at the Regional Office, Milwaukee, Wiscon- 
sin. Rev. in 1990 / by the Geometronics Service Center from 
Forest Service primary base quadrangles and 1989 review by 
the Eastern Region. Scale 1:126,720 (W 90°37'30"—W 
90°00'00"/N 37°45'00"—N 37°22'30"). — Milwaukee, Wis. : The 
Office, 1990. 

1 map : col. ; 49 x 63 cm. on sheet 56 x 69 cm. “Forest 
Service map.” Relief shown by hachures and spot heights. 
Shipping list no.: 91-0251-P. “Fifth principal meridian.” In- 
cludes location map and index to Geological Survey topograph- 
ic maps. @Item 80-G 

1. Mark Twain National Forest (Mo.)— Maps. I. Geome- 
tronics Service Center (U.S.) II. Title. III. Title: Mark Twain 
National Forest, Fredericktown Ranger District. OCLC 
23348728 


91-12683 


A 13.28:Oc 5/989 


United States. Forest Service. Southern Region. 


Oconee National Forest, Georgia, 1989 / U.S. Department of 
Agriculture, Forest Service ; compiled at the Regional Office, 
Atlanta, Georgia, and at the U.S. Forest Service Geometronics 
Service Center, Salt Lake City, Utah, in 1980 from Forest 
Service and U.S. Geological Survey quadrangle maps. Scale 
[1:126,720]. 1/2” = 1 mile (W 83°52'30"—W 83°07'30"/N 
33°48'45"”—N 33°00'00"). — Atlanta, Ga. : The Regional Office, 
[1990] 





1 map : col. ; 75 x 58 cm., on sheet 79 x 61 cm., folded to 23 
x 11 cm. (R8-RG ; 56) Relief shown by spot heights. Ship- 
ping list no.: 91-133-P. “Field edited by Southern Region, 
1984. Land status updated September, 1988. Limited revision 
1989.” “July 1990”—Panel. Includes indexed table of recrea- 
tion sites, index map of U.S.G.S. topographic coverage, and 
location map. Text and col. ill. on verso. @lItem 80-G 

1. Oconee National Forest (Ga.)— Maps. I. Geometronics 
Service Center (U.S.) II. Title. III. Series. OCLC 22773453 


91-12684 


A 13.28:Sh 2/3/986/37088-D 4 
United States. Forest Service. Eastern Region. 

Shawnee National Forest : 7.5 minute series (topographic) / 
United States Department of the Interior, Geological Survey, 
modified for USDA Forest Service use. Scale 1:24,000 ; poly- 
conic proj. (W 89°45'00"—W_ 88°00'00"/N 37°52'30"—N 
37°00'00"). — [Milwaukee, Wis. : USDA Forest Service, Eastern 
Region], 1986- Forest Supervisor’s Hdqrs., Highway Rt. 45 S, 
Harrisburg, IL 62946 

1 map on — sheets : col. ; sheets 69 x 56 cm. Relief shown 
by contours and spot heights. “Modification to USGS base 
map by Geometronics Service Center from 1981 and 1982 aerial 
photography and 1982 correction guides furnished by the East- 
ern Region.” Shipping list no.: 91-193-P. Includes location 
diagrams. Contents: 37088-D 4. Shetlerville. Cartographic in- 
formation complete on 50 sheets. @lItem 80-G 

1. Shawnee National Forest (Ill.)— Maps. I. Geometronics 
Service Center (U.S.) II. Geological Survey (U.S.) III. Title. 
IV. Title: Shawnee National Forest, 7.5 minute series (topo- 
graphic). OCLC 14933594 


91-12685 


A 13.28:Sh 2/3/986/37089-C 3 
United States. Forest Service. Eastern Region. 

Shawnee National Forest : 7.5 minute series (topographic) / 
United States Department of the Interior, Geological Survey, 
modified for USDA Forest Service use. Scale 1:24,000 ; poly- 
conic proj. (W 89°45'00"—W_ 88°00'00"/N 37°52'30"—N 
37°00'00”). — [Milwaukee, Wis. : USDA Forest Service, Eastern 
Region], 1986- Forest Supervisor's Hdqrs., Highway Rt. 45 S, 
Harrisburg, IL 62946 

1 map on — sheets : col. ; sheets 69 x 56cm. Relief shown 
by contours and spot heights. “Modification to USGS base 
map by Geometronics Service Center from 1981 and 1982 aerial 
photography and 1982 correction guides furnished by the East- 
ern Region.” Shipping list no.: 91-193-P. Includes location 
diagrams. Contents: 37089-C 3. Mill Creek. Cartographic in- 
formation complete on 50 sheets. @lItem 80-G 

1. Shawnee National Forest (Ill.)— Maps. I. Geometronics 
Service Center (U.S.) II. Geological Survey (U.S.) III. Title. 
IV. Title: Shawnee National Forest, 7.5 minute series (topo- 
graphic). OCLC 14933594 


91-12686 


A 13.28:Sh 2/3/986/37089-D 3 
United States. Forest Service. Eastern Region. 

Shawnee National Forest : 7.5 minute series (topographic) / 
United States Department of the Interior, Geological Survey, 
modified for USDA Forest Service use. Scale 1:24,000 ; poly- 
conic proj. (W 89°45'00"—W_ 88°00'00"/N 37°52'30"—N 
37°00'00" ). — [Milwaukee, Wis. : USDA Forest Service, Eastern 
Region], 1986- Forest Supervisor’s Hdqrs., Highway Rt. 45 S, 
Harrisburg, IL 62946 

1 map on — sheets : col. ; sheets 69 x 56 cm. Relief shown 
by contours and spot heights. “Modification to USGS base 
map by Geometronics Service Center from 1981 and 1982 aerial 
photography and 1982 correction guides furnished by the East- 
ern Region.” Shipping list no.: 91-193-P. Includes location 
diagrams. Contents: 37089-D 3. Jonesboro. Cartographic in- 
formation complete on 50 sheets. @lItem 80-G 


Government Publications — June 1991 


1. Shawnee National Forest (Ill.)— Maps. I. Geometronics 
Service Center (U.S.) II. Geological Survey (U.S.) III. Title. 
IV. Title: Shawnee National Forest, 7.5 minute series (topo- 
graphic). OCLC 14933594 


91-12687 


A 13.28:Sh 2/3/986/37089-E 3 - E 4 


United States. Forest Service. Eastern Region. 


Shawnee National Forest : 7.5 minute series (topographic) / 
United States Department of the Interior, Geological Survey, 
modified for USDA Forest Service use. Scale 1:24,000 ; poly- 
conic proj. (W 89°45'00"—W _ 88°00'00"/N 37°52'30"—N 
3790000"). — [Milwaukee, Wis. : USDA Forest Service, Eastern 
Region], 1986- Forest Supervisor’s Hdqrs., Highway Rt. 45 S, 
Harrisburg, IL 62946 

1 map on — sheets : col. ; sheets 69 x 56cm. Relief shown 
by contours and spot heights. “Modification to USGS base 
map by Geometronics Service Center from 1981 and 1982 aerial 
photography and 1982 correction guides furnished by the East- 
ern Region.” Shipping list no.: 91-193-P. Includes location 
diagrams. Contents: 37089-E 3. Cobden — E 4. Wolf Lake. 
Cartographic information complete on 50 sheets. @lItem 80-G 

1. Shawnee National Forest (Ill.)— Maps. I. Geometronics 
Service Center (U.S.) II. Geological Survey (U.S.) III. Title. 
IV. Title: Shawnee National Forest, 7.5 minute series (topo- 
graphic). OCLC 14933594 


91-12688 


A 13.28:Sh 7/4/990 


United States. Forest Service. Rocky Mountain Region. 


Shoshone National Forest : north half, Wyoming / U.S. De- 
partment of Agriculture, Forest Service ; drafted in 1988 by the 
Geometronics Service Center, Salt Lake City, Utah ; additional 
data and 1989 field review by the Rocky Mountain Region, 
Denver, Colorado. Scale 1:126,720 (W _ 110°07'30"—W 
109°00'00"/N 45°00'00"—N 43°45'00"). — [Denver, Colo. : The 
Region, 1990] 

1 map : both sides, col. ; 123 x 73 cm., on sheet 69 x 101 cm., 
folded to 23x ll cm. “Forest Service map.” Relief shown by 
hachures and spot heights. Panel title. Shipping list no.: 91- 
0234-P. “Sixth principal meridian, Wind River meridian.” In- 
cludes map location diagram, township diagram, index to recre- 
ation sites, vicinity map, road/travel tables, index to topograph- 
ic maps, text, and col. ill. @lItem 80-G 

1. Shoshone National Forest (Wyo.)— Maps. I. Geometron- 
ics Service Center (U.S.) II. Title. III. Title: Shoshone Na- 
tional Forest, Wyoming. IV. Title: Shoshone National Forest, 
north half. OCLC 23284241 


91-12689 


A 13.28:Sh 7/5/990 


United States. Forest Service. Rocky Mountain Region. 


Shoshone National Forest : south half, Wyoming / U.S. De- 
partment of Agriculture, Forest Service ; drafted in 1988 by the 
Geometronics Service Center, Salt Lake City, Utah ; additional 
data and 1989 field review by the Rocky Mountain Region, 
Denver, Colorado. Scale 1:126,720 (W_ 110°00'00"—W 
108°45'00"/N 43°37'30"—N 42°30'00"). — [Denver, Colo. : The 
Region, 1990] 

1 map : both sides, col. ; 101 x 54 cm., on sheet 69 x 91 cm., 
folded to 23x 1l cm. “Forest Service map.” Relief shown by 
hachures and spot heights. Panel title. Shipping list no.: 91- 
0234-P. “Sixth principal meridian, Wind River meridian.” In- 
cludes map location diagram, township diagram, index to recre- 
ation sites, vicinity map, road/travel tables, index to topograph- 
ic maps, text, and col. ill. @lItem 80-G 

1. Shoshone National Forest (Wyo.) — Maps. I. Geometron- 
ics Service Center (U.S.) II. Title. III. Title: Shoshone Na- 
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National Agricultural Library — Agriculture Dept. 


tional Forest, Wyoming. IV. Title: Shoshone National Forest, 
south half. OCLC 23284334 


91-12690 
A 13.28:T 57/19/990 
United States. Forest Service. Intermountain Region. 

Toiyabe National Forest (Austin Ranger District), Nevada : 
forest visitor/travel map, 1987 / U.S. Department of Agricul- 
ture, Forest Service ; constructed in 1968. Rev. / in 1986 by the 
Regional Office, Ogden, Utah. Scale [1:126,720]. 1/2” = 1 mile 
; polyconic proj. (W 117°52'30"—W 116°22'30"/N 39°30'00”—N 
38°45'00"). — Ogden, Utah : The Office, 1990. 

1 map : both sides, col. ; 79 x 135 cm., on sheet 91 x 61 cm., 
folded to 23x 1l cm. “Forest Service map.” Relief shown by 
hachures and spot heights. Panel title: Travel map, Toiyabe 
National Forest, Austin Ranger District. Shipping list no.: 91- 
0203-P. “Mt. Diablo meridian.” Includes vicinity map, 
“Topographic map index,” recreation sites index, travel oppor- 
tunities/restrictions, text, and ill. Contents: East half — West 
half. @lItem 80-G 

1. Forest policy — Toiyabe National Forest (Nev. and Calif.) 
2. Motor vehicles—Toiyabe National Forest (Nev. and 
Calif.) — Recreational use. 3. Toiyabe National Forest (Nev. 
and Calif.)— Maps. I. Title. II. Title: Travel map, Toiyabe 
National Forest, Austin Ranger District. OCLC 23226247 


91-12691 
A 13.36/2:Id 1 
Idaho and Wyoming : endangered and sensitive plant field guide. 
— Ogden, Utah USDA, Forest Service, Intermountain 
Region, [1990- 
192 p. : ill. (some col.), maps : 22 cm. Shipping list no.: 90- 
174-P. In loose-leaf format, including index tabs. @lItem 86-C 
1. Rare plants — Idaho — Identification — Handbooks, manu- 
als, etc. 2. Rare plants — Wyoming — Identification — Hand- 
books, manuals, etc. 3. Endangered species — Idaho — Identifi- 
cation — Handbooks, manuals, etc. 4. Endangered species — 
Wyoming — Identification — Handbooks, manuals, etc. 5. 
Plant conservation — Idaho — Handbooks, manuals, etc. 6. 
Plant conservation — Wyoming — Handbooks, manuals etc. I. 
United States. Forest Service. Intermountain Region. II. Title: 
Endangered and sensitive plant field guide. OCLC 21287320 


91-12692 
A 13.42/2:G 99/2 
Gypsy moth research and development program. — [Radnor, PA] 
: U.S. Dept. of Agriculture, Forest Service, Northeastern Forest 
Experiment Station, [1990] 
29 p. : ill. (some col.), col. maps ; 28 cm. Shipping list no.: 
91-136-P. “October 1990.” @Item 79-A 
1. Gypsy moth— United States. 2. Gypsy moth — Con- 
trol — United States. I. Northeastern Forest Experiment Sta- 
tion (Radnor, Pa.) OCLC 23271408 


91-12693 
A 13.78:FPL-RP-500 
Green, David W. 

Stress class systems : an idea whose time has come? / David 
W. Green, David E. Kretschmann. — Madison, WI : U.S Dept. 
of Agriculture, Forest Service, Forest Products Laboratory, 
[1990] 

22 p. : ill. ; 28 cm. — (Research paper ; FPL-RP-500) Ship- 
ping list no.: 91-099-P. “December 1990”—T.p. verso. In- 
cludes bibliographical references (p. 21-22). @lItem 83-B 

1. Lumber trade — Production standards. 2. Timber — Grad- 
ing. 3. Wood products — Specifications. I. Kretschmann, 
David E. II. Forest Products Laboratory (U.S.) III. Title. 
IV. Series: Research paper FPL ; 493. OCLC 23291675 
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NATIONAL AGRICULTURAL LIBRARY 
Agriculture Dept. 
Beltsville, MD 20705 


91-12694 
A 17.18/4:91-27 
MacLean, Jayne T. 

Composts and composting of organic wastes : January 1985 - 
July 1990 / Jayne T. MacLean. — Beltsville, Md. : National 
Agricultural Library, [1990] 

46 p. ; 28 cm.— (Quick bibliography series ; QB 91-27) 
“263 citations from AGRICOLA.” “Updates QB 89-59.” 
Shipping list no.: 90-786-P. “November 1990.” Includes in- 
dexes. @lItem 95-A-2 

1. Compost — Bibliography. 2. Organic wastes — Bibliogra- 
phy. I. National Agricultural Library (U.S.) II. Title. III. 
Series: Quick bibliography series ; 91-27. OCLC 22948555 


91-12695 
A 17.18/4:91-33 
Chapman, Susan, 1933- 

Dutch elm disease : January 1979 - August 1990 / Susan 
Chapman. — Beltsville, Md. : National Agricultural Library, 
[1990] 

31 p. ; 28 cm.— (Quick bibliography series ; QB 91-33) 
“355 citations in English from AGRICOLA.” Shipping list 
no.: 90-803-P. Includes index. “November 1990.” @Item 95- 
A-2 

1. Dutch elm disease — Bibliography. I. National Agricul- 
tural Library (U.S.) II. Title. III. Series: Quick bibliography 
series ; 91-33. OCLC 23026561 


91-12696 
A 17.18/4:91-34 
Headley-A yotunde; Beverley. 
Nutrient composition of selected grains as food : January 1986 
- September 1990 / Beverley Headley-Ayotunde. — Beltsville, 
Mad. : National Agricultural Library, [1990] 
14 p. ; 28 cm. — (Quick bibliography series,. ISSN 1052-5378 
; QB 91-34) “104 citations in English from AGRICOLA.” 
Shipping list no.: 90-813-P. “December 1990.” Includes 
index. @ltem 95-A-2 
1. Grain — Bibliography. 2. Food — Composition — Bibliog- 
raphy. 3. Nutrition — Bibliography. I. National Agricultural 
Library (U.S.) II. Title. III. Series: Quick bibliography series 
; 91-34. OCLC 23007425 


91-12697 
A 17.18/4:91-36 
Cheney, Sheldon. 

Gasahol [i.e. gasohol] : January 1983 - September 1990 / 
Sheldon Cheney. — Beltsville, Md. : National Agricultural Li- 
brary, [1990] 

18 p. ; 28 cm. — (Quick bibliography series,. ISSN 1052-5378 
; QB 91-36) “165 citations from AGRICOLA.” “Updates QB 
89-101.” Shipping list no.: 91-065-P. “December 1990.” In- 
cludes index. @lItem 95-A-2 

1. Gasohol — Bibliography. I. National Agricultural Library 
(U.S.) Il. Title. III. Title: Gasohol. IV. Series: Quick bibli- 
ography series ; 91-36. OCLC 23098639 


91-12698 
A 17.18/6:90-01 
Kopolow, Carol. 
Greenhouse growing / Carol Kopolow. — Beltsville, Md. : 
National Agricultural Library, [1990] 
10 p. ; 28 cm. — (Agri-topics,. ISSN 1052-2255 ; no. AT 90- 
01) Shipping list no.: 90-794-P. “September 1990.” @Item 
95-A-2 





1. Greenhouse gardening — Bibliography. I. National Agri- 
cultural Library (U.S.) Il Title. III. Series. OCLC 
22948856 


91-12699 


A 17.18/6:91-01 


Lassanyi, Mary E. 
Do’s and don’t’s in doing business overseas / Mary Las- 
sanyi. — Beltsville, Md. : National Agricultural Library, [1990] 


6 p. ; 28 cm.— (Agri-topics,. ISSN 1052-2255 ; AT 91-01) 
Shipping list no.: 90-814-P. “October 1990.” @Item 95-A-2 

1. International business enterprises — Bibliography. 2. Com- 
munication and culture — Bibliography. 3. Cultural relations — 
Bibliography. I. National Agricultural Library (U.S.) IL 
Title. Ill. Series: Agri-topics ; no. AT 91-01. OCLC 
23026038 


91-12700 


A 17.24:91-04 


Gates, Jane Potter. 


Transition toward a sustainable agriculture / Jane Potter 
Gates and Christophe Tant. — Beltsville, Md. : National Agri- 
cultural Library, [1990] 

9, 3, 9 p. ; 28 cm.— (Special reference briefs,. ISSN 1052- 
536X ; SRB 91-04) Shipping list no.: 90-813-P. “December 
1990.” Includes index. @Item 95-A-3 

1. Sustainable agriculture — Bibliography. I. Tant, Chris- 
tophe. II. National Agricultural Library (U.S.) III. Title. 
IV. Series: Special reference briefs ; NAL-SRB. 91-04. OCLC 
23026460 


91-12701 


A 17.27:5 
Clingerman, Karen J. 

Serials at the National Agricultural Library relating to animal 
care, use, and welfare / Karen J. Clingerman. — Beltsville, Md. 
: National Agricultural Library, [1990] 

x, 30 p. ; 28 cm.— (AWIC series,. ISSN 1049-202X ; # 5) 
Shipping list no.: 90-803-P. “November 1990.” @Item 95-C-1 

1. National Agricultural Library (U.S.) — Periodicals — Bibli- 
ography. 2. Animal welfare — Periodicals — Bibliography. I. 
National Agricultural Library (U.S.) II. Title. III. Series. 
OCLC 23026523 


SOIL CONSERVATION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


91-12702 


A 57.38:C 24/4 


Butler, E. Rex. 


Soil survey of Carter County, Missouri, northern and eastern 
parts / United States Department of Agriculture, Soil Conserva- 
tion Service ; in cooperation with United States Department of 
Agriculture, Forest Service, and the Missouri Agricultural Ex- 
periment Station. — [Washington, D.C.?] : U.S. Dept. of Agri- 
culture, Soil Conservation Service, [1990] 

vii, 97 p., [3], 29 folded p. of plates : ill., maps (some col.) ; 28 
cm. Cover title. Shipping list no.: 91-175-P. “Issued July 
1990”—P. iii. Includes bibliographical references (p. 59). In- 
cludes index to map units. @Item 102-B-25 

1. Soil surveys — Missouri — Carter County. 2. Soils — Mis- 
souri — Carter County — Maps. I. United States. Soil Conser- 
vation Service. II. United States. Forest Service. III. Univer- 
sity of Missouri—Columbia. Agricultural Experiment Station. 
IV. Title. OCLC 23203306 


Government Publications — June 1991 


91-12703 


A 57.38:J 13/12 


Nagel, Byron G. 


Soil survey of Jackson County, Indiana / United States De- 
partment of Agriculture, Soil Conservation Service ; in coopera- 
tion with United States Department of Agriculture, Forest Serv- 
ice; Purdue University Agricultural Experiment Station; and 
Indiana Department of Natural Resources, Soil and Water Con- 
servation Committee. —[Washington, D.C.?] : U.S. Dept. of 
Agriculture, Soil Conservation Service, [1990] 

ix, 238 p., [3], 78 folded p. of plates : ill., maps (some col.) ; 28 
cm. Cover title. Shipping list no.: 91-092-P’ “Issued Octo- 
ber 1990”—P. iv. Includes bibliographical references (p. 143). 
Includes index to map units. @Item 102-B-14 

1. Soil surveys — Indiana — Jackson County. 2. Soils — In- 
diana — Jackson County — Maps. I. United States. Soil Con- 
servation Service. II. Title. OCLC 23155010 


91-12704 


A 57.38:R 59/5 


Bonnell, Stephen M. 


Soil survey of Rockland County, New York / United States 
Department of Agriculture, Soil Conservation Service ; in coop- 
eration with Cornell University Agricultural Experiment Sta- 
tion. — [Washington, D.C.?] : The Service, [1990] 

ix, 179 p., [1], 25 p. of plates (some folded) : ill., maps (some 
col.) ; 28 cm. Cover title. Shipping list no.: 91-078-P. 
“Issued October 1990"—P. iii. Includes bibliographical refer- 
ences (p. 95). Includes index to map units. @lItem 102-B-32 

1. Soil surveys — New York (State) — Rockland County. 2. 
Soils— New York (State)— Rockland County. I. United 
States. Soil Conservation Service. II. Cornell University. Agri- 
cultural Experiment Station. OCLC 23155023 


91-12705 


A 57.38:W 39/4 


Dodd, Jerry A. 


Soil survey of Webster County, Missouri / United States 
Department of Agriculture, Soil Conservation Service ; in coop- 
eration with Missouri Agricultural Experiment Station. — 
[Washington, D.C.?] : The Service, [1990] 

vii, 154 p., [3], 43 folded p. of plates : ill., maps (some col.) ; 
28 cm. Cover title. Shipping list no.: 91-202-P. “Issued Sep- 
tember 1990”—P. iii. Includes bibliographical references (p. 
91). Includes index to map units. @Item 102-B-25 

1. Soil surveys — Missouri— Webster County. 2. Soils — 
Missouri — Webster County — Maps. I. United States. Soil 
Conservation Service. II. University of Missouri—Columbia. 
Agricultural Experiment Station. III. Title. OCLC 23257495 


FOREIGN AGRICULTURAL SERVICE 
Agriculture Dept. 
Washington, DC 20250 


91-12706 


A 67.2:Ex 7/8/984 


Exports under the concessional sales program : Title I, Public 


Law 480. [Washington, D.C.] : U.S. Dept. of Agriculture, For- 
eign Agricultural Service, 

v. ; 28 x 22 cm. 

Irregular Subtitle varies. Jan. 1984. Description based on: 
1981. Vols. for Apr. 1983- distributed to depository libraries in 
microfiche. @lItem 77 (MF) 

1. United States — Commerce — Statistics — Periodicals. 2. 
Exports — United States — Statistics — Periodicals. 3. tUnited 
States — Commerce — Statistics. I. United States. Foreign Ag- 
ricultural Service. sn-91023001 OCLC 08458469 
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Cooperative State Research Service — Agriculture Dept. 


plies — Periodicals. I. United States. Food Safety and Inspec- 
tion Service. II. Series: Miscellaneous publication (United 
States. Dept. of Agriculture) ; no. 1419. S21.A46 subser 84- 
645474 [TP12] 630s [664/.01/05] /19 OCLC 08725108 


COOPERATIVE STATE RESEARCH SERVICE 
Agriculture Dept. 
Washington, DC 20251 


91-12707 
A 94.16:989 
Program solication (United States. Cooperative State Research 
Service. Small Business Innovation Research Program) 

Program solication / Small Business Innovation Research 
Program. Washington, D.C. : U.S. Dept. of Agriculture, Coop- 
erative State Research Service, Office of Grants and Program 
Systems, Cooperative State Research Service, U.S. Dept. of 
Agriculture, 901 D. St., S.W., Rm. 303, Washington, D.C. 
20251-2200 


ACTION 
Washington, DC 20525 


91-12710 
AA 1.20:R 31/990 
Retired Senior Volunteer Program (U.S.) 
Directory / Retired Senior Volunteer Program. [Washington, 
D.C. : The Program, Retired Senior Volunteer Program, 1100 
Vermont Ave., NW, Washington, DC 20525 


v. ; 28 cm. 

Annual Shipping list no.: 88-774-P. “SBIR-89-1.” Fiscal 
year 1989. Description based on: Fiscal year 1989; title from 
cover. Vols. for (1989-) some issues distributed to depository 
libraries in microfiche. @lItem 40-A-6 

1. Federal aid to minority business enterprises — United 
States — Periodicals. 2. Small business — United States — Peri- 
odicals. I. United States. Dept. of Agriculture. Office of 
Grants and Program Systems. II. Title. sn-91023103 OCLC 
19134045 


AGRICULTURAL COOPERATIVE SERVICE 
Agriculture Dept. 


v. ; 28-29 cm. 

Irregular Shipping list no.: 90-724-P. “RSVPD/9-90.” 
Sept. 1990. Description based on: Oct. 1986; title from cover. 
@ltem 74-C-13 

1. Retired Senior Volunteer Program (U.S.) — Periodicals. 
2. Aged volunteers in social service — United States — Directo- 
ries. I. Title. HV1457.R48a 87-641944 //r89 361.3/7/ 
0880565 OCLC 15032633 


ARMS CONTROL AND DISARMAMENT 
AGENCY 
Washington, DC 20451 


Washington, DC 20250 91-12711 
AC 1.16:989 
World military expenditures and arms transfers / U.S. Arms Con- 
trol and Disarmament Agency. Washington, D.C. : The Agency 
: For sale by the Supt. of Docs., U.S. G.P.O., 1976- Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 


91-12708 
A 109,10/2:4/990-3 
Ingalsbe, Gene. 
Farmer cooperative publications. —([Rev. Dec. 1990] — 
Washington, D.C. : U.S. Dept. of Agriculture, Agricultural 


Cooperative Service, 1990. 

59 p. ; 22 cm. — (Cooperative information report ; 4) Cover 
title. Shipping list no.: 91-066-P. @lItem 65-B 

1. Agriculture, Cooperative — United States — Bibliography. 
I. United States. Agricultural Cooperative Service. II. Title. 
III. Series. OCLC 23291911 


FOOD SAFETY AND INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


91-12709 
A 110.15:990 
List of proprietary substances and nonfood compounds authorized 

for use under USDA inspection and grading programs / United 
States Department of Agriculture, Food Safety and Inspection 
Service. Washington, D.C. : The Service : For sale by the Supt. 
of Docs., U.S. G.P.O., 1982- Supt. of Docs., U.S. Govt. Print. 
Off., Washington, DC 20402 

v. ; 28 cm. (Miscellaneous publication ; no. 1419) 

Annual 

$15.00 

Jan. 1, 1982- Title from cover. Previously classed: A 
1.38:1419/ Shipping list no.: 90-209-P. Jan. 1, 1990. Kept up 
to date once between each annual issue by supplement. Vols. 
for (1983-) some issues distributed to depository libraries in 
microfiche. @Item 32-A-7 S/N 901-007-00003-9 @ GPO 
ISSN 0748-3082 Continues: United States. Food Safety and 
Inspection Service. List of chemical compounds authorized for 
use under USDA inspection and grading programs 

1. Chemicals — Periodicals. 2. Food additives — Periodicals. 
3. Food adulteration and inspection — United States — Periodi- 
cals. 4. Meat industry and trade — Equipment and supplies — 
Periodicals. 5. Egg products industry — Equipment and sup- 
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v. : ill. ; 27 cm. ((1971-1980-): ACDA publication) (1965- 
1974-( 1968-1977): Publication / U.S. Arms Control and Disar- 
mament Agency) 

Annual 

$8.00 

1965-1974- Shipping list no.: 91-137-P. 1989. Each vol. 
covers a 10 year period. @lItem 125-A-8 S/N 002-000-00098- 
9 @ GPO ISSN 0897-4667 Continues: United States. Arms 
Control and Disarmament Agency. World military expenditures 
and arms trade 

1. Armed Forces — Appropriations and expenditures — Statis- 
tics — Periodicals. 2. Munitions — Statistics — Periodicals. I. 
United States. Arms Control and Disarmament Agency. II. 
Series: Publication (United States. Arms Control and Disarma- 
ment Agency) JX1974.A1U52  subser 78-645925 //r812 
338.4/7/355005 OCLC 03736163 


NATIONAL ARCHIVES AND RECORDS 
ADMINISTRATION 
Washington, DC 20408 


91-12712 


AE 2.106/3:5/pt.1-699/991 


Code of federal regulations. 5, Administrative personnel. Washing- 


ton : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$17.00 (paper) $2.00 (MF) Spine title: CFR. 5, Administra- 
tive personnel Previously classed: GS 4.108:5/ Shipping list 
no.: 91-241-P. 1991, pts. 1 to 699. Description based on: 1981. 
Some vols. issued in parts. Special edition of the Federal regis- 





ter, containing a codification of documents of general applicabil- 
ity and future effect as of Jan 1 ... with ancillaries. Vols. for 
(1984-) distributed to some depository libraries in microfiche. 
Vols. for 1985- published by the Office of the Federal Register, 
National Archives and Records Administration. @lItem 572-B, 
572-C (MF) S/N 869-013-00004-8 (paper) @ GPO ; 869-014- 
00004-4 (MF) @ GPO 

1. Administrative law — United States — Periodicals. 2. 
Civil service — United States — Periodicals. 3. Personnel man- 
agement — United States— Periodicals. I. United States. 
Office of the Federal Register. sn-87042966 OCLC 07685973 


91-12713 


AE 2.106/3:7/pt.27-45/991 
United States. Dept. of Agriculture. 

Code of federal regulations. 7, Agriculture. Washington : 
Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$12.00 (paper) $2.00 (MF) Spine title: CFR. 7, Agricultuie 
Previously classed: GS 4.108:7/ Shipping list no.: 91-259-P. 
1991, pts. 27 to 45. Description based on: 1980, pts. 53 to 209. 
Special edition of the Federal register, containing a codification 
of documents of general applicability and future effect as of Jan. 
1 ... with ancillaries. Vols. for (1984-) distributed to some 
depository libraries in microfiche. Vols. for 1986- published by 
the Office of the Federal Register, National Archives and 
Records Administration. @lItem 572-B, 572-C (MF) S/N 869- 
013-00008-1 (paper) @ GPO ; 869-014-00008-7 (MF) @ GPO 

1. Agricultural laws and legislation — United States — Peri- 
odicals. I. United States. Office of the Federal Register. II. 
Title. sn-87042087 OCLC 07515004 


91-12714 


AE 2.106/3:7/pt.52/991 
United States. Dept. of Agriculture. 

Code of federal regulations. 7, Agriculture. Washington : 
Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$24.00 (paper) $2.00 (MF) Spine title: CFR. 7, Agriculture 
Previously classed: GS 4.108:7/ Shipping list no.: 91-238-P. 
1991, pt. 52. Description based on: 1980, pts. 53 to 209. Spe- 
cial edition of the Federal register, containing a codificatior of 
document of general applicability and future effect as of Jan. 1 
... with ancillaries. Vols. for (1984-) distributed to some depos- 
itory libraries in microfiche. Vols. for 1986- published by the 
Office of the Federal Register, National Archives and Records 
Administration. @Item 572-B, 572-C (MF) S/N 869-013- 
00010-2 (paper) @ GPO ; 869-014-00010-9 (MF) @ GPO 

1. Agricultural laws and legislation — United States — Peri- 
odicals. I. United States. Office of the Federal Register. II. 
Title. sn-87042087 OCLC 07515004 


91-12715 


AE 2.106/3:7/pt.1060-1119/991 
United States. Dept. of Agriculture. 

Code of federal regulations. 7, Agriculture. Washington : 
Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24 cm. 

Annual 


Government Publications — June 1991 


$12.00 (paper) $2.00 (MF) Spine title: CFR. 7, Agriculture 
Previously classed: GS 4.108:7/ Shipping list no.: 91-242-P. 
1991, pts. 1060 to 1089, Milk orders-west North Central Region; 
pts. 1090 to 1119, Milk orders-South Central Region. Descrip- 
tion based on: 1980, pts. 53 to 209. Special edition of the 
Federal register, containing a codification of document of gener- 
al applicability and future effect as of Jan. 1 ... with ancillaries. 
Vols. for (1984-) distributed to some depository libraries in 
microfiche. Vols. for 1986- published by the Office of the 
Federal Register, National Archives and Records Administra- 
tion. @lItem 572-B, 572-C (MF) S/N 869-013-00018-8 (paper) 
@ GPO ; 869-014-00018-4 (MF) @ GPO 

1. Agricultural laws and legislation — United States — Peri- 
odicals. I. United States. Office of the Federal Register. II. 
Title. sn-87042087 OCLC 07515004 


91-12716 


AE 2.106/3:7/pt.1120-1199/991 


United States. Dept. of Agriculture. 


Code of federal regulations. 7, Agriculture. Washington : 
Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$10.00 (paper) $2.00 (MF) Spine title: CFR. 7, Agriculture 
Previously classed: GS 4.108:7/ Shipping list no.: 91-246-P. 
1991, pts. 1120 to 1199, Milk orders-Western Region. Descrip- 
tion based on: 1980, pts. 53 to 209. Special edition of the 
Federal register, containing a codification of document of gener- 
al applicability and future effect as of Jan. 1 ... with ancillaries. 
Vols. for (1984-) distributed to some depository libraries in 
microfiche. Vols. for 1986- published by the Office of the 
Federal Register, National Archives and Records Administra- 
tion. @lItem 572-B, 572-C (MF) S/N 869-013-00019-6 (paper) 
@ GPO ; 869-014-00019-2 (MF) @ GPO 

1. Agricultural laws and legislation — United States — Peri- 
odicals. I. United States. Office of the Federal Register. II. 
Title. sn-87042087 OCLC 07515004 


91-12717 


AE 2.106/3:7/pt.1200-1499/991 


United States. Dept. of Agriculture. 


Code of federal regulations. 7, Agriculture. Washington : 
Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$18.00 (paper) $2.00 (MF) Spine title: CFR. 7, Agriculture 
Previously classed: GS 4.108:7/ Shipping list no.: 91-255-P. 
1991, pts. 1200 to 1499. Description based on: 1980, pts. 53 to 
209. Special edition of the Federal register, containing a codifi- 
cation of document of general applicability and future effect as 
of Jan. 1 ... with ancillaries. Vols. for (1984-) distributed to 
some depository libraries in microfiche. Vols. for 1986- pub- 
lished by the Office of the Federal Register, National Archives 
and Records Administration. @lItem 572-B, 572-C (MF) S/N 
869-013-00020-0 (paper) @ GPO ; 869-014-00020-6 (MF) @ 
GPO 

1. Agricultural laws and legislation — United States — Peri- 
odicals. I. United States. Office of the Federal Register. II. 
Title. sn-87042087 OCLC 07515004 
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National Archives and Records Administration 


91-12718 
AE 2.106/3:7/pt.1940-1949/991 
United States. Dept. of Agriculture. 

Code of federal regulations. 7, Agriculture. Washington : 
Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$22.00 (paper) $2.00 (MF) Spine title: CFR. 7, Agriculture 
Previously classed: GS 4.108:7/ Shipping list no.: 91-234-P. 
1991, pts. 1940 to 1949. Description based on: 1980, pts. 53 to 
209. Special edition of the Federal register, containing a codifi- 
cation of documents of general applicability and future effect as 
of Jan. 1 ... with ancillaries. Vols. for (1984-) distributed to 
some depository libraries in microfiche. Vols. for 1986- pub- 
lished by the Office of the Federal Register, National Archives 
and Records Administration. @lItem 572-B, 572-C (MF) S/N 
869-013-00023-4 (paper) @ GPO ; 869-014-00023-1 (MF) @ 
GPO 

1. Agricultural laws and legislation — United States — Peri- 
odicals. I. United States. Office of the Federal Register. II. 
Title. sn-87042087 OCLC 07515004 


91-12719 
AE 2.106/3:14/pt.1200-end/991 
Code of federal regulations. 14, Aeronautics and space. Washing- 

ton : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$13.00 (paper) $2.00 (MF) Spine title: CFR. 14, Aeronautics 
and space Previously classed: GS 4.108:14/ Shipping list no.: 
91-237-P. 1991, pt. 1200 to end. Description based on: 1981, 
pts. 1 to 59. Special edition of the Federal register, containing 
a codification of documents of general applicability and future 
effect as of Jan. | ... with ancillaries. Vols. for (1984-) distrib- 
uted to some depository libraries in microfiche. Vols. for 1986- 
published by the Office of the Federal Register, National Ar- 
chives and Records Administration. @lItem 572-B, 572-C (MF) 
S/N 869-013-00046-3 (paper) @ GPO ; 869-014-00046-0 (MF) @ 
GPO 

1. Aeronautics — Law and legislation — United States — Peri- 
odicals. 2. Space law — Periodicals. I. United States. Office 
of the Federal Register. sn-87042198 OCLC 07858635 


91-12720 
AE 2.106/3:40/pt.1-51/990 
Code of Federal regulations. 40, Protection of environment. Wash- 
ington : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$27.00 (paper) $2.00 (MF) 

Began with 1971. Spine title: CFR. 40, Protection of envi- 
ronment Previously classed: GS 4.108:40/ Shipping list no.: 
91-006-P. 1990, pts. 1 to 52. Description based on: 1980, pts. 
53 to 80. Issued in parts. Special edition of the Federal Regis- 
ter, containing a codification of documents of general applicabil- 
ity and future effect as of July 1 ... with ancillaries. Vols. for 
(1984-) distributed to some depository libraries in microfiche. 
Vols. for 1985- published by the Office of the Federal Register, 
National Archives and Records Administration. Previously 
published in combination with other titles of the Code of Feder- 
al regulations. @lItem 572-B, 572-C (MF) S/N 869-011-00138- 
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6 (paper) @ GPO ; 869-012-00138-2 (MF) @ GPO ISSN 0271- 
4094 


1. United States. Environmental Protection Agency — Peri- 
odicals. 2. Environmental protection — United States — Peri- 
odicals. 3. Environmental law — United States — Periodicals. 
4. *Ecology — United States — legislation. 5. *Environmental 
Health — United States — legislation. 6. *Environmental Pollu- 
tion — prevention & control — United States — legislation. I. 
United States. Office of the Federal Register. KF 70.A3 C668 
sn-80013562 OCLC 06565630 


91-12721 


AE 2.106/3:40/pt.61-80/990 


Code of Federal regulations. 40, Protection of environment. Wash- 


ington : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$13.00 (paper) $2.00 (MF) 

Began with 1971. Spine title: CFR. 40, Protection of envi- 
ronment Previously classed: GS 4.108:40/ Shipping list no.: 
90-742-P. 1990, pts. 61 to 80. Description based on: 1980, pts. 
53 to 80. Issued in parts. Special edition of the Federal Regis- 
ter, containing a codification of documents of general applicabili- 
ity and future effect as of July 1 ... with ancillaries. Vols. for 
(1984-) distributed to some depository libraries in microfiche. 
Vols. for 1985- published by the Office of the Federal Register, 
National Archives and Records Administration. Previously 
published in combination with other titles of the Code of Feder- 
al regulations. @lItem 572-B, 572-C (MF) S/N 869-011-00141- 
6 (paper) @ GPO ; 869-012-00141-2 (MF) @ GPO ISSN 0271- 
4094 


1. United States. Environmental Protection Agency — Peri- 
odicals. 2. Environmental protection — United States — Peri- 
odicals. 3. Environmental law — United States — Periodicals. 
4. *Ecology — United States — legislation. 5. *Environmental 
Health — United States — legislation. 6. *Environmental Pollu- 
tion — prevention & control — United States — legislation. I. 
United States. Office of the Federal Register. KF 70.A3 C668 
sn-80013562 OCLC 06565630 


91-12722 


AE 2.106/3:40/pt.86-99/990 


Code of Federal regulations. 40, Protection of environment. Wash- 


ington : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$26.00 (paper) $2.00 (MF) 

Began with 1971. Spine title: CFR. 40, Protection of envi- 
ronment Previously classed: GS 4.108:40/ Shipping list no.: 
90-750-P. 1990, pts. 86 to 99. Description based on: 1980, pts. 
53 to 80. Issued in parts. Special edition of the Federal Regis- 
ter, containing a codification of documents of general applicabil- 
ity and future effect as of July 1 ... with ancillaries. Vols. for 
(1984-) distributed to some depository libraries in microfiche. 
Vols. for 1985- published by the Office of the Federal Register, 
National Archives and Records Administration. Previously 
published in combination with other titles of the Code of Feder- 
al regulations. @lItem 572-B, 572-C (MF) S/N 869-011-00143- 
2 (paper) @ GPO ; 869-012-00143-9 (MF) @ GPO ISSN 0271- 
4094 


1. United States. Environmental Protection Agency — Peri- 
odicals. 2. Environmental protection — United States — Peri- 
odicals. 3. Environmental law — United States — Periodicals. 





4. *Ecology — United States — legislation. 5. *Environmental 
Health — United States — legislation. 6. *Environmental Pollu- 
tion — prevention & control — United States — legislation. I. 
United States. Office of the Federal Register. KF 70.A3 C668 
sn-80013562 OCLC 06565630 


91-12723 


AE 2.106/3:40/pt.100-149/990 

Code of Federal regulations. 40, Protection of environment. Wash- 
ington : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annuai 

$27.00 (paper) $2.00 (MF) 

Began with 1971. Spine title: CFR. 40, Protection of envi- 
ronment Previously classed: GS 4.108:40/ Shipping list no.: 
90-622-P. 1990, pts. 100 to 149. Description based on: 1980, 
pts. 53 to 80. Issued in parts. Special edition of the Federal 
Register, containing a codification of documents of general ap- 
plicability and future effect as of July 1 ... with ancillaries. 
Vols. for (1984-) distributed to some depository libraries in 
microfiche. Vols. for 1985- published by the Office of the 
Federal Register, National Archives and Records Administra- 
tion. Previously published in combination with other titles of 
the Code of Federal regulations. @lItem 572-B, 572-C (MF) 
S/N 869-011-00144-1 (paper) @ GPO ; 869-012-00144-7 (MF) @ 
GPO ISSN 0271-4094 

1. United States. Environmental Protection Agency — Peri- 
odicals. 2. Environmental protection — United States — Peri- 
odicals. 3. Environmental law — United States — Periodicals. 
4. *Ecology — United States — legislation. 5. *Environmental 
Health — United States — legislation. 6. *Environmental Pollu- 
tion — prevention & control — United States — legislation. I. 
United States. Office of the Federal Register. KF 70.A3 C668 
sn-80013562 OCLC 06565630 


91-12724 


AE 2.106/3:40/pt.260-299/990 

Code of Federal regulations. 40, Protection of environment. Wash- 
ington : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$22.00 (paper) $2.00 (MF) 

Began with 1971. Spine title: CFR. 40, Protection of envi- 
ronment Previously classed: GS 4.108:40/ Shipping list no.: 
90-790-P. 1990, pts. 260 to 299. Description based on: 1980, 
pts. 53 to 80. Issued in parts. Special edition of the Federal 
Register, containing a codification of documents of general ap- 
plicability and future effect as of July 1 ... with ancillaries. 
Vols. for (1984-) distributed to some depository libraries in 
microfiche. Vols. for 1985- published by the Office of the 
Federal Register, National Archives and Records Administra- 
tion. Previously published in combination with other titles of 
the Code of Federal regulations. @Item 572-B, 572-C (MF) 
S/N 869-01 1-00147-5 (paper) @ GPO ; 869-012-00147-1 (MF) @ 
GPO ISSN 0271-4094 

1. United States. Environmental Protection Agency — Peri- 
odicals. 2. Environmental protection — United States — Peri- 
odicals. 3. Environmental law — United States — Periodicals. 
4. *Ecology — United States — legislation. 5. *Environmental 
Health — United States — legislation. 6. *Environmental Pollu- 
tion — prevention & control — United States — legislation. I. 
United States. Office of the Federal Register. KF 70.A3 C668 
sn-80013562 OCLC 06565630 


Government Publications — June 1991 


91-12725 


AE 2.106/3:40/pt.700-789/990 


Code of Federal regulations. 40, Protection of environment. Wash- 


ington : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$17.00 (paper) $2.00 (MF) 

Began with 1971. Spine title: CFR. 40, Protection of envi- 
ronment Previously classed: GS 4.108:40/ Shipping list no.: 
90-802-P. 1990, pts. 700 to 789. Description based on: 1980, 
pts. 53 to 80. Issued in parts. Special edition of the Federal 
Register, containing a codification of documents of general ap- 
plicability and future effect as of July 1 ... with ancillaries. 
Vols. for (1984-) distributed to some depository libraries in 
microfiche. Vols. for 1985- published by the Office of the 
Federal Register, National Archives and Records Administra- 
tion. Previously published in combination with other titles of 
the Code of Federal regulations. @Item 572-B, 572-C (MF) 
S/N 869-011-00151-3 (paper) @ GPO ; 869-012-00151-0 (MF) @ 
GPO ISSN 0271-4094 

1. United States. Environmental Protection Agency — Peri- 
odicals. 2. Environmental protection — United States — Peri- 
odicals. 3. Environmental law — United States — Periodicals. 
4. *Ecology — United States — legislation. 5. *Environmental 
Health — United States — legislation. 6. *Environmental Pollu- 
tion — prevention & control — United States — legislation. I. 
United States. Office of the Federal Register. KF 70.A3 C668 
sn-80013562 OCLC 06565630 


91-12726 


AE 2.106/3:42/pt.61-399/990 


Code of Federal regulations. 42, Public health. Washington : 


Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$5.50 (paper) $2.00 (MF) Spine title: CFR. 42, Public health 
Previously classed: GS 4.108:42/ Shipping list no.: 91-091-P. 
1990, pts. 61-399. Description based on: 1980, pts. 1 to 399. 
Special edition of the Federal register, containing a codification 
of documents of general applicability and future effect as of 
Oct. 1 ... with ancillaries. Vols. for (1984-) distributed to some 
depository libraries in microfiche. Vols. for 1985- published by 
the Office of the Federal Register, National Archives and 
Records Administration. @lItem 572-B, 572-C (MF) S/N 869- 
011-00158-1 (paper) @ GPO ; 869-012-00158-7 (MF) @ GPO 

1. Public health laws— United States — Periodicals. I. 
United States. Office of the Federal Register. sn-86047017 
OCLC 05531338 


91-12727 


AE 2.106/3:42/pt.400-429/990 


Code of Federal regulations. 42, Public health. Washington : 


Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$21.00 (paper) $2.00 (MF) Spine title: CFR. 42, Public 
health Previously classed: GS 4.108:42/ Shipping list no.: 91- 
130-P. 1990, pts. 400-429. Description based on: 1980, pts. 1 
to 399. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 


Page 9 
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effect as of Oct. | ... with ancillaries. Vols. for (1984-) distrib- 
uted to some depository libraries in microfiche. Vols. for 1985- 
published by the Office of the Federal Register, National Ar- 
chives and Records Administration. @lItem 572-B, 572-C (MF) 
S/N 869-011-00159-9 (paper) @ GPO ; 869-012-00159-5 (MF) @ 
GPO 

1. Public health laws— United States — Periodicals. I. 
United States. Office of the Federal Register. sn-86047017 
OCLC 05531338 


91-12728 
AE 2.106/3:45/pt.1-199/990 
Code of federal regulations. 45, Public welfare. Washington : 

Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$17.00 (paper) $2.00 (MF) Spine title: CFR. 45, Public wel- 
fare Previously classed: GS 4.108:45/ Shipping list no.: 91- 
096-P. 1990, pts. 1 to 199. Description based on: 1980, pts. | 
to 99. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Oct. | ... with ancillaries. Vols. for (1984-) distrib- 
uted to some depository libraries in microfiche. Vols. for 1985- 
published by the Office of the Federal Register, National Ar- 
chives and Records Administration. @lItem 572-B, 572-C (MF) 
S/N 869-011-00165-3 (paper) @ GPO ; 869-012-00165-0 (MF) @ 
GPO 

1. Public welfare — Law and legislation — United States — 
Periodicals. I. United States. Office of the Federal Register. 
sn-87042102 OCLC 05166333 


91-12729 
AE 2.106/3:45/pt.200-499/990 
Code of federal regulations. 45, Public welfare. Washington : 

Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$12.00 (paper) $2.00 (MF) Spine title: CFR. 45, Public wel- 
fare Previously classed: GS 4.108:45/ Shipping list no.: 91- 
091-P. 1990, pts. 200 to 1199. Description based on: 1980, pts. 
1 to 99. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Oct. 1 ... with ancillaries. Vols. for (1984-) distrib- 
uted to some depository libraries in microfiche. Vols. for 1985- 
published by the Office of the Federal Register, National Ar- 
chives and Records Administration. @lItem 572-B, 572-C (MF) 
S/N 869-01 1-00166-1 (paper) @ GPO ; 869-012-00166-8 (MF) @ 
GPO 

1. Public welfare — Law and legislation — United States — 
Periodicals. I. United States. Office of the Federal Register. 
sn-87042102 OCLC 05166333 


91-12730 
AE 2.106/3:45/pt.500-1199/990 
Code of federal regulations. 45, Public welfare. Washington : 
Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 
v. ; 24cm. 
Annual 
$26.00 (paper) $2.00 (MF) Spine title: CFR. 45, Public wel- 
fare Previously classed: GS 4.108:45/ Shipping list no.: 91- 
O81-P. 1990, pts. 500-1199. Description based on: 1980, pts. 1 
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to 99. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Oct. 1 ... with ancillaries. Vols. for (1984-) distrib- 
uted to some depository libraries in microfiche. Vols. for 1985- 
published by the Office of the Federal Register, National Ar- 
chives and Records Administration. @lItem 572-B, 572-C (MF) 
S/N 869-011-00167-0 (paper) @ GPO ; 869-012-00167-6 (MF) @ 
GPO 

1. Public welfare — Law and legislation — United States — 
Periodicals. I. United States. Office of the Federal Register. 
sn-87042102 OCLC 05166333 


91-12731 


AE 2.106/3:46/pt.41-69/990 


Code of federal regulations. 46, Shipping. Washington : Office of 


the Federal Register, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$14.00 (paper) $2.00 (MF) Spine title: CFR. 46, Shipping 
Previously classed: GS 4.108:46/ Shipping list no.: 91-129-P. 
1990, pts. 41 to 69. Description based on: 1980, pts. 1 to 29. 
Issued in parts. Special edition of the Federal register, contain- 
ing a codification of documents of general applicability and 
future effect as of Oct. 1 ... with ancillaries. Vols. for (1984-) 
distributed to some depository libraries in microfiche. Vols. for 
1985- published by the Office of the Federal Register, National 
Archives and Records Administration. @lItem 572-B, 572-C 
(MF) S/N 869-011-00170-0 (paper) @ GPO ; 869-012-00170-6 
(MF) @ GPO 

1. Maritime law — United States — Periodicals. I. United 
States. Office of the Federal Register. sn-86047018 OCLC 
07510980 


91-12732 


AE 2.106/3:46/pt.70-89/990 


Code of federal regulations. 46, Shipping. Washington : Office of 


the Federal Resister, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$8.00 (paper) $2.00 (MF) Spine title: CFR. 46, Shipping 
Previously classed: GS 4.108:46/ Shipping list no.: 91-067-P. 
1990, pts. 70 to 89. Description based on: 1980, pts. 1 to 29. 
Issued in parts. Special edition of the Federal register, contain- 
ing a codification of documents of general applicability and 
future effect as of Oct. | ... with ancillaries. Vols. for (1984-) 
distributed to some depository libraries in microfiche. Vols. for 
1985- published by the Office of the Federal Register, National 
Archives and Records Administration. @lItem 572-B, 572-C 
(MF) S/N 869-011-00171-8 (paper) @ GPO ; 869-012-00171-4 
(MF) @ GPO 

1. Maritime law — United States — Periodicals. I. United 
States. Office of the Federal Register. sn-86047018 OCLC 
07510980 


91-12733 


AE 2.106/3:46/pt.140-155/990 


Code of federal regulations. 46, Shipping. Washington : Office of 


the Federal Register, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 





$13.00 (paper) $2.00 (MF) Spine title: CFR. 46, Shipping 
Previously classed: GS 4.108:46/ Shipping list no.: 91-074-P. 
1990, pts. 140 to 155. Description based on: 1980, pts. 1 to 29. 
Issued in parts. Special edition of the Federal register, contain- 
ing a codification of documents of general applicability and 
future effect as of Oct. 1 ... with ancillaries. Vols. for (1984-) 
distributed to some depository libraries in microfiche. Vols. for 
1985- published by the Office of the Federal Register, National 
Archives and Records Administration. @Item 572-B, 572-C 
(MF) S/N 869-011-00173-4 (paper) @ GPO ; 869-012-00173-1 
(MF) @ GPO 

1. Maritime law — United States — Periodicals. I. United 
States. Office of the Federal Register. sn-86047018 OCLC 
07510980 


91-12734 


AE 2.106/3:46/pt.166-199/990 
Code of federal regulations. 46, Shipping. Washington : Office of 
the Federal Register, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$14.00 (paper) $2.00 (MF) Spine title: CFR. 46, Shipping 
Previously classed: GS 4.108:46/ Shipping list no.: 91-040-P. 
1990, pts. 166 to 199. Description based on: 1980, pts. 1 to 29. 
Issued in parts. Special edition of the Federal register, contain- 
ing a codification of documents of general applicability and 
future effect as of Oct. 1 ... with ancillaries. Vols. for (1984-) 
distributed to some depository libraries in microfiche. Vols. for 
1985- published by the Office of the Federal Register, National 
Archives and Records Administration. @lItem 572-B, 572-C 
(MF) S/N 869-011-00175-1 (paper) @ GPO ; 869-012-00175-7 
(MF) @ GPO 

1. Maritime law — United States — Periodicals. I. United 
States. Office of the Federal Register. sn-86047018 OCLC 
07510980 


91-12735 


AE 2.106/3:46/pt.200-499/990 
Code of federal regulations. 46, Shipping. Washington : Office of 
the Federal Register, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$20.00 (paper) $2.00 (MF) Spine title: CFR. 46, Shipping 
Previously classed: GS 4.108:46/ Shipping list no.: 91-081-P. 
1990, pts. 200 to 499. Description based on: 1980, pts. 1 to 29. 
Issued in parts. Special edition of the Federal register, contain- 
ing a codification of documents of general applicability and 
future effect as of Oct. 1 ... with ancillaries. Vols. for (1984-) 
distributed to some depository libraries in microfiche. Vols. for 
1985- published by the Office of the Federal Register, National 
Archives and Records Administration. @!tem 572-B, 572-C 
(MF) S/N 869-011-00176-9 (paper) @ GPO ; 869-012-00176-5 
(MF) @ GPO 

1. Maritime law — United States — Periodicals. I. United 
States. Office of the Federal Register. sn-86047018 OCLC 
07510980 


91-12736 


AE 2.106/3:46/pt.400-999/990 
Code of federal regulations. 46, Shipping. Washington : Office of 
the Federal Register, National Archives and Records Service, 


General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 


Government Publications — June 1991 


Annual 

$26.00 (paper) $2.00 (MF) Spine title: CFR. 46, Shipping 
Previously classed: GS 4.108:46/ Shipping list no.: 91-181-P. 
1990, pts. 400 to 999. Description based on: 1980, pts. 1 to 29. 
Special edition of the Federal register, containing a codification 
of documents of general applicability and future effect as of 
Oct. | ... with ancillaries. Vols. for (1984-) distributed to some 
depository libraries in microfiche. Vols. for 1985- published by 
the Office of the Federal Register, National Archives and 
Records Administration. @lItem 572-B, 572-C (MF) S/N 869- 
011-00194-7 (paper) @ GPO ; 869-012-00194-3 (MF) @ GPO 

1. Maritime law — United States — Periodicals. I. United 
States. Office of the Federal Register. sn-86047018 OCLC 
07510980 


91-12737 


AE 2.106/3:46/pt.500-end/990 


Code of federal regulations. 46, Shipping. Washington : Office of 


the Federal Register, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$11.00 (paper) $2.00 (MF) Spine title: CFR. 46, Shipping 
Previously classed: GS 4.108:46/ Shipping list no.: 91-049-P. 
1990, pt. 500 to end. Description based on: 1980, pts. 1 to 29. 
Issued in parts. Special edition of the Federal register, contain- 
ing a codification of documents of general applicability and 
future effect as of Oct. 1 ... with ancillaries. Vols. for (1984-) 
distributed to some depository libraries in microfiche. Vols. for 
1985- published by the Office of the Federal Register, National 
Archives and Records Administration. @lItem 572-B, 572-C 
(MF) S/N 869-011-00177-7 (paper) @ GPO ; 869-012-00177-3 
(MF) @ GPO 

1. Maritime law — United States — Periodicals. I. United 
States. Office of the Federal Register. sn-86047018 OCLC 
07510980 


91-12738 


AE 2.106/3:49/pt.100-177/990 


Code of federal regulations. 49, Transportation. Washington : 


Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$27.00 (paper) $2.00 (MF) Spine title: CFR. 49, Transporta- 
tion Previously classed: GS 4.108:49/ Shipping list no.: 91- 
160-P. 1990, pts. 100 to 177. Description based on: 1980, pts. 
1 to 99. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Oct. 1 ... with ancillaries. Vols. for (1984-) distrib- 
uted to some depository libraries in microfiche. Vols. for 1985- 
published by the Office of the Federal Register, National Ar- 
chives and Records Administration. @lItem 572-B, 572-C (MF) 
S/N 869-011-00191-2 (paper) @ GPO ; 869-012-00191-9 (MF) @ 
GPO 

1. Transportation — Law and legislation — United States — 
Periodicals. I. United States. Office of the Federal Register. 
sn-87042092 OCLC 07220683 
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91-12739 
AE 2.106/3:49/pt.178-199/990 
Code of federal regulations. 49, Transportation. Washington : 

Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$22.00 (paper) $2.00 (MF) Spine title: CFR. 49, Transporta- 
tion Previously classed: GS 4.108:49/ Shipping list no.: 91- 
231-P. 1990, pts. 178 to 199. Description based on: 1980, pts. 
1 to 99. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Oct. | ... with ancillaries. Vols. for (1984-) distrib- 
uted to some depository libraries in microfiche. Vols. for 1985- 
published by the Office of the Federal Register, National Ar- 
chives and Records Administration. @lItem 572-B, 572-C (MF) 
S/N 869-01 1-00192-1 (paper) @ GPO ; 869-012-00192-7 (MF) @ 
GPO 

1. Transportation — Law and legislation — United States — 
Periodicals. I. United States. Office of the Federal Register. 
sn-87042092 OCLC 07220683 


91-12740 
AE 2.106/3:49/pt.200-399/990 
Code of federal regulations. 49, Transportation. Washington : 

Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$21.00 (paper) $2.00 (MF) Spine title: CFR. 49, Transporta- 
tion Previously classed: GS 4.108:49/ Shipping list no.: 91- 
149-P. 1990, pts. 200 to 399. Description based on: 1980, pts. 
1 to 99. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Oct. | ... with ancillaries. Vols. for (1984-) distrib- 
uted to some depository libraries in microfiche. Vols. for 1985- 
published by the Office of the Federal Register, National Ar- 
chives and Records Administration. @lItem 572-B, 572-C (MF) 
S/N 869-01 1-00193-9 (paper) @ GPO ; 869-012-00193-5 (MF) @ 
GPO 

1. Transportation — Law and legislation — United States — 
Periodicals. I. United States. Office of the Federal Register. 


91-12742 


AE 2.110:101-384 


United States. 


An Act to Amend Title 39, United States Code, to Allow 
Free Mailing Privileges to be Extended to Members of the 
Armed Forces While Engaged in Temporary Military Oper- 
ations Under Arduous Circumstances. — [Washington, D.C.? : 
U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1990] 

[1] leaf ; 24 cm. Caption title. Shipping list no.: 90-711-P. 
“Sept. 18, 1990, (S. 3033).” “104 Stat. 737.” “Public Law 
101-384.” @Item 575 S/N 869-010-00144-4 @ GPO ISBN 
0-1602-6397-2 : $1.00 

1. United States. Laws, etc. (U.S. Code) Title 39. 2. United 
States— Armed Forces— Postal service. I. Title. OCLC 
23236026 


91-12743 


AE 2.110:101-386 


United States. 


An Act to Amend the Act of June 20, 1910, to Clarify in the 
State of New Mexico Authority to Exchange Lands Granted by 
the United States in Trust, and to Validate Prior Land Ex- 
changes. — [Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., 
U.S. G.P.O.. distributor, 1990] 

[2] p. ; 24 cm. Caption title. Shipping list no.: 90-711-P. 
“Sept. 20, 1990, (S. 2597).” “104 Stat. 739." “Public Law 
101-386.” @lItem 575 S/N 869-010-00146-1 @ GPO ISBN 
0-1602-6492-8 : $1.00 

1. Land titles — Registration and transfer — New Mexico. 2. 
United States — Public lands. I. Title. OCLC 23236037 


91-12744 


AE 2.110:101-401 


United States. 


[Maine Wilderness Act of 1990] An Act Designate Certain 
Lands in the State of Maine as Wilderness. — [Washington, 
D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1990] 

[3] p. ; 24 cm. Caption title. Shipping list no.: 90-711-P. 
“Sept. 28, 1990, (S. 2205).” “104 Stat. 863.” “Public Law 
101-401.” @Item 575 S/N 869-010-10161-4 @ GPO ISBN 
0-1602-6693-9 : $1.00 

1. Wildlife refuges — Law and legislation — Maine. 2. Wil- 
derness areas—Law and legislation— Maine. 3. Maine — 
Public lands. I. Title. OCLC 23236044 


sn-87042092 OCLC 07220683 
91-12741 


91-12745 
AE 2.110:101-433 


AE 2.106/4:989/y.1-5 United States. 


Privacy Act issuances ... compilation. [Washington, D.C.?] : Office 
of the Federal Register, National Archives and Records Serv- 
ice, General Services Administration, Office of the Federal 
Register, National Archives and Records Administration, Wash- 
ington, D.C. 20408 

v. ; 28 cm. 

Annual 

Began with 1976. Previously classed: GS 4.107/a:P 939/2/ 
Shipping list no.: 91-103-P (v. 1); 91-101-P (v. 2-3); 91-098-P (v. 
4); 91-128-P (v. 5). 1989, v. 1-5. Description based on: 1980, 
v. 1. Contents: v. 1-5. System of records, agency rules. Issued 
in parts. Vols. for (1985-) issued by the Office of the Federal 
Register, National Archives and Records Administration. 
@ltem 573 ISSN 0190-8146 

1. Public records — Law and legislation — United States — 
Periodicals. 2. Public records — United States — Periodicals. 
I. United States. Office of the Federal Register. 
KF5753.A329F4 77-647783 //t81 342/.73/085 OCLC 
03084918 
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Older Workers Benefit Protection Act. — [Washington, 
D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1990] 

[7] p. ; 24 cm. Caption title: An Act to Amend the Age 
Discrimination in Employment Act of 1967 to Clarify the Pro- 
tections Given to Older Individuals in regard to Employee 
Benefit Pians, and for Other Purposes. Shipping list no.: 91- 
177-P. “Oct. 16, 1990, (S. 1511)”"—P. [1]. “Public Law 101- 
433." @lItem 575 S/N 869-010-00193-2 @ GPO ISBN 0- 
1602-7198-3 : $1.00 

1. Age discrimination in employment — Law and legisla- 
tion — United States. 2. Aged — Employment — Law and leg- 
islation — United States. 3. Employee fringe benefits — Law 
and legislation — United States. I. United States. Age Discrim- 
ination in Employment Act of 1967. II. Title. III. Title: Act 
to Amend the Age Discrimination in Employment Act of 1967 
to Clarify the Protections Given to Older Individuals in regard 
to Employee Benefit Plans, and for Other Purposes. OCLC 
23230429 





91-12746 


AE 2.110:101-466 


United States. 


Joint Resolution Waiving Certain Enrollment Requirements 
with respect to Any Reconciliation Bill, Appropriation Bill, or 
Continuing Resolution for the Remainder of the One Hundred 
First Congress. — [Washington, D.C.? : U.S. G.P.O. : Supt. of 
Docs., U.S. G.P.O., distributor, 1990] 

[2] p. ; 24 cm. Caption title. Shipping list no.: 91-155-P. 
“Oct. 27, 1990, (H.J. Res. 682).” “104 Stat. 1084.” “Public 
Law 101-466.” @Item 575 S/N 869-010-00226-2 @ GPO 
ISBN 0-1602-8827-4 : $1.00 

1. Bills, Legislative — United States. 2. Legislation — United 
States. I. Title. OCLC 23230484 


91-12747 


AE 2.110:101-467 


United States. 


Joint Resolution Making Further Continuing Appropriations 
for the Fiscal Year 1991, and for Other Purposes. — [Washing- 
ton, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distribu- 
tor, 1990] 

[2] p. ; 24 cm. Caption title. Shipping list no.: 91-182-P. 
“Oct. 28, 1990, (H.J. Res. 687).” “104 Stat. 1086.” “Public 
Law 101-467.” @Item 575 S/N 869-010-00227-1 @ GPO 
$1.00 

1. Debts, Public —- United States. 2. United States — Appro- 
priations and expenditures. I. Title. OCLC 23189163 


91-12748 


AE 2.110:101-474 


United States. 

[Administrative Office of the United States Courts Personnel 
Act of 1990] An Act to Establish a Comprehensive Personnel 
System for Employees of the Administrative Office of the 


United States Courts, and for Other Purposes. — [Washington, 
D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1990] 

[5] p. ; 24 cm. Caption title. Shipping list no.: 91-176-P. 
“Oct. 30, 1990, (H.R. 4174).” “104 Stat. 1097.” “Public Law 
101-474.” @Item 575 S/N 869-010-00234-3 @ GPO ISBN 
0-1602-8830-4 : $1.00 

1. United States. Administrative Office of the United States 
Courts — Officials and employees. 2. United States. Adminis- 
trative Office of the United States Courts — Personnel manage- 
ment. I. Title. OCLC 23230547 


Government Publications — June 1991 


[2] p. ; 24 cm. Caption title. Shipping list no.: 91-155-P. 
“Oct. 13, 1990, (H.J. Res. 587).” “104 Stat. 1165.” “Public 
Law 101-483.” @Item 575 S/N 869-010-00243-2 @ GPO 
ISBN 0-1602-7736-1 : $1.00 

1. Civics — Awards. I. Title. OCLC 23235876 


91-12751 


AE 2.110:101-516 


United States. 


[Department of Transportation and Related Agencies Appro- 
priations Act, 1991] An Act Making Appropriations for the 
Department of Transportation and Related Agencies for the 
Fiscal Year Ending September 30, 1991, and for Other Pur- 
poses. —[Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., 
U.S. G.P.O., distributor, 1990] 

[35] p. ; 24 cm. Caption title. Shipping list no.: 91-072-P. 
“Nov. 5, 1990, (H.R. 5229).” ‘104 Stat. 2155.” “Public Law 
101-516.” @Item 575 S/N 869-010-00276-9 @ GPO ISBN 
0-1602-7929-1 : $1.25 

1. United States. Dept. of Transportation — Appropriations 
and expenditures. 2. United States — Appropriations and ex- 
penditures, 1991. I. Title. OCLC 23230710 


91-12752 


AE 2.110:101-524 


United States. 


[Deceptive Mailings Prevention Act of 1990] An Act to 
Amend Title 39, United States Code, to Designate as Nonmail- 
able Matter Solicitations for the Purchase of Goods or Services, 
or Solicitation for Donations Which Could Reasonably Be Con- 
strued as Implying Any Federal Government Connection or 
Endorsement, unless Such Matter Contains an Appropriate, 
Conspicuous Disclaimer, and for Other Purposes. — [Washing- 
ton, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distribu- 
tor, 1990] 

[4] p. ; 24 cm. Caption title. Shipping list no.: 91-177-P. 
“Nov. 6, 1990, (H.R. 2331).” “104 Stat. 2301.” “Public Law 
101-524.” @Item 575 S/N 869-010-00284-0 @ GPO ISBN 
0-1602-7966-6 : $1.00 

1. United States. Laws, etc. (U.S. Code) Title 39. 2. Adver- 
tising, Fraudulent — United States. 3. Postal service — Law 
and legislation— United States. 4. Consumer protection — 
Law and _legislation— United States. I. Title. OCLC 
23235928 


91-12753 


91-12749 AE 2.110:101-536 


United States. 


AE 2.110:101-479 : aa ; 
[Pecos National Historical Park Expansion Act of 1990] An 


United States. 


An Act to Allow a Certain Parcel of Land in Rockingham 
County, Virginia, to Be Used for a Child Care Center. — 
(Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1990] 

[2] p. ; 24 cm. Caption title. Shipping list no.: 91-176-P. 
“Oct. 31, 1990, (H.R. 3888).” “104 Stat. 1158.” “Public Law 
101-479.” @Item 575 S/N 869-010-00239-4 @ GPO ISBN 
0-1602-7732-9 : $1.00 

1. Land titles — Registration and transfer — Virginia — Rock- 


Act to Authorize the Establishment of the Glorieta National 
Battlefield in the State of New Mexico, and for Other Purposes. 
— [Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1990] 

[2] p. ; 24 cm. Caption title. Shipping list no.: 91-177-P. 
“Nov. 8, 1990, (H.R. 4090).” “104 Stat. 2368.” “Public Law 
101-536.” @Item 575 S/N 869-010-00296-3 @ GPO ISBN 
0-1602-8086-9 : $1.00 

1. Glorieta National Battlefield (N.M.) 2. Pecos National 


ingham County. 2. Day care centers — Virginia — Rocking- Historical Park (N.M.) I. Title. OCLC 23276411 


ham County. I. Title. OCLC 23230594 
91-12750 


91-12754 
AE 2.110:101-542 
United States. 
[Student Right-to-Know and Campus Security Act] An Act 


AE 2.110:101-483 
United States. 


Joint Resolution Committing to the Private Sector the Re- 
sponsibility for Support of the Civic Achievement Award Pro- 
gram in Honor of the Office of Speaker of the House of Repre- 
sentatives, and for Other Purposes. —[Washington, D.C.? : 
U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1990] 


to Require Institutions of Higher Education Receiving Federal 
Financial Assistance to Provide Certain Information with Re- 
spect to the Graduation Rates of Student-Athletes at Such Insti- 
tutions. — [Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., 
U.S. G.P.O., distributor, 1990] 
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[4] p. ; 23 cm. Caption title: An Act to Authorize the Secre- 
tary of Agriculture to Acquire and Study Certain Lands in the 
542." @lItem 575 S/N 869-010-00302-1 @ GPO ISBN 0- State of New Mexico, and for Other Purposes. Shipping list 
1602-8092-3 : $1.00 no.: 91-177-P. “Nov. 15, 1990, (H.R. 4630)”—P. [1]. “Public 
1. Universities and colleges — United States — Records and Law 101-556.” @Item 575 S/N 869-010-00316-1 @ GPO 
correspondence. 2. Universities and colleges — United ISBN 0-1602-8129-6 : $1.00 
States — Graduation requirements. 3. College sports — Law 1. Land titles — Registration and transfer — New Mexico. 2. 
and legislation — United States. 4. College athletes — Legal Forest reserves—Law and legislation—New Mexico. 3. 
status, laws, etc.— United States. 5. Universities and col- Santa Fe National Forest (N.M.) 4. Government purchasing of 
leges — United States — Security measures. 6. Universities and real property — New Mexico. I. Title. II. Title: Baca Loca- 
colleges — United States —- Safety measures. I. Title. OCLC tion Number 1 Land Acquisition and Study Act of 1990. III. 
23236053 Title: Act to Authorize the Secretary of Agriculture to Acquire 
91-12755 and Study Certain Lands in the State of New Mexico, and for 
Other Purposes. OCLC 23236311 


91-12759 


[8] p. ; 24 cm. Caption title. Shipping list no.: 91-177-P. 
“Nov. 8, 1990, (S. 580).” “104 Stat. 2381.” “Public Law 101- 


AE 2.110:101-547 
United States. 

Joint Resolution to Designate November 2, 1990, as a Nation- 
al Day of Prayer for Members of American Military Forces and 
American Citizens Stationed or Held Hostage in the Middle 
East, and for Their Families. —[Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1990] 

[2] p. ; 24 cm. Caption title. Shipping list no.: 91-177-P. 
“Nov. 14, 1990, (H.J. Res. 673).” “104 Stat. 2396.” “Public 
Law 101-547." @Item 575 S/N 869-010-00307-2 @ GPO 
ISBN 0-1602-8097-4 : $1.00 

1. Iraq-Kuwait Crisis, 1990- 2. Operation Desert Shield, 
1990- I. Title. OCLC 23236105 


91-12756 


AE 2.110:101-559 
United States. 

An Act to Designate the Federal Building at 88 West 100 
North in Provo, Utah, as the “J. Will Robinson Federal Build- 
ing.” —[Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., 
U.S. G.P.O., distributor, 1990] 

[1] leaf ; 24 cm. Caption title. Shipping list no.: 91-177-P. 
“Nov. 15, 1990, (H.R. 5419).” “104 Stat. 2774." “Public Law 
101-559.” @Item 575 S/N 869-010-00319-6 @ GPO ISBN 
0-1602-8132-6 : $1.00 

1. J. Will Robinson Federal Building (Provo, Utah) I. Title. 
OCLC 23236343 


AE 2.110:101-551 nase 


United States. 

[National Capital Transportation Amendments of 1990] An 
Act to Amend the National Capital Transportation Act of 1969 
Relating to the Washington Metrorail System. — [Washington, 
D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1990] 

[3] p. ; 24 cm. Caption title. Shipping list no.: 91-177-P. 
“Nov. 15, 1990, (H.R. 1463).” “104 Stat. 2733.” “Public Law 
101-551.” @Item 575 S/N 869-010-00311-1 @ GPO ISBN 
0-1602-8124-5 : $1.00 

1. Federal aid to transportation — Washington Metropolitan 
Area. 2. Subways— Washington Metropolitan Area — Fi- 
nance. 3. Local transit— Law and legislation — Washington 
Metropolitan Area. I. Title. OCLC 23236189 


91-12757 


AE 2.110:101-561 
United States. 

An Act to Amend the Water Resources Development Act of 
1974 to Transfer Jurisdiction of the Big South Fork National 
River and Recreation Area From the Secretary of the Army to 
the Secretary of the Interior, and for Other purposes. — [Wash- 
ington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., 
distributor, 1990] 

[2] p. ; 24 cm. Caption title. Shipping list no.: 91-182-P. 
“Nov. 15, 1990, (H.R. 5667).” “104 Stat. 2778.” “Public Law 
101-561.” @Item 575 S/N 869-010-00321-8 @ GPO $1.00 

1. Big South Fork National River and Recreation Area 
(Tenn. and Ky.) 2. Administrative agencies — United States — 
Reorganization. 3. Recreation areas — Law and legislation — 
Tennessee. 4. Recreation areas — Law and legislation — Ken- 

AE 2.110:101-555 tucky. I. United States Water Resources Development Act of 
United States. 1974. II. Title. OCLC 23189149 

[Act to Authorize Appropriations for Activities of the Na- 
tional Telecommunications and Information Administration for 91-12761 
Fiscal Years 1990 and 1991] National Telecommunications and 
Information Administration authorization, fiscal years 1990 and 
1991. —[Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., 
U.S. G.P.O., distributor, 1990] 


AE 2.110:101-567 
United States. 
An Act to Authorize the Secretary of the Interior to Rein- 
state Oil and Gas Lease LA 033164. —[Washington, D.C.? : 


[4] p. ; 23 cm. Caption title: An Act to Authorize Appro- 
priations for Activities of the National Telecommunications and 
Information Administration for Fiscal Years 1990 and 1991. 
Shipping list no.: 91-177-P. “Nov. 15, 1990, (H.R. 3310)”--P. 
[1]. “Public Law 101-555.” @Item 575 S/N 869-010-00315-3 
@ GPO ISBN 0-1602-8128-8 : $1.00 

1. United States. National Telecommunications and Informa- 
tion Administration— Appropriations and expenditures. 2. 
United States — Appropriations and expenditures, 1990-1991. I. 
Title. OCLC 23236222 


91-12758 
AE 2.110:101-556 
United States. 
Baca Location no. | Land Acquisition and Study Act of 1990. 
— [Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1990] 
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U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1990] 
(2] p. ; 24 cm. Caption title. Shipping list no.: 91-182-P. 
“Nov. 15, 1990, (S. 1805).” “104 Stat. 2802.” “Public Law 
101-567.” @Item 575 S/N 869-010-00327-7 @ GPO ISBN 
0-1602-8165-2 : $1.00 
1. Oil and gas leases — United States. 2. Petroleum law and 
legislation — United States. I. Title. OCLC 23236379 


91-12762 


AE 2.110:101-568 


United States. 


An Act to Authorize the Transfer by Lease of a Specified 
Naval Landing Ship Dock to the Government of Brazil. — 
(Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1990] 

(2] p. ; 24 cm. Caption title. Shipping list no.: 91-182-P. 
“Nov. 15, 1990, (S. 3215).” “104 Stat. 2804.” “Public Law 





101-568.” @Item 575 S/N 869-010-00328-5 @ GPO ISBN 
0-1602-8166-0 : $1.00 

1. Ships — Registration and transfer. 2. United States — Mili- 
tary relations — Brazil. 3. Brazil — Military relations — United 
States. I. Title. OCLC 23236429 


91-12763 
AE 2.110:101-569 
United States. 

Joint Resolution Providing for Appointment of Ira Michael 
Heyman as a Citizen Regent of the Smithsonian Institution. — 
(Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1990] 

[1] leaf ; 24 cm. Caption title. Shipping list no.: 91-155-P. 
“Nov. 15, 1990, (S.J. Res. 318).” “104 Stat 2806.” “Public 
Law 101-569.” @Item 575 S/N 869-010-00329-3 @ GPO 
ISBN 0-1602-8167-9 : $1.00 

1. Heyman, Ira Michael, 1930- 2. Smithsonian Institution. 
Board of Regents — Officials and employees — Selection and 
appointment. I. Title. OCLC 23264688 


91-12764 
AE 2.110:101-573 
United States. 

An Act to Authorize the Secretary of the Interior to Permit 
Certain Uses of Lands within the Colonial National Historical 
Park in the Commonwealth of Virginia. — [Washington, D.C.? 
: U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1990] 

[2] p. ; 25 cm. Caption title. Shipping list no.: 91-182-P. 
“Nov. 15, 1990, (H.R. 4107).” “104 Stat 2812.” “Public Law 
101-573.” @Item 575 S/N 869-010-00333-1 @ GPO ISBN 


0-1602-8237-3 : $1.00 
1. Land use — Virginia — Colonial National Historical Park. 
2. Gas, Natural — Virginia — Pipe lines—- Right of way. 3. 


Colonial National Historical Park (Va.) I. Title. OCLC 
23273411 


91-12765 
AE 2.110:101-577 
United States. 

An Act to Amend the Farm Poundage Quota Provisions of 
Section 319 (G), (H) and (I) of the Agricultural Adjustment Act 
of 1938, and for Other Purposes. — [Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1990] 

[2] p. ; 24 cm. Caption title. Shipping list no.: 91-176-P. 
“Nov. 15, 1990, (H.R. 5871).” “104 Stat. 2856.” “Public Law 
101-577." @Item 575 S/N 869-010-00337-4 @ GPO $1.00 

1. Burley tobacco — Government policy — United States. 2. 
Farm production quotas— United States. 3. Agriculture — 
Economic aspects — United States. I. United States Agricul- 
tural Adjustment Act of 1938. II. Title. OCLC 23188760 


91-12766 
AE 2.110:101-581 
United States. 

[Criminal Victims Protection Act of 1990] An Act to 
Amend Title 11 of the United States Code with Respect to the 
Nondischargeability of Debts Arising from Unlawful Driving 
While Intoxicated or Impaired and Arising from Restitution 
Imposed for Committing Crimes. — [Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1990] 

(2] p. ; 24 cm. Caption title. Shipping list no.: 91-177-P. 
“Nov. 15, 1990, (S. 1931).” “104 Stat. 2865.” “Public Law 
101-581.” @Item 575 S/N 869-010-00341-2 @ GPO ISBN 
0-1602-8245-4 : $1.00 

1. United States. Laws, etc. (U.S. Code) Title 11. 2. Drink- 
ing and traffic accidents— United States. 3. Reparation — 
United States. I. Title. OCLC 23276502 


Government Publications — June 1991 


91-12767 
AE 2.110:101-582 
United States. 

[Year 2000 Health Objectives Planning Act] An Act to Es- 
tablish a Program of Grants for the Development of State Plans 
for Meeting the Objectives Established by the Secretary of 
Health and Human Services for the Health Status of the Popula- 
tion of the United States for the Year 2000. — [Washington, 
D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1990] 

[4] p. ; 24 cm. Caption title. Shipping list no.: 91-182-P. 
“Nov. 15, 1990, (S. 2056).” “104 Stat. 2867.” “Public Law 
101-582.” @Item 575 S/N 869-010-00342-1 @ GPO ISBN 
0-1602-8246-2 : $1.00 

1. Public health laws — United States. 2. Medical policy — 
United States. 3. Health planning — United States. I. Title. 
OCLC 23291568 


91-12768 
AE 2.110:101-583 
United States. 

An Act to Eliminate “Substantial Documentary Evidence” 
Requirement for Minimum Wage Determination for American 
Samoa, and for Other Purposes. — [Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1990] 

[1] leaf ; 24 cm. Caption title. Shipping list no.: 91-182-P. 
“Nov. 15, 1990, (S. 2930).” ‘104 Stat. 2871.” “Public Law 
101-583.” @lItem 575 S/N 869-010-00343-9 @ GPO $1.00 

1. Computer engineers — Salaries, etc. — American Samoa. 
2. Computer programmers — Salaries, etc. — Américan Samoa. 
3. Wages — Law and legislation — American Samoa. 4. Labor 
laws and legislation— American Samoa. I. Title. OCLC 
23189140 


91-12769 
AE 2.110:101-584 
United States. 

An Act to Address Immediate Problems Affecting Environ- 
mental Cleanup Activities. — [Washington, D.C.? : U.S. G.P.O. 
: Supt. of Docs., U.S. G.P.O., distributor, 1990] 

[2] p. ; 24 cm. Caption title. Shipping list no.: 91-182-P. 
“Nov. 15, 1990, (S. 3187).” “104 Stat. 2872.” “Public Law 
101-584.” @Item 575 S/N 869-010-00344-7 @ GPO ISBN 
0-1602-8293-4 : $1.00 

1. Environmental law — United States. 2. Government secu- 
rities — Law and legislation — United States. I. United States. 
Comprehensive Environmental Response, Compensation, and 
Liability Act of 1980. II. Title. OCLC 23273474 


91-12770 
AE 2.110:101-586 
United States. 

[Joint Resolution Providing for Reappointment of Anne Le- 
gendre Armstrong as a Citizen Regent of the Smithsonian Insti- 
tution (P.L. 101-586)] Joint Resolution Providing for Reap- 
pointment of Anne Legendre Armstrong as a Citizen Regent of 
the Smithsonian Institution. —[Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1990] 

[1] leaf ; 24 cm. Caption title. Shipping list no.: 91-182-P. 
“Nov. 15, 1990, (S.J. Res. 302).” ‘104 Stat. 2876.” “Public 
Law 101-586.” @Item 575 S/N 869-010-00346-3 @ GPO 
ISBN 0-1602-8295-0 : $1.00 

1. Armstrong, Anne Legendre. 
Officials and employees — Selection and appointment. 
OCLC 23273549 


2. Smithsonian Institution — 
1. Title. 
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91-12771 
AE 2.110:101-592 
United States. 

[Fastener Quality Act] An Act to Require That Certain 
Fasteners Sold in Commerce Conform to the Specifications to 
Which They Are Represented to Be Manufactured, to Provide 
for Accreditation of Laboratories Engaged in Fastener Testing, 
to Require Inspection, Testing, and Certification, in Accordance 
with Standardized Methods, of Fasteners Used in Critical Appli- 
cations to Increase Fastener Quality and Reduce the Danger of 
Fastener Failure, and for Other Purposes. — [Washington, 
D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1990] 

[11] p. ; 24 cm. Caption title. Shipping list no.: 91-071-P. 
“Nov. 16, 1990, (H.R. 3000).” “104 Stat. 2943.” “Public Law 
101-592.” @Item 575 S/N 869-010-00352-8 @ GPO ISBN 
0-1602-8331-0 : $1.00 

1. Fasteners — Standards — United States. 2. Fasteners — 
Testing. 3. Fasteners industry — Government policy — United 
States. I. Title. OCLC 23230793 


91-12772 
AE 2.110:101-594 
United States. 

{Antarctic Protection Act of 1990] An Act to Protect and 
Conserve the Continent of Antarctica, and for Other Purposes. 
— [Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1990] 

[4] p. ; 23 cm. Caption title. Shipping list no.: 91-182-P. 
“Nov. 16, 1990, (H.R. 3977).” “104 Stat. 2975.” “Public Law 
101-594." @Item 575 S/N 869-010-00354-4 @ GPC ISBN 
0-1602-8333-7 : $1.00 

1. Environmental law — United States. 2. Environmental 
protection — Antarctic regions. 3. Antarctic regions. I. Title. 
OCLC 23291796 


91-12773 
AE 2.110:101-597 
United States. 

[National Health Service Corps Revitalization Amendments 
of 1990] An Act to Amend the Public Health Service Act to 
Revise and Extend the Program for the National Health Service 
Corps, and to Establish Certain Programs of Grants to the 
States for Improving Health Services in the States. — [Wash- 
ington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., 
distributor, 1990] 

[24] p. ; 24 cm. Caption title. Shipping list no.: 91-155-P. 
“Nov. 16, 1990, (H.R. 4487).” “104 Stat. 3013.” “Public Law 
101-597.” @Item 575 S/N 869-010-00357-9 @ GPO ISBN 
0-1602-8336-1 : $1.00 

1. National Health Service Corps (U.S.) — Appropriations 
and expenditures. 2. Health services administration — United 
States. I. United States. Public Health Service Act. II. Title. 
OCLC 23294846 


91-12774 
AE 2.110:101-598 
United States. 

An Act to Designate the Federal Building Located at 340 
North Pleasant Valley Road in Winchester, Virginia, as the “J. 
Kenneth Robinson Postal Building.” — [Washington, D.C.? : 
U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1990] 

[1] leaf ; 24 cm. Caption title. Shipping list no.: 91-156-P. 
“Nov. 16, 1990, (H.R. 4721).” “104 Stat. 3037.” “Public Law 
101-598.” @Item 575 S/N 869-010-00358-7 @ GPO ISBN 
0-1602-8337-X : $1.00 

1. J. Kenneth Robinson Postal Building (Winchester, Va.) I. 
Title. OCLC 23273674 
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91-12775 


AE 2.110:101-600 


United States. 


School Dropout Prevention and Basic Skills Improvement 
Act of 1990. —[Washington, D.C.? : U.S. G.P.O. : Supt. of 
Docs., U.S. G.P.O., distributor, 1990] 

[6] p. ; 23 cm. Caption title: An Act to Amend the Elemen- 
tary and Secondary Education Act of 1965 to Improve Second- 
ary School Programs for Basic Skills Improvement and Drop- 
out Prevention and Reentry, and for Other Purposes. Shipping 
list no.: 91-177-P. “Nov. 16, 1990, (H.R. 5140)”—P. [I]. 
“Public Law 101-600.” @Item 575 S/N 869-010-00360-9 @ 
GPO ISBN 0-1602-8401-5 : $1.00 

1. High school dropouts — United States. 2. Basic educa- 
tion — United States. 3. Educational law and legislation — 
United States. I. United States. Elementary and Secondary 
Education Act of 1965. II. Title. III. Title: Act to Amend 
the Elementary and Secondary Education Act of 1965 to Im- 
prove Secondary School Programs for Basic Skills Improve- 
ment and Dropout Prevention and Reentry, and for Other Pur- 
poses. OCLC 23295903 


91-12776 


AE 2.110:101-604 


United States. 


Aviation Security Improvement Act of 1990. — [Washington, 
D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1990] 

[23] p. ; 24 cm. Caption title: An Act to Promote and 
Strengthen Aviation Security, and for Other Purposes. Ship- 
ping list no.: 91-155-P. “Nov. 16, 1990, (H.R. 5732)”—P. [1]. 
“Public Law 101-604.” @Item 575 S/N 869-010-00364-1 @ 
GPO ISBN 0-1602-8405-8 : $1.00 

1. Aeronautics, Commercial — Law and legislation — United 
States. 2. Airports — Law and legislation — United States. 3. 
Airports — United States— Security measures. I. Title. II. 
Title: Act to Promote and Strengthen Aviation Security, and 
for Other Purposes. OCLC 23296000 


91-12777 


AE 2.110:101-613 


United States. 


National Institutes of Health Amendments of 1990. — [Wash- 
ington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., 
distributor, 1990] 

[7] p. ; 24 cm. Caption title: An Act to Amend the Public 
Health Service Act with Respect to Certain Programs for the 
National Institutes of Health. Shipping list no.: 91-177-P. 
“Nov. 16, 1990, (S. 2857)”"—P. [1]. “Public Law 101-613.” 
@ltem 575 S/N 869-010-00373-1 @ GPO ISBN 0-1602-8694- 
8 : $1.00 

1. National Institutes of Health (U.S.) I. United States. 
Public Health Service Act. II. Title. III. Title: Act to Amend 
the Public Health Service Act with Respect to Certain Pro- 
grams for the National Institutes of Health, OCLC 23296372 


91-12778 


AE 2.110:101-631 


United States. 


An Act to Authorize an Exchange of Lands in South Dakota 
and Colorado. —[Washington, D.C.? : U.S. G.P.O. : Supt. of 
Docs., U.S. G.P.O., distributor, 1990] 

[6] p. ; 24 cm. Caption title. Shipping list no.: 91-177-P. 
“Nov. 28, 1990, (H.R. 4567).” “104 Stat. 4569.” “Public Law 
101-631.” @Item 575 S/N 869-010-00391-9 @ GPO ISBN 
0-1602-8788-X : $1.00 

1. Land titles — Registration and transfer — South Dakota. 
2. Land titles — Registration and transfer — Colorado. I. Title. 
OCLC 23296418 





91-12779 
AE 2.110:101-642 
United States. 

Joint Resolution to Designate the Week of November 3, 1990, 
to November 10, 1990, as “National Week to Commemorate the 
Victims of the Famine in the Ukraine, 1932-1933,” and to Com- 
memorate the Ukrainian Famine of 1932-1933 and the Policies 
of Russification to Suppress Ukrainian Identity. — [Washington, 
D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1990] 

[2] p. ; 24 cm. Caption title. Shipping list no.: 91-156-P. 
“Nov. 28, 1990, (S.J. Res. 329).” “104 Stat. 4659.” “Public 
Law 101-642.” @Item 575 S/N 869-010-00402-8 @ GPO 
ISBN 0-1602-8697-2 : $1.00 

1. National Week to Commemorate the Victims of the 
Famine in the Ukraine, 1932-1933. I. Title. OCLC 23296484 


91-12780 
AE 2.110:101-643 
United States. 

Joint Resolution to Designate the Third Week of February, 
1991, as “National Parents and Teachers Association Week.” — 
[Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1990] 

[1] leaf ; 24 cm. Caption title. Shipping list no.: 91-156-P. 
“Nov. 28, 1990, (S.J. Res. 364).” “104 Stat. 4661.” “Public 
Law 101-643.” @lItem 575 S/N 869-010-00403-6 @ GPO 
ISBN 0-1602-8698-0 : $1.00 

1. National Parents and Teachers Association Week. 
OCLC 23296613 


I. Title. 


91-12781 
AE 2.110/2:101-13 
United States. 

An Act for the Relief of Jocelyne Carayannis and Marie 
Carayannis. —[Washington, D.C.? : U.S. G.P.O. : Supt. of 
Docs., U.S. G.P.O., distributor, 1990] 

[1] leaf ; 24 cm. Caption title. Shipping list no.: 91-133-P. 
“Nov. 15, 1990, (H.R. 1230).” “Private Law 101-13.” @Item 
575-A 

1. Carayannis, Marie. 2. Carayannis, Jocelyne. 3. Emigra- 
tion and immigration law — United States. 4. United States — 
Emigration and immigration. I. Title. OCLC 23188896 


91-12782 
AE 2.110/2:101-14 
United States. 

An Act for the Relief of Izzydor Shever. — [Washington, 
D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1990] 

[1] leaf ; 24 cm. Caption title. Shipping list no.: 91-133-P. 
“Nov. 15, 1990, (H.R. 3642).” “Private Law 101-14.” @Item 
575-A 

1. Shever, Izzydor. 2. United States — Officials and employ- 
ees — Relocation. I. Title. OCLC 23188733 


91-12783 
AE 2.110/2:101-16 
United States. 

An Act for the Relief of Benjamin H. Fonorow. — [Wash- 
ington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., 
distributor, 1990] 

[2] p. ; 24 cm. Caption title. Shipping list no.: 91-133-P. 
“Nov. 16, 1990, (H.R. 3298).” “Private Law 101-16.” @Item 
575-A 

1. Fonorow, Benjamin H. 2. United States — Officials and 
employees — Relocation. 3. United States— Claims. I. Title. 
OCLC 23188825 


Government Publications — June 1991 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


91-12784 
C 3.24/3:MC 87-A-31 
Census of manufactures (1987). Geographic area series. 
1987 census of manufactures. Geographic area series. New 
Jersey. — Washington, DC : U.S. Dept. of Commerce, Bureau 
of the Census : For sale by Supt. of Docs., U.S. G.P.O., [1990] 


1 v. (various pagings) : map ; 28 cm. Shipping list no.: 90- 
797-P. “Issued November 1990.” “MC87-A-31.” @Item 
137-A-30 S/N 803-016-00031-3 @ GPO ISBN 0-1601-3630— 
$5.00 

1. New Jersey — Manufactures — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Geographic area 
series, New Jersey. OCLC 22877071 


91-12785 
C 3.24/4:MC 87-I-23 D/990 
Census of manufactures (1987). Industry series. 

1987 census of manufactures. Industry series. Miscellaneous 
apparel and accessories, industries 2371, 2381, 2384, 2385, 2386, 
2387, and 2389. — Washington, D.C. : U.S. Dept. of Com- 
merce, Bureau of the Census : For sale by Supt. of Docs., U.S. 
G.P.O., [1990] 

1 v. (various pagings) ; 28 cm. Shipping list no.: 90-774-P. 
“Issued November 1990.” Includes bibliographical references. 
“MC87-1-23D.” @Item 136 S/N 803-018-00019-7 @ GPO 
ISBN 0-1601-3671-7 : $2.75 

1. Clothing trade — United States — Statistics. 2. United 
States — Manufactures — Statistics. I. United States. Bureau of 
the Census. II. Title. III. Title: Miscellaneous apparel and 
accessories, industries 2371, 2381, 2384, 2385, 2386, 2387, and 
2389. OCLC 22944680 


91-12786 
C 3.24/9-7:986 
Annual survey of manufactures. Statistics for industry groups and 

industries (including capital expenditures, inventories and sup- 
plemental labor, fuel, and electric energy costs). Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census, 1988- 

v. ; 28 cm. 

Annual 

1986- Running title: Annual survey of manufactures. Indus- 
try statistics 1988- At head of title: ASM. No longer avail- 
able for sale by the Supt. of Docs. Shipping list no.: 88-397-P. 
“M86(AS)-1.” 1986. @Item 134-A S/N 003-024-06842-7 @ 
GPO Continues: Annual survey of manufactures. Statistics for 
industry groups and industries (including supplemental labor, 
fuel, and electric energy costs) 

1. Labor costs — United States — Statistics — Periodicals. 2. 
United States — Industries — Costs — Statistics — Periodicals. 
3. United States — Manufactures — Costs — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. HD9721.A56 
sn-88033689 OCLC 18517099 


91-12787 
C 3.133/2:980-88 
Current business reports. Revised monthly wholesale trade, sales 
and inventories. Washington : U.S. Dept. of Commerce, Bureau 
of the Census : For sale by Data User Services Division, Cus- 
tomer Services (Publications), Bureau of the Census, Data 
User Services Division, Customer Services (Publications), 
Bureau of the Census, Washington, D.C. 20233 
v. ; 28 cm. 
Annual Title varies slightly. Shipping list no.: 89-231-P. 
“BW-13-88S.” Dec. 1980 through Dec. 1988. Description 
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Census Bureau — Commerce Dept. 


based on: Jan. 1973-Dec. 1982; title from cover. Coverage 
period varies. Original estimates for (1972-1981) in: Current 
business reports. Monthly wholesale trade, sales, and invento- 
ries, (1972-1981). @l:em 147-C ISSN 0741-7268 

1. Wholesale trade — United States — Statistics — Periodicals. 
I. United States. Bureau of the Census. HF5421.C87 83- 
647679 //r87 381/.2/0973 /19 OCLC 08852927 


91-12788 
C 3.158:MA-24 F (89)-1 
Current industrial reports. MA-24F, Hardwood plywood / U.S. 
Department of Commerce, Bureau of the Census. Washington, 
D.C. : The Bureau : For sale by the Supt. of Docs., U.S. 
G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 
v. : ill. ; 27 cm. 
Annual 
$1.00 
Began with 1965. Previously classed: C 56.216:MA-24 F 
Shipping list no.: 91-002-P. 1989. Description based on: 1979; 
title from caption. @Item 142-A S/N 003-024-07179-7 @ 
GPO ISSN 0732-8427 Continues: Current industrial reports. 
M24F, Hardwood plywood 
1. Plywood industry — United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. Key Title: Hard- 
wood plywood HD9769.P63U46 82-643232 338.4/7674834/ 
0973 OCLC 03060332 


91-12789 
C 3.158:MA-24 T (89)-1 
Current industrial reports. MA-24T, Lumber production and mill 
stocks / U.S. Department of Commerce, Bureau of the Census. 
(Washington, D.C.] : The Bureau : [For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 
v. : ill. ; 28 cm. 
Annual 
$1.00 Previously classed: C 56.216:MA-24 T Shipping list 
no.: 90-590-P. 1989. Description based on: 1979; title from 
caption. @Item 142-A S/N 003-024-07181-9 @ GPO ISSN 
0276-5551 
1. Lumber trade — United States — Periodicals. I. United 
States. Bureau of the Census. HD9751.L85 81-640967 //r83 
338.4/7674/0973 OCLC 03054373 


91-12790 
C 3.158:MA 32 C (88)-1 
Current industrial reports. MQ-32C, Refractories / U.S. Depart- 
ment of Commerce, Bureau of the Census. [Washington, D.C.] : 
The Bureau, U.S. Dept. of Commerce, Bureau of the Census, 
Industry Division, Washington, D.C. 20233 

v. : ill. ; 27 cm. 

Annual, 1988- 

Monthly, (1947-54) 

Annual, (1955-57) 

Quarterly with annual summary, 1957-{1987) Some issues 
have title: Current industrial reports. MA32C, Refractories. 
No longer available for sale by the Supt. of Docs. Previously 
classed: C 3.158:MA 32 C Shipping list no.: 90-109-P. 1988. 
Description based on: 2nd quarter 1979; title from caption. In- 
dexed by: Chemical abstracts ISSN 0009-2258 1961-1984 In- 
dexed by: Predicasts Indexed by: American statistics index 
ISSN 0091-1658 @lItem 142-A S/N 003-024-07090-1 @ GPO 
ISSN 0161-0406 : CODEN: CIRRDF 

1. Refractories industry — United States — Statistics — Peri- 
odicals. I. United States. Bureau of the Census. Key Title: 
Refractories (Bureau of the Census) HD9600.R43U64 82- 
643234 380.1/4566672/0973 OCLC 02541413 
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91-12791 


C 3.158:MA-33 L (89)-1 


Current industrial reports. MA-33L, Insulated wire and cable / 


U.S. Department of Commerce, Bureau of the Census. [Wash- 
ington, D.C.] : The Bureau : For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Washing- 
ton, D.C. 20402 

v. : ill. ; 28 cm. 

Annual 

$1.00 Previously classed: C 56.216:MA-33 L Shipping list 
no.: 90-712-P. Description based on: 1979; title from caption. 
@ltem 142-A S/N 003-024-07195-9 @ GPO ISSN 0278-9337 

1. Electric wire and cable industry — United States — Statis- 
tics — Periodicals. 2. Wire industry — United States — Statis- 
tics — Periodicals. 3. Electric cable sheathing — Statistics — 
Periodicals. I. United States. Bureau of the Census. 
HD9697.C333U64 81-649889 380.1/4562131933/0973021 /19 
OCLC 03057588 


91-12792 


C 3.158:MA 38 B (89)-1 


Current industrial reports. MA-38B, Selected instruments and re- 


lated products / U.S. Department of Commerce, Bureau of the 
Census. Washington, D.C. : The Bureau : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off, 
Washington, D.C. 20402 

v. ; 28 cm. 

Annual 

$1.25 Previously classed: C 56.216:MA 38 B_ Shipping list 
no.: 91-135-P. 1989. Description based on: 1979; title from 
caption. @Item 142-A S/N 003-024-07216-5 @ GPO ISSN 
0744-2440 

1. Instrument industry — United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. HD9706.U6S44 
81-649688 //r83 380.1/45681/0973 OCLC 03054635 


91-12793 


C 3.158:MQ-C 1 (88)-1/final 


Current industrial reports. MQ-C1, Manufacturers’ utilization of 


plant capacity / U.S. Department of Commerce, Bureau of the 
Census. Washington, D.C. : The Bureau, U.S. Dept. of Com- 
merce, Bureau of the Census, Industry Division, D.C. 20233 

v. ; 28 cm. 

Annual 

Began with advance report for 4th quarter 1988. Running 
title: Survey of plant capacity No longer available for Sale by 
the Supt. of Docs. Shipping list no.: 90-274-P. Final report 
for 4th quarter 1988. Description based on: final report for 4th 
quarter 1988; title from caption. Report covers fourth quarter 
data. Issued in two parts called: advance report, and: final 
report. @lItem 142-A S/N 003-024-07012-0 @ GPO Contin- 
ues: Current industrial reports. MQ-C1, Survey of plant capacity 

1. Industrial capacity — United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. sn-91023308 
OCLC 21468746 


91-12794 


C 3.186:P-23/168 


Studies in the measurement of voter turnout. — Washington, DC : 


U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Supt. of Docs., U.S. G.P.O., 1990. 

62 p. : ill. ; 28 cm.— (Current population reports, Special 
studies, P-23 ; no. 168) Shipping list no.: 91-073-P. “Issued 
November 1990.” Includes bibliographical references. @lItem 
142-C S/N 803-005-10021-9 : @ GPO ISBN 0-1602-7819-8 : 
$4.00 

1. Voting — United States — Statistics. 2. Voting research — 
United States — Statistics. I. United States. Bureau of the 





Government Publications — June 1991 


Census. II. Series: Current population reports. Series P-23, 91-12799 
Special studies ; no. 168. OCLC 22945109 C 3.215:H-170-88-15 
Current housing reports. H-170, American housing survey, Salt 
91-12795 Lake City, UT, metropolitan statistical area. Housing character- 
= . C 3.186:P-26/ 85-52-C ; . istics for selected metropolitan areas. Washington, D.C. : U.S. 
Provisional estimates of the population of counties. [Washington, Dept. of Commerce, Bureau of the Census : For sale by the 
D.C.] : U.S. Dept. of Commerce, Bureau of the Census, 1985- : a i 7 -_ 
v. ; 28 cm. (Current population reports. Series P-26, Local Data User Services Division, Customer Services (Publications), 
Bureau of the Census, 1988- Data User Services Division, Cus- 


population estimates ; no. 85-52-C) : Sates . 
p Caner tomer Services (Publications), Bureau of the Census, Washing- 


July 1, 1984- Title from caption. No longer available for ton, DC 20233 
sale by the Supt. of Docs. Shipping list no.: 86-812-P. July 1, v. : map ; 28 cm. 
1985. @lItem 142-C-4 S/N 003-024-06213-5 @ GPO Contin- 1984- Spine title: Salt Lake City, UT, MSA, American hous- 
ues: Provisional estimates of the population of counties and ing survey 1984 Spine title: American housing survey for the 
metropolitan areas Salt Lake City metropolitan area in ... 1988- Issues for 1988- 
1. United States — Population — Statistics — Periodicals. I. called: Current housing reports. H-170, American housing 
United States. Bureau of the Census. II. Series. sn-87043450 survey for the Salt Lake City metropolitan area in .... Previ- 
OCLC 14264359 ously classed: C 3.215/17-15: Shipping list no.: 91-067-P. 
1988. Vols. for 1984- issued jointly with the U.S. Dept. of 
C 3.186/3:988 Housing and Urban Development, Office of Policy Develop- 


Voting and registration in the election of ... (advance report) ment and Research. @ltem 141-A ; ; 
(Washington, D.C.] : U.S. Dept. of Commerce, Bureau of the 1. Housing — Utah — Salt Lake City Metropolitan Area — 
Census : [For sale by the Supt. of Docs., U.S. G.P.O., Supt. of Statistics — Periodicals. I. United States. Bureau of the 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 Census. II. United States. Dept. of Housing and Urban Devel- 

v. ; 28 cm. (Current population reports. Series P-20, Popula- opment. Office of Policy Development and Research. sn- 
tion characteristics ; no. 435) 88040545 OCLC 18424486 
Biennial 
$1.00 Shipping list no.: 89-160-P. Nov. 1988. Description 91-12800 
based on: Nov. 1984; title from caption. Advance report of: C 3.272:D-1384 
Voting and registration in the election of ... @Item 142-C-1 Post enumeration survey : workbook for evaluation followup : 
S/N 803-005-00034-6 @ GPO 1990 census, 21st decennial census. — (Washington, D.C.?] : 
1. Voting— United States — Statistics — Periodicals. 2. U.S. Dept. of Commerce, Bureau of the Census, [1991] 


91-12796 


Voter registration — United States — Statistics — Periodicals. 97 p. : ill, maps ; 37 cm. Cover title. Shipping list no.: 91- 
Minn Fam dane of the Census. II. Series. sn- 070-P. “January 1991.” “D-1384." @ltem 146-M 
1. United States — Census, 21st, 1990 — Handbooks, manuals, 
91-12797 etc. 2. Interviewing — Handbooks, manuals, etc. I. United 
C 3.215:H-131-86-A States. Bureau of the Census. OCLC 23225867 


Current housing reports. H-131, Characteristics of apartments 
completed. Washington, D.C. : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by Customer Services (Publica- 
tions), Data User Services Division, Bureau of the Census, 

v. ; 28 cm. 
Annual G.P.O. sales statement incorrect in publication. 
Shipping list no.: 88-654-P. 1986. Description based on: 1980; C 3.277:Ag 8/987/doc. 
title from caption. Vols. for (1981-) issued jointly with U.S. Census of agriculture (1987). Geographic area series. 
Dept. of Housing and Urban Development. @lItem 141-A 1987 census of agriculture. Volume 1, Geographic area series. 
1. Apartment houses — United States — Statistics — Periodi- State data files, county data files (including U.S. totals) [comput- 
cals. I. United States. Bureau of the Census. II. United States. er file.] Washington, DC : U.S. Dept. of Commerce, Bureau of 
Dept. of Housing and Urban Development. HD7287.6.USU54a the Census, Data User Services Division, [1990] 
76-648561 //r83_338.4/7/690831 OCLC 02703294 1 computer disk ; 4 3/4 in. 1 floppy disk technical documenta- 


tion. Contains summary statistics. Subject matter description 
based on data for all farms and for all farms with sales of 


Current housing reports. H-131, Characteristics of apartments $10,000 or more; geographic coverage based on data for each 
completed. Washington, D.C. : U.S. Dept. of Commerce, state and for each county with 10 farms or more. Title from 
Bureau of the Census : For sale by Customer Services (Publica- title screen. Shipping list no.: 91-009-E. “Issued August 
tions), Data User Services Division, Bureau of the Census, 1990"—CD. “Issued September 1990"—Doc. @ltem 154-C 

v. ; 28 cm. 1. Agriculture— United States — Statistics — Software. 2. 
Annual G.P.O. sales statement incorrect in publication. United States — Statistics — Software. I. United States. Bureau 
Shipping list no.: 89-506-P. 1988. Description based on: 1980; of the Census. Data User Services Division. II. Title. III. 
title from caption. Vols. for (1981-) issued jointly with U.S. Title: State data files, county data files (including U.S. totals) 
Dept. of Housing and Urban Development. @Item 141-A OCLC 23188486 
1. Apartment houses — United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. II. United States. 
Dept. of Housing and Urban Development. HD7287.6.USU54a 
76-648561 //r83_ 338.4/7/690831 OCLC 02703294 


91-12801 
C 3.277:Ag 8/987/CD/v.1 


C 3.277:Ag 8/987/floppy 


91-12798 
C 3.215:H-131-88A 





National Institute of Standards and Technology — Commerce Dept. 


NATIONAL INSTITUTE OF STANDARDS AND 
TECHNOLOGY 
Commerce Dept. 
Gaithersburg, MD 20899 


91-12802 
C 13.10:500-164 
Rosenthal, Lynne. 

Electronic publishing : guide to selection / Lynne S. Rosen- 
thal. — Gaithersburg, MD : U.S. Dept. of Commerce, National 
Institute of Standards and Technology ; Washington, DC : For 
sale by the Supt. of Docs., U.S. G.P.O., 1989. 

v, 31 p. : ill. ; 28 cm. — (NIST special publication ; 500-164. 
Computer systems technology) Final. Shipping list no.: 89- 
412-P. “June 1989.” Includes bibliographical references (p. 
25-26). @Item 247 S/N 003-003-02938-6 @ GPO ISBN 0- 
1600-0263-X : $2.50 

1. Desktop publishing — United States. I. National Institute 
of Standards and Technology (U.S.) II. Title. III. Series: 
NIST special publication ; 500-164. IV. Series: NIST special 
publication. Computer systems technology. 89-600734 OCLC 
20083582 


91-12803 
C 13.48/4-2:989 
National Measurement Laboratory (U.S.). Office of Standard Ref- 
erence Materials. 

NIST standard reference materials. Gaithersburg, MD 
Office of Standard Reference Materials, U.S. Dept. of Com- 
merce, National Institute of Standards and Technology, U.S. 
Dept. of Commerce, National Institute of Standards and Tech- 
nology, Office of Standard Reference Materials, Rm. B311, 
Chemistry Bldg., Gaithersburg, MD 20899 

v. ; 28 cm. Other title: Price list. NIST standard reference 
materials Other title: NIST standard reference materials price 
list At head of title: Price list. Shipping list no.: 89-295-P. 
“SP 260 Appendix.” Spring 1989. Description based on: 
Spring 1989; title from cover. Vols. for (spring 1989-) some 
issues distributed to depository libraries in microfiche. @lItem 
248-B (MF) Continues: National Measurement Laboratory 
(U.S.). Office of Standard Reference Materials. NBS standard 
reference materials price list 

1. Materials — Standards— United States — Catalogs. I. 
Title. sn-89023081 OCLC 19566052 


PATENT AND TRADEMARK OFFICE 
Commerce Dept. 
Arlington, VA 20231 


91-12804 
C 21.12:990 
United States. Patent Documentation Organizations. 

Manual of classification. — Washington, D.C. : U.S. Dept. of 
Commerce, Patent and Trademark Office, Documentation Orga- 
nizations : For sale by the Supt. of Docs., U.S. G.P.O., [1991- 

1 v. (loose-leaf) ; 28 cm. “Basic manual, December 1990, 
including changes resulting from all classification orders 
through December 31, 1990.” Shipping list no.: 91-222-P. 
@ltem 258 S/N 903-006-00000-5 @ GPO ISBN 0-1601-6455- 
9 : $76.00 (subscription) 

1. Patents— United States — Classification — Handbooks, 
manuals, etc. I. Title. OCLC 23352368 
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UNITED STATES TRAVEL AND TOURISM 
ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


91-12805 
C 47.20:986-87 
Review of USTTA international markets and summary of cooper- 
ative advertising opportunities. Washington, D.C. : U.S. Travel 
and Tourism Administration, U.S. Dept. of Commerce, 

v. ; 28 cm. 

Semiannual New 1986-87 ed. Description based on: New 
1986-87 ed. Issue published Jan. 1986 called: 1986-1987 ed.; 
issue published May 1986 called: new 1986-87 ed. Vols. for 
(new 1986-87 ed.-) distributed to depository libraries in micro- 
fiche. @lItem 271-B-° (MF) Continued by: Marketing U.S. 
tourism abroad 

1. Tourist trade — United States — Periodicals. 2. Visitors, 
Foreign — United States — Periodicals. I. United States Travel 
and Tourism Administration. OCLC 14984159 


91-12806 
C 47.20:987-88 
Marketing U.S. tourism abroad. [Washington, D.C.] : U.S. Travel 
and Tourism Administration, U.S. Dept. of Commerce, [1987- 
v. ; 22 x 28 cm. 
Annual 
1987-88 ed.- Caption title: Marketing abroad Shipping list 
no.: 87-039-P. 1987-88 ed. “USTTA international cooperative 
marketing manual.” Vols. for (1987-1990 ed.-) distributed to 
depository libraries in microfiche. @Item 271-B-9 Continues: 
Review of USTTA international markets and cooperative ad- 
vertising Opportunities 
1. Tourist trade — United States — Periodicals. 2. Visitors, 
Foreign — United States — Periodicals. I. United States Travel 
and Tourism Administration. G155.U6M336 88-641517 382/ 
45917304 /19 OCLC 17239933 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 
Commerce Dept. 
Rockville, MD 20852 


91-12807 
C 55.2:Er 9 
The Eruption of Mount Saint Helens, May 18, 1980. — Boulder, 
Colo. : U.S. Dept. of Commerce, National Oceanic and Atmos- 
pheric Administration, National Geophysical Data Center, 
[1990] 
[7] p. : ill, maps ; 28 cm. Shipping list no.: 91-082-P. 
@ltem 250-E-2 
1. Saint Helens, Mount (Wash.) — Eruption, 1980. I. Nation- 
al Geophysical Data Center. OCLC 23290564 


91-12808 
C 55.14:15/2 
NOAA. Rockville, Md. : U.S. Dept. of Commerce, National Oce- 
anic and Atmospheric Administration, Office of Public Affairs, 


v. : ill. ; 28 cm. 

Semiannual, winter 1983-winter 1986 

Quarterly, -1979 

Bimonthly, 1980 

Quarterly, winter 1981-fall 1982 

Publication began with v. 1, Jan. 1971. 

Ceased with v. 16, no. 1 (winter 1986) issue. Cf. Letter from 
publisher. No longer available for sale by the Supt. of Docs. 
Vol. 15, no. 2, summer 1985. Description based on: Vol. 9, no. 





1 (Jan. 1979) Indexed by: Energy information abstracts ISSN 
0147-6521 Indexed by: Environment abstracts ISSN 0093-3287 
Indexed by: GeoRef ISSN 0197-7482 Indexed by: Index to 
U.S. government periodicals ISSN 0098-4604 Vol. for summer 
1985 distributed to depository libraries in microfiche. @Item 
250-E-1 (MF) S/N 703-031-00000-5 (sub.) @ GPO ISSN 
0014-0821 Continues: ESSA ISSN 0012-8007 

I. United States. National Oceanic and Atmospheric Adminis- 
tration. Office of Public Affairs. QC851.U46  sf-78000527 
OCLC 01768577 


91-12809 


C 55.14:16/1 

NOAA. Rockville, Md. : U.S. Dept. of Commerce, National Oce- 
anic and Atmospheric Administration, Office of Public Affairs, [ 
-1986] 

v. : ill. ; 28 cm. 

Semiannual, winter 1983-winter 1986 

Quarterly, -1979 

Bimonthly, 1980 

Quarterly, winter 1981-fall 1982 

Publication began with v. 1, Jan. 1971. 

-v. 16, no. 1 (winter 1986). No longer available for sale by 
the Supt. of Docs. Vol. 16, no. 1, winter 1986. Description 
based on: Vol. 9, no. 1 (Jan. 1979) Indexed by: Energy infor- 
mation abstracts ISSN 0147-6521 Indexed by: Environment ab- 
stracts ISSN 0093-3287 Indexed by: GeoRef ISSN 0197-7482 
Indexed by: Index to U.S. government periodicals ISSN 0098- 
4604 Vols. for (summer 1985)-winter 1986 distributed to de- 
pository libraries in microfiche. @Item 250-E-1 (MF) S/N 
703-03 1-00000-5 (sub.) @ GPO ISSN 0014-0821 Continues: 
United States. Environmental Science Services Administration. 
ESSA ISSN 0012-8007 

I. United States. National Oceanic and Atmospheric Adminis- 
tration. Office of Public Affairs. QC851.U46  sf-78000527 
OCLC 01768577 
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the 19 -1970 census; July 1931-June 1981- are derived from the 
1980- census. Vols. for {-July 1931-June 1981) were issued by: 
U.S. Dept. of Commerce, NOAA, Environmental Data and 
Information Service; (July 1931-June 1983-) by: U.S. Dept. of 
Commerce, NOAA, National Environmental Satellite, Data, 
and Information Service. 

1. Degree days — United States — Statistics — Periodicals. 2. 
Atmospheric temperature — United States — Statistics — Peri- 
odicals. 3. United States — Climate — Statistics — Periodicals. 
I. National Climatic Center. II. United States. Environmental 
Data and Information Service. III. United States. National En- 
vironmental Satellite, Data, and Information Service. sn- 
91023042 OCLC 05140214 


NATIONAL OCEAN SERVICE 
Commerce Dept. 
Washington, DC 20230 


91-12812 


C 55.411/3:0C 15/990 


United States. National Ocean Service. 


Airport obstruction chart. OC 15, Allentown-Bethlehem- 
Easton Airport, Allentown, Pennsylvania / surveyed and com- 
piled by the National Ocean Service (NOS). 10th ed., field 
surveys Apr. 1990, published Oct. 1990. Scale 1:12,000 : Lam- 
bert conformal conic proj. (W 75°29'/W 75°23’—N 40°41'/N 
40°37’). — Washington, D.C. : The Service, 19[—]- 

maps ; 121 x 121 cm., or smaller. Airport elevation 394 feet. 
Includes runway plans and profiles, and operational data. Ship- 
ping list no.: 91-214-P. @lItem 192-A-2 

1. Airports — Pennsylvania — Maps. 2. Runways (Aeronau- 
tics) — Pennsylvania. 3. Aeronautical charts — Pennsylvania. 
I. Title. II. Title: Allentown-Bethlehem-Easton Airport, Allen- 
town, Pennsylvania. OCLC 19092102 


91-12813 
90-02088 C 55.411/3:0C 144/990 
United States. National Ocean Service. 
Airport obstruction chart. OC 144, Hector International Air- 
port, Fargo, North Dakota / surveyed and compiled by the 
em eek. dn. Cotte Sie tken National Ocean Service (NOS). 10th ed., field surveys May 
me aeetl yt 1"—P. [1]. Includes in re Sliem policy 1990, published Nov. 1990. Scale 1:12,000 : Lambert conformal 
0 ies ss : conic ny Sty oe yoy 46°57’—N 46°53’). — Wash- 
‘ ‘ ‘ ington, D.C. : The Service, 19[—]- 

i. Geophysics — United States — Observations — Date maps ; 121 x 121 cm., or smaller. Airport elevation 900 feet. 
bases — Directories. 2. Marine sciences— United States — Includes runway plans and profiles, and operational data. Ship- 
Data bases — Directories. 3. Oceanography — United ine Bi :91-214-P. @ltem 192-A-2 
States — Observations — Data bases — Directories. 4. United ge , _ 

States — Climate — Observations — Data bases — Directories __|. Alspetts — Marts Datete — Sings. . 2, Ranmegn (Aaseaae- 
L. United S National Oc hi dA ihe f d. tics) — North Dakota. 3. Aeronautical charts — North Dakota. 
> CEE SES, CE CER aS Aanele I. Title. II. Title: Hector International Airport, Fargo, North 
ministration. II. Title: Directory of US marine CD-ROMs. Dakota. OCLC 19092102 

OCLC 23248521 


NATIONAL CLIMATIC DATA CENTER 
Commerce Dept. 
Washington, DC 20230 


C 55.48:M 33 
The Directory of U.S. marine CD-ROMs. — [Rockville, MD] : 
U.S. Dept. of Commerce, National Oceanic and Atmospheric 
Administration, [1991] 


91-12814 
C 55.411/3:0C 462/990 
United States. National Ocean Service. 

Airport obstruction chart. OC 462, Winslow Municipal Air- 
port, Winslow, Arizona / surveyed and compiled by the Nation- 
al Ocean Service (NOS). 8th ed., field surveys May 1990, pub- 
lished Oct. 1990. Scale 1:12,000 : transverse Mercator proj. (W 
110°45'/W 110°40’'—N 35°03'/N 35°00’). — Washington, D.C. : 


91-12811 
C 55.287/60:5-1 
State, regional, and national monthly and seasonal heating degree 


days weighted by population / U.S. Department of Commerce, 
National Oceanic and Atmospheric Administration, Environ- 
mental Data and Information Service. Asheville, N.C. : National 
Climatic Center, 

v. ; 22 x 28 cm. 

Annual Not distributed to depository libraries. July 1931- 
June 1980. Description based on: July 1931-June 1980; title 
from cover. Vols. for -July 1931-June 1980 are derived from 


The Service, 19[—]- 

maps ; 121 x 121 cm., or smaller. Airport elevation 4938 
feet. Includes runway plans and profiles, and operational data. 
Shipping list no.: 91-214-P. @lItem 192-A-2 

1. Airports — Arizona— Maps. 2. Runways (Aeronautics) — 
Arizona. 3. Aeronautical charts— Arizona. I. Title. II. 
Title: Winslow Municipal Airport, Winslow, Arizona. OCLC 
19092102 
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National Ocean Service — Commerce Dept. 


91-12815 
C 55.411/3:0C 651/990 
United States. National Ocean Service. 

Airport obstruction chart. OC 65!, Westchester County Air- 
port, White Plains, New York / surveyed and compiled by the 
National Ocean Service (NOS). 9th ed., field surveys June 1990, 
published Nov. 1990. Scale 1:12,000 : transverse Mercator proj. 
(W 73°45'—W 73°40'/N 41°06'—N 41°02’). — Washington, D.C. 
: The Service, 19[—]- 

maps ; 121 x 121 cm., or smaller. Airport elevation 439 feet. 
Includes runway plans and profiles, and operational data. Ship- 
ping list no.: 91-215-P. @lItem 192-A-2 

1. Airports — New York (State)— Maps. 2. Runways (Aer- 
onautics)— New York (State) 3. Aeronautical charts — New 
York (State) I. Title. II. Title: Westchester County Airport, 
White Plains, New York. OCLC 19092102 


91-12819 


C 55.411/3:0C 5037/990 


United States. National Ocean Service. 


Airport obstruction chart. OC 5037, Houma-Terrebonne Air- 
port, Huouma, Louisiana / surveyed and compiled by the Na- 
tional Ocean Service (NOS). 4th ed., field surveys Apr. 1990, 
published Oct. 1990. Scale 1:12,000 : Lambert conformal conic 
proj. (W 90°42’—W 90°37'/N 29°36’—N 29°32’). — Washington, 
D.C. : The Service, 19[—]- 

maps ; 121 x 121 cm., or smaller. Airport elevation 9 feet. 
Includes runway plans and profiles, and operational data. Ship- 
ping list no.: 91-215-P. @ltem 192-A-2 

1. Airports — Louisiana— Maps. 2. Runways (Aeronau- 
tics) — Louisiana. 3. Aeronautical charts — Louisiana. I. 
Title. II. Title: Houma-Terrebonne Airport, Houma, Louisi- 
ana. OCLC 19092102 


91-12820 
C 55.411/3:0C 5258/990 
United States. National Ocean Service. 
Airport obstruction chart. OC 5258, Grand Rapids/Itasca 


91-12816 
C 55.411/3:0C 717/990 
United States. National Ocean Service. 


Airport obstruction chart. OC 717, Kalamazoo County Air- 
port, Kalamazoo, Michigan / surveyed and compiled by the 
National Ocean Service (NOS). 8th ed., field surveys May 1990, 
published Nov. 1990. Scale 1:12,000 : transverse Mercator proj. 
(W 85°36'—W 85°30'/N 42°16’'—N 42°12’). — Washington, D.C. 
: The Service, 19[—]- 

maps ; 121 x 121 cm., or smaller. Airport elevation 874 feet. 
Includes runway plans and profiles, and operational data. Ship- 
ping list no.: 91-214-P. @lItem 192-A-2 

1. Airports — Michigan— Maps. 2. Runways (Aeronau- 
tics) — Michigan. 3. Aeronautical charts — Michigan. I. Title. 
Il. Title: Kalamazoo County Airport, Kalamazoo, Michigan. 
OCLC 19092102 


County-Gordon Newstrom Field, Grand Rapids, Minnesota / 
surveyed and compiled by the National Ocean Service (NOS). 
2nd ed., field surveys June 1990, published Nov. 1990. Scale 
1:12,000 : Lambert conformal conic proj. (W 93°34’'—W 93°27'/ 
N 47°14'—N 47°11’). — Washington, D.C. : The Service, 19[—]- 


maps ; 121 x 121 cm., or smaller. Airport elevation 1355 
feet. Includes runway plans and profiles, and operational data. 
Shipping list no.: 91-214-P. @lItem 192-A-2 

1. Airports — Minnesota— Maps. 2. Runways (Aeronau- 
tics) — Minnesota. 3. Aeronautical charts — Minnesota. I. 
Title. II. Title: Grand Rapids/Itasca County-Gordon New- 
strom Field, Grand Rapids, Minnesota. OCLC 19092102 


91-12821 
91-12817 C 55.411/3:0C 5966/990 
United States. National Ocean Service. 


Airport obstruction chart. OC 5966, Richland Airport, Rich- 


C 55.411/3:0C 931/990 
United States. National Ocean Service. 


Airport obstruction chart. OC 931, Morristown Municipal 
Airport, Morristown, New Jersey / surveyed and compiled by 
the National Ocean Service (NOS). 6th ed., field surveys May 
1990, published Nov. 1990. Scale 1:12,000 : transverse Mercator 
proj. (W 74°27’'—W 74°20'/N 40°50'—N 40°46’). — Washington, 
D.C. : The Service, 19[—]- 

maps ; 121 x 121 cm., or smaller. Airport elevation 187 feet. 
Includes runway plans and profiles, and operational data. Ship- 
ping list no.: 91-215-P. @lItem 192-A-2 

1. Airports — New Jersey — Maps. 2. Runways (Aeronau- 
tics) — New Jersey. 3. Aeronautical charts — New Jersey. I. 
Title. II. Title: Morristown Municipal Airport, Morristown, 
New Jersey. OCLC 19092102 


91-12818 
C 55.411/3:0C 5034/990 
United States. National Ocean Service. 

Airport obstruction chart. OC 5034, Pulliam Airport, Flag- 
staff, Arizona / surveyed and compiled by the National Ocean 
Service (NOS). 9th ed., field surveys May 1990, published Nov. 
1990. Scale 1:12,000 : transverse Mercator proj. (W 1119°43'/W 
111°37’—N 35°10'/N 35°06’). — Washington, D.C. : The Serv- 
ice, 19[—]- 

maps ; 121 x 121 cm., or smaller. Airport elevation 5034 
feet. Includes runway plans and profiles, and operational data. 
Shipping list no.: 91-214-P. @ltem 192-A-2 

1. Airports — Arizona — Maps. 2. Runways (Aeronautics) — 
Arizona. 3. Aeronautical charts— Arizona. I. Title. II. 
Title: Pulliam Airport, Pulliam, Arizona. OCLC 19092102 
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land, Washington / surveyed and compiled by the National 
Ocean Service (NOS). 3rd ed., field surveys Apr. 1990, pub- 
lished Oct. 1990. Scale 1:12,000 : Lambert conformal conic proj. 
(W 119921'/W_119°15’—N_ 40°21'/N 40°16’). — Washington, 
D.C. : The Service, 19[—]- 

maps ; 121 x 121 cm., or smaller. Airport elevation 391 feet. 
Includes runway plans and profiles, and operational data. Ship- 
ping list no.: 91-214-P. @lItem 192-A-2 

1. Airports— Washington (State)— Maps. 2. Runways 
(Aeronautics) — Washington (State) 3. Aeronautical charts — 
Washington (State) I. Title. II. Title: Richland Airport, 
Richland, Washington. OCLC 19092102 


91-12822 


C 55.416/10:C 42/991 


United States. National Ocean Service. 


Sectional aeronautical chart. Cheyenne. Scale 1:500,000 ; 
Lambert conformal conic proj., standard parallels 41°20’ and 
46°40’ (W 109°900’—W 101900'/N 44°30’—N 40°00’). — Washing- 
ton, D.C. : U.S. Dept. of Commerce, National Oceanic and 
Atomospheric Administration, National Ocean Service, 

maps : both sides, col. ; 103 x 137 cm., sheets 53 x 151 cm., 
folded to 26 x 13 cm. 

Semiannual Other title: Cheyenne, sectional aeronautical 
chart Title from panel. Relief shown by contours, tints, and 
spot heights. Includes location map and gradient tints dia- 
gram—(1989-) Shipping list no.: 91-241-P. 43rd ed., Mar. 7, 
1991. Description based on: 39th ed. (Mar. 9, 1989). Vol. for 
Mar. 7, 1991 has topographic data corrected to Dec. 1990 and 
includes airspace amendments effective Feb. 7, 1991 and other 





aeronautical data received by Jan. 10, 1991; chart becomes obso- 
lete for use in navigation upon publication of next ed. scheduled 
for Aug. 22, 1991. Vols. for (1989-) consult appropriate issue 
of Notices to airmen, NOTAMs, and flight information publica- 
tions for supplemental! data and current information. @Item 
192-A-11 

1. Aeronautical charts — Northwestern States — Periodicals. 
2. Aeronautical charts — Middle West — Periodicals. I. Title. 
sn-91023055 OCLC 20719850 


91-12823 


C 55.416/10:C 67/991 


United States. National Ocean Service. 


Sectional aeronautical chart. Cold Bay. Scale 1:500,000 ; 
Lambert conformal conic proj., standard parallels 49°20’ and 
54°40’ (W 164°00’—W 154°30'/N 56°00’—N 54°00’). — Washing- 
ton, D.C. : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, National Ocean Service, 

maps : col. ; 52 x 126 cm., sheets 52 x 139 cm., folded to 27 x 
13 cm. 

Semiannual Other title: Cold Bay, sectional aeronautical 
chart Title from panel. Relief shown by contours, tints, and 
spot heights. Includes location map and gradient tints dia- 
gram—(1989-) Shipping list no.: 91-240-P. 24th ed., Mar. 7, 
1991. Description based on: 22nd ed. (Mar. 9, 1989). Vol. for 
Mar. 7, 1991 has topographic data corrected to Dec. 1990 and 
includes airspace amendments effective Feb. 7, 1991 and all 
other aeronautical data received by Jan. 10, 1991; chart becomes 
obsolete for use in navigation upon publication of next ed. 
scheduled for Mar. 15, 1992. Vols. for (1989-) consult appro- 
priate issue of Notices to airmen, NOTAMs, and flight informa- 
tion publications for supplemental data and current information. 
@ltem 192-A-11 

1. Aeronautical charts — Alaska — Periodicals. I. Title. 
OCLC 20698888 


91-12824 


C 55.416/10:E] 1/991 


United States. National Ocean Service. 


Sectional aeronautical chart. El] Paso. Scale 1:500,000 ; Lam- 
bert conformal conic proj., standard parallels 25°20’ and 30°40’ 
(W 109°900’—W_103°30'/N 32°00’—N 28°00’). — Washington, 
D.C. : U.S. Dept. of Commerce, National Oceanic and Atomos- 
pheric Administration, National Ocean Service, 

maps : both sides, col. ; 95 x 125 cm., sheets 52 x 151 cm., 
folded to 26 x 13 cm 

Semiannual Other title: El Paso, sectional aeronautical chart 
Title from panel. Relief shown by contours, tints, and spot 
heights. Includes location map and gradient tints diagram— 
(1989-) Shipping list no.: 91-337-P. 46th ed., Mar. 7, 1991. 
Description based on: 42nd ed. (Mar. 9, 1989). Vol. for Mar. 7, 
1991 has topographic data corrected to Nov. 1990 and includes 
airspace amendments effective Feb. 7, 1991 and other aeronauti- 
cal data received by Jan. 10, 1991; chart becomes obsolete for 
use in navigation upon publication of next ed. scheduled for 
Aug. 22, 1991. Vols. for (1989-) consult appropriate issue of 
Notices to airmen, NOTAMs, and flight information publica- 
tions for supplemental data and current information. @Item 
192-A-11 

1. Aeronautical charts — Southwestern States — Periodicals. 
2. Aeronautical charts — Mexico — Periodicals. I. Title. sn- 
91023079 OCLC 20677101 


91-12825 


C 55.416/10:J 13/991 


United States. National Ocean Service. 


Sectional aeronautical chart. Jacksonville. Scale 1:500,000 ; 
Lambert conformal conic proj., standard parallels 25°20’ and 
30°40’ (W 85°—W 79°/N 32°—N 28°). — Washington, D.C. : 
U.S. Dept. of Commerce, National Oceanic and Atmospheric 
Administration, National Ocean Service, 
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maps : both sides, col. ; 95 x 125 cm., sheets 52 x 139 cm., 
folded to 26 x 13 cm. 

Semiannual Other title: Jacksonville, sectional aeronautical 
chart Title from panel. Relief shown by contours, tints, and 
spot heights. Includes ancillary maps of Jacksonville and 
Tampa—St Petersburg—Clearwater. Scale 1:250,000—(1989-) 
Includes location map and gradient tints diagram—<1989-) 
Shipping list no.: 91-240-P. 47th ed., Mar. 7, 1991. Descrip- 
tion based on: 43rd ed. (Mar. 9, 1989). Vol. for Mar. 7, 1990 
has topographic data corrected to Nov. 1990 and includes air- 
space amendments effective Feb. 7, 1991 and all other aeronauti- 
cal data received by Jan. 10, 1991; chart becomes obsolete for 
use in navigation upon publication of next ed. scheduled for 
Sept. 19, 1991. Vols. for (1989-) consult appropriate issue of 
Notices to airmen, NOTAMs, and flight information publica- 
tions for supplemental data and current information. @Item 
192-A-11 

1. Aeronautical charts — South Atlantic States — Periodicals. 
I. Title. sn-90020497 OCLC 20719943 


91-12826 


C 55.416/10:K 81/991 


United States. National Ocean Service. 


Sectional aeronautical chart. Kodiak. Scale 1:500,000 ; Lam- 
bert conformal conic proj., standard parallels 57°20’ and 62°40’ 
(W 162°—W 151°/N 60°—N 56°). — Washington, D.C. : U.S. 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Ocean Service, 

maps : both sides, col. ; 96 x 132 cm., sheets 52 x 139 cm., 
folded to 27 x 13 cm. 

Annual Other title: Kodiak, sectional aeronautical chart 
Title from panel. Relief shown by contours, tints, and spot 
heights. Includes location map and gradient tints diagram— 
(1989-) Shipping list no.: 91-241-P. 31st ed., Mar. 7, 1991. 
Description based on: 29th ed. (Mar. 9, 1989). Vol. for Mar. 7, 
1991 has topographic data corrected to Dec. 1990 and includes 
airspace amendments effective Feb. 7, 1991 and all other aero- 
nautical data received by Jan. 10, 1991; chart becomes obsolete 
for use in navigation upon publication of next ed. scheduled for 
Mar. 5, 1992. Vols. for (1989-) consult appropriate issue of 
Notices to airmen, NOTAMs, and flight information publica- 
tions for supplemental data and current information. @Item 
192-A-11 

1. Aeronautical charts — Alaska — Periodicals. I. Title. sn- 
91023083 OCLC 20687122 


91-12827 


C 55.416/10:W 27/991 


United States. National Ocean Service. 


Sectional aeronautical chart. Washington. Scale 1:500,000 ; 
Lambert conformal conic proj., standard parallels 33°20’ and 
38°40’ (W 79°—W 72°/N 40°—N 36°). — Washington, D.C. : 
U.S. Dept. of Commerce, National Oceanic and Atmospheric 
Administration, National Ocean Service, 

maps : both sides, col. ; 96 x 124 cm., sheets 53 x 138 cm., 
folded to 27 x 13 cm. 

Semiannual Other title: Washington, sectional aeronautical 
chart Title from panel. Relief shown by contours, tints, and 
spot heights. Ancillary map of Norfolk. Scale 1:250,000, (1989- 
) Includes location map and gradient tints diagram. Shipping 
list no.: 91-240-P. 49th ed., Mar. 7, 1991. Description based 
on: 45th ed. (Mar. 9, 1989). Vol. for Mar. 9, 1991 has topo- 
graphic data corrected to Dec. 1990 and includes airspace 
amendments effective, Feb. 7, 1991 and all other aeronautical 
data received by Jan. 10, 1990; chart becomes obsolete for use 
in navigation upon publication of next ed. scheduled for Aug. 
22, 1991. Vols. for (1989-) consult appropriate issue of Notices 
to airmen, NOTAMs, and flight information publications for 
supplemental data and current information. @lItem 192-A-11 
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National Ocean Service — Commerce Dept. 


1. Aeronautical charts— Middle Atlantic States — Periodi- 
cals. I. Title. sn-90020446 OCLC 19452423 


91-12828 
C 55.418/7:11326 


C 55.418/7:11326/folder 
United States. National Ocean Service. 

Galveston Bay, Texas / National Ocean Service. 24th ed., 
Dec. 15/90. Scale 1:80,000 ; Mercator proj. (W 95°0S’'—W 
94°30'/N 29°45'—N 29°20’). — Washington, D.C. : The Service, 
1990. 

1 map and 3 ancillary maps on 2 sheets : both sides, col. ; 
sheets 37 x 83 cm., folded to 37 x 22 cm., in folder 38 x 23 cm. 
(Nautical chart ; 11326) Depths shown by isolines and sound- 
ings. Ancillary maps show enlargements of principal map areas 
at scales of 1:25,000 and 1:40,000. Includes tide chart for Gal- 
veston (Galveston Channel), Texas, Jan. - Dec. 1991, and 1 ill. 
Shipping list no.: 91-222-P. “Soundings in feet at mean lower 
low water.” “January 1991”—Folder. Folder includes faci- 
lites chart and nautical chart diagram. @lItem 191-B-13 S/N 
11326 @ NOS 

1. Nautical charts — Texas — Galveston Bay. 2. Galveston 
Bay (Tex.)— Navigation. I. Title. II. Series: United States. 
National Ocean Service. Nautical chart ; 11326. OCLC 
23263369 


91-12829 
C 55.418/7:11330/990 
United States. National Ocean Service. 

United States—Gulf coast, Louisiana—Texas, Mermentau 
River to Freeport / National Ocean Service. 6th ed., Aug. 18/ 
90. Scale 1:250,000 at lat. 28°59.5’ Mercator proj. (W 
95°33'00"—W 92°43'36"/N 29°49'24"—N 28°08'00"). — Wash- 
ington, D.C. : The Service, 1990. 

1 map : col. ; 75 x 110 cm. “LORAN-C overprinted.” 
Depths shown by isolines and soundings. Shipping list no.: 91- 
0214-P. “Soundings in feet.” @ltem 191-B-13 S/N 11 ACO 
11330 @ DMA ; 11330 @ NOS 

1. Nautical charts — Mexico, Gulf of. 2. Mexico, Gulf of — 
Navigation. I. Title. II. Title: Mermentau River to Freeport. 
OCLC 23264500 


91-12830 
C 55.418/7:11342/990 
United States. National Ocean Service. 

United States—Gulf coast, Louisiana—Texas, Sabine Pass and 
Lake / National Ocean Service. 43rd ed., Sept. 29/90. Scale 
1:40,000 at lat. 29°48’ Mercator proj. (W 93°59'32”—W 
93°44'26"/N 29°59'42"—N_ 29°36'00"). — Washington, D.C. 
The Service, 1990. 

1 map : col. ; 109 x 60 cm. Depths shown by isolines and 
soundings. Shipping list no.: 91-0170-P. “Soundings in feet.” 
Includes tables of channel depths and tidal information. @Item 
191-B-13 S/N 11 AHA 11342 @ DMA ; 11342 @ NOS 

1. Nautical charts — Sabine Lake (La. and Tex.) 2. Nautical 
charts — Sabine Pass (La. and Tex.) 3. Nautical charts — 
Mexico, Gulf of. 4. Sabine Lake (La. and Tex.) — Navigation. 
5. Sabine Pass (La. and Tex.) — Navigation. 6. Mexico, Gulf 
of — Navigation. I. Title. II. Title: Sabine Pass and Lake. 
OCLC 23237086 


91-12831 
C 55.418/7:11367/990 


C 55.418/7:11367/990/folder 
United States. National Ocean Service. 

Waveland to Catahoula Bay, Mississippi—Louisiana / Nation- 
al Ocean Service. 22nd ed., Aug. 25/90. Scale 1:40,000 ; Merca- 
tor proj. (W 90°16’'—W 89°22'/N 30°20’—N 29°36’). — Washing- 
ton, D.C. : The Service, 1990. 
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1 map : both sides, col. ; on sheet 38 x 149 cm., folded to 39 x 
19 cm., in folder 40 x 20 cm. (Nautical chart ; 11367) (Intra- 
coastal waterway) Depths shown by isolines and soundings. 
Panel title. Shipping list no.: 91-208-P. “Soundings in feet.” 
Folder includes tidal charts and nautical chart diagram. @Item 
191-B-13 S/N 11367 @ NOS 

1. Gulf Intracoastal Waterway — Navigation. 2. Intracoastal 
waterways — Mississippi — Navigation. 3. Intracoastal water- 
ways — Louisiana — Navigation. I. Title. II. Series: United 
States. National Ocean Service. Nautical chart ; 11367. III. 
Series: United States. National Ocean Service. Nautical chart. 
Intracoastal waterway. OCLC 23284454 


91-12832 


C 55.418/7:11445/990 


United States. National Ocean Service. 


Florida, Intracoastal Waterway, Bahia Honda Key to Sugar- 
loaf Key [and] Sugarloaf Key to Key West / National Ocean 
Service. 25th ed., Aug. 11/90. Scale 1:40,000 at lat. 24°38’ ; 
Mercator proj. (W 81°36’'—W 81°12'/N 24°46’—N 24°28’). Scale 
1:40,000 at lat. 24°31’ ; Mercator proj. (W 81°56’—W 81°32'/N 
24°44'—N 24°28’). — Washington, D.C. : The Service, 1990. 

2 maps, both sides : col. ; 67 x 177 cm., on sheet 76 x 112 cm. 
Depths shown by isolines and soundings. Shipping list no.: 91- 
0214-P. “Soundings in feet.” Includes tidal information. 
@ltem 191-B-13 S/N 11 XHA 11445 @ DMA ; 11445 @ 
NOS 

1. Florida Keys Region (Fla.)— Maps. 2. Gulf Intracoastal 
Waterway — Navigation. 3. Mexico, Gulf of — Navigation. I. 
Title. II. Title: Bahia Honda Key to Sugarloaf Key. III. 
Title: Sugarloaf Key to Key West. OCLC 23283896 


91-12833 


C 55.418/7:11470/990 


United States. National Ocean Service. 


United States—east coast, Florida, Fort Lauderdale, Port Ev- 
erglades / National Ocean Service. 27th ed., Aug. 25/90. Scale 
1:10,000 at lat. 26°05'30" ; Mercator proj. (W 80°08’59”—W 
80°04'14"/N 26°08’31"—N 26°03’01"). — Washington, D.C. 
The Service, 1990. 

1 map : col. ; 101 x 79 cm. Depths shown by isolines and 
soundings. Shipping list no.: 91-0172-P. “Soundings in feet.” 
Includes tidal information and table of channel depths. @Item 
191-B-13 S/N 11 AHA 11470 @ DMA ; 11470 @ NOS 

1. Harbors — Florida — Port Everglades (Fort Lauderdale) — 
Maps. 2. Fort Lauderdale Region (Fla.)— Maps. 3. Atlantic 
Coast (Fla.) I. Title. II. Title: Fort Lauderdale, Port Ever- 
glades. OCLC 23188515 


91-12834 


C 55.418/7:11506/990 


United States. National Ocean Service. 


United States—east coast, Georgia, St. Simons Sound, Bruns- 
wick Harbor, and Turtle River / National Ocean Service. 34th 
ed., Oct. 6/90. Scale 1:40,000 at lat. 31908’ ; Mercator proj. (W 
81°34'44"—W 9 81°13'29"/N 31°13’31"—N _ 31°03'20"). — Wash- 
ington, D.C. : The Service, 1990. 

1 map : col. ; 47 x 84 cm. Depths shown by isolines and 
soundings. Shipping list no.: 91-0172-P. “Soundings in feet.” 
Includes table of channel depths and tidal information. @lItem 
191-B-13 S/N 11 BHA 11506 @ DMA ; 11506 @ NOS 

1. Harbors — Georgia — Brunswick — Maps. 2. Saint 
Simons Sound (Ga.) — Navigation. 3. Atlantic Coast (Ga.) I. 
Title. II. Title: St. Simons Sound. III. Title: Saint Simons 
Sound. OCLC 23231056 





Government Publications — June 1991 


91-12835 1 map : col. ; 84 x 109 cm. Depths shown by isolines and 
C 55.418/7:11509/990 soundings. Relief shown by contours. Shipping list no.: 91- 
United States. National Ocean Service. 0172-P. “Soundings in feet.” Includes tidal information and 
United States—east coast, Georgia, Tybee Island to Doboy tables of channel depths. @Item 191-B-13 S/N 12 AHA 
Sound / National Ocean Service. 22nd ed., July 21/90. Scale 12245 @ DMA ; 12245 @ NOS 
1:80,000 at lat. 31°40’ ; Mercator proj. (W 81°20’—W 80°45'/N 1. Nautical charts — Virginia— Hampton Roads. 2. Hamp- 
32°00'—N 31°20’). — Washington, D.C. : The Service, 1990. ton Roads (Va.)— Navigation. I. Title. II. Title: Hampton 
1 map : col. ; 99 x 81 cm. “LORAN-C overprinted.” Roads. OCLC 23183345 
Depths shown by isolines and soundings. Relief shown by 
hachures. Shipping list no.: 91-0214-P. “Soundings in feet.” 
Includes tidal information. @Item 191-B-13 S/N 11 BCO 
11509 @ DMA ; 11509 @ NOS 
1. Atlantic Coast (Ga.) I. Title. II. Title: Tybee Island to 
Doboy Sound. OCLC 23277339 


91-12836 


91-12840 
C 55.418/7:12284/990 
United States. National Ocean Service. 

United States—east coast, Maryland, Patuxent River, Solo- 
mons Island and vicinity / National Ocean Service. 13th ed., 
Sept. 29/90. Scale 1:10,000 at lat. 38°19’ ; Mercator proj. (W 
76°29'—W 76°25'/N 38°21'—N 38°18’). — Washington, D.C. : 

C 55.418/7:1151$/990 The Service, 1990. 
United States. National Ocean Service. 1 map : col. ; 74 x 82 cm. Depths shown by isolines and 

United States—east coast, South Carolina, parts of Coosaw soundings. Relief shown by contours. Shipping list no.: 91- 
and Broad Rivers / National Ocean Service. 9th ed., Oct. 6/90. 0172-P. “Soundings in feet.” Includes tidal information. 
Scale 1:40,000 at lat. 32°30’ ; Mercator proj. (W 80°53’'29"—W @ltem 191-B-13 S/N 12 XHA 12284 @ DMA ; 12284 @ 
80°30'44”"/N 32°35'00”—N 32°25'00").— Washington, D.C. : NOS 
The Service, 1990. we” 1. Nautical charts — Maryland — Patuxent River. 2. Patux- 

1 map : col. ; 46 x 89 cm. Depths shown by isolines and ent River (Md.)— Navigation. 3. Solomons Island (Md.)— 
soundings. Shipping list no.: 91-0170-P. “Soundings in feet.” Maps. I. Title. II. Title: Patuxent River, Solomons Island 
Includes tidal information. @Item 191-B-13 S/N 11 XHA and vicinity. OCLC 23183316 
11519 @ DMA ; 11519 @ NOS 

1. Coosaw River (S.C.)— Navigation. 2. Broad River 
(S.C.) — Navigation. 3. Atlantic Coast (S.C.) I. Title. II. 
Title: Coosaw and Broad Rivers. OCLC 23193485 


91-12837 


91-12841 
C 55.418/7:12337/990 
United States. National Ocean Service. 

United States—east coast, New Jersey, Passaic and Hacken- 
sack Rivers / National Ocean Service. 21st ed., Oct. 13/90. 
Scale 1:20,000 at lat. 40°47’ ; Mercator proj. (W 74°10'—W 
74°01'/N 40°53’—N 40°42’). — Washington, D.C. : The Service, 


C 55.418/7:12210/990 
United States. National Ocean Service. 


United States—east coast, Virginia, Chincoteague Inlet to 
Great Machipongo Inlet / National Ocean Service. 30th ed., 
Aug. 25/90. Scale 1:80,000 at lat. 37°40’ ; Mercator proj. (W 
75°45'—W 74°55'/N 37°56'—N 37°25’). — Washington, D.C. : 
The Service, 1990. 

1 map : col. ; 81 x 101 cm. “LORAN-C overprinted.” 
Depths shown by isolines and soundings. Shipping list no.: 91- 
0214-P. “Soundings in feet.” Inset: [Chincoteague Inlet]. 
Scale 1:20,000. Includes tidal information. @Item 191-B-13 


1990. 

1 map : col. ; 101 x 69 cm. Depths shown by isolines and 
soundings. Shipping list no.: 91-0170-P. “Soundings in feet.” 
Includes tidal information and table of channel depths. @lItem 
191-B-13 S/N 12 AHA 12337 @ DMA ; 12337 @ NOS 

1. Passaic River (N.J.)— Navigation. 2. Hackensack River 
(N.Y. and N.J.)— Navigation. I. Title. II. Title: Passaic and 
Hackensack Rivers. OCLC 23199134 


S/N 12 BCO 12210 @ DMA ; 12210 @ NOS 
1. Atlantic Coast (Va.) I. Title. II. Title: Chincoteague 
Inlet to Great Machipongo Inlet. OCLC 23271793 


91-12838 


91-12842 
C 55.418/7:12367/990 
United States. National Ocean Service. 

United States—east coast, Connecticut—New York, north 
shore of Long Island Sound, Greenwich Point to New Rochelle 
/ National Ocean Service. 18th ed., Aug. 4/90. Scale 1:20,000 ; 
Mercator proj. (W 73°47’'—W 73°33'/N 41°02'—N 40°54’). — 
Washington, D.C. : The Service, 1990. 

1 map : col. ; 83 x 106 cm. Depths shown by isolines and 
soundings. Relief shown by contours. Shipping list no.: 91- 
0214-P. “Soundings in feet.” Includes tidal information and 
table of channel depths. @lItem 191-B-13 S/N 12 XHA 12367 
@ DMA ; 12367 @ NOS 


C 55.418/7:12221/990 
United States. National Ocean Service. 

United States—east coast, Virginia, Chesapeake Bay entrance 
/ National Ocean Service. 58th ed., Sept. 15/90. Scale 1:80,000 
at lat. 37905’ ; Mercator proj. (W 76°25'—W 75°30'/N 37°20'—N 
36°50’). — Washington, D.C. : The Service, 1990. 

1 map : col. ; 81 x 107 cm. “LORAN-C overprinted.” 
Depths shown by isolines and soundings. Shipping list no.: 91- 
0214-P. “Soundings in feet.” Includes tidal information, tables Ren. 
of channel depths, and index to next larger scale charts. 1. Long Island Sound (N.Y. and Conn.) — Navigation. I. 
@item 191-B-13 S/N 12 AHA 12221 @ DMA ; 12221 @ Title. II. Title: North shore of Long Island Sound. III. Title: 
NOS Greenwich Pt. to New Rochelle. IV. Title: Greenwich Point 

1. Chesapeake Bay (Md. and Va.)— Navigation. I. Title. to New Rochelle. OCLC 23258097 
II. Title: Chesapeake Bay entrance. OCLC 23264416 


91-12839 


91-12843 
C 55.418/7:12402/990 
United States. National Ocean Service. 
United States—east coast, New York, New York Lower Bay, 


C 55.418/7:12245/990 
United States. National Ocean Service. 


United States—east coast, Virginia, Hampton Roads / Nation- 
al Ocean Service. 49th ed., Sept. 15/90. Scale 1:20,000 at lat. 
36°57’ ; Mercator proj. (W 76°27’'—W 76°13'/N 37°01’—N 
36°53’). — Washington, D.C. : The Service, 1990. 


northern part / National Ocean Service. 2nd ed., Oct. 20/90. 
Scale 1:15,000 at lat. 40°34’ ; Mercator proj. (W 74°08'48"—W 
73°56'12"/N 40°36'48"—N 40°30'00").— Washington, D.C. 
The Service, 1990. 
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National Ocean Service — Commerce Dept. 


1 map : col. ; 83 x 118 cm. Depths shown by isolines and 
soundings. Shipping list no.: 91-0172-P. “Soundings in feet.” 
Includes tidal information and table of channel depths. @Item 
191-B-13 S/N 12 AHA 12402 @ DMA ; 12402 @ NOS 

1. Nautical charts — Lower Bay (N.Y. and N.J.) 2. Lower 
Bay (N.Y. and N.J.)— Navigation. I. Title. II. Title: New 
York Lower Bay, northern part. OCLC 23199022 


91-12844 
C 55.418/7:13006/990 
United States. National Ocean Service. 

United States—east coast, West Quoddy Head to New York / 
National Ocean Service. 26th ed., Aug. 25/90. Scale 1:675,000 
at lat. 43°; Mercator proj. (W 74°00’'—W 65°00'/N 44°30’—N 
40°00’). — Washington, D.C. : The Service, 1990. 

1 map : col. ; 83 x 111 cm. “LORAN-C overprinted.” 
Depths shown by isolines and soundings. Relief shown by 
hachures. Shipping list no.: 91-0214-P. “Soundings in fath- 
oms.” “For offshore navigation only.” @Item 191-B-13 S/ 
N 13 ACO 13006 @ DMA ; 13006 @ NOS 

1. Atlantic Coast (U.S.) 2. Atlantic Coast (New England) 
3. Maine, Gulf of — Navigation. I. Title. II. Title: West 
Quoddy Head to New York. OCLC 23264555 


91-12845 
C 55.418/7:13214/990 
United States. National Ocean Service. 

United States—east coast, Rhode Island—Connecticut—New 
York, Fishers Island Sound / National Ocean Service. 23rd ed., 
Feb. 3/90. Scale 1:20,000 at lat. 41°18’ ; Mercator proj. (W 
72°03'—W 71°50'/N 41°22'’—N 41°15’). — Washington, D.C. : 
The Service, 1990. 

1 map : col. ; 77 x 100 cm. Depths shown by isolines and 
soundings. Relief shown by contours, hachures, and spot 
heights. Shipping list no.: 90-224-P. “Soundings in feet.” In- 
cludes tidal information and table of channel depths. @Item 
191-B-13. S/N 13 XHA 13214 @ DMA ; 13214 @ NOS 

1. Fishers Island Sound (N.Y. and Conn.) — Navigation. 2. 
Block Island Sound (R.I.)— Navigation. I. Title. II. Title: 
Fishers Island Sound. OCLC 23282561 


1. Champlain, Lake — Navigation. 2. Richelieu River 
(Quebec) — Navigation. 3. Missisquoi River (Vt. and 
Quebec) — Navigation. I. Title. II. Title: Riviere Richelieu to 
South Hero Island. OCLC 23236963 


91-12848 


C 55.418/7:14824/990 


United States. National Ocean Service. 


United States—Great Lakes, Lake Erie—Ohio, Pennsylvania, 
Sixteenmile Creek to Conneaut / National Ocean Service. 23rd 
ed., Aug. 18/90. Scale 1:80,000 ; polyconic proj. (W 80°40’—W 
79°50'/N 42°20’'—N 41°55’). — Washington, D.C. : The Service, 
1990. 

1 map : col. ; 65 x 90 cm. “LORAN-C overprinted.” 
Depths shown by isolines and soundings. Relief shown by 
contours. Shipping list no.: 91-0172-P. “Soundings in feet.” 
Insets: Conneaut Harbor, Ohio. Scale 1:12,500 — Lake Erie fish 
netting areas. Includes table of low water datum for Lake 
Erie. @lItem 191-B-13 S/N 14 XCO 14824 @ DMA ; 14824 
@ NOS 

1. Nautical charts — Erie, Lake. 2. Erie, Lake — Navigation. 
I. Title. II. Title: Sixteenmile Creek to Conneaut. OCLC 
23183924 


91-12849 


C 55.418/7:14836/990 


United States. National Ocean Service. 


United States—Great Lakes, Lake Erie—Ohio, Ashtabula 
Harbor / National Ocean Service. 25th ed., Sept. 29/90. Scale 
1:5,000 ; polyconic proj. (W 80°48'30"—W_ 80°46'30"/N 
41°55'30"—N 41°53'30"). — Washington, D.C. : The Service, 
1990. 

1 map : col. ; 91 x 66 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. Ship- 
ping list no.: 91-0172-P. “Soundings in feet.” Includes table 
of low water datum for Lake Erie. @Item 191-B-16 S/N 14 
XHA 14836 @ DMA ; 14836 @ NOS 

1. Harbors — Ohio — Ashtabula — Maps. 2. Nautical 
charts — Erie, Lake. 3. Erie, Lake — Navigation. I. Title. 
II. Title: Ashtabula Harbor. OCLC 23184015 


91-12846 
C 55.418/7:13281/990 91-12850 
United States. National Ocean Service. C 55.418/7:14850/990 


United States. National Ocean Service. 


United States—east coast, Massachusetts, Gloucester Harbor 
and Annisquam River / National Ocean Service. 14th ed., Apr. 
7/90. Scale 1:10,000 at lat. 42°38’ ; Mercator proj. (W 70°42'— 
W 70°39'/N 42°40’'—N 42°35’). — Washington, D.C. : The Serv- 
ice, 1990. 

1 map : col. ; 105 x 55 cm. Depths shown by isolines and 
soundings. Relief shown by contours and hachures. Shipping 
list no.: 90-634-P. “Soundings in feet.” Includes tidal informa- 
tion and table of channel depths. @lItem 191-B-13 S/N 13 
XHA 13281 @ DMA ; 13281 @ NOS 


United States—Great Lakes, Michigan, Lake St. Clair / Na- 
tional Ocean Service. 45th ed., Sept. 22/90. Scale 1:60,000 ; 
polyconic proj. (W 82°55'—W 82°25'/N 42°40’—N 42°20’). — 
Washington, D.C. : The Service, 1990. 

1 map : col. ; 78 x 77 cm. “LORAN-C overprinted.” 
Depths shown by isolines and soundings. Shipping list no.: 91- 
0214-P. “Soundings in feet.” Includes table of low water 
datum for Lake St. Clair. @lItem 191-B-16 S/N 14 XHA 
14850 @ DMA ; 14850 @ NOS 


1. Saint Clair, Lake (Mich. and Ont.) — Navigation. I. Title. 
Il. Title: Lake St. Clair. III. Title: Lake Saint Ciair. OCLC 
23271959 


91-12851 


1. Harbors — Massachusetts — Gloucester — Maps. 2. Ips- 
wich Bay (Mass.)— Navigation. 3. Ann, Cape (Mass.)— 
Maps. 4. Atlantic Coast (Mass.) I. Title. II. Title: Glouces- 
ter Harbor and Annisquam River. OCLC 23248050 


91-12847 C 55.418/7:14864/990 
United States. National Ocean Service. 


United States—Great Lakes, Lake Huron—Michigan, Harris- 


C 55.418/7:14781 
United States. National Ocean Service. 


United States, Great Lakes, Lake Champlain—Vermont— 
New York, Riviere Richelieu to South Hero Island / National 
Ocean Service. 18th ed., Apr. 8/89. Scale 1:40,000 ; polyconic 
proj. (W 73°2S'—W 73°05'/N 45°05’'—N 44°45’). — Washington, 
D.C. : The Service, 1989. 

1 map : col. ; 99 x 69 cm. Depths shown by isolines and 
soundings. Relief shown by contours. Shipping list no.: 89- 
562-P. “Soundings in feet.” @Item 191-B-16 S/N 14 XHA 
14781 @ DMA ; 14781 @ NOS 
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ville to Forty Mile Point / National Ocean Service. 24th ed., 
Sept. 29/90. Scale 1:120,000 ; polyconic proj. (W 83°50’—W 
82°50'/N 45°40’—N 44°40’). — Washington, D.C. : The Service, 
1990. 

1 map : col. ; 112 x 81 cm. “LORAN-C overprinted.” 
Depths shown by isolines and soundings. Shipping list no.: 91- 
0214-P. “Soundings in feet.” Insets: Rogers City and Calcite, 
Michigan. Scale 1:20,000 — Harrisville Harbor, Michigan. Scale 
1:12,000 — Alpena Harbor, Michigan. Scale 1:15,000. Includes 





table of low water datum for Lake Michigan—Huron. @Item 
191-B-16 S/N 14 XCO 14864 @ DMA ; 14864 @ NOS 

1. Huron, Lake (Mich. and Ont.) — Navigation. I. Title. II. 
Title: Harrisville to Forty Mile Pt. OCLC 23264595 


91-12852 


C 55.418/7:14884/990 


Government Publications — June 1991 


1:10,000 — Port Wing, Wisconsin — Cornucopia, Wisconsin — 
Knife River, Minnesota. (Scales 1:5,000). Includes table of low 
water datum for Lake Superior. @Item 191-B-13 S/N 14 
XCO 14966 @ DMA ; 14966 @ NOS 

1. Nautical charts — Superior, Lake. 2. Superior, Lake — 
Navigation. I. Title. II. Title: Little Girls Point to Silver 


Bay. OCLC 23183955 
91-12856 


United States. National Ocean Service. 

United States—Great Lakes, Michigan, St. Marys River, 
Head of Lake Nicolet to Whitefish Bay / National Ocean Serv- 
ice. 35th ed., July 21/90. Scale 1:40,000 ; polyconic proj. (W 
84°45—W 84°20'/N 46°35'—N 46°25’).— Washington, D.C. : 


C 55.418/7:14997/990 
United States. National Ocean Service. 
United States—border lakes, Minnesota, Rainy Lake, 


The Service, 1990. 

1 map : col. ; 79 x 108 cm. Depths shown by isolines and 
soundings. Relief shown by contours. Shipping list no.: 91- 
0214-P. “Soundings in feet.” Inset: Sault Ste. Marie. Scale 
1:20,000. Includes tables of low water datum for Lake Michi- 
gan - Huron and for Lake Superior. @lItem 191-B-16 S/N 14 
XHA 14884 @ DMA ; 14884 @ NOS 

1. Saint Marys River (Mich. and Ont.) — Navigation. 2. 
Whitefish Bay (Mich. and Ont.) — Navigation. I. Title. II. 


Dryweed Island to Big Island / National Ocean Service. 14th 
ed., Sept. 22/90. Scale 1:25,000 ; universal transverse Mercator 
proj. (W 93°08’—W 92°49'/N 48°42'—N 48°32’). — Washington, 
D.C. : The Service, 1990. 

1 map : col. ; 75 x 97 cm. Depths shown by isolines and 
soundings. Shipping list no.: 91-0172-P. “Soundings in feet.” 
Includes “index to charts of Rainy Lake.” Includes water level 
table for “Fort Frances (Rainy Lake) 1949-1S87.” @Item 191- 
B-16 S/N 14997 @ NOS 


Je Marys River. III. Title: Saint Marys River. OCLC 1. Nautical charts — Rainy Lake (Minn. and Ont.) 2. Rainy 
Lake (Minn. and Ont.) — Navigation. I. Title. II. Title: Rainy 
91-12853 Lake. III. Title: Dryweed Island to Big Island. IV. Title: 
C 55.418/7:14885/990 Rainy Lake, Dryweed Island to Big Island. OCLC 23188382 

United States. National Ocean Service. 91-12857 

United States—Great Lakes, Lake Huron—Michigan, Les 
Cheneaux Islands / National Ocean Service. 18th ed., Sept. 29/ 
90. Scale 1:20,000 ; polyconic proj. (W 84°28—W 84°12'/N 
46°02'—-N 45°54’). — Washington, D.C. : The Service, 1990. 

1 map : col. ; 81 x 115 cm. Depths shown by isolines and 
soundings. Shipping list no.: 91-0172-P. “Soundings in feet.” 
Includes table of low water datum for Lake Michigan - Huron. 
@ltem 191-B-16 S/N 14 XHA 14885 @ DMA ; 14885 @ 
NOS 

1. Huron, Lake (Mich. and Ont.) — Navigation. 2. Les 
Cheneaux Islands (Mich.)— Maps. I. Title. II. Title: Les 
Cheneaux Islands. III. Title: Les Cheneaux Islands. 
23198961 


C 55.418/7:16042/990 
United States. National Ocean Service. 

United States, Alaska—Arctic coast, Griffin Pt. and ap- 
proaches / National Ocean Service. 6th ed., Sept. 22/90. Scale 
1:51,024 at lat. 70°05’ ; Mercator proj. (W 143°00’—W 142°00'/ 
N 70°15'—N 69°50’). — Washington, D.C. : The Service, 1990. 


1 map : col. ; 101 x 81 cm. Depths shown by isolines and 
soundings. Relief shown by hachures. Shipping list no.: 91- 
0173-P. “Soundings in feet.” Includes index to next larger 
OCLC scale charts. @lItem 191-B-15 S/N 16 XHA 16042 @ DMA; 

16042 @ NOS 
1. Nautical charts — Beaufort Sea. 2. Beaufort Sea — Navi- 
91-12854 gation. I. Title. Il. Title: Griffin Pt. and approaches. III. 


C 55.418/7:14942/990 
United States. National Ocean Service. 

United States—Great Lakes, Lake Michigan—Michigan, Lake 
Charlevoix / National Ocean Service. 24th ed., Sept. 29/90. 
Scale 1:30,000 ; polyconic proj. (W 85°18’'—W_ 85°00'/N 
45°20’'—N 45°10’). — Washington, D.C. : The Service, 1990. United States, Alaska—Arctic coast, Peard Bay and ap- 

1 map : col. ; 71 x 81 cm. Depths shown by isolines and proaches / National Ocean Service. 6th ed., Sept. 22/90. Scale 
soundings. Relief shown by hachures and spot heights. Ship- 1:50,000 at lat. 71900’ ; Mercator proj. (W 159°25'—W 158°05'/ 
ping list no.: 91-0170-P. “Soundings in feet.” Inset: Charle- N 71°05'—N 70°47’). — Washington, D.C. : The Service, 1990. 
voix. Scale 1:10,000. Includes table of low water datum for 
Lake Michigan-Huron. @lItem 191-B-16 S/N 14 XHA 14942 1 map : col. ; 81 x 104 cm. Depths shown by isolines and 
@ DMA ; 14942 @ NOS soundings. Relief shown by hachures. Shipping list no.: 91- 

1. Nautical charts — Michigan — Charlevoix, Lake. 2. Nauti- 0173-P. “Soundings in feet.” Includes index to next larger 
cal charts — Michigan, Lake. 3. Charlevoix, Lake (Mich.) — scale charts. @lItem 191-B-15 S/N 16 XHA 16084 @ DMA ; 
Navigation. 4. Michigan, Lake — Navigation. I. Title. II. 16084 @ NOS 
Title: Lake Charlevoix. OCLC 23199530 1. Peard Bay (Alaska) — Navigation. 2. Chukchi Sea — 

91-12855 Navigation. I. Title. II. Title: Peard Bay and approaches. 
OCLC 23248180 


91-12859 


Title: Griffin Point and approaches. OCLC 23188134 


91-12858 
C 55.418/7:16084/990 
United States. National Ocean Service. 


C 55.418/7:14966/990 
United States. National Ocean Service. 

United States—Great Lakes, Lake Superior—Minnesota— 
Wisconsin—Michigan, Little Girls Point to Silver Bay / Nation- 
al Ocean Service. 21st ed., Sept. 22/90. Scale 1:120,000 ; poly- 
conic proj. (W 92°00’—90°20'/N 47°10’—N 46°30’). — Washing- 
ton, D.C. : The Service, 1990. Mercator proj. (W 165°1S’'—W 164°15'/N 69°15’'—N 68°55’). — 

1 map : col. ; 81 x 115 cm. “LORAN-C overprinted.” Washington, D.C. : The Service, 1990. 

Depths shown by isolines and soundings. Relief shown by 1 map : col. ; 104 x 82 cm. “Provisional chart.” Depths 
hachures and spot heights. Shipping list no.: 90-0172-P. shown by isolines and soundings. Relief shown by contours 
“Soundings in feet.” Insets: Two Harbors, Minnesota. Scale and spot heights. Shipping list no.: 91-0173-P. “Depths in 
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C 55.418/7:16104/990 
United States. National Ocean Service. 
United States, Alaska—Arctic coast, Cape Sabine / National 
Ocean Service. 4th ed., Oct. 20/90. Scale 1:50,000 at lat. 69°06’ ; 





National Ocean Service — Commerce Dept. 


meters.” Includes index to next larger scale charts. @Item 
191-B-15 S/N 16 XHA 16104 @ DMA ; 16104 @ NOS 

1. Sabine, Cape (Alaska)— Maps. 2. Ledyard Bay 
(Alaska) — Navigation. 3. Chukchi Sea— Navigation. I. 
Title. II. Title: Cape Sabine. OCLC 23248300 


91-12860 
C 55.418/7:16382/990 
United States. National Ocean Service. 

United States, Alaska—Pribilof Islands, St. Paul Island / Na- 
tional Ocean Service. 8th ed., Oct. 20/90. Scale 1:50,000 at lat. 
57°10’ ; Mercator proj. (W 170°40'—W 169°55'/N 57°20’—N 
57°05’). — Washington, D.C. : The Service, 1990. 

1 map : col. ; 81 x 98 cm. Depths shown by isolines and 
soundings. Relief shown by contours, hachures, and spot 
heights. Shipping list no.: 91-0172-P. “Soundings in fathoms.” 
Includes tidal information. @Item 191-B-15 S/N 16 XHA 
16382 @ DMA ; 16382 @ NOS 

1. Saint Paul (Alaska)— Maps. 2. Pribilof Islands 
(Alaska) — Maps. 3. Bering Sea— Navigation. I. Title. II. 
Title: St. Paul Island. III. Title: Saint Paul Island. OCLC 
23199070 


91-12861 
C 55.418/7:16431/990 
United States. National Ocean Service. 

United States, Alaska—Aleutian Islands, Attu Island, Temnac 
Bay / National Ocean Service. 6th ed., June 23/90. Scale 
1:20,000 at lat. 52°47’ ; Mercator proj. (E 172°54’—E 173°11'/ N 
52°51'—N 52°43’). — Washington, D.C. : The Service, 1990. 

1 map : col. ; 78 x 98 cm. Depths shown by isolines and 
soundings. Relief shown by contours, hachures, and spot 
heights. Shipping list no.: 90-549-P. “Soundings in fathoms.” 
Includes tidal information. @Item 191-B-15 S/N 16 BHA 
16431 @ DMA ; 16431 @ NOS 

1. Temnac Bay (Alaska)— Navigation. 2. North Pacific 
Ocean — Navigation. 3. Attu Island (Alaska)— Maps. 4. 
Aleutian Islands (Alaska)— Maps. I. Title. II. Title: Temnac 
Bay. OCLC 23193432 


1. Alaska, Gulf of (Alaska) — Navigation. 2. Kodiak Island 
(Alaska) — Maps. I. Title. II. Title: Gull Point to Kaguyak 
Bay. OCLC 23277507 


91-12864 


C 55.418/7:16682/990 


United States. National Ocean Service. 


United States, Alaska—south coast, Kenai Peninsula, Cape 
Resurrection to Two Arm Bay / National Ocean Service. 13th 
ed., Feb. 10/90. Scale 1:81,847 at lat. 59°50’ ; Mercator proj. (W 
150°15'—W 149°15'/N 60°07’—N 59°30’). — Washington, D.C. : 
The Service, 1990. 

1 map : col. ; 90 x 69 cm. “LORAN-C overprinted.” 
Depths shown by isolines and soundings. Relief shown by 
contours, hachures, and spot heights. Shipping list no.: 90-258- 
P. “Soundings in fathoms.” Inset: Seward. Scale 1:10,000. 
Includes tidal information. @Item 191-B-15 S/N 16 BCO 
16682 @ DMA ; 16682 @ NOS 

1. Alaska, Gulf of (Alaska) — Navigation. 2. Resurrection 
Bay (Alaska)— Navigation. 3. Kenai Peninsula (Alaska) — 
Maps. I. Title. II. Title: Cape Resurrection to Two Arm 
Bay. OCLC 23209753 


91-12865 


C 55.418/7:16720/990 


United States. National Ocean Service. 


United States, Alaska—south coast, Prince William Sound, 
Latouche Passage to Whale Bay / National Ocean Service. 9th 
ed., July 21/90. Scale 1:40,000 at lat. 60°04.5’ ; Mercator proj. 
(W 148°20'—W_ 147946'/N 60°15’'—N 59°55’). — Washington, 
D.C. : The Service, 1990. 

1 map : col. ; 97 x 80 cm. Depths shown by isolines and 
soundings. Relief shown by contours, hachures, and spot 
heights. Shipping list no.: 90-689-P. “Soundings in fathoms.” 
Includes tidal information. @Item 191-B-15 S/N 16 BHA 
16702 @ DMA ; 16702 @ NOS 

1. Prince William Sound (Alaska) — Navigation. I. Title. 
II. Title: Latouche Passage to Whale Bay. OCLC 23244027 


91-12862 91-12866 
C 55.418/7:16741/990 


C 55.418/7:16432/990 
United States. National Ocean Service. 


United States. National Ocean Service. 


United States, Alaska—Aleutian Islands, Massacre Bay, Attu 
Island / National Ocean Service. 10th ed., July 21/90. Scale 
1:25,000 at lat. 52°46’ ; Mercator proj. (E 173°10’—E 173°33'/ 
52°51'—N 52°41’). — Washington, D.C. : The Service, 1990. 

1 map : col. ; 81 x 110 cm. Depths shown by isolines and 
soundings. Relief shown by contours, hachures, and spot 
heights. Shipping list no.: 90-635-P. “Soundings in fathoms.” 
Includes tidal information. @Item 191-B-15 S/N 16 BHA 
16432 @ DMA ; 16432 @ NOS 


United States, Alaska—south coast, Icy Bay / National Ocean 
Service. 8th ed., Sept. 22/90. Scale 1:40,000 at lat. 59°56’ ; 
Mercator proj. (W 141°43'—W 141°13’/N 60°08’—N 59°48’). — 
Washington, D.C. : The Service, 1990. 

1 map : col. ; 99 x 73 cm. Depths shown by isolines and 
soundings. Relief shown by contours, hachures, and spot 
heights. Shipping list no.: 91-0215-P. “Soundings in fathoms.” 
Includes tidal information. @Item 191-B-15 S/N 16 XHA 
16741 @ DMA ; 16741 @ NOS 


1. Massacre Bay (Alaska) — Navigation. 2. North Pacific 1. Icy Bay (Alaska)— Navigation. 2. Alaska, Gulf of 
Ocean — Navigation. 3. Attu Island (Alaska)— Maps. 4. (Alaska) — Navigation. I. Title. II. Title: Icy Bay. OCLC 
Aleutian Islands (Alaska)— Maps. I. Title. II. Title: Massa- 23283184 
cre Bay. OCLC 23188451 91-12867 

91-12863 C 55.418/7:17322 
United States. National Ocean Service. 
United States, Alaska—southeast coast, west coast of Chicha- 


C 55.418/7:16592/990 
United States. National Ocean Service. 


United States, Alaska—south coast, Kodiak Island, Gull Point 
to Kaguyak Bay / National Ocean Service. 9th ed., Sept. 1/90. 
Scale 1:80,728 at lat. 57°10’ ; Mercator proj. (W 153°45'—W 
152°25'/N 57°20'—N 56°55’). — Washington, D.C. : The Serv- 
ice, 1990. 

1 map : col. ; 78 x 103 cm. “LORAN-C overprinted.” 
Depths shown by isolines and soundings. Relief shown by 
contours and spot heights. Shipping list no.: 91-0215-P. 
“Soundings in fathoms.” Inset: Sitkalidak Passage. Scale 
1:20,000. Includes tidal information. @lItem 191-B-15 S/N 
16 BCO 16592 @ DMA ; 16592 @ NOS 
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gof Island, Khaz Bay / National Ocean Service. 8th ed., Aug. 
19/89. Scale 1:40,000 at lat. 57°35’ ; Mercator proj. (W 136°25’— 
W 135°48’/N 57°43’'—N 57°27’). — Washington, D.C. : The 
Service, 1989. 

1 map : col. ; 78 x 94 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. Ship- 
ping list no.: 89-754-P. “Soundings in fathoms.” Inset: Elbow 
Passage. Scale 1:10,000. Includes tidal information. @lItem 
191-B-1S_ S/N 17 XHA 17322 @ DMA ; 17322 @ NOS 

1. Khaz Bay (Alaska)— Navigation. 2. North Pacific 
Ocean — Navigation. 3. Pacific Coast (Alaska) 4. Chichagof 





Island (Alaska)— Maps. I. Title. II. Title: Khaz Bay. 
OCLC 23230981 


91-12868 
C 55.418/7:17338/990 
United States. National Ocean Service. 

United States, Alaska—southeast coast, Peril Strait, Hoonah 
Sound to Chatham Strait / National Ocean Service. 12th ed., 
Apr. 7/90. Scale 1:40,000 at lat. 57°32’ ; Mercator proj. (W 
135°28’—W 134°47'/N 57°40’—N 57°23’). — Washington, D.C. : 
The Service, 1990. 

1 map : col. ; 81 x 104 cm. Depths shown by isolines and 
soundings. Relief shown by contours, hachures, and spot 
heights. Shipping list no.: 90-350-P. “Soundings in fathoms.” 
Includes tidal information. @Item 191-B-15 S/N 17 XHA 
17338 @ DMA ; 17338 @ NOS 

1. Alaska, Gulf of (Alaska) — Navigation. 2. Peril Strait 
(Alaska) — Navigation. 3. Hoonah Sound (Alaska) — Naviga- 
tion. I. Title. II. Title: Peril Strait. III. Title: Peril Strait, 
Hoonah Sound to Chatham Strait. OCLC 23282947 


Government Publications — June 1991 


(Alaska) — Maps. I. Title. II. Title: Davidson Inlet and Sea 
Otter Sound. OCLC 23193343 


91-12872 


C 55.418/7:17420/990 


United States. National Ocean Service. 


United States—Canada, Alaska—southeast coast and British 
Columbia, Hecate Strait to Etolin Island, including Behm and 
Portland canals / National Ocean Service. 24th ed., Feb. 3/90. 
Scale 1:229,376 at lat. 55°; Mercator proj. (W 132°40’'—W 
130°00’/N 56°00’—N 54°00’). — Washington, D.C..: The Serv- 
ice, 1990. 

1 map : col. ; 101 x 80 cm. “LORAN-C overprinted.” 
Depths shown by isolines and soundings. Relief shown by 
hachures and spot heights. Shipping list no.: 90-223-P. 
“Soundings in fathoms.” Includes index to next larger scale 
charts. @lItem 191-B-14 S/N 17 BCO 17420 @ DMA ; 17420 
@ NOS 

1. Dixon Entrance (B.C. and Alaska) — Navigation. I. Title. 
II. Title: Hecate Strait to Etolin I. OCLC 23209711 


91-12869 
C 55.418/7:17372/990 91-12873 
United States. National Ocean Service. 


United States, Alaska—southeast coast, Keku Strait, Monte 


C 55.418/7:17433/990 
United States. National Ocean Service. 


Carlo Island to Entrance Island / National Ocean Service. 9th 
ed., June 30/90. Scale 1:20,000 at lat. 56°40’ ; Mercator proj. (W 
133°47’'—W 133°40'/N 56°50’—N 56°32’). — Washington, D.C. : 
The Service, 1990. 

1 map : col. ; 177 x 38 cm., on sheet 121 x 89 cm. Depths 
shown by isolines and soundings. Relief shown by contours 
and spot heights. Shipping list no.: 90-539-P. “Soundings in 
feet.” Insets: The Summit. Scale 1:10,000 — Devils Elbow. 
Scale 1:10,000. Includes tidal information. @lItem 191-B-15 
S/N 17 XHA 17372 @ DMA ; 17372 @ NOS 

1. Keku Strait (Alaska) — Navigation. 2. Clarence Strait 
(Alaska) — Navigation. I. Title. II. Title: Keku Strait. 
OCLC 23209827 


91-12870 
C 55.418/7:17401/990 
United States. National Ocean Service. 

United States, Alaska—southeast coast, Lake Bay and ap- 
proaches, Clarence Strait / National Ocean Service. 9th ed., 
Aug. 4/90. Scale 1:10,000 at lat. 56°03’ ; Mercator proj. (W 
132°55’'—W 132°48’/N 56°0S5’—N 56°01’). — Washington, D.C. : 
The Service, 1990. 

1 map : col. ; 87 x 83 cm. Depths shown by isolines and 
soundings. Relief shown by hachures. Shipping list no.: 90- 
635-P. “Soundings in fathoms.” Includes tidal information. 
@ltem 191-B-15 S/N 17 XHA 17401 @ DMA ; 17401 @ 
NOS 

1. Lake Bay (Alaska)— Navigation. 2. Clarence Strait 
(Alaska) — Navigation. I. Title. II. Title: Lake Bay and ap- 
proaches. OCLC 23193406 


91-12871 
C 55.418/7:17403/990 
United States. National Ocean Service. 

United States, Alaska—southeast coast, Davidson Inlet and 
Sea Otter Sound / National Ocean Service. 12th ed., June 16/ 
90. Scale 1:40,000 at lat. 55°55’ ; Mercator proj. (W 133°44’—W 
133°06'/N 56°03’—N 55°47’). — Washington, D.C. : The Serv- 
ice, 1990. 

1 map : col. ; 77 x 101 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. Ship- 
ping list no.: 90-635-P. “Soundings in fathoms.” Inset: Edna 
Bay. Scale 1:10,000. Includes tidal information. @lItem 191-B- 
15 S/N 17 XHA 17403 @ DMA ; 17403 @ NOS 

1. Davidson Inlet (Alaska)— Navigation. 2. Sea Otter 
Sound (Alaska)— Navigation. 3. Prince of Wales Island 


United States, Alaska—southeast coast, south end of Prince of 
Wales Island, Kendrick Bay to Shipwreck Point / National 
Ocean Service. 10th ed., May 12/90. Scale 1:40,000 at lat. 54°47’ 
; Mercator proj. (W 132°32'—W 131°54'/N 54°55'—N 54°39’). — 
Washington, D.C. : The Service, 1990. 

1 map : col. ; 76 x 105 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. Ship- 
ping list no.: 90-482-P. “Soundings in fathoms.” Includes tidal 
information. @Item 191-B-15 S/N 17 XHA 17433 @ DMA ; 
17433 @ NOS 

1. Clarence Strait (Alaska) — Navigation. 2. Dixon Entrance 
(B.C. and Alaska) — Navigation. 3. Prince of Wales Island 
(Alaska) — Maps. I. Title. II. Title: Kendrick Bay to Ship- 
wreck Point. OCLC 23237013 


91-12874 


C 55.418/7:18428 


United States. National Ocean Service. 


United States—west coast, Washington, Oak and Crescent 
Harbors / National Ocean Service. 8th ed., Sept. 30/89. Scale 
1:10,000 at lat. 48°17’ ; Mercator proj. (W 122°40'—W 122°34'/ 
N 48°18'—N 48°15’). — Washington, D.C. : The Service, 1989. 


1 map : col. ; 71 x 89 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. Ship- 
ping list no.: 90-001-P. “Soundings in feet.” Includes tidal 
information. @Item 191-B-14 S/N 18 XHA 18428 @ DMA ; 
18428 @ NOS 

1. Oak Harbor (Wash.) — Navigation. 2. Crescent Harbor 
(Wash.) — Navigation. 3. Puget Sound (Wash.) — Navigation. 
4. Pacific Coast (Wash.) I. Title. II. Title: Oak and Crescent 
Harbors. OCLC 23282693 


91-12875 


C 55.418/7:18456/990 


United States. National Ocean Service. 


United States—west coast, Washington, Olympia Harbor and 
Budd Inlet / National Ocean Service. 17th ed., Oct. 13/90. 
Scale 1:20,000 ; Mercator proj. (W 122°58’—W 122°51'/N 
47°10'—N 47°01’). — Washington, D.C. : The Service, 1990. 

1 map : col. ; 91 x 50 cm. Depths shown by isolines and 
soundings. Relief shown by contours and hachures. Shipping 
list no.: 91-0172-P. “Soundings in feet.” Includes tidal infor- 
mation and tables of channel depths. @lItem 191-B-14 S/N 18 
BHA 18456 @ DMA ; 18456 @ NOS 
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National Ocean Service — Commerce Dept. 


1. Harbors— Washington (State)— Olympia — Maps. 2. 
Budd Inlet (Wash.) — Navigation. I. Title. II. Title: Olympia 
Harbor and Budd Inlet. OCLC 23209537 


91-12876 
C 55.418/7:18502/990 
United States. National Ocean Service. 

United States—west coast, Washington, Grays Harbor / Na- 
tional Ocean Service. 80th ed., Sept. 8/90. Scale 1:40,000 at lat. 
46°56’ ; Mercator proj. (W 124°15'—W_ 123°36'/N 47°02’—N 
46°50’). — Washington, D.C. : The Service, 1990. 

1 map : col. ; 60 x 95 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. Ship- 
ping list no.: 91-0215-P. “Soundings in feet.” Inset: Westha- 
ven Cove. Scale 1:10,000. Includes tidal information and table 
of channel depths. @lItem 191-B-14 S/N 18 BHA 18502 @ 
DMaA ; 18502 @ NOS 

1. Grays Harbor (Wash.)— Navigation. 2. Pacific Coast 
(Wash.) I. Title. Il. Title: Grays Harbor, Wash. OCLC 
23272029 


91-12877 
C 55.418/7:18652/990 


C 55.418/7:18652/990/folder 
United States. National Ocean Service. 

San Francisco Bay to Antioch, California / National Ocean 
Service. 27th ed., Aug. 18/90. Scale 1:40,000-80,000 ; Mercator 
proj. (W 122°35’'—W 121°44'/N 38°12'—N 37°25’). — Washing- 
ton, D.C. : The Service, 1990. 

1 map and 10 ancillary maps on 4 sheets : both sides, col. ; 
sheets 38 x 83 cm., folded to 38 x 22 cm., in folder 38 x 23 cm. 
(Nautical chart ; 18652) Depths shown by isolines and sound- 
ings. Relief shown by contours and spot heights. Panel title. 
Ancillary maps show enlargements of principal map areas at 
scales of 1:20,000 and 1:40,000. Includes tide tables for San 
Francisco (Golden Gate), Calif., Dec. 1990-Mar. 1992. Ship- 
ping list no.: 91-208-P. “Soundings in feet.” “November 
1990”—Folder. Folder includes facilities charts and nautical 
chart diagram. @Item 191-B-14 S/N 18652 @ NOS 

1. San Francisco Bay (Calif.)— Navigation. 2. Pacific Coast 
(Calif.)— Maps. I. Title. II. Series: United States. National 
Ocean Service. Nautical chart ; 18652. OCLC 23284356 


91-12878 
C 55.418/7:18654/990 
United States. National Ocean Service. 

United States—west coast, California, San Pablo Bay / Na- 
tional Ocean Service. 35th ed., Oct. 27/90. Scale 1:40,000 at lat. 
38°08" ; Mercator proj. (W 122°39'—W 122°14'/N 38°18’—N 
37°57’). — Washington, D.C. : The Service, 1990. 

1 map : col. ; 99 x 77 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. Ship- 
ping list no.: 91-0172-P. “Soundings in feet.” Includes tidal 
information and tables of channel depths. @lItem 191-B-14 S/ 
N 18 AHA 18654 @ DMA ; 18654 @ NOS 

1. Nautical charts — California — San Pablo Bay. 2. Nautical 
charts — California— Napa River. 3. Nautical charts — Cali- 
fornia — Petaluma River. 4. San Pablo Bay (Calif.) — Naviga- 
tion. 5. Napa River (Calif.)— Navigation. 6. Petaluma River 
(Calif.) — Navigation. I. Title. II. Title: San Pablo Bay. 
OCLC 23209447 


91-12879 
C 55.418/7:18754/990 
United States. National Ocean Service. 

United States—west coast, California, Newport Bay / Nation- 
al Ocean Service. 15th ed., Oct. 20/90. Scale 1:10,000 at lat. 
33°37’ ; Mercator proj. (W 117°56’—W_ 117°52'/N 33°39’—N 
33°35’). — Washington, D.C. : The Service, 1990. 
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1 map : col. ; 92 x 69 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. Ship- 
ping list no.: 91-0172-P. “Soundings in feet.” Includes tidal 
information and table of channel depths. @lItem 191-B-14 S/ 
N 18 BHA 18754 @ DMA ; 18754 @ NOS 

1. Nautical charts — California — Newport Bay. 2. Nautical 
charts — California— San Pedro Channel. 3. Newport Bay 
(Calif.) — Navigation. 4. San Pedro Channel (Calif.) — Naviga- 
tion. I. Title. II. Title: Newport Bay. OCLC 23209493 


91-12880 


C 55.418/7:19329 


United States. National Ocean Service. 


United States, Hawaii, Mahukona Harbor and approaches, 
Island of Hawaii / National Ocean Service. 7th ed., Jan. 6/90. 
Scale 1:5,000 at lat. 20°11’ ; Mercator proj. (W 155°54’30"—W 
155°53'20"/N 20°11'30"—N _ 20°10'30”). — Washington, D.C. : 
The Service, 1990. 

1 map : col. ; 56 x 41 cm. Depths shown by isolines and 
soundings. Relief shown by contours and hachures. Shipping 
list no.: 90-158-P. “Soundings in feet.” Includes tidal informa- 
tion. @Item 191-B-14 S/N 19 XHA 19329 @ DMA ; 19329 
@ NOS 

1. Harbors — Hawaii — Mahukona — Maps. 2. Pacific Coast 
(Hawaii) 3. North Pacific Ocean — Navigation. I. Title. II. 
Title: Mahukona Harbor. OCLC 23284019 


91-12881 


C 55.418/7:19481/990 


United States. National Ocean Service. 


United States, Hawaiian Islands, Midway Islands / National 
Ocean Service. 9th ed., Oct. 20/90. Scale 1:32,500 at lat. 28°10’ ; 
Mercator proj. (W 177°34’—W 177°12'/N 28°16’—N 28°04’). — 
Washington, D.C. : The Service, 1990. 

1 map : col. ; 74 x 113 cm. Depths shown by isolines and 
soundings. Relief shown by spot heights. Shipping list no.: 
91-0215-P. “Soundings in fathoms.” Includes tidal informa- 
tion. @Item 191-B-14 S/N 19 AHA 19481 @ DMA ; 19481 
@ NOS 

1. North Pacific Ocean — Navigation. 2. Midway Islands — 
Maps. I. Title. II. Title: Midway Islands. OCLC 23277600 


91-12882 


C 55.418/7:25649/990 


United States. National Ocean Service. 


West Indies, St. Thomas, Saint Thomas Harbor / National 
Ocean Service. 15th ed., Oct. 6/90. Scale 1:10,000 at lat. 18°19’ ; 
Mercator proj. (W 65°00'13”—W _ 64°53'58"/N_ 18°21'16"—N 
18°17'16”). — Washington, D.C. : The Service, 1990. 

1 map : col. ; 73 x 110 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. Ship- 
ping list no.: 91-0172-P. “Soundings in feet.” Includes tidal 
information. @lItem 191-B-13 S/N 25 AHA 25649 @ DMA ; 
25649 @ NOS 

1. Harbors — Virgin Islands — Charlotte Amalie — Maps. 2. 
Harbors — Virgin Islands — Saint Thomas— Maps. 3. Carib- 
bean Sea— Navigation. I. Title. II. Title: Saint Thomas 
Harbor. OCLC 23237140 


91-12883 


C 55.418/7:25668/990 


United States. National Ocean Service. 


West Indies, north coast of Puerto Rico, Punta Penon to 
Punta Vacia Talega / National Ocean Service. 13th ed., Oct. 6/ 
90. Scale 1:100,000 ; polyconic proj. (W 66°50’—W 65°55'/N 
18°45'—N 18°10’). — Washington, D.C. : The Service, 1990. 

1 map : col. ; 76 x 104 cm. Depths shown by isolines and 
soundings. Relief shown by contours, hachures, and spot 
heights. Shipping list no.: 91-0172-P. “Soundings in fathoms.” 
Insets: Puerto Palmas Altas. Scale 1:10,000 — Puerto Arecibo. 
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Scale 1:20,000. Includes tidal information. @Item 191-B-13 
S/N 25 ACO 25668 @ DMA ; 25668 @ NOS 

1. Puerto Rico— Maps. 2. North Atlantic Ocean — Naviga- 
tion. I. Title. II. Title: North coast of Puerto Ricu. OCLC 
23188282 


ECONOMIC ANALYSIS BUREAU 
Commerce Dept. 
Washington, DC 20230 


91-12887 
C 59.2:F 76/5 
Foreign direct investment in the United States : balance of pay- 
ments and direct investment position estimates, 1980-86. — 


91-12884 
C 55.418/7:81054 
United States. National Ocean Service. 


Pacific Ocean, Mariana Islands, Apra Harbor, Island of 
Guam, Territory of Guam / National Ocean Service. 11th ed., 
July 8/89. Scale 1:10,000 at lat. 13°27’ ; Mercator proj. (E 
144°35'—E 144°41'/N 13°28’—N 13°24’). — Washington, D.C. : 
The Service, 1989. 

1 map : col. ; 84 x 111 cm. Depths shown by isolines and 
soundings. Relief shown by contours and hachures. Shipping 
list no.: 89-562-P. “Soundings in feet.” Includes tidal informa- 
tion. @Item 191-B-14 S/N 81 AHA 81054 @ DMA ; 81054 
@ NOS 

1. Apra Harbor (Guam)— Navigation. 2. Agat Bay 
(Guam) — Navigation. 3. Philippine Sea— Navigation. I. 
Title. II. Title: Apra Harbor. OCLC 23282831 


91-12885 


C 55.425:991 
Tidal current tables. Atlantic Coast of North America. Washing- 
ton, D.C. : U.S. Dept. of Commerce, Coast and Geodetic 
survey, [1958- National Ocean Service, Rockville, MD 20852 

v. : ill. ; 27 cm. 

Annual 

1958- Previously classed: C 4.23: Shipping list no.: 90-470- 
P. 1991. Issued by: Coast and Geodetic Survey, 1958-1971; 
National Ocean Survey, 1972-19 ; National Ocean Service, 
(1984-). @lItem 190 ISSN 0501-8234 Continues: Current 
tables. Atlantic Coast, North America for the year ... ISSN 
0743-7064 

1. Tides — Atlantic Coast (Canada) — Tables — Periodicals. 
2. Tides—Atlaniic Coast (U.S.)— Tables — Periodicals. 3. 
Tides — Atlantic coast (North America) — Tables — Periodi- 
cals. 4. Tides — Gulf States — Tables — Periodicals. 5. Tidal 
currents — Atlantic Coast (Canada) — Tables — Periodicals. 6. 
Tidal currents — Atlantic Coast (U.S.) — Tables — Periodicals. 
7. Tidal currents — Atlantic Coast (North America) — Tables — 
Periodicals. 8. Tidal currents — Gulf States — Tables — Peri- 
odicals. I. U.S. Coast and Geodetic Survey. II. United States. 
National Ocean Service. III. National Ocean Survey. 
VK781.C87 78-615555 //r842 623.89/49/091634 /19 OCLC 
02458466 


91-12886 


C 55.425/3:990 
Regional tide and tide current tables. New York Harbor to Chesa- 
peake Bay. [Washington, D.C.?] : U.S. Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Ocean Service, 1989- NOAA, Distribution Branch, 6501 La- 
fayette Ave., Riverdale, MD 20737 

v. : ill. ; 28 cm. 

Biennial 

1990- Cover title: Regional tide and tidal current tables. 
New York Harbor to Chesapeake Bay Shipping list no.: 90- 
151-P. 1990. @lItem 190 

1. Tidal currents — Atlantic Coast (U.S.) — Tables — Periodi- 
cals. 2. Tides — Atlantic Coast (U.S.) — Tables — Periodicals. 
I. United States. National Ocean Service. sn-90015092 OCLC 
21326143 


Washington, DC : U.S. Dept. of Commerce, Bureau of Eco- 
nomic Analysis : U.S. G.P.O. [distributor, 1990] 

ix, 46 p. ; 28 cm. Shipping list no.: 91-188-P. “December 
1990.” Chiefly tables. @lItem 130-D-1 S/N 003-010-00215-8 
@ GPO ISBN 0-1602-9893-8 : $3.00 

1. Investments, Foreign — United States — Statistics. 2. Cor- 
porations, Foreign— United States — Statistics. I. United 
States. Bureau of Economic Analysis. OCLC 23190327 


91-12888 


C 59.11/4:In 2/929-82 


The National income and product accounts of the United States. 


Statistical tables. Washington, D.C. : U.S. Dept. of Commerce, 
Office of Business Economics, 1966- 

v. ; 29 cm. 

Irregular 

1929-1965- No longer available for sale by the Supt. of 
Docs. Shipping list no.: 87-621-P. 1929-82. Vols. for 1929/ 
1965-1929/19 issued by: Office of Business Economics; 1929/ 
1974- by: Bureau of Economic Analysis. @Item 228 S/N 
003-010-00174-7 @ GPO ISSN 0361-3895 Supplement to: 
Survey of current business ISSN 0039-6222 Continues: Nation- 
al income (1954) 

1. Gross national product — United States — Statistics. 2. 
National income — United States — Statistics. I. United States. 
Office of Business Economics. II. United States. Bureau of 
Economic Analysis. HC110.ISA3 76-641088 //r90 339.373 
OCLC 02246481 


91-12889 


C 59.20:988/prelim. 


Foreign direct investment in the United States : operations of U.S. 


affiliates of foreign companies. Washington, D.C. : U.S. Dept. of 
Commerce, Bureau of Economic Analysis : distributed by Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 28 cm. 

Annual 

$4.75 Shipping list no.: 90-581-P. Prelim. 1988 estimates. 
Description based on: 1982. Vols. for (1982-) issued in two 
parts, one giving revised figures for a given year, the other 
giving preliminary figures for the following year; e.g., v. for 
1984 gives revised 1984 estimates, preliminary 1985 estimates; v. 
for 1985 gives revised 1985 estimates, preliminary 1986 esti- 
mates, etc. @lItem 130-D-7 S/N 003-010-00203-4 @ GPO 

1. Investments, Foreign — United States — Statistics — Peri- 
odicals. 2. Corporations, Foreign— United States — Statis- 
tics — Periodicals. 3. Subsidiary corporations — United 
States — Statistics — Periodicals. I. United States. Bureau of 
Economic Analysis. HG4501.F65 87-644253 332.6/73/0973 
/19 OCLC 14089580 





International Trade Administration — Commerce Dept. 


INTERNATIONAL TRADE ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


91-12890 
C 61.2:Ex 7/18/988 
U.S. manufactured exports & export-related employment. [Wash- 
ington, D.C.] : Office of Trade and Investment Analysis, Trade 
Information and Analysis, International Trade Administration, 
U.S. Dept. of Commerce, 

v. ; 28 cm. 

Annual Cover title: U.S. manufactured exports and export- 
related employment (1984-) Shipping list no.: 88-399-P. 1984. 
Description based on: 1984, published in 1988. @lItem 231-B-1 

1. Foreign trade and employment — United States — Statis- 
tics — Periodicals. 2. Exports— United States — Statistics — 
Periodicals. 3. United States — Commerce — Statistics — Peri- 
odicals. I. United States. International Trade Administration. 
Office of Trade and Investment Analysis. sn-88040570 OCLC 
18646859 


91-12891 
C 61.11:Au 7/991 
Australia (Washington, D.C.) 

Australia / prepared by American Embassy Canberra. Wash- 
ington, D.C. : U.S. Dept. of Commerce, International Trade 
Administration : Available by subscription from the Supt. of 
Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Washing- 
ton, D.C. Single copies available from: Publications Sales 
Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. ((1988)-Jan. 1989: International marketing infor- 
mation series) (Foreign economic trends and their implications 
for the United States ; FET 91-10) 

Annual 

$50.00 (set) Shipping list no.: 91-237-P. Feb. 1991. De- 
scription based on: Feb. 1988; title from cover. None pub- 
lished, 1990. @lItem 231-1 S/N 803-006-00000-8 @ GPO 

1. Australia— Economic conditions — Periodicals. 2. Aus- 
tralia — Foreign economic relations — United States — Periodi- 
cals. 3. United States — Foreign economic relations — Austra- 
lia — Periodicals. I. United States. Embassy (Australia) II. 
United States. International Trade Administration. III. Series. 
IV. Series: International marketing information series. sn- 
88040182 OCLC 17667966 


91-12892 
C 61.11:C 17/990-2 
Cape Verde / prepared by American Embassy Praia. Washington, 

D.C. : U.S. Dept. of Commerce, International Trade Adminis- 
tration : Available by subscription from the Supt. of Docs., 
GPO, Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 Single copies available from: Publications Sales 
Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. ((1988)-Apr. 1989: International marketing infor- 
mation series) (Foreign economic trends and their implications 
for the United States ; FET 90-86) 

Annual 

$50.00 (set) Shipping list no.: 91-048-P. Dec. 1990. De- 
scription based on: Mar. 1988; title from cover. Some nos. 
issued irregularly. @Item 231-1 S/N 803-006-00000-8 @ 
GPO 

1. Cape Verde—Economic conditions — Periodicals. 2. 
Cape Verde — Foreign economic relations — United States — 
Periodicals. 3. United States — Foreign economic relations — 
Cape Verde — Periodicals. I. United States. Embassy (Cape 
Verde) II. United States. International Trade Administration. 
III. Series. IV. Series: International marketing information 
series. sn-89023052 OCLC 17937845 
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91-12893 


C 61,11:C 76/990 


Congo (Washington, D.C.) 


The Congo / prepared by American Embassy Brazzaville. 
Washington, D.C. : U.S. Dept. of Commerce, International 
Trade Administration : Available by subscription from the Supt. 
of Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 Single copies available from: Publications 
Sales Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, 
D.C. 20230 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 90-73) 

Annual 

$50.00 (set) Shipping list no.: 90-497-P. July 1990. De- 
scription based on: June 1988; title from cover. @Item 231-I 
S/N 803-006-00000-8 @ GPO 

1. Congo (Brazzaville) — Economic conditions — Periodicals. 
2. Congo (Brazzaville) — Foreign economic relations — United 
States — Periodicals. 3. United States — Foreign economic re- 
lations — Congo (Brazzaville) — Periodicals. I. United States. 
Embassy (Congo : Brazzaville) II. United States. International 
Trade Administration. III. Series. IV. Series: International 
marketing information series. sn-88040521 OCLC 18314533 


91-12894 


C 61.11:D 41/991 


Denmark (United States. Embassy (Denmark) : 1987) 


Denmark / prepared by American Embassy Copenhagen. 
Washington, D.C. : U.S. Dept. of Commerce, International 
Trade Administration : Available by subscription from the Supt. 
of Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 Single copies available from: Publications 
Sales Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, 
D.C. 20230 

v. ; 28 cm. (-1989: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 91-04) 

Annual 

$50.00 (set) Shipping list no.: 91-201-P. Feb. 1991. De- 
scription based on: Dec. 1987; title from cover. @Item 231-1 
S/N 803-006-00000-8 @ GPO 

1. Denmark — Economic conditions — Periodicals. 2. Den- 
mark — Foreign economic relations — United States — Periodi- 
cals. 3. United States— Foreign economic relations — Den- 
mark — Periodicals. I. United States. Embassy (Denmark) II. 
United States. International Trade Administration. III. Series. 
IV. Series: International marketing information series. sn- 
88040196 OCLC 17311453 


91-12895 


C 61.11:G 31/2/990 


German Democratic Republic (Washington, D.C. : 1977) 


German Democratic Republic / prepared by American Em- 
bassy Berlin. Washington, D.C. : U.S. Dept. of Commerce, 
Domestic and International Business Administration, Bureau of 
International Commerce, Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 Single copies available from: Pub- 
lications Sales Branch, Rm. 1617, U.S. Dept. of Commerce, 
Washington, D.C. 20230 

v. ; 25-28 cm. (-1989: International marketing information 
series) (Foreign economic trends and their implications for the 
United States ; FET 90-53) 

Annual, (1989-) 

Semiannual, 19 -19 

$50.00 (set) Shipping list no.: 90-358-P. May 1990. De- 
scription based on: Jan. 1977; title from cover. Vols. for 
(1977)-19 issued by U.S. Dept. of Commerce, Domestic and 
International Business Administration, Bureau of International 





Commerce; (1989-) by U.S. Dept. of Commerce, International 
Trade Administration. @lItem 231-I S/N 803-006-00000-8 @ 
GPO 

1. Germany (East) — Economic conditions — Periodicals. 2. 
Germany (East)— Foreign economic relations — United 
States — Periodicals. 3. United States — Foreign economic re- 
lations — Germany (East) — Periodicals. I. United States. Em- 
bassy (Germany : East) II. United States. Domestic and Inter- 
national Business Administration. III. United States. Interna- 
tional Trade Administration. IV. Series. V. Series: Interna- 
tional marketing information series. sn-89023055 OCLC 
19338626 


91-12896 


C 61.11:H 75/991 
Hong Kong (Washington, D.C.) 

Hong Kong / prepared by Consulate General. Washington, 
D.C. : U.S. Dept. of Commerce, International Trade Adminis- 
tration : Available by subscription from Supt. of Docs., GPO, 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 
Single copies available from: Publications Sales Branch, Rm. 
1617, U.S. Dept. of Commerce, Washington, D.C. 20230 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 91-14) 

Annual, 1990- 

Semiannual, 19 -1988 

$50.00 (set) Shipping list no.: 91-246-P. Feb. 1991. De- 
scription based on: Sept. 1987; title from cover. None pub- 
lished, 1989. Sometimes issued irregularly. @lItem 231-I S/ 
N 803-006-00000-8 @ GPO 

1. Hong Kong—Economic conditions — Periodicals. 2. 
Hong Kong — Foreign economic relations — United States — 
Periodicals. 3. United States — Foreign economic relations — 
Hong Kong — Periodicals. I. United States. Consulate Gener- 
al (Hong Kong) II. United States. International Trade Admin- 
istration. III. Series. IV. Series: International marketing infor- 
mation series. sn-88040055 OCLC 17152390 


91-12897 


C 61.11:H 89/990 
Hungary (Washington, D.C.) 

Hungary / preapred by American Embassy Budapest. Wash- 
ington, D.C. : U.S. Dept. of Commerce, International Trade 
Administration : Available by subscription from the Supt. of 
Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Washing- 
ton, D.C. 20402 Single copies available from: Publications Sales 
Branch, Room 1617, U.S. Dept. of Commerce, Washington, 
D.C. 20230 

v. ; 28 cm. (-1989: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 90-74) 

Annual 

$50.00 (set) Shipping list no.: 90-514-P. July 1990. De- 
scription based on: Oct. 1987; title from cover. @lItem 231-I 
S/N 803-006-00000-8 @ GPO 

1. Hungary — Economic conditions — Periodicals. 2. Hun- 
gary — Foreign economic relations — United States — Periodi- 
cals. 3. United States — Foreign economic relations — Hunga- 
ry — Periodicals. I. United States. Embassy (Hungary) II. 
United States. International Trade Administration. III. Series. 
IV. Series: International marketing information series. sn- 
87043488 OCLC 16918681 


91-12898 


C 61.11:K 84/991 
Korea (Washington, D.C.) 

Korea / prepared by American Embassy Seoul. Washington, 
D.C. : U.S. Dept. of Commerce, International Trade Adminis- 
tration : Available by subscription from the Supt. of Docs., 
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GPO, Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 Single copies available from: Publication Sales 
Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. (-Oct. 1988: International marketing information 
series) (Foreign economic trends and their implications for the 
United States ; FET 91-13) 

Annual, 1989- 

Semiannual, -1988 

$50.00 (set) Shipping list no.: 91-237-P. Feb. 1991. De- 
scription based on: Aug. 1987; title from cover. @lItem 231-I 
S/N 803-006-00000-8 @ GPO 

1. Korea (South)— Economic conditions — Periodicals. 2. 
Korea (South) — Foreign economic relations — United States — 
Periodicals. 3. United States — Foreign economic relations — 
Korea (South)— Periodicals. I. United States. Embassy 
(Korea) II. United States. International Trade Administration. 
III. Series. IV. Series: International marketing information 
series. sn-87042755 OCLC 16837529 


91-12899 


C 61.11:M 26/991 


Madagascar (Washington, D.C.) 


Madagascar / prepared by American Embassy Antananarivo. 
Washington, D.C. : U.S. Dept. of Commerce, International 
Trade Administration : Available by subscription from the Supt. 
of Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 Single copies available from: Publications 
Sales Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, 
D.C. 20230 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 91-08) 

Annual 

$50.00 (set) Shipping list no.: 91-235-P. Feb. 1991. De- 
scription based on: Sept. 1987; title from cover. @lItem 231-I 
S/N 803-006-00000-8 @ GPO 

1. Madagascar—Economic conditions — Periodicals. 2. 
Madagascar — Foreign economic relations — United States — 
Periodicals. 3. United States — Foreign economic relations — 
Madagascar — Periodicals. I. United States. Embassy (Mada- 
gascar) II. United States. International Trade Administration. 
III. Series. IV. Series: International marketing informatior 
series. sn-88040170 OCLC 17201162 


91-12900 


C 61.11:M 29/2/991 


Malawi (Washington, D.C. : 1988) 


Malawi / prepared by American Embassy Lilongwe. Wash- 
ington, D.C. : U.S. Dept. of Commerce, International Trade 
Administration : Available by subscription from the Supt. of 
Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Washing- 
ton, D.C. 20402 Single copies available from: Publications Sales 
Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 91-06) 

Annual 

$50.00 (set) Shipping list no.: 91-235-P. Feb. 1991. De- 
scription based on: June 1988; title from cover. @Item 231-I 
S/N 803-006-00000-8 @ GPO 

1. Malawi — Economic conditions — Periodicals. 2. 
Malawi — Foreign economic relations — United States — Peri- 
odicals. 3. United States— Foreign economic relations — 
Malawi — Periodicals. I. United States. Embassy (Malawi) 
II. United States. International Trade Administration. III. 
Series. IV. Series: International marketing information series. 
sn-88040299 OCLC 18161091 
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91-12901 
C 61.11:M 29/3/991 
Mali (Washington, D.C.) 

Mali / prepared by American Embassy Bamako. Washington, 
D.C. : U.S. Dept. of Commerce, International Trade Adminis- 
tration : Available by subscription from the Supt. of Docs., 
GPO, Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 Single copies available from: Publications Sales 
Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 91-07) 

Annual 

$50.00 (set) Shipping list no.: 91-235-P. Feb. 1991. De- 
scription based on: Aug. 1988; title from cover. @Item 231-1 
S/N 803-006-00000-8 @ GPO 

1. Mali— Economic conditions — Periodicals. 2. Mali— 
Foreign economic relations — United States — Periodicals. 3. 
United States — Foreign economic relations — Mali — Periodi- 
cals. I. United States. Embassy (Mali) II. United States. Inter- 
national Trade Administration. III. Series. IV. Series: Inter- 
national marketing information series. sn-88040540 OCLC 
18419740 


91-12902 
C 61.11:M 29/990-2 
Malaysia (Washington, D.C. : 1987) 

Malaysia / prepared by American Embassy Kuala Lumpur. 
Washington, D.C. : U.S. Dept. of Commerce, International 
Trade Administration : Available by subscription from the Supt. 
of Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 Single copies available from: Publications 
Sales Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, 
D.C. 20230 

v. ; 28 cm. ((1987)-Jan. 1989: International marketing infor- 
mation series) (Foreign economic trends and their implications 
for the United States ; FET 90-68) 

Semiannual, 1989- 

Annual, -1988 

$50.00 (set) Shipping list no.: 90-462-P. July 1990. De- 
scription based on: Aug. 1987; title from cover. @lItem 231-I 
S/N 803-006-00000-8 @ GPO 

1. Malaysia — Economic conditions — Periodicals. 2. Malay- 
sia — Foreign economic relations — United States — Periodicals. 
3. United States— Foreign economic relations — Malaysia — 
Periodicals. I. United States. Embassy (Malaysia) II. United 
States. International Trade Administration. III. Series. IV. 
Series: International marketing information series. sn-87043481 
OCLC 16897316 


91-12903 
C 61.11:N 35/991 
Nepal (Washington, D.C.) 

Nepal / prepared by American Embassy Kathmandu. Wash- 
ington, D.C. : U.S. Dept. of Commerce, International Trade 
Administration : Available by subscription from the Supt. of 
Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Washing- 
ton, D.C. 20402 Single copies available from: Publications Sales 
Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 91-02) 

Annual 

$50.00 (set) Shipping list no.: 91-197-P. Jan. 1991. De- 
scription based on: May 1988; title from cover. None pub- 
lished, 1989. @ltem 231-1 S/N 803-006-00000-8 @ GPO 

1. Nepal — Economic conditions — Periodicals. 2. Nepal — 
Foreign economic relations — United States — Periodicals. 3. 
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United States — Foreign economic relations — Nepal — Periodi- 
cals. I. United States. Embassy (Nepal) II. United States. 
International Trade Administration. III. Series. IV. Series: 
International marketing information series. sn-88040297 
OCLC 18102825 


91-12904 


C 61.11:N 38/2 


Netherlands Antilles (Washington, D.C.) 


Netherlands Antilles / prepared by American Consulate Cu- 
racao. Washington, D.C. : U.S. Dept. of Commerce, Interna- 
tional Trade Administration : Available by subscription from the 
Supt. of Docs., G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 Single copies available from: Publica- 
tions Sales Branch, Rm. 1617, U.S. Dept. of Commerce, Wash- 
ington, D.C. 20230 

v. ; 28 cm. (-198 : International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 88-71) 

Annual, 198 - 

Semiannual, 19 -198 

Irregular, 19 -19 

$50.00 (set) Shipping list no.: 90-460-P. July 1988. De- 
scription based on: July 1988; title from cover. 19 -1979 pub- 
lished by the U.S. Industry and Trade Administration; 197 by 
the U.S. International Trade Administration. @lItem 231-I S/ 
N 803-006-00000-8 @ GPO 

1. Netherlands Antilles — Economic conditions — Periodicals. 
2. Netherlands Antilles — Foreign economic relations — United 
States — Periodicals. 3. United States — Foreign economic re- 
lations — Netherlands Antilles — Periodicals. I. United States. 
Consulate General (Willemstad, Curacao) II. United States. In- 
dustry and Trade Administration. III. United States. Interna- 
tional Trade Administration. IV. Series. V. Series: Interna- 
tional marketing information series. sn-90012823 OCLC 
18913802 


91-12905 


C 61,11:N 42 2/991 


New Zealand (Washington, D.C.) 


New Zealand / prepared by American Embassy Wellington. 
Washington, D.C. : U.S. Dept. of Commerce, International 
Trade Administration : Available by subscription from the Supt. 
of Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 Single copies available from: Publications 
Sales Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, 
D.C. 20230 

v. ; 28 cm. (-1989: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 91-16) 

Annual 

$50.00 (set) Shipping list no.: 91-262-P. Feb. 1991. De- 
scription based on: Dec. 1987; title from cover. @Item 231-I 
S/N 803-006-00000-8 @ GPO 

1. New Zealand—Economic conditions — Periodicals. 2. 
New Zealand — Foreign economic relations — United States — 
Periodicals. 3. United States — Foreign economic relations — 
New Zealand — Periodicals. I. United States. International 
Trade Administration. II. United States. Embassy (New Zea- 
land) III. Series. IV. Series: International marketing informa- 
tion series. sn-88040005 OCLC 17358874 


91-12906 


C 61.11:P 53/991 


Phillipines (Washington, D.C. : 1987) 


Philippines / prepared by American Embassy Manila. Wash- 
ington, D.C. : U.S. Dept. of Commerce, International Trade 
Administration : Available by subscription from the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 





Washington, D.C. 20402 Single copies available from: Publica- 
tions Sales Branch, Rm. 1617, U.S. Dept. of Commerce, Wash- 
ington, D.C. 20230 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 91-12) 

Semiannual 

$50.00 (set) Shipping list no.: 91-238-P. Feb. 1991. De- 
scription based on: July 1987; title from cover. @lItem 231-I 
S/N 803-006-00000-8 @ GPO 

1. Philippines — Economic conditions — Periodicals. 2. Phil- 
ippines — Foreign economic relations — United States — Peri- 
odicals. 3. United States — Foreign economic relations — Phil- 
ippines — Periodicals. I. United States. Embassy (Philippines) 
II. United States. International Trade Administration. III. 
Series. IV. Series: International marketing information series. 
sn-87043244 OCLC 16876828 


91-12907 


C 61.11:Se 5/990-2 
Senegal (Washington, D.C.) 

Senegal / prepared by American Embassy Dakar. Washing- 
ton, D.C. : U.S. Dept. of Commerce, International Trade Ad- 
ministration : Available by subscription from the Supt. of Docs., 
GPO, Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 Single copies available from: Publications Sales 
Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. (Foreign economic trends and their implications 
for the United States ; FET 90-88) ({1987)-1988: International 
marketing information series) 

Annual 

$50.00 (set) Shipping list no.: 91-065-P. Dec. 1990. De- 
scription based on: Aug. 1987; title from cover. None pub- 
lished, 1989. @lItem 231-1 S/N 803-006-00000-8 @ GPO 
ISSN 1050-8678 

1. Senegal— Economic conditions — Periodicals. 2. Sen- 
egal — Foreign economic relations — United States — Periodi- 
cals. 3. United States— Foreign economic relations — Sen- 
egal — Periodicals. I. United States. Embassy (Senegal) II. 
United States. International Trade Administration. III. Series. 
IV. Series: International marketing information series. sn- 
87043306 331/11 OCLC 16864538 


91-12908 


C 61.11:Sp 1/990 
Spain (Washington, D.C.) 

Spain / prepared by American Embassy Madrid. Washington, 
D.C. : U.S. Dept. of Commerce, International Trade Adminis- 
tration : Available by subscription from the Supt. of Docs., 
GPO, Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 Single copies available from: Publications Sales 
Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. (-198 : International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 90-75) 

Semiannual, 1990- 

Annual, -1988 

$50.00 (set) Shipping list no.: 90-519-P. July 1990. De- 
scription based on: Oct. 1987; title from cover. None pub- 
lished, 1989. @lItem 231-I S/N 803-006-00000-8 @ GPO 

1. Spain— Economic conditions — Periodicals. 2. Spain — 
Foreign economic relations — United States — Periodicals. 3. 
United States — Foreign economic relations — Spain — Periodi- 
cals. I. United States. Embassy (Spain) II. United States. 
International Trade Administration. III. Series. IV. Series: 
International marketing information series. sn-88040017 
OCLC 17481304 


Government Publications — June 1991 


91-12909 


C 61.11:Sr 3/991 


Sri Lanka (Washington, D.C.) 


Sri Lanka / prepared by American Embassy Colombo. Wash- 
ington, D.C. : U.S. Dept. of Commerce, International Trade 
Administration : Available by subscription from the Supt. of 
Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Washing- 
ton, D.C. 20402 Single copies available from: Publications Sales 
Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 91-01) 

Annual 

$50.00 (set) Shipping list no.: 91-197-P. Jan. 1991. De- 
scription based on: Sept. 1987; title from cover. None pub- 
lished, 1990. @Item 231-I S/N 803-006-00000-8 @ GPO 

1. Sri Lanka— Economic conditions — Periodicals. 2. Sri 
Lanka — Foreign economic relations — United States —- Periodi- 
cals. 3. United States— Foreign economic relations — Sri 
Lanka — Periodicals. I. United States. Embassy (Sri Lanka) 
II. United States. International Trade Administration. III. 
Series. IV. Series: International marketing information series. 
sn-87042759 OCLC 16846169 


91-12910 


C 61.11:Sw 3/990 


Sweden (United States. Embassy (Sweden)) 


Sweden / prepared by American Embassy Stockholm. Wash- 
ington, D.C. : U.S. Dept. of Commerce, International Trade 
Administration : Available by subscription from the Supt. of 
Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Washing- 
ton, D.C. 20402 Single copies available from: Publications Sales 
Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 90-71) 

Annual 

$50.00 (set) Shipping list no.: 90-471-P. July 1990. De- 
scription based on: May 1988; title from cover. @Item 231-I 
S/N 803-006-00000-8 @ GPO 

1. Sweden — Economic conditions — Periodicals. 2. 
Sweden — Foreign economic relations — United States — Peri- 
odicals. 3. United States— Foreign economic relations — 
Sweden — Periodicals. I. United States. Embassy (Sweden) 
II. United States. International Trade Administration. III. 
Series. IV. Series: International marketing information series. 
sn-88040489 OCLC 18099884 


91-12911 


C 61.11:Sw 6/990-2 


Switzerland (Washington, D.C. : 1988) 


Switzerland / prepared by American Embassy Bern. Wash- 
ington, D.C. : U.S. Dept. of Commerce, International Trade 
Administration : Available by subscription from the Supt. of 
Docs., GPO, Supt. of Docs., U.S. Govt. Print. Off., Washing- 
ton, D.C. 20402 Single copies available from: Publications Sales 
Branch, Rm. 1617, U. S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 90-76) 

Semiannual 

$50.00 (set) July 1990. Description based on: May 1988; 
title from cover. @Item 231-I S/N 803-006-00000-8 @ GPO 

1. Switzerland— Economic conditions — Periodicals. 2. 
Switzerland — Foreign economic relations — United States — 
Periodicals. 3. United States — Foreign economic relations — 
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Defense Department 


Switzerland — Periodicals. I. United States. Embassy (Swit- 
zerland) II. United States. International Trade Administration. 
III. Series. IV. Series: International marketing information 
series. sn-88040516 OCLC 18305769 


91-12912 
C 61.11:T 13/990-2 
Taiwan (Washington, D.C. : Semiannual) 

Taiwan / prepared by American Institute in Taiwan. Wash- 
ington, D.C. : U.S. Dept. of Commerce, International Trade 
Administration : Available by subscription from the Supt. of 
Docs., GPO, 

v. ; 28 cm. (-Mar. 1989: International marketing information 
series) (Foreign economic trends and their implications for the 
United States ; FET 90-94) 

Semiannual 

$50.00 (set) Shipping list no.: 91-128-P. Dec. 1990. De- 
scription based on: Mar. 1988; title from cover. @lItem 231-1 
S/N 803-006-00000-8 @ GPO 

1. Taiwan — Economic conditions — Periodicals. 2. 
Taiwan — Foreign economic relations — United States — Peri- 
odicals. 3. United States— Foreign economic relations — 
Taiwan — Periodicals. I. American Institute in Taiwan. II. 
United States. International Trade Administration. III. Series. 
IV. Series: International marketing information series. sn- 
88040195 OCLC 17656627 


91-12913 
C 61.11:T 32/991 
Thailand (Washington, D.C. : 1970) 

Thailand / American Embassy Bangkok. Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of International Commerce : 
For sale by the Supt. of Docs., G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 Single copies avail- 
able from: Publications Sales Branch, Rm. 1617, U.S. Dept. of 
Commerce, Washington, D.C. 20230 

v. ; 26-28 cm. (-1989: International marketing information 
series) (Foreign economic trends and their implications for the 
United States ; FET 91-11) 

Semiannual, 1989- 

Annual, -1988 

$50.00 (set) Shipping list no.: 91-237-P. Feb. 1991. De- 
scription based on: Sept. 1970; title from cover. Published by: 
U.S. Bureau of International Commerce, 1944-197 ; by U.S. 
Domestic and International Business Administration, 197 -1977 ; 
by U.S. Industry and Trade Administration, 1978-1979 ; by US. 
International Trade Administration, 1980- @lItem 231-I S/N 
803-006-00000-8 @ GPO. 

1. Thailand — Economic conditions — Periodicals. 2. Thai- 
land — Foreign economic relations — United States — Periodi- 
cals. 3. United States— Foreign economic relations — Thai- 
land — Periodicals. I. United States. Embassy (Thailand) II. 
United States. Bureau of International Commerce. III. United 
States. Domestic and International Business Administration. 
IV. United States. Industry and Trade Administration. V. 
United States. International Trade Administration. VI. Series. 
VII. Series: International marketing information series. sn- 
90020163 OCLC 19897261 


91-12914 
C 61.11:T 84/991 
Turkey (Washington, D.C.) 

Turkey / prepared by American Embassy Ankara. Washing- 
ton, D.C. : U.S. Dept. of Commerce, International Trade Ad- 
ministration : Available by subscription from the Supt. of Docs., 
GPO, Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 91-09) 
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Annual 

$50.00 (set) Shipping list no.: 91-237-P. Feb. 1991. De- 
scription based on: Sept. 1987; title from cover. None pub- 
lished, 1990. @lItem 231-I S/N 803-006-00000-8 @ GPO 

1. Turkey — Economic conditions — Periodicals. 2. 
Turkey — Foreign economic relations — United States — Peri- 
odicals. 3. United States— Foreign economic relations — 
Turkey — Periodicals. I. United States. Embassy (Turkey) 
II. United States. International Trade Administration. III. 
Series. IV. Series: International marketing information series. 
sn-87043426 OCLC 16828344 


91-12915 
C 61.11:Z 1/990 
Zaire (Washington, D.C.) 

Zaire / prepared by American Embassy Kinshasa. Washing- 
ton, D.C. : U.S. Dept. of Commerce, International Trade Ad- 
ministration : Available by subscription from the Supt. of Doc., 
GPO, Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 Single copies available from: Publications Sales 
Branch, Rm. 1617, U.S. Dept. of Commerce, Washington, D.C. 
20230 

v. ; 28 cm. (-1988: International marketing information series) 
(Foreign economic trends and their implications for the United 
States ; FET 90-69) 

Annual 

$50.00 (set) Shipping list no.: 90-455-P. July 1990. De- 
scription based on: Sept. 1987; title from cover. @Item 231-I 
S/N 863-006-00511-5 @ GPO 

1. Zaire— Economic conditions — Periodicals. 2. Zaire — 
Foreign economic relations — United States — Periodicals. 3. 
United States — Foreign economic relations — Zaire — Periodi- 
cals. I. United States. Embassy (Zaire) II. United States. 
International Trade Administration. III. Series. IV. Series: 
International marketing information series. sn-88040054 
OCLC 16899128 


DEFENSE DEPARTMENT 
Washington, DC 20301 


91-12916 
D 1.2:W 37 
NATO and Warsaw Pact weapons production trends, 1975-1989. 
— [Washington, D.C.?] : Dept. of Defense, [1991] 
v, 54, 4 p. : ill. (some col.) ; 28 cm. Shipping list no.: 91-239- 
P. “October 1990.” @Item 306 
1. Weapons systems. 2. Munitions. 
of Defense. OCLC 23303718 


I. United States. Dept. 


91-12917 
D 1.6/23St 8 
A Guide to international participation in the Strategic Defense 
Initiative. — Washington, D.C. : Strategic Defense Initiative 
Organization, Multinational Programs Division, [1991] 
46 p. : ill, map ; 28 cm. Shipping list no.: 91-216-P. “De- 
cember 1990.” @lItem 306-A 
1. Strategic Defense Initiative — Handbooks, manuals, etc. 2. 
Security, International — Handbooks, manuals, etc. I. Strategic 
Defense Initiative Organization (U.S.). Multinational Programs 
Division. OCLC 23303749 


91-12918 
D 1.6/11-2:90-3 
United States. Dept. of Defense. 
Federal acquisition circular. Number 90-3. 


— [Washington, 
D.C.?] : Dept. of Defense : General Services Administration : 


National Aeronautics and Space Administration : 
Docs., U.S. G.P.O., distributor, 1991- 


[Supt. of 





1 v. (loose-leaf) : ill. ; 28 cm. Caption title. Shipping list 
no.: 91-160-P. “December 21, 1990.” @lItem 303 S/N 922- 
006-00047-4 @ GPO _ ISBN 0-1602-9963- 

1. Public contracts— United States. I. Title. OCLC 
23282058 


91-12919 
D 1.46/2:5410.13 
Compilation of Privacy Act System notices. — [Alexandria, VA] : 
Defense Contract Audit Agency, [1991] 
106 p. ; 28 cm.— (DCAAP ; 5410.13) Cover title. Ship- 
ping list no.: 91-108-P. “January 1991.” @Item 310-E 
1. United States. Defense Contract Audit Agency — Person- 
nel records. 2. Government information — United States. I. 
United States. Defense Contract Audit Agency. OCLC 
23232331 


AMERICAN FORCES INFORMATION SERVICE 
Defense Dept. 
Arlington, VA 22209 


D 2.14:Gen-6 K/986 
Voting assistance guide. [Washington, D.C.] : Office of Informa- 
= for the Armed Forces, Dept. of Defense, 
; 27 cm. (DoD GEN ; 6 K) (DA pam ; 360-503) (COMD- 
TINST ; M 1742.2 B) (Air Force pamphlet] ; AFP 211-4) 
Biennial 
Began with 1973. No longer available for sale by the Supt. 
of Docs. Shipping list no.: 85-1153-P. “NAVPERS 15562.” 
“NAVMC 1174 (rev.86).” 86 87. Description based on: 80. 
Reports cover two years. Vols. for (1986-) have both years of 
coverage (86 87-) in chronological designation. Vols. for 
(1974)-76 were issued by: the Office of Information for the 
Armed Forces; 1978-19 by: the American Forces Information 
Service; (1986-) by: Federal Voting Assistance Program, Office 
of the Secretary of Defense. @Item 312-A S/N 008-001- 
00150-9 @ GPO ISSN 0734-4414 
1. Voting, Absent— United States — Periodicals. 2. Sol- 
diers — Suffrage — United States— Periodicals. I. United 
States. Office of Information for the Armed Forces. II. United 
States. American Forces Information Service. III. Federal 
Voting Assistance Program (U.S.) IV. Series. V. Series. VI. 
Series. VII. Series. JK1873.V66 82-642096 324.6/5 /19 
OCLC 03214226 


91-12921 


91-12920 


D 2.18:8/989 
CHAMPUS, maternity care. —[Washington, D.C.? : American 
Forces Information Service], 1989. 

1 folded sheet (10 p.) ; 21 x 9 cm. Shipping list no.: 90-019- 
P. “DoD CHAMPUS FS-8.” “FP: 6151-9198-9052.” @Item 
312-D S/N 0510-LP-205-3300 @ AFIS 

1. United States. Office of Civilian Health and Medical Pro- 
gram of the Uniformed Services. 2. Insurance, Maternity — 
United States. 3. Maternal health services — United States. I. 
United States. American Forces Information Service. OCLC 
23303782 


DEFENSE MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305-3000 


91-12922 
D 5.356:14 
Great Britain. Hydrographic Dept. 
North Atlantic Ocean, eastern part / produced under the 
superintendence of the Hydrographer of the Navy, United 
Kingdom. 3rd ed., July 2i, i990 (Correct through NM 29/90). 


Government Publications — June 1991 


Scale 1:10,000,000 (at the Equator) ; Mercator proj. (W 
43°53'00"—E 12°42'30"/N 62°08’51"—S 8°30'00"). — Washing- 
ton, D.C. : Defense Mapping Agency Hydrographic/Topo- 
graphic Center : [DMA, Combat Support Center, distributor], 
1990. 

1 map : col. ; 98 x 63 cm. (INT ; 14) Depth shown by 
soundings. “Modified reproduction of INT-14 originally pub- 
lished Oct. 19, 1984, corrected to Jan. 1989 by the United 
Kingdom.” “Crown copyright 1984.” “Soundings in meters.” 
Includes index to next larger scale charts. @lItem 378-E-30 
S/N WOAGN 14 @ DMA 

1. Nautical charts — North Atlantic Ocean. 2. North Atlan- 
tic Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title. III. 
Title: North Atlantic Ocean. IV. Series: International chart 
series ; INT 14. OCLC 23232310 


91-12923 


D 5.356:14/990 


Great Britain. Hydrographic Dept. 


North Atlantic Ocean, eastern part / produced under the 
superintendence of the Hydrographer of the Navy, United 
Kingdom. 3rd ed., July 21, 1990 (Correct through NM 29/90). 
Scale 1:10,000,000 (at the Equator) ; Mercator proj. (W 
43°53'00"—E 12°42'30"/N 62°08'51”—S 8°30'00"). — Washing- 
ton, D.C. : Defense Mapping Agency Hydrographic/Topo- 
graphic Center : [DMA, Combat Support Center, distributor], 
1990. 

1 map : col. ; 98 x 63 cm. (INT ; 14) Depth shown by 
soundings. “Modified reproduction of INT-14 originally pub- 
lished Oct. 19, 1984, corrected to Jan. 1989 by the United 
Kingdom.” “Crown copyright 1984.” “Soundings in meters.” 
Includes index to next larger scale charts. @lItem 378-E-30 
S/N WOAGN 14 @ DMA 

1. Nautical charts — North Atlantic Ocean. 2. North Atlan- 
tic Ocean — Navigation. I. United States. Defense i 
Agency. Hydrographic/Topographic Center. II. Title. III. 
Title: North Atlantic Ocean. IV. Series: International chart 
series ; INT 14. OCLC 23232310 


91-12924 


D 5.356:103/990 


France. Service hydrographique et oceanographique de la marine. 


North Atlantic Ocean, English Channel to Strait of Gibraltar, 
including the Azores / modified reproduction of INT 103, origi- 
nally published 1986 by France. Sth ed., Aug. 25, 1990 (Correct 
through NM 34/90). Scale 1:3,500,000 (22°30’)-1:2,770,000 
(43°00) ; Mercator proj. (W 34°15'00"—W 0°55‘00"/N 
50°30'00"—N 34°49'08”). — Washington, D.C. : Defense Map- 
ping Agency, Hydrographic/Topographic Center : [DMA, 
Combat Support Center, DOA, distributor], 1990. 

1 map : col. ; 63 x 98 cm. (International chart series ; INT 
103) Depths shown by isolines and soundings. Relief shown 
by spot heights. “Copyright 1986 Service hydrographique et 
oceanographique de la marine.” “Soundings in meters.” In- 
cludes index to next larger scale charts, and 1985 
variation curves in purple diagram. [Coastal chart] “103.” 
@ltem 378-E-30 S/N WOAGN 103 @ DMA 

1. Nautical charts — North Atlantic Ocean. 2. North Atlan- 
tic Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title. III. 
Title: English Channel to Strait of Gibraltar including the 
Azores. IV. Series. OCLC 23232619 


91-12925 


D 5.356:112/990 


Deutsches Hydrographisches Institut. 


North Atlantic Ocean, waters between Greenland and Iceland 
/ modified reproduction of chart 112, June 1987 edition, origi- 
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Defense Mapping Agency — Defense Dept. 


nally published by the German Hydrographic Institute, Ham- 
burg. Sth ed., Aug. 18, 1990 (Correct through NM 33/90). Scale 
1:3,500,000 (22°30') Mercator proj. (W 45°20'00"—W 


12°00'00" /N 68°42'00" —_N 59°25'00"). — Washington, D.C. : 
[DMA, Combat 


DMA Hydrographic/Topographic Center : 
Support Center, DOA, distributor], 1990. 

1 map : col. ; 63 x 98 cm. (International chart series ; INT 
112) Depths shown by isolines and soundings. Relief shown 
by spot heights. “Soundings in meters.” Includes index to 
next larger scale charts. [Chart] “112.” @lItem 378-E-30 S/ 
N WOAGN 112 @ DMA 

1. Nautical charts — Denmark Strait. 2. Denmark Strait — 
Navigation. 3. North Atlantic Ocean — Navigation. I. 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. II. Title. III. Title: Greenland and Iceland. 
IV. Series. OCLC 23236595 


53°35'12"—-N_ 53°31'06"). — Washington, D.C. : DMA Hydro- 
graphic/Topographic Center : [DMA, Combat Support Center, 
DOA, distributor], 1990. 

2 maps on | sheet : col. ; 24 x 49 cm. and 68 x 98 cm., sheet 
85 x 111 cm. (International chart series ; INT 1455) Depths 
shown by isolines and soundings. Relief shown by spot 
heights. “From German surveys 1985-1989.” Place names in 
German, with glossary in English. “West German copyright 
law applies.” “Depths in meters.” Contents: A. The Elbe, 
from Schulau to Teufelsbruck — B. Harbors of Hamburg. 
[Chart] “37230.” @Item 378-E-30 S/N 37 BHA 37230 @ 
DMA 

1. Nautical charts— Elbe River. 2. Elbe River — Naviga- 
tion. I. United States. Defense Mapping Agency. Hydrograph- 
ic/Topographic Center. II. Title. III. Title: Elbe River from 
Schulau to Hamburg. IV. Series. OCLC 23236146 


91-12926 91-1 
D 5.356:1052/989 — 
Great Britain. Admiralty. 


Scotland—north coast, Fair Isle to Wick / modified repro- 


D 5.356:24050/990 
Argentina. Servicio de Hidrografia Naval. 
South America, Argentina—Uruguay, Rio de La Plata 


duction of INT 1502, originally published November 4, 1988 by 
the United Kingdom. 2nd ed., Aug. 12, 1989 (Correct through 
NM 32/89). Scale 1:200,000 at lat. 58°00’ ; Mercator proj. (W 
3°13'22"—W 0°30'00"/N 59°33'50"—N 58°26'49"). — Washing- 
ton, D.C. : Defense Mapping Agency Hydrographic/Topo- 
graphic Center : [DMA, Combat Support Center, DOA, distrib- 
utor], 1989. 

1 map : col. ; 64x 110 cm. “DECCA.” Depths shown by 
isolines and soundings. Relief shown by contours and spot 
heights. “Crown copyright 1988.” “Soundings in meters.” 
Includes tidal information and source data. [Chart] “35130.” 
@ltem 378-E-30 S/N 35 ACO 35130 @ DMA 

1. Nautical charts — North Sea. 2. North Sea — Navigation. 
3. Orkney (Scotland)— Maps. I. United States. Defense Map- 
ping Agency. Hydrographic/Topographic Center. II. Title. 
Ill. Title: Fair Isle to Wick. OCLC 23236982 


91-12927 
D 5.356:1454/990 
Deutsches Hydrographisches Institut. 

North Sea, coast of West Germany, Elbe River from Kraut- 
sand to Schulau / modified reproduction of INT 1454, original- 
ly published August 1989 by West Germany. 13th ed., July 14, 
1990 (Correct through NM 28/90). Scale 1:30,000 at lat. 54°; 
Mercator proj. (E 9°22’00"—E 9°42'30"/N 53°46'00”—N 
53°32'00"). — Washington, D.C. : DMA Hydrographic/Topo- 
graphic Center : [DMA, Combat Support Center, DOA, distrib- 
utor], 1990. 

1 map : col. ; 86 x 75 cm. (International chart series ; INT 
1454) Depths shown by isolines and soundings. Relief shown 
by spot heights. “From German surveys.” Place names in 
German, with glossary in English. “West German copyright 
law applies.” “Depths in meters.” Inset: Stadersand. Scale 
1:15,000. [Chart] “37229.” @Item 378-E-30 S/N 37 BHA 
37229 @ DMA 

1. Nautical charts— Elbe River. 2. Elbe River — Naviga- 
tion. I. United States. Defense Mapping Agency. Hydrograph- 
ic/Topographic Center. II. Title. III. Title: Elbe River from 
Krautsand to Schulau. IV. Series. OCLC 23236238 


(Outer) / from Argentina and Uruguay surveys to 1969 ; repro- 
duction of Argentine chart H-113, Ist edition 1969 by the Ar- 
gentine Navy Hydrographic Service. 8th ed., May 5, 1990 (Cor- 
rect through NM 18/90). Scale 1:250,000 ; Mercator proj. (W 
57°25'00"—W 54°20'00"/S 34°42'00”—S 36°26'00"). — Washing- 
ton, D.C. : Defense Mapping Agency, Hydrographic/Topo- 
graphic Center : [DMA, Combat Support Center, DOA, distrib- 
utor], 1990. 

1 map : col. ; 77 x 111 cm. Depths shown by isolines and 
soundings. Relief shown by hachures and spot heights. “Ar- 
gentine copyright law applies.” “Soundings in meters.” In- 
cludes tidal information. @Item 378-E-22 S/N 24 ACO 
24050 @ DMA 

1. Rio de la Plata (Argentina and Uruguay) — Navigation. 2. 
South Atlantic Ocean — Navigation. I. United States. Defense 
Mappins Agency. Hydrographic/Topographic Center. II. 
Title. III. Fitle: Rio de La Plata (Outer) OCLC 23283609 


91-12930 


D 5.356:24052/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

South America, Argentina and Uruguay, approaches to La 
Plata and Buenos Aires / from Argentina and Uruguay charts 
to 1988 ; prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. 13th ed., June 30, 
1990 (Correct through NM 26/90). Scale 1:80,000 at lat. 34°43’ ; 
Mercator proj. (W 58°45’00"—W _ 57°48'00"/S 34°26'30"—S 
34°59'00"). — Washington, D.C. : Defense Mapping Agency, 
Hydrographic/Topographic Center : [DMA, Combat Support 
Center, DOA, distributor], 1990. 

1 map : col. ; 75 x 108 cm. Depths shown by isolines and 
soundings. “Copyright restrictions of the country of origin 
continue to exist.” “Soundings in meters.” Inset: Port of La 
Plata. Scale 1:25,000. Includes compilation diagram. @Item 
378-E-22 S/N 24 AHA 24052 @ DMA 

1. Rio de la Plata (Argentina and Uruguay) — Navigation. 2. 
South Atlantic Ocean — Navigation. I. Title. II. Title: Ap- 


proaches to La Plata and Buenos Aires. OCLC 23277775 
91-12928 


D 5.356:1455/990 
Deutsches Hydrographisches Institut. 
North Sea, coast of West Germany, Elbe River, from Schulau 


91-12931 
D 5.356:24480/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 


to Hamburg / modified reproduction of INT 1455, originally 
published May 1989 by West Germany. 12th ed., Jan. 16, 1990 
(Correct through NM 24/90). Scale 1:15,000 (53°30") ; Mercator 
proj. (E 9°49'20"—E 10°02'30"/N 53°33'18"—N 53°27'48”). 
Scale 1:30,000 (54°) ; Mercator proj. (E 9°39'00"—E 9°52'30"/N 
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graphic Center. 

South America, Panama—Colombia—north coast, Cabo Ti- 
buron to Barranquilla / from various sources to 1987 ; prepared 
and published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. Ist ed., June 16, 1990 (Correct through 





NM 24/90). Scale 1:300,000 at lat. 11°00’ ; Mercator proj. (W 
77°24'00"—W 74°45'00"/N 11°42’'00"—N 7°48’00"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 144 x 84 cm. on sheet 96 x 124 cm. 
“OMEGA.” Depths shown by isolines and soundings. Relief 
shown by contours and spot heights. “Soundings in meters.” 
Includes compilation diagram and index to next larger scale 
charts. @Item 378-E-22 S/N 24 ACO 24480 @ DMA 

1. Atlantic Coast (Colombia) 2. Caribbean Sea — Naviga- 
tion. I. Title. II. Title: Cabo Tiburon to Barranquilla. 
OCLC 23237172 


Government Publications — June 1991 


1 map : col. ; 76 x 94 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From Norwegian surveys 1941-1980.” Place names in Norwe- 
gian, with glossary in English. “Norwegian copyright law ap- 
plies.” “Soundings in meters.” Insets: A. Stavanger Harbor 
— B. Dusavka. Scale 1:10,000. @lItem 378-E-24 S/N 43 
BHA 43342 @ DMA 

1. Nautical charts — North Sea. 2. North Sea — Navigation. 
3. Harbors — Norway — Stavanger — Maps. I. United States. 
Defense Mapping Agency. Hydrographic/Topographic Center. 
II. Title. III. Title: Stavanger Harbor and approaches. OCLC 
23279043 


91-12932 
D 5.356:25567/990 91-12935 
United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 


D 5.356:44076/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 


West Indies, Guadeloupe (France), anchorages in Guadeloupe 
/ prepared and published by the Defense Mapping Agency 
Hydrographic/Topographic Center. 15th ed., Oct. 6, 1990 (Cor- 
rect through NM 40/90). Scales differ ; Mercator proj. (W 
61°56'34"—W 61°20'24"/N 16°26'24"—-N 15°56’34”). — Wash- 
ington, D.C. : The Center : [DMA, Combat Support Center, 
DOA, distributor], 1990. 

3 maps on | sheet : col. ; 62 x 43 cm. or smaller. Depths 
shown by isolines and soundings. Relief shown by contours 
and spot heights. “Soundings in meters.” Contents: A. Ap- 
proaches to Basse-Terre — B. Grande-Terre Moule — C. 
Grande-Terre Port-Louis. @Item 378-E-22 S/N 25 ACO 
25567 @ DMA 

1. Harbors — Guadeloupe— Anchorage. 2. Caribbean 
Sea — Navigation. I. Title. II. Title: Anchorages in Guade- 
loupe. OCLC 23282325 


91-12933 


D 5.356:43125/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Plans on the northwest coast of Norway / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 6th ed., Sept. 29, 1990 (Correct through 
NM 39/90). Scale 1:7,500 ; Mercator proj. (E 16°31'04"—E 
16°36'16"/N 68°49'23”—N 68°46'30"). Scale 1:12,550 ; Mercator 
proj. (E 18°53’55”—E 19°02'50"/N 69°41'00"—N 69°36'12”). — 
Washington, D.C. : The Center : [DMA, Combat Support 
Center, DOA, distributor], 1990. 

2 maps on | sheet : col. ; 72 x 52 cm. and 72 x 47 cm. 
Depths shown by isolines and soundings. Relief shown by 
contours and spot heights. “From Norwegian charts to 1988 
and 1989.” “Copyright restrictions of the country of origin 
continue to exist.” Contents: A. Tromso Harbor — B. Harstad 
Harbor. “Soundings in meters.” Includes source diagram. 
@ltem 378-E-24 S/N 43 AHA 43125 @ DMA 

1. Nautical charts— Norwegian Sea. 2. Harbors — 
Norway — Tromso — Maps. 3. Harbors — Norway — Har- 
stad — Maps. 4. Norwegian Sea — Navigation. I. Title. II. 
Title: Plans on the northwest coast of Norway. OCLC 
23282857 


91-12934 


D 5.356:43342/989 
Norges sjokartverk. 

Norway—west coast, Stavanger Harbor and approaches / 
reproduction of Norwegian chart 445, March 1987 edition, cor- 
rect through Jan. 1989, with modifications in accordance with 
the authorization between the Norwegian Hydrographic Office 
and the Defense Mapping Agency Hydrographic/Topographic 
Center. Sth ed., Sept. 23, 1989 (Correct through NM 38/89). 
Scale 1:25,000 ; Mercator proj. (E 5°30'30"—E 5°55'06"/N 
59°05’42"—-N 58°55'30"). — Washington, D.C. : The Center : 
[DMA, Combat Support Center, DOA, distributor], 1989. 


graphic Center. 

Baltic Sea, East Germany, approaches to Rostock / prepared 
and published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. Ist ed., Sept. 15, 1990 (Correct through 
NM 37/90). Scale 1:20,000 ; Mercator proj. (E 11°57’20’—E 
12°11'00"/N 54°17'10"—N 54°05'20").— Washington, D.C. : 
The Center : [DMA, Combat Support Center, DOA, distribu- 
tor], 1990. 

1 map : col. ; 110 x 75 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From East German and West German charts to 1989.” 
“Copyright restrictions of the country of origin continue to 
exist.” “Soundings in meters.” Inset: Warnemunde Channel. 
Scale 1:10,000. Includes source diagram. @lItem 378-E-24 
S/N 44 BHA 44076 @ DMA 

1. Nautical charts — Baltic Sea. 2. Harbors — Germany — 
Rostock — Maps. 3. Baltic Sea— Navigation. I. Title. I. 
Title: Approaches to Rostock. OCLC 23265848 


91-12936 


D 5.356:44082/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Baltic Sea, Poland—East Germany, northern approaches to 
Swinoujscie and Szczecin / prepared and published by the De- 
fense Mapping Agency Hydrographic/Topographic Center. 
10th ed., July 28, 1990 (Correct through NM 30/90). Scale 
1:100,000 at lat. 54°22’ ; Mercator proj. (E 13°53’00"—E 
14°56'00"/N 54°50’00"—N 53°54'00").— Washington, D.C. : 
The Center : [DMA, Combat Support Center, DOA, distribu- 
tor], 1990. 

1 map : col. ; 104 x 69 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From Polish and West German charts to 1980.” “Copyright 
restrictions of the country of origin continue to exist.” 
“Soundings in meters.” Includes source diagram. @lItem 378- 
E-24 S/N 44 BHA 44082 @ DMA 

1. Nautical charts — Baltic Sea. 2. Baltic Sea — Navigation. 
3. Harbors — Poland — Swinoujscie— Maps. 4. Harbors — 
Poland — Szczecin — Maps. I. Title. II. Title: Northern ap- 
proaches to Swinoujscie and Szczecin. OCLC 23271230 


91-12937 


D 5.356:44084/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Baltic Sea, Poland, port of Szczecin / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. Ist ed., Aug. 25, 1990 (Correct through NM 34/90). 
Scale 1:25,000 ; Mercator proj. (E 14°30'00"—E 14°45'00"/N 
53°37'54”—N 53°24'00"). — Washington, D.C. : The Center : 
[DMA, Combat Support Center, DOA, distributor], 1990. 
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1 map : col. ; 104 x 67 cm. Depths shown by isolines and 
soundings. Relief shown by spot heights. “From Polish 
charts to 1979.” “Copyright restrictions of the country of 
origin continue to exist.” “Soundings in meters.” Includes 
source diagram. @lItem 378-E-24 S/N 44 BHA 44084 @ 
DMA 

1. Harbors — Poland — Szczecin— Maps. 2. Baltic Sea— 
Navigation. I. Title. II. Title: Port of Szczecin. OCLC 
23249930 


91-12938 


D 5.356:44085/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Baltic Sea, East Germany, port of Peenemunde / prepared 
and published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. Ist ed., July 21, 1990 (Correct through 
NM 29/90). Scale 1:40,000 ; Mercator proj. (E 13°37'36"—E 
14°900'00"/N 54°25'15"—N 54°0S'00").— Washington, D.C. : 
The Center : [DMA, Combat Support Center, DOA, distribu- 
tor], 1990. 

1 map : col. ; 94 x 61 cm. Depths shown by isolines and 
soundings. Relief shown by spot heights. “From East 
German and West German charts to 1982.” “Copyright re- 
strictions of the country of origin continue to exist.” “Sound- 
ings in meters.” Includes source diagram. @Item 378-E-24 
S/N 44 BHA 44085 @ DMA 

1. Nautical charts— Baltic Sea. 2. Harbors — Germany — 
Peenemunde — Maps. 3. Baltic Sea— Navigation. I. Title. 
II. Title: Port of Peenemunde. OCLC 23265425 


91-12939 


D 5.356:44140/989 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Baltic Sea, Poland—Sweden, Gdynia to Jaroslawiec including 
Oland / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. 7th ed., Sept. 16, 
1989 (Correct through NM 37/89). Scale 1:255,000 at lat. 60°00’ 
; Mercator proj. (E 16°01'00"—E 18°50'00"/N 56°51'00”"—N 
54°27'00"). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1989. 

1 map : col. ; 106 x 70cm. “DECCA.” Depths shown by 
isolines and soundings. Relief shown by contours and spot 
heights. “From various sources to 1989.” “Copyright restric- 
tions of the country of origin continue to exist.” “Soundings in 
meters.” Includes compilation diagram. @lItem 378-E-24 S/ 
N 44 ACO 44140 @ DMA 

1. Nautical charts— Baltic Sea. 2. Harbors — Poland — 
Maps. 3. Harbors — Sweden— Maps. 4. Baltic Sea — Navi- 
gation. I. Title. II. Title: Gdynia to Jaroslawiec including 
Oland. OCLC 23266221 


91-12940 


D 5.356:44340/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Baltic Sea, western part, Gulf of Finland / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 9th ed., July 28, 1990 (Correct through 
NM 30/90). Scale 1:225,000 at lat. 60°00’ ; Mercator proj. (E 
22°51'00"—E 27°05'00"/N 60°35'30"—N 59°10'30"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 70 x 105 cm. “DECCA.” Depths shown by 
isolines and soundings. Relief shown by spot heights. “From 
Finnish and Soviet Union charts to 1985.” “Soundings in 
meters.” “Copyright restrictions of the country of origin con- 
tinue to exist.” Includes compilation data. @lItem 378-E-24 
S/N 44 ACO 44340 @ DMA 
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1. Nautical charts — Finland, Gulf of. 2. Nautical charts — 
Baltic Sea. 3. Finland, Gulf of —- Navigation. 4. Baltic Sea — 
Navigation. I. Title. II. Title: Gulf of Finland. OCLC 
23263502 


91-12941 


D 5.356:44360/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Baltic Sea, Gulf of Finland, eastern part / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 8th ed., Mar. 31, 1990 (Correct through 
NM 13/90). Scale 1:225,000 ; Mercator proj. (E 26°19'00"—E 
30°33'00"/N 60°46'00"—N 59°22'00").— Washington, D.C. : 
The Center : [DMA, Combat Support Center, DOA, distribu- 
tor], 1990. 

1 map : col. ; 71 x 92 cm. Depths shown by isolines and 
soundings. Relief shown by spot heights. “From various 
sources to 1986.” “Copyright restrictions of the country of 
origin continue to exist.” “Soundings in meters.” Includes 
compilation diagram and index to next larger scale charts. 
@ltem 378-E-24 S/N 44 ACO 44360 @ DMA 

1. Nautical charts — Finland, Gulf of. 2. Nautical charts — 
Baltic Sea. 3. Finland, Gulf of — Navigation. 4. Baltic Sea — 
Navigation. I. Title. II. Title: Gulf of Finland—eastern part. 
III. Title: Gulf of Finland, eastern part. OCLC 23265656 


91-12942 


D 5.356:44430/989 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Baltic Sea, Poland—Soviet Union, Liepaja to Gdynia / pre- 
pared and published by the Defense Mapping Agency Hydro- 
graphic/Topographic Center. Ist ed., Sept. 30, 1989 (Correct 
through NM 39/89). Scale 1:225,000 at lat. 60°00’ ; Mercator 
proj. (E 18°31'30"—E 21°21'00"/N 56°34'00"—N 54°09'45”). — 
Washington, D.C. : The Center : [DMA, Combat Support 
Center, DOA, distributor], 1989. 

1 map : col. ; 105 x 71 cm. Depths shown by isolines and 
soundings. Relief shown by spot heights. “From Soviet 
Union and Polish charts to 1985.” “Copyright restrictions of 
the country of origin continue to exist.” “Soundings in 
meters.” Includes compilation diagram. @lItem 378-E-24 S/ 
N 44 ACO 44430 @ DMA 

1. Nautical charts — Gdansk, Gulf of (Poland and R.S.F.S.R.) 
2. Gdansk, Gulf of (Poland and R.S.F.S.R.) — Navigation. 3. 
Baltic Coast (Poland) 4. Baltic Coast (Soviet Union) I. Title. 
Il. Title: Liepja to Gdynia. OCLC 23270838 


91-12943 


D 5.356:44461/989 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Baltic Sea, Poland—Soviet Union, Rozewie to Mys Taran, 
including Gulf of Gdansk / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic Center. 
8th ed., Sept. 23, 1989 (Correct through NM 38/89). Scale 
1:125,000 at lat. 54°45’ Mercator proj. (E 18°00'00”—E 
20°10'00"/N 55°10'00”—N 54°20'00").— Washington, D.C. : 
The Center : [DMA, Combat Support Center, DOA, distribu- 
tor], 1989. 

1 map : col. ; 75 x i112 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From Polish and Soviet Union charts to 1985.” “Copyright 
restrictions of the country of origin continue to exist.” 
“Soundings in meters.” Includes compilation diagram. @Item 
378-E-24 S/N 44 ACO 44461 @ DMA 

1. Nautical charts — Gdansk, Gulf of (Poland and R.S.F.S.R.) 
2. Gdansk, Gulf of (Poland and R.S.F.S.R.) — Navigation. 3. 





Baltic Coast (Poland) 4. Baltic Coast (Soviet Union) I. Title. 
II. Title: Rozewie to Mys Taran, including Gulf of Gdansk. 
OCLC 23270979 


91-12944 


D 5.356:44465/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Baltic Sea, Poland, approaches to Gdynia and Gdansk / pre- 
pared and published by the Defense Mapping Agency Hydro- 
graphic/Topographic Center. Ist ed., Mar. 3, 1990 (Correct 
through NM 9/90). Scale 1:60,000 ; Mercator proj. (E 
18°30'00"—E 19°29'30"/N 54°43'30"—N 54°20'20”). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 72 x 107 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From Polish charts to 1974.” “Copyright restrictions of the 
country of origin continue to exist.” “Soundings in meters.” 
Includes compilation diagram. @lItem 378-E-24 S/N 44 BHA 
44465 @ DMA 

1. Nautical charts — Gdansk, Gulf of (Poland and R.S.F.S.R.) 
2. Harbors — Poland — Gdynia — Maps. 3. Harbors — 
Poland — Gdansk — Maps. 4. Gdansk, Gulf of (Poland and 


Government Publications — June 1991 


Center. II. Title. III. Title: Ports of Cadiz, Base Naval de 
Rota and E] Puerto de Santa Maria. OCLC 23231161 


91-12947 


D 5.356:51223/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Africa—Morocco—northwest coast, approaches to Casablan- 
ca and Mohammedia / prepared and published by the Defense 
Mapping Agency Hydrographic/Topographic Center. Ist ed., 
Sept. 15, 1990 (Correct through NM 37/90). Scale 1:75,000 ; 
Mercator proj. (W 7°52'18"—E 7°01'00"/N 34°01'00"—N 
33°30'45"). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1990. 

1 map : col. ; 75 x 106 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From Moroccan and French charts to 1987.” “Copyright re- 
strictions of the country of origin continue to exist.” “Sound- 
ings in meters.” Includes compilation diagram. @lItem 378-E- 
25 

1. Indian Ocean — Navigation. 2. Harbors — Morocco — 
Casablanca — Maps. 3. Harbors — Morocco — Mohamme- 
dia — Maps. I. Title. II. Title: Approaches to Casablanca and 
Mohammedia. OCLC 23250690 


R.S.F.S.R.) — Navigation. I. Title. II. Title: Approaches to 
Gdynia and Gdansk. OCLC 23266403 


91-12945 


91-12948 
D 5.356:53110/989 
Mediterranean Sea, France—Italy, west coasts of Corse and Sar- 
degna / prepared and published by Defense Mapping Agency 


D 5.356:51160/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Spain—Portugal—Morocco, Cabo de Sao Vicente to the 
Strait of Gibraltar / from Spanish and Portuguese charts to 
1987 ; prepared and published by the Defense Mapping Agency 
Hydrographic/Topographic Center. 20th ed., Sept. 22, 1990 
(Correct through NM 38/90) Scale 1:300,000 at lat. 36°00’ ; 
Mercator proj. (W 9°15'00"—W 5°35'00"/N 37°20'00"—N 
35°20'00"). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1990. 

1 map : col. ; 74x 110 cm. “DECCA.” Depths shown by 
isolines and soundings. Relief shown by contours and spot 
heights. “Soundings in meters.” “Copyright restrictions of 
the country of origin continue to exist.” Includes index to next 
larger scale charts and source diagram. @lItem 378-E-25 S/N 
51 ACO 51160 @ DMA 

1. Atlantic Coast (Portugal) 2. Atlantic Coast (Spain) 3. 
Atlantic Coast (Morocco) 4. North Atlantic Ocean — Naviga- 
tion. I. Title. II. Title: Cabo de Sao Vicente to the Strait of 
Gibraltar. OCLC 23231096 


Hydrographic/Topographic Center. Ist ed., July 22, 1989 (Cor- 
rect through NM 29/89). Scale 1:300,000 at lat. 41°30’ ; Merca- 
tor proj. (E 6°50’'00”—E 8°38’00"/N 42°46'00”—N 39°05'00"). — 
Washington, D.C. : The Center : [DMA, Combat Support 
Center, DOA, distributor], 1990. 

2 maps : col. ; 75 x 50 cm. and 75 x 66cm. “LORAN C.” 
Depths shown by isolines and soundings. Relief shown by 
contours and spot heights. “From various sources to 1986.” 
“Copyright restrictions of the country of origin continue to 
exist.” “Soundings in meters.” A. Corse (France), Sardegna 
(Italy) — B. Sardegna (Italy). @lItem 378-E-25 S/N 53 ACO 
53110 @ DMA 

1. Harbors — France — Corsica— Maps. 2. Harbors — 
Italy — Sardinia— Maps. 3. Mediterranean Sea — Navigation. 
4. Mediterranean Coast (Corsica, France) 5. Mediterranean 
Coast (Sardinia, Italy) I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title. III. 
Title: West coasts of Corse and Sardegna. OCLC 23273665 


91-12949 
91-12946 D 5.356:53120/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 


D 5.356:51165/989 
Instituto Hidrografico de la Marina (Spain) 


North Atlantic Ocean, Spain—southwest coast, Ports of 
Cadiz, Base Naval de Rota and El Puerto de Santa Maria / 
Hydrographic Institute of the Navy Cadiz Spain ; reproduction 
of Spanish chart 4432, June 1987 edition ; from Spanish surveys 
to 1986. 7th ed., July 15, 1989 (Correct through NM 28/89) 
Scale 1:15,000 at lat. 36°34’ ; Mercator proj. (W 6°20'30"—W 
6°13'06"/N 36°37'48"—N 36°29'30"). — Washington, D.C. : De- 
fense Mapping Agency Hydrographic/Topographic Center : 
[DMA, Combat Support Center, DOA, distributor], 1989. 

1 map : col. ; 102 x 73 cm. Depths shown by isolines and 
soundings. Relief shown by form lines, hachures and spot 
heights. “Soundings in meters.” @lItem 378-E-25 S/N 51 
AHA 51165 @ DMA 

1. Cadiz (Spain)— Maps. 2. Rota (Spain)— Maps. 3. El 
Puerto de Santa Maria (Spain)— Maps. 4. Atlantic Coast 
(Spain) 5. North Atlantic Ocean — Navigation. I. United 
States. Defense Mapping Agency. Hydrographic/Topographic 


Tyrrhenian Sea, Italy—France, Capo Circeo to Capo Fal- 
cone, including east Corse and northeast Sardegna / prepared 
and published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 13th ed., June 9, 1990 (Correct through 
NM 23/90). Scale 1:300,000 at lat. 41°30’ ; Mercator proj. (E 
9°10'00”—E  13°07'00"/N 43°05'00"—N 41°05'00"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 74 x 109 cm. “LORAN C.” Depths shown 
by isolines and soundings. Relief shown by contours and spot 
heights. “From various sources to 1986.” “Copyright restric- 
tions of the country of origin contiue to exist.” “Soundings in 
meters.” Includes compilation diagram and index to next 
larger scale charts. @lItem 378-E-25 S/N 53 ACO 53120 @ 
DMA 

1. Nautical charts — Tyrrhenian Sea. 2. Tyrrhenian Sea — 
Navigation. 3. Harbors — Italy — Maps. 4. Harbors — 
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France — Corsica — Maps. I. Title. II. Title: Capo Circeo to 1. Nautical charts — Aegean Sea. 2. Aegean Sea — Naviga- 
Capo Falcone. OCLC 23231462 tion. I. Title. II. Title: Thessaloniki to Canakkale Bogat (Dar- 
91-12950 danelles). OCLC 23273030 


D 5.356:53266/990 91-12953 


Istituto idrografico della Marina. 


D 5.356:54400/990 
Italy, Mediterranean Sea, Sardegna—west coast, Isola San 


United States. Defense Mapping Agency. Hydrographic/Topo- 


Pietro to Capo San Marco / reproduction of Italian chart 47, 
4th edition, March 1988, with modifications in accordance with 
agreement between the Italian Navy Hydrographic Institute, 
Genova, and the Defense Mapping Agency Hydrographic/ 
Topographic Center. 4th ed., Apr. 14, 1990 (Correct through 
NM 15/90). Scale 1:100,000 ; Mercator proj. (E 7°53’00"—E 
8°41'54”/N 40°00'51"—N 39°03'00"). — Washington, D.C. : The 
Center : [DMA, Combat Support Center, DOA, distributor], 
1990. 

1 map : col. ; 107 x 70 cm. Depths shown by isolines and 
soundings. Relief shown by form lines and spot heights. 
“From Italian surveys to 1983.” Place names in Italian, with 
glossary in English. “Copyright restrictions of the country of 
origin continue to exist.” “Soundings in meters.” @lItem 378- 
E-25 S/N 53 XCO 53266 @ DMA 

1. Harbors — Italy — Sardinia— Maps. 2. Nautical charts — 
Mediterranean Sea. 3. Mediterranean Sea— Navigation. 4. 
Mediterranean Coast (Sardinia, Italy) I. United States. Defense 
Mapping Agency. Hydrographic/Topographic Center. II. 
Title. III. Title: Isola San Pietro to Capo San Marco. OCLC 
23259925 


graphic Center. 

Mediterranean, Aegean Sea, Greece—Turkey, Nisos Samos to 
Nisos Rodhos including Dhodhekanisos (Dodecanese) and 
southwest coast of Turkey / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic Center. 
8th ed., June 2, 1990 (Correct through NM 22/90). Scale 
1:255,000 at lat. 36°30’ ; Mercator proj. (E 25°56'00"—E 
28°16'00"/N 37°56'00"—N 35°00'00").— Washington, D.C. : 
The Center : [DMA, Combat Support Center, DOA, distribu- 
tor], 1990. 

1 map : col. ; 128 x 82cm. “LORAN C.” Depths shown 
by isolines and soundings. Relief shown by contours and spot 
heights. “From Greek and German charts to 1985.” “Copy- 
right restrictions of the country of origin continue to exist.” 
“Soundings in meters.” Includes a compilation diagram and 
index to next larger scale charts. @lItem 378-E-25 S/N 54 
ACO 54400 @ DMA 

1. Nautical charts — Aegean Sea. 2. Aegean Sea — Naviga- 
tion. 3. Dodekanesos (Greece) I. Title. II. Title: Nisos 
Samos to Nisos Rodhos including Dhodhekanisos (Dodecanese) 
and southwest coast of Turkey. OCLC 23265158 


91-12951 
D 5.356:54163/989 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 


91-12954 
D 5.356:55085/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 


Italy—Yugoslavia, Mediterranean Sea, Adriatic Sea, Gulf of 
Trieste / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. 13th ed., Dec. 2, 
1989 (Correct through NM 48/90). Scale 1:20,000 ; Mercator 
proj. (E 13°43'00"—E 13°48'54"/N 45°41'00"—N 45°35’00"). 
Scale 1:70,000 ; Mercator proj. (E 13°14’00"—E 13°50'12"/N 
45°49'06"—N 42°25'06”).— Washington, D.C. : The Center : 
[DMA, Combat Support Center, DOA, distributor], 1989. 

2 maps : col. ; 64 x 40 cm. and 64 x 68 cm. Depths shown 
by isolines and soundings. Relief shown by contours and spot 
heights. “From Italian and Yugoslavia charts to 1987.” 
“Copyright restrictions of the country of origin continue to 
exist.” “Soundings in meters.” Contents: Gulf of Trieste — 
Porto di Trieste and Baia di Muggia. Includes compilation 
diagram. @lItem 378-E-25 S/N 54 BHA 54163 @ DMA 

1. Harbors — Italy — Trieste Maps. 2. Nautical charts — 
Trieste, Gulf of. 3. Trieste, Gulf of — Navigation. I. Title. 
II. Title: Gulf of Trieste. OCLC 23282007 


graphic Center. 

Soviet Union, Black Sea, Kurortnoye to Ochakov / prepared 
and produced by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 7th ed., Sept. 22, 1990 (Correct through 
NM 38/90). Scale 1:150,000 at lat. 46°02'30” : Mercator proj. (E 
30°15'00"—E 31°33’00"/N 46°40'00"—N 45°25'00"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 93 x 68 cm. Depths shown by isolines and 
soundings. Relief shown by spot heights. “From U.S.S.R. 
charts to 1986.” “Copyright restrictions of the country of 
origin continue to exist.” “Soundings in meters.” Includes 
compilation diagram. @Item 378-E-25 S/N 55 BHA 55085 
@ DMA 

1. Nautical charts — Black Sea. 2. Black Sea — Navigation. 
I. Title. Il. Title: Kurortnoye to Ochakov. OCLC 23230758 


91-12955 
D 5.356:55129/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 


91-12952 
D 5.356:54360/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Mediterranean, Aegean Sea—northern part, Greece—Turkey, 
Thessaloniki to Canakkale Bogat (Dardanelles) / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 12th ed., Sept. 22, 1990 (Correct through 
NM 38/90). Scale 1:255,000 at lat. 38°00’ ; Mercator proj. (E 
22°32'00" —E 26°13'00"/N 41°07'00"—N 39°22’00"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 81 x 130 cm. “LORAN C.” Depths shown 
by isolines and soundings. Relief shown by contours and spot 
heights. “From Greek charts to 1987.” “Copyright restric- 
tions of the country of origin continue to exist.” “Soundings in 
meters.” Includes compilation diagram and index to next 
larger scale charts. @Item 378-E-25 S/N 54 ACO 54360 @ 
DMA 
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Black Sea, Soviet Union, Port Novorossiysk and approaches / 
prepared and produced by the Defense Mapping Agency Hy- 
drographic/Topographic Center. 6th ed., Oct. 6, 1990 (Correct 
through NM 40/90). Scale 1:50,000 : Mercator proj. (E 
37°28'00" —E 38°05'00"/N 44°46'00"—N 44°26'00"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 75 x 98 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From Soviet Union charts to 1983.” “Copyright restrictions 
of the country of origin continue to exist.” “Soundings in 
meters.” Includes source diagram. @lItem 378-E-25 S/N 55 
BHA 55129 @ DMA 

1. Nautical charts— Black Sea. 2. Harbors — Russian 
S.F.S.R. — Novorossiisk. 3. Black Sea — Navigation. I. Title. 
II. Title: Port Novorossiysk and approaches. OCLC 23231052 





91-12956 


D 5.356:55133/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Black Sea, Soviet Union, Port of Tuapse and approaches / 
prepared and produced by the Defense Mapping Agency Hy- 
drographic/Topographic Center. 2nd ed., Sept. 15, 1990 (Cor- 
rect through NM 37/90). Scale 1:50,000 : Mercator proj. (E 
38°44'00"—E 39°20'00"/N 44°14'00”—N 43°54'00”). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 75 x 97 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From Soviet Union charts to 1983.” “Copyright restrictions 
of the country of origin continue to exist.” “Soundings in 
meters.” Inset: Tuapse. Scale 1:20,000. Includes source dia- 
gram. @lItem 378-E-25 S/N 55 XHA 55133 @ DMA 

1. Nautical charts— Black Sea. 2. Harbors — Russian 
S.F.S.R.— Tuapse. 3. Black Sea— Navigation. I. Title. II. 
Title: Port of Tuapse and approaches. OCLC 23231632 


91-12957 


D 5.356:57061/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Africa—west coast, Ghana, approaches to Takoradi and Se- 
kondi / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. 4th ed., May 19, 
1990 (Correct through NM 20/90). Scale 1:60,000 ; Mercator 
proj. (W 2°05'30"—W_ 1°30'00"/N 5°03’00"—N 4°39'00"). — 
Washington, D.C. : The Center : [DMA, Combat Support 
Center, DOA, distributor], 1990. 

1 map : col. ; 74 x 110 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From British Admiralty charts to 1982.” “Copyright restric- 
tions of the country of origin continue to exist.” “Soundings in 
meters.” Includes compilation diagram. @lItem 378-E-25 S/ 
N 57 BHA 57061 @ DMA 

1. Guinea, Gulf of — Navigation. 2. Harbors — Ghana — Ta- 
koradi— Maps. 3. Harbors — Ghana — Sekondi— Maps. I. 
Title. II. Title: Approaches to Takoradi and Sekondi. OCLC 
23249498 


91-12958 


D 5.356:57062/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Africa—Ghana, approaches to Takoradi and Sekondi / pre- 
pared and published by the Defense Mapping Agency Hydro- 
graphic/Topographic Center. 8th ed., Feb. 24, 1990 (Correct 
through NM 8/90). Scale 1:12,000 ; Mercator proj. (W 
1°45'18"—E 1°40'30"/N 4°58’00"—N 4°51'00”). — Washington, 
D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 108 x 74 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From a British chart and a Ghana survey to 1986.” “Copy- 
right restrictions of the country of origin continue to exist.” 
“Soundings in meters.” Includes source diagram. @lItem 378- 
E-25 S/N 57 BHA 57062 @ DMA 

1. Guinea, Gulf of — Navigation. 2. Harbors — Ghana — Ta- 
koradi— Maps. 3. Harbors — Ghana — Sekondi— Maps. I. 
Title. II. Title: Approaches to Takoradi and Sekondi. OCLC 
23249450 


91-12959 


D 5.356:57064/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Africa—west coast, Ivory Coast, port of Abidjan / prepared 
and published by the Defense Mapping Agency Hydrographic/ 


Government Publications — June 1991 


Topographic Center. Ist ed., Apr. 28, 1990 (Correct through 
NM 17/90). Scale 1:12,000 ; Mercator proj. (W 4°03'36"—W 
3°58'48”/N 5°20'00"—N 5°13'00"). — Washington, D.C. : The 
Center : [DMA, Combat Support Center, DOA, distributor], 
1990. 

1 map : col. ; 108 x 74 cm. Depths shown by isolines and 
soundings. Relief shown by spot heights. “From Ivory Coast 
survey and French charts to 1988.” “Copyright restrictions of 
the country of origin continue to exist.” “Soundings in 
meters.” Includes compilation diagram. @Item 378-E-25 S/ 
N 57 AHA 57064 @ DMA 

1. Nautical charts — Guinea, Gulf of. 2. Guinea, Gulf of — 
Navigation. 3. Harbors — Ivory Coast — Abidjan— Maps. 4. 
Atlantic Coast (Ivory Coast) I. Title. II. Title: Port of Abid- 
jan. OCLC 23243315 


91-12960 


D 5.356:57100/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Africa—west coast, Nigeria, Gulf of Guinea, River Dodo to 
Bonny River / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. 9th ed., May 26, 
1990 (Correct through NM 21/90). Scale 1:300,000 at lat. 0°00’ ; 
Mercator proj. (W 4°35'00"—E 7°30'00"/N 4°55'00"—N 
2°55'00”). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1990. 

1 map : col. ; 74x 109cm. “OMEGA.” Depths shown by 
isolines and soundings. Relief shown by spot heights. “From 
various sources to 1989.” “Copyright restrictions of the coun- 
try of origin continue to exist.” “Soundings in meters.” In- 
cludes compilation diagram. @Item 378-E-25 S/N 57 ACO 
57140 @ DMA 

1. Nautical charts — Guinea, Gulf of. 2. Guinea, Gulf of — 
Navigation. I. Title. II. Title: River Dodo to Bonny River. 
OCLC 23271898 


91-12961 


D 5.356:57241/989 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Congo, Africa—west coast, approaches to Pointe-Noire / pre- 
pared and published by the Defense Mapping Agency Hydro- 
graphic/Topographic Center. 11th ed., Sept. 16, 1989 (Correct 
through NM 37/89). Scale 1:10,000 ; Mercator proj. (E 
11°48’00"—E 11°52'20"/S 4°45'00”—S 4°48’00"). Scale 1:50,000 ; 
Mercator proj. (E 11°41'30"—E_ 11°52'30"/S_ 4°36'35"—S 
4°54'00”). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1989. 

2 maps : col. ; 65 x 41 and 65 x 84 cm. Depths shown by 
isolines and soundings. Relief shown by spot heights. “From 
French charts to 1987.” “Copyright restrictions of the country 
of origin continue to exist.” “Soundings in meters.” @Item 
378-E-25 S/N 57 BHA 57241 @ DMA 

1. Atlantic Coast (Congo) 2. Harbors — Congo — Point- 
Noire (Brazzaville) — Maps. I. Title. II. Title: Approaches to 
Pointe-Noire. OCLC 23273281 


91-12962 


D 5.356:61204/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Africa—east coast, Zanzibar Island, Zanzibar Harbor / pre- 
pared and published by the Defense Mapping Agency Hydro- 
graphic/Topographic Center. 5th ed., July 21, 1990 (Correct 
through NM 29/90). Scale 1:12,500 ; Mercator proj. (E 
39°06'53”—E 39°13’30"/N 6°06'48"—N 6°11'12"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 
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1 map : col. ; 65 x 98 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From British Admiralty charts to 1986.” “Copyright restric- 
tions of the country of origin continue to exist.” “Soundings in 
meters.” Includes compilation diagram. @lItem 378-E-26 S/ 
N 61 AHA 61204 @ DMA 

1. Nautical charts — Indian Ocean. 2. Indian Ocean — Navi- 
gation. 3. Harbors — Zanzibar — Zanzibar — Maps. I. Title. 
II. Title: Zanzibar Harbor. OCLC 23250290 


91-12963 
D 5.356:61280/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Africa—east coast, Somalia, Raas Garmaal to Raas Binna / 
prepared and published by the Defense Mapping Agency Hy- 
drographic/Topographic Center. 4th ed., Mar. 17, 1990 (Cor- 
rect through NM 11/90). Scale 1:300,000 at lat. 05°00’ N ; 
Mercator proj. (E 50°18’00"—E 52°20'00"/N 11°20'00"—N 
8°22'00"). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1990. 

1 map : col. ; 111 x 76 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“OMEGA.” “From various sources to 1986.” “Copyright re- 
strictions of the country of origin continue to exist.” “Sound- 
ings in meters.” Includes compilation diagram. @Item 378-E- 
26 S/N 61 ACO 61280 @ DMA 


1. Nautical charts— Aden, Gulf of. 2. Nautical charts — 
Arabian Sea. 3. Aden, Gulf of— Navigation. 4. Arabian 
Sea — Navigation. I. Title. II. Title: Raas Aantaara to Raas 
Binna, including Abd al Kuri. OCLC 23243799 


91-12966 


D 5.356:62070/991 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Africa—east coast, Gulf of Aden, Somalia, Raas Jilbo to Raas 
Goragii / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. 3rd ed., Jan. 12, 
1991 (Correct through NM 2/91). Scale 1:300,000 ; Mercator 
proj. (E 46°46'00"—E 49°46'00"/N 12°52'00"—N 10°51’00"). — 
Washington, D.C. : The Center : [DMA, Combat Support 
Center, DOA, distributor], 1991. 

1 map : col. ; 74 x 108 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“OMEGA.” “From British Admiralty and Italian charts to 
1951.” “Copyright restrictions of the country of origin contin- 
ue to exist.” “Soundings in meters.” Includes source diagram. 
@ltem 378-E-26 S/N 62 ACO 62070 @ DMA 

1. Nautical charts— Aden, Gulf of. 2. Aden, Gulf of — 
Navigation. 1. Title. II. Title: Raas Jilbo to Raas Goragii. 
OCLC 23243946 


1. Nautical charts — Indian Ocean. 2. Indian Ocean — Navi- 
gation. 3. Indian Coast (Africa) I. Title. II. Title: Raas Gar- 
maal to Raas Binna. OCLC 23244808 


91-12964 


91-12967 


D 5.356:62093/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 
Africa—northeast coast, Republic of Djibouti, Djibouti and 
approaches / prepared and published by the Defense Mapping 


D 5.356:62000/991 
United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Africa—Arabian Peninsula, Gulf of Aden / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 20th ed., Jan. 12, 1991 (Correct through 
NM 2/91). Scale 1:10,000 ; Mercator proj. (E 43°07'00"—E 
53°10'00"/N 16°54'00"—N_ 10°10'00"). — Washington, D.C. : 
The Center : [DMA, Combat Support Center, DOA, distribu- 
tor], 1991. 

1 map : col. ; 75 x 109 cm. Depths shown by isolines and 
soundings. Relief shown by spot heights. “From U.S. and 
British Admiralty charts to 1991.” “Copyright restrictions of 
the country of origin continue to exist.” “Soundings in 
meters.” Includes index to next larger scale charts. @Item 
378-E-26 S/N 62 ACO 62000 @ DMA 

1. Nautical charts— Aden, Gulf of. 2. Aden, Gulf of — 
Navigation. I. Title. II. Title: Gulf of Aden. OCLC 
23243594 


91-12965 
D 5.356:62050/991 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Africa—east coast, Gulf of Aden, Somalia—Yemen, Raas 
Aantaara to Raas Binna, including Abd al Kuri / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. Sth ed., Jan. 12, 1991 (Correct through 
NM 2/91). Scale 1:300,000 ; Mercator proj. (E 49°30'00"—E 
52°30'00"/N 13°06'00"—N_ 11°05'00"). — Washington, D.C. : 
The Center : [DMA, Combat Support Center, DOA, distribu- 
tor], 1991. 

1 map : col. ; 74 x 108 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“OMEGA.” “From various sources to 1988.” “Copyright re- 
strictions of the country of origin continue to exist.” “Sound- 
ings in meters.” Includes source diagram. @lItem 378-E-26 
S/N 62 ACO 62050 @ DMA 
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Agency Hydrographic/Topographic Center. Sth ed., Dec. 8, 


1990 (Correct through NM 49/90). Scale 1:20,000 ; Mercator 
proj. (E 43°03’50"—E 43°12’00"/N 11°44'52”—N 11°33'00"). — 
Washington, D.C. : The Center : [DMA, Combat Support 
Center, DOA, distributor], 1990. 

1 map : col. ; 110 x 75 cm. Depths shown by isolines and 
soundings. Relief shown by spot heights. “From French 
charts to 1985.” “Copyright restrictions of the country of 
origin continue to exist.” “Soundings in meters.” Includes 
source diagram. @lItem 378-E-26 S/N 62 AHA 62093 @ 
DMA 

1. Nautical charts— Aden, Gulf of. 2. Aden, Gulf of — 
Navigation. 3. Harbors — Djibouti — Djibouti— Maps. I. 
Title. II. Title: Approaches to Djibouti. OCLC 23242874 


91-12968 


D 5.356:62095/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Africa—northeast coast, Republic of Djibouti, port of Dji- 
bouti / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. Ist ed., Dec. 8, 
1990 (Correct through NM 49/90). Scale 1:10,000 ; Mercator 
proj. (E 43°04'54”—E 43°11'00"/N 11°38’45"—N 11°34’42”). — 
Washington, D.C. : The Center : [DMA, Combat Support 
Center, DOA, distributor], 1990. 

1 map : col. ; 75 x 111 cm. Depths shown by isolines and 
soundings. Relief shown by spot heights. “From French 
charts to 1985.” “Copyright restrictions of the country of 
origin continue to exist.” “Soundings in meters.” Includes 
source diagram. @lItem 378-E-26 S/N 62 AHA 62095 @ 
DMA 

1. Nautical charts — Aden, Gulf of. 2. Aden, Gulf of — 
Navigation. 3. Harbors — Djibouti — Djibouti— Maps. I. 
Title. II. Title: Approaches to Djibouti. OCLC 23242977 





91-12969 


D 5.356:62098/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Gulf of Aden, Yemen, Bandar at Tawahi (Aden Harbor) / 
prepared and published by the Defense Mapping Agency Hy- 
drographic/Topographic Center. 3rd ed., Dec. 15, 1990 (Cor- 
rect through NM 50/90). Scale 1:20,000 ; Mercator proj. (E 
44°52'00"—E 45°03'45"/N 12°50’05"—N 12°42'00"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 75 x 107 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From British Admiralty charts to 1990.” “Copyright restric- 
tions of the country of origin continue to exist.” “Soundings in 
meters.” Includes source diagram. @Item 378-E-26 S/N 62 
AHA 62098 @ DMA 

1. Nautical charts— Aden, Gulf of. 2. Harbors — Yemen 
(People’s Democratic Republic) Aden— Maps. 3. Aden, 
Gulf of — Navigation. I. Title. II. Title: Bandar at Tawahi 
(Aden Harbor). OCLC 23248434 


91-12970 


D 5.356:62225/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Gulf of Aqaba, Elat and al Aqabah / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. Ist ed., Nov. 24, 1990 (Correct through NM 47/90). 
Scale 1:25,000 ; Mercator proj. (E 34°50’00"—E 35°01'00"/N 
29°33'30"—N 29°19'00"). — Washington, D.C. : The Center : 
[DMA, Combat Support Center, DOA, distributor], 1990. 

1 map : col. ; 108 x 72 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From a British Admiralty chart of 1986.” “Copyright restric- 
tions of the country of origin continue to exist.” “Soundings in 
meters.” Includes source diagram. @lItem 378-E-26 S/N 62 
AHA 62225 @ DMA 

1. Nautical charts — Aqaba, Gulf of. 2. Aqaba, Gulf of — 
Navigation. I. Title. II. Title: Elat and al Aqabah. OCLC 
23245936 


91-12971 


D 5.356:62230/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Red Sea, nerth part, Madig Gubal to Geziret Zabargad / 
prepared and published by the Defense Mapping Agency Hy- 
drographic/Topographic Center. 2nd ed., Dec. 29, 1990 (Cor- 
rect through NM 52/90). Scale 1:500,000 at lat. 21900’ ; Merca- 
tor proj. (E 33°52'00"—E 37°30'00"/N  28°12'00"—N 
22°35'00"). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1990. 

1 map: col.; 110x 76cm. “OMEGA.” Depths shown by 
isolines and soundings. Relief shown by spot heights. “From 
various charts to 1990 and surveys to 1981.” “Copyright re- 
strictions of the country of origin continue to exist.” “Sound- 
ings in meters.” Inset: Continuation ... at the same scale. In- 
cludes source and index to next larger scale charts. 
@ltem 378-E-26 S/N 62 ACO 62230 @ DMA 

1. Nautical charts — Red Sea. 2. Red Sea— Navigation. 3. 
Red Sea Coast (Saudi Arabia) 4. Red Sea Coast (Egypt) I. 
Title. Hl. Title: Madig Gubal to Geziret Zabargad. OCLC 
23245244 


91-12972 


D 5.356:62241/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Red Sea, Saudi Arabia, Mina Jiddah / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
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Center. 8th ed., June 30, 1990 (Correct through NM 26/90). 
Scale 1:15,000 ; Mercator proj. (E 39°05'00”—E 39°11'28"/N 
21°31'28"—N_ 21°22'30"). — Washington, D.C. : The Center : 
[DMA, Combat Support Center, DOA, distributor], 1990. 

1 map : col. ; 110 x 76 cm. Depths shown by isolines and 
soundings. “From British Admiralty charts of 1987.” “Copy- 
right restrictions of the country of origin continue to exist.” 
“Soundings in meters.” Includes source diagram. @Item 378- 
E-26 S/N 62 AHA 62241 @ DMA 

1. Harbors — Saudi Arabia —Jiddah— Maps. 2. Nautical 
charts— Red Sea. 3. Red Sea— Navigation. I. Title. II. 
Title: Mina Jiddah. OCLC 23244157 


91-12973 


D 5.356:62250/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Red Sea, north central part, Geziret Zeberged to Bur Sudan / 
prepared and published by the Defense Mapping Agency Hy- 
drographic/Topographic Center. 3rd ed., Dec. 29, 1990 (Cor- 
rect through NM 52/90). Scale 1:500,000 at lat. 21900’ ; Merca- 
tor proj. (E 36°10'00"—E 39°48'00"/N 24°20'00"—N 
19°22'00”). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1990. 

1 map : col. ; 111 x 76cm. “OMEGA.” Depths shown by 
isolines and soundings. Relief shown by spot heights. “From 
various sources to 1990.” “Copyright restrictions of the coun- 
try of origin continue to exist.” “Soundings in meters.” In- 
cludes source diagram and index to next larger scale charts. 
@ltem 378-E-26 S/N 62 ACO 62250 @ DMA 

1. Nautical charts — Red Sea. 2. Red Sea— Navigation. 3. 
Red Sea Coast (Saudi Arabia) 4. Red Sea Coast (Egypt) I. 
Title. II. Title: Geziret Zeberged to Bur Sudan. OCLC 
23245046 


91-12974 


D 5.356:62270/991 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Red Sea, south central part, Bur Sudan to Sajid / prepared 
and published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 3rd ed., Jan. 5, 1991 (Correct through NM 
1/91) Scale 1:500,000 at lat. 21900’ ; Mercator proj. (E 
37°08'00"—E 42°25'00"/N 20°22'00"—N 16°52'00"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1991. 

1 map : col. ; 77x 110cm. “OMEGA.” Depths shown by 
isolines and soundings. Relief shown by spot heights. 
“Soundings in meters.” Includes source diagram. “Copyright 
restrictions of the country of origin continue to exist.” @Item 
378-E-26 S/N 62 ACO 62270 @ DMA 

1. Nautical charts — Red Sea. 2. Red Sea — Navigation. I. 
Title. II. Title: Bur Sudan to Sajid. OCLC 23244281 


91-12975 


D 5.356:62340 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Arabian Sea, Oman, Ra’s Dugm to Ra’s al Hadd / prepared 
and published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 2nd ed., Jan. 12, 1991 (Correct through 
NM 2/91). Scale 1:300,000 at lat. 24°30’ ; Mercator proj. (E 
58°20'00”—E 60°32'00"/N 22°42’00"—N 19°42’00"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA 
distributor], 1991. 

1 map : col. ; 109 x 76cm. “OMEGA.” Depths shown by 
isolines and soundings. Relief shown by spot heights. “From 
British Admiralty and U.S. charts to 1990.” “Copyright re- 
strictions of the country of origin continue to exist.” “Sound- 
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ings in meters.” Inset: Continuation ... at the same scale. In- 
cludes source diagram. @lItem 378-E-26 S/N 62 ACO 62340 
@ DMA 

1. Nautical charts — Arabian Sea. 2. Arabian Sea — Naviga- 
tion. 3. Harbors —Oman— Maps. I. Title. II. Title: Ra’s 
Duqm to Ra’s al Hadd. OCLC 23249277 


91-12976 


D 5.356:62393/991 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Persian Gulf, Iran, approaches to Bandar Abbas / prepared 
and published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 6th ed., Jan. 19, 1991 (Correct through 
NM 3/91). Scale 1:100,000 ; Mercator proj. (E 55°58’00”—E 
57904'30"/N 27°18'00"—N 26°38’00").— Washington, D.C. 
The Center : [DMA, Combat Support Center, DOA, distribu- 
tor], 1991. 

1 map : col. ; 74x 110 cm. Depths shown by soundings and 
isolines. “From U.S. and British Admiralty charts to 1990 and 
U.S. Navy surveys to 1961.” “Copyright restrictions of the 
country of origin continue to exist.” “Soundings in meters.” 
Includes source diagram. @lItem 378-E-26 S/N 62 AHA 
62393 @ DMA 

1. Harbors —Iran— Bandar Abbas— Maps. 2. Nautical 
charts — Persian Gulf. 3. Persian Gulf — Navigation. I. Title. 
II. Title: Approaches to Bandar Abbas. OCLC 23238757 


91-12977 


D 5.356:62394/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Persian Gulf, Iran, Bandar Abbas / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. 9th ed., Dec. 29, 1990 (Correct through NM 52/90). 
Scale 1:25,000 ; Mercator proj. (E 56°09'00"—E 56°20'20"/N 
27°11'30"—N 26°57'00").— Washington, D.C. : The Center : 
[DMA, Combat Support Center, DOA, distributor], 1990. 

1 map : col. ; 75 x 110 cm. Depths shown by soundings and 
isolines. “From various sources to 1990.” “Copyright restric- 
tions of the country of origin continue to exist.” “Soundings in 
meters.” Includes source diagram. @lItem 378-E-26 S/N 62 
AHA 62394 @ DMA 

1. Harbors —tIran— Bandar Abbas— Maps. 2. Nautical 
charts — Persian Gulf. 3. Persian Gulf — Navigation. I. Title. 
II. Title: Bandar Abbas. OCLC 23238340 


91-12978 


D 5,356:62449/991 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Persian Gulf, United Arab Emirates, plans of Das, Sir Bu 
Nuayr, and Arzanah / prepared and published by the Defense 
Mapping Agency Hydrographic/Topographic Center. 3rd ed., 
Jan. 12, 1991 (Correct through NM 2/91). Scale 1:30,000 ; 
Mercator proj. (E 52°26'00"—E 54°18'32"/N 25°16'56”"—N 
24°43'00"). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1991. 

3 maps : col. ; 75 x 53 cm. or smailer. Depths shown by 
isolines and soundings. Relief shown by spot heights. “From 
surveys to 1977 and British Admiralty charts to 1987.” “Copy- 
right restrictions of the country of origin continue to exist.” 
“Soundings in meters.” Includes source diagram. @lItem 378- 
E-26 S/N 62 AHA 62449 @ DMA 

1. Harbors — United Arab Emirates— Maps. 2. Nautical 
charts — Persian Gulf. 3. Persian Gulf — Navigation. I. Title. 
Il. Title: Plans of Das, Sir Bu Nuayr, and Arzanah. OCLC 
23277123 
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91-12979 


D 5.356:62450/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Asia, Persian Gulf—northeastern part, Iran—Saudi Arabia, 
Damagheh-Ye Bahrgan to Ras-e Nay Band / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 4th ed., Aug. 11, 1990 (Correct through 
NM 32/90). Scale 1:300,000 at lat. 27°30’ ; Mercator proj. (E 
49°22'00”—E 52°42'00"/N 30°15'00"—N 27°18'00"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 76x 110cm. “OMEGA.” Depths shown by 
isolines and soundings. Relief shown by contours and spot 
heights. “Soundings in meters.” “From various sources to 
1990.” “Copyright restrictions of the country of origin contin- 
ue to exist.” Inset: Continuation ... at the same scale. Includes 
compilation diagram. @lItem 378-E-26 S/N 62 ACO 62450 
@ DMA 

1. Nautical charts — Persian Gulf. 2. Persian Gulf — Naviga- 
tion. I. Title. II. Title: Damagheh-ye Bahrgan to Ras-e Nay 
Band. OCLC 23238058 


91-12980 


D 5.356:62460/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Asia, Iran—United Arab Emirates, Persian Gulf—eastern part 
/ prepared and published by the Defense Mapping Agency 
Hydrographic/Topographic Center. 3rd ed., Aug. 25, 1990 
(Correct through NM 34/90). Scale 1:200,000 at lat. 25°30’ ; 
Mercator proj. (E 53°48'00"—E 55°58'00"/N 26°45’00"—N 
25°23'00" ). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1990. 

1 map : col. ; 77 x 109 cm. “DECCA.” Depths shown by 
isolines and soundings. Relief shown by spot heights. “From 
various sources to 1989.” “Copyright restrictions of the coun- 
try of origin continue to exist.” “Soundings in meters.” In- 
cludes compilation diagram. [Item 378-E-26; class:hgw/cat:vm] 
@ltem 378-E-26 S/N 62 ACO 62460 @ DMA 

1. Nautical charts— Persian Gulf. 2. Harbors — Iraq — 
Maps. 3. Harbors — United Arab Emirates— Maps. 4. Per- 
sian Gulf — Navigation. I. Title. II. Title: Persian Gulf—east- 
ern part. OCLC 23237658 


91-12981 


D 5.356:63232/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

Sri Lanka—south west coast, approaches to Galle / prepared 
and published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. Ist ed., Apr. 28, 1990 (Correct through 
NM 17/90). Scale 1:100,000 ; Mercator proj. (E 79°44'00"—E 
80°42'00"/N 6°19'00"—N 5°39’00"). — Washington, D.C. : The 
Center : [DMA, Combat Support Center, DOA, distributor], 
1990. 

1 map : col. ; 75 x 110 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From British Admiralty charts to 1985.” “Copyright restric- 
tions of the country of origin continue to exist.” “Soundings in 
meters.” [Item 378-E-26; vm] @lItem 378-E-26 S/N 63 
AHA 63232 @ DMA 

1. Harbors—Sri Lanka—Galle— Maps. 2. Nautical 
charts—-Indian Ocean. 3. Indian Ocean — Navigation. I. 
Title. II. Title: Approaches to Galle. OCLC 23250854 





91-12982 


D 5.356:63241/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Sri Lanka—east coast, approaches to Trincomalee / prepared 
and published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 4th ed., Nov. 3, 1990 (Correct through 
NM 44/90). Scale 1:50,000 ; Mercator proj. (E 81°08’30"—E 
81°38'00"/N 8°44'00"—N 8°24'00"). — Washington, D.C. : The 
Center : [DMA, Combat Support Center, DOA, distributor], 
1990. 

1 map : col. ; 74 x 109 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From British Admiralty and U.S. charts to 1990.” “Copyright 
restrictions of the country of origin continue to exist.” 
“Soundings in meters.” Includes compilation diagram. [Item 
378-E-26; vm] @lItem 378-E-26 S/N 63 BHA 63241 @ DMA 

1. Harbors — Sri Lanka — Trincomalee — Maps. 2. Nautical 
charts— Indian Ocean. 3. Indian Ocean — Navigation. I. 
Title. II. Title: Approaches to Trincomalee. OCLC 23259598 


91-12983 


D 5.356:71305/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Indonesia—Malaysia—Thailand, strait of Malacca—northern 
part / prepared and published by the Defense Mapping Agency 
Hydrographic/Topographic Center. Ist ed., Oct. 20, 1990 (Cor- 
rect through NM 42/90) Scale 1:300,000 at lat. 6°; Mercator 
proj. (E 97°28'00"—E 100°26'00"/N 6°32'00"—N 4°24'00"). — 
Washington, D.C. : The Center : [DMA, Combat Support 
Center, DOA, distributor], 1990. 

1 map: col.;: 79x 110cm. “OMEGA.” Depths shown by 
isolines and soundings. Relief shown by form lines and spot 
heights. “Soundings in fathoms.” Includes source di 


diagram 
and index to next larger scale charts. @lItem 378-E-27 S/N 
71 ACO 71305 @ DMA 
1. Nautical charts — Malacca, Strait of. 2. Malacca, Strait 
of — Navigation. I. Title. II. Title: Strait of Malacca—north- 
ern part. OCLC 23279667 


91-12984 


D 5.356:71315/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Thailand—Malaysia, Ko Klang to Pulau Langkawi / prepared 
and published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. Ist ed., Sept. 15, 1990 (Correct through 
NM 37/90). Scale 1:200,000 at lat. 2°00’ ; Mercator proj. (E 
99°00'00"—E 100°21'00"/N 7°50’00"—N 5°52'00"). — Washing- 
ton, D.C. : The Center : [DMA, Combat Support Center, DOA, 
distributor], 1990. 

1 map : col. ; 109 x 75 cm. Depths shown by isolines and 
soundings. Relief shown by contours and spot heights. 
“From British Admiralty and Thailand charts to 1989.” 
“Copyright restrictions of the country of origin continue to 
exist.” “Soundings in meters.” Includes source diagram. 
@liem 378-E-27 S/N 71 ACO 71315 @ DMA 

1. Nautical charts — Malacca, Strait of. 2. Malacca, Strait 
of — Navigation. I. Title. II. Title: Ko Klang to Pulau 
Langkawi. OCLC 23271626 


91-12985 


D 5.356:74151/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Australia—east coast, Port Stephens to Port Jackson / pre- 
pared and published by the Defense Mapping Agency Hydro- 
graphic/Topographic Center. 8th ed., Aug. 25, 1990 (Correct 
through NM 34/90). Scale 1:41,770 at lat. 33°20’ ; Mercator 
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proj. (E 151°12’'37°—E 152°00'00"/S 32°40'00”—S 33°54'15”). — 
Washington, D.C. : The Center : [DMA, Combat Support 
Center, DOA, distributor], 1990. 

1 map : col. ; 97 x 74 cm. Depths shown by isolines and 
soundings. Relief shown by hachures and spot a 
“From Australian charts and surveys 1988.” “ 
meters.” Includes compilation diagram.” @lItem 378 E-27 
S/N 74 AHA 74151 @ DMA 

1. Nautical charts — Tasman Sea. 2. Tasman Sea — Naviga- 
tion. I. Title. II. Title: Port Stephens to Port Jackson. 
OCLC 23228434 


91-12986 


D 5.356:81002/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

North Pacific Ocean, Federated States of Micronesia, Caro- 
line Islands—western part / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic Center. 
6th ed., Mar. 31, 1990 (Correct through NM 13/90). Scale 
1:1,000,000 at lat. 9°30’ (E 135°40’00"—E 145°20'00"/N 
12°53'00"—N _ 6°10'00"). — Washington, D.C. : The Center : 
[DMA, Combat Support Center, DOA, distributor], 1990. 

1 map: col. ; 110x 75cm. “OMEGA.” Depths shown by 
isolines and soundings. “From U.S. charts to 1986.” “Copy- 
right restrictions of the country of origin continue to exist.” 
“Soundings in meters.” Includes source diagram. @lItem 378- 
E-28 S/N 81 ACO 81002 @ DMA 

1. North Pacific Ocean — Navigation. 2. Caroline Islands — 
Maps. I. Title. II. Title: Caroline Islands—western part. 
OCLC 23227845 


91-12987 


D 5.356:81007/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

North Pacific Ocean, Marshall Islands—northern portion, 
Bikini Atoll to Mili Atoll / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic Center. 
5th ed., Mar. 17, 1990 (Correct NM 11/90). Scale 
1:1,000,000 at lat. 8°57' (E 163°40’00"—E  173°40'00"/N 
12°20'00”—N 5°34'00").— Washington, D.C. : The Center : 
[DMA, Combat Support Center, DOA, distributor], 1990. 

1 map: col. ; 110x 75cm. “OMEGA.” Depths shown by 
isolines and soundings. “From U.S. charts to 1986.” “Copy- 
right restrictions of the country of origin continue to exist.” 
“Soundings in meters.” Includes index to next largest charts 
and 1985 magnetic vibration curves in purple diagram. @Item 
378-E-28 S/N 81 ACO 81007 @ DMA 

1. North Pacific Ocean — Navigation. 2. Marshall Islands — 
Maps. I. Title. II. Title: Bikinis Atoll to Mili Atoll. OCLC 
23227948 


91-12988 


D 5.356:82540/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

South Pacific Ocean, Vanuatu, Torres Islands to Pentecost 
Island / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. Ist ed., June 30, 
1990 (Correct through NM 26/90). Scale 1:300,000 at lat. 17°14’ 
(W 166°20'00"—W 168°27'00"/S 12°58’00"—S _ 15°59’00"). — 
Washington, D.C. : The Center : [DMA, Combat Support 
Center, DOA, distributor], 1990. 

1 map : col. ; 110 x 75 cm. “OMEGA.” Relief shown by 
contours and spot heights. Depths shown by isolines and 
soundings. “From British Admiralty and French charts to 
1988.” “Copyright restrictions of the country of origin contin- 


Page 47 





Defense Mapping Agency — Defense Dept. 


ue to exist.” “Soundings in meters.” Includes source diagram. 
@ltem 378-E-28 S/N 82 ACO 82540 @ DMA 

1. South Pacific Ocean — Navigation. 2. Vanuatu — Maps. 
I. Title. II. Title: Torres Islands to Pentecost Island. OCLC 
23227483 


91-12989 
D 5.356:82560/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

South Pacific Ocean, Vanuatu, Malakula Island to Efate 
Island / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. Ist ed., Aug. 11, 
1990 (Correct through NM 32/90). Scale 1:300,000 at lat. 14°14’ 
(W 166°58'00"—W_ 169°05’00"/S 15°45'00"—S_ 18°43’00"). — 
Washington, D.C. : The Center : [DMA, Combat Support 
Center, DOA, distributor], 1990. 

1 map: col.; 110x 75cm. “OMEGA.” Depths shown by 
isolines and soundings. “From British Admiralty charts to 
1988.” “Copyright restrictions of the country of origin contin- 
ue to exist.” “Soundings in meters.” Includes source diagram. 
@ltem 378-E-28 S/N 82 ACO 82560 @ DMA 

1. South Pacific Ocean — Navigation. 2. Vanuatu — Maps. 
I. Title. II. Title: Malakula Island to Efate Island. OCLC 
23227278 


91-12990 
D 5.356:82580/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 
South Pacific Ocean, Vanuatu, Erromango Island to Ile Ane- 
tioum / prepared and published by the Defense Mapping 


Agency Hydrographic/Topographic Center. Ist ed., Mar. 31, 
1990 (Correct through NM 13/90). Scale 1:300,000 at lat. 


17°14°S  (W_ 168°30'00"—W_ __—170°35'00"/S_—18°29’00"—-S 
21°25'00"). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1990. 

1 map : col. ; 110 x 74 cm. Relief shown by contours and 
spot heights. Depths shown by isolines and soundings. “From 
British Admiralty and French charts to 1988.” “Copyright re- 
strictions of the country of origin continue to exist.” “Sound- 
ings in meters.” Includes source diagram. @lItem 378-E-28 
S/N 82 ACO 82580 @ DMA 

1. South Pacific Ocean — Navigation. 2. Vanuatu — Maps. 
I. Title. II. Title: Erromango Island to Ile Anetioum. OCLC 
23227368 


91-12991 
D 5.356:83005/990 
United States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. 

Pacific Ocean, Republic of Kiribati—Tuvalu, Gilbert Islands 
to Tuvalu Islands / prepared and published by the Defense 
Mapping Agency Hydrographic/Topographic Center. 33rd ed., 
Feb. 10, 1990 (Correct through NM 6/90). Scale 1:1,000,000 at 
lat. 3°12" (BE 172°20'00"—E  179°04'00"/N__1°45’00”—-S 
8°10'00"). — Washington, D.C. : The Center : [DMA, Combat 
Support Center, DOA, distributor], 1990. 

1 map: col.; 110x 75cm. “OMEGA.” Depths shown by 
isolines and soundings. “From various sources to 1984.” 
“Copyright restrictions of the country of origin continue to 
exist.” “Soundings in meters.” Includes source diagram. 
@ltem 378-E-28 S/N 83 ACO 83005 @ DMA 

1. Pacific Ocean — Navigation. 2. Kiribati— Maps. 3. 
Tuvalu — Maps. I. Title. II. Title: Gilbert Islands to Tuvalu 
Islands. OCLC 23227643 
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91-12992 


D 5.356:83560/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

South Pacific Ocean, Tonga, Tonga Islands / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 2nd ed., Feb. 10, 1990 (Correct through 
NM 6/90). Scale 1:400,000 at lat. 20°25’ (W 176°04'00"—W 
173°10'00"/S_ 17°48’'00"—S 21°45'00").— Washington, D.C. : 
The Center : [DMA, Combat Support Center, DOA, distribu- 
tor], 1990. 

1 map : col. ; 109 x 76 cm. Depths shown by isolines and 
soundings. “From British Admiralty charts and New Zealand 
surveys to 1984.” “Copyright restrictions of the country of 
origin continue to exist.” “Soundings in meters.” Inset: Con- 
tinuation of main chart at same scale. Includes compilation 
diagram. @lItem 378-E-28 S/N 83 ACO 83560 @ DMA 

1. South Pacific Ocean — Navigation. 2. Tonga— Maps. I. 
Title. II. Title: Tonga Islands. OCLC 23227162 


91-12993 


D 5.356:93110/989 


United States. Defense Mapping Agency Hydrographic/Topo- 


graphic Center. 

South China Sea, east coast of Malaysia, Pulau Tioman to 
Terengganu / prepared and published by Defense Mapping 
Agency Hydrographic/Topographic Center. Scale 1:300,000 at 
lat. 0°; Mercator proj. (E 103°08’00"—E 105°09’20"/N 
5°34'00”—-N 2°36'00"). — Washington, D.C. : The Center : 
[DMA, Combat Support Center, DOA, distributor], 1989. 

1 map: col.; 110x 75cm. “OMEGA.” Depths shown by 
isolines and soundings. Relief shown by contours and spot 
heights. “From British Admiralty and U.S. charts to 1988.” 
“Copyright restrictions of the country of origin continue to 
exists.” “Soundings in meters.” Includes compilation dia- 
gram. @Item 378-E-26 S/N 93110 @ DMA 

1. Nautical charts — South China Sea. 2. South China Sea — 
Navigation. I. Title. II. Title: Pulau Tioman to Terengganu. 
OCLC 23303733 


91-12994 


D 5.356:95015/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

China—Japan—Soviet Union, Sea of Japan / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 8th ed., Aug. 11, 1990 (Correct through 
NM 32/90). Scale 1:1,000,000 at lat. 40°05’ ; Mercator proj. (E 
127°15'00"—W 140°05'00"/N 43°25'00"—N 36°45'00”). — Wash- 
ington, D.C. : The Center : [DMA, Combat Support Center, 
DOA, distributor], 1990. 

1 map: col. ; 75x 110cm. “OMEGA.” Depths shown by 
isolines and soundings. Relief shown by spot heights. “From 
various sources to 1989.” “Copyright restrictions of country of 
origin continue to exist.” “Soundings in meters.” Includes 
index to next larger scale charts. “The LORAN C counterpart 
of this chart is 95016.” @lItem 378-E-29 S/N 95 ACO 95015 
@ DMA 

1. Nautical charts — Japan, Sea of. 2. Japan, Sea of — Navi- 
gation. I. Title. II. Title: Sea of Japan. OCLC 23230455 


91-12995 


D 5.356:95016/990 


United States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center. 

China—Japan—Soviet Union, Sea of Japan / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. 7th ed., Aug. 11, 1990 (Correct through 
NM 32/90). Scale 1:1,000,000 at lat. 40°05’ ; Mercator proj. (E 





127°15'00"—W 140°05’00"/N 43°25'00”—N 36°45'00"). — Wash- 
ington, D.C. : The Center : [DMA, Combat Support Center, 
DOA, distributor], 1990. 

1 map : col. ; 75 x 110 cm. “LORAN C.” Depths shown 
by isolines and soundings. Relief shown by spot heights. 
“From various sources to 1989.” “Copyright restrictions of 
country of origin continue to exist.” “Soundings in meters.” 
Includes index to next larger scale charts. “The OMEGA 
counterpart of this chart is 95015.” @lItem 378-E-29 S/N 95 
ACO 95016 @ DMA 

1. Nautical charts — Japan, Sea of. 2. Japan, Sea of — Navi- 
gation. I. Title. II. Title: Sea of Japan. OCLC 23230382 


DEFENSE LOGISTICS AGENCY 
Cameron Station 
Alexandria, VA 22314-6100 


91-12996 


D 7.6/7:4130.1 
Defense Integrated Data System, SAMMS : DICs, tables, codes, 
formats. — [Columbus, Ohio : Defense Logistics Agency, 1986- 


1 v. ; 24x 11 cm.— (DLAH; 4130.1) Cover title. “Super- 
sedes DLAH 4130.1, 30 Oct 81, and changes 1 and 2”—P. [1], 
2nd group. Includes change no. 1, 8 Jun 90. Shipping list no.: 
91-229-P. “November 1986.” @lItem 314-A 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States— Armed Forces — In- 
ventory control — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. United States. Defense Lo- 
gistics Agency. II. Title. III. Series. OCLC 23303766 


91-12997 


D 7.15/2:90/4/v.1-3 

Source hierarchy list / Directorate of Data Base Services. — Alex- 
andria, Va. : Defense Technical Information Center, Defense 
Logistics Agency, [1990] 

3 v. ; 22 x 28 cm.— (DTIC/TR ; 90/4) Annual. Dec 89 - 
Sep 90. Cover title. “Supersedes rept. no. DTIC/TR-89/22- 
vol-1, dated Dec 89, AD-A216 050”—Vol. 1, rept. doc. p. 
“Supersedes rept. no. DTIC/TR-89/22-vol-2, dated Dec 89, 
AD-A216 051”—Vol. 2, rept. doc. p. “Supersedes rept. no. 
DTIC/TR-89/22-vol-3, dated Dec 89, AD-A216 052”—Vol. 3, 
rept. doc. p. Shipping list no.: 91-007-P (v. 1); 91-085-P (v. 2); 
91-003-P (v. 3). “December 1990”—Vols. 1-3. Contents: v. 1. 
A through D — v. 2. E through N — v. 3. O through Z. 
@ltem 314-A-9 S/N AD-A 231 100 (v.1) @ DTIC ; AD-A 
231 101 (v.2) @ DTIC ; AD-A 231 102 (v.3) @ DTIC 

1. Defense Technical Information Center (U.S.) — Data bases. 
2. Corporate headings (Cataloging) —— Data bases. I. Defense 
Technical Information Center (U.S.). Directorate of Database 
Services. II. Series. OCLC 23271495 


ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


D 101,2:In 8/9 
United States Army Intelligence and Security Command : a 
worldwide command, a worldwide mission. — [Fort Belvoir, 
VA] : The Command, [19917] 

1 folded sheet (6 p.) : col. ill. ; 22 x 10cm. Shipping list no.: 
91-185-P. @lItem 325 

1. United States. Army. Army Intelligence & Security Com- 
mand. 2. United States. Army. Army Intelligence & Security 
Command — Officials and employees — Recruiting. I. United 
States. Army. Army Intelligence & Security Command. 
OCLC 23189100 


91-12998 


Government Publications — June 1991 


$1-12999 


D 101.2:Ir 2 


Pelletiere, Stephen C. 


Lessons learned : the Iran-Iraq War / Stephen C. Pelletiere, 
Douglas V. Johnson II.— Carlisle Barracks, Pa. : Strategic 
Studies Institute, U.S. Army War College, 1991. 

xii, 119 p. : maps ; 23 cm. Shipping list no.: 91-255-P. In- 
cludes bibliographical references (p. 79-81). @lItem 325 

1. Iran-Iraq War, 1980-1988. 2. Iran — Strategic aspects. 3. 
Iraq — Strategic aspects. 4. Iraq— Military policy. I. John- 
son, Douglas V. II. Army War College (U.S.). Strategic Stud- 
ies Institute. III. Title. IV. Title: Iran-Iraq War. OCLC 
23103634 


91-13000 


D 101.9:10-5 


United States. Dept. of the Army. 


Department of the Army : organization and functions. — 
Washington, DC : Headquarters, Dept. of the Army, [1991- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Army regulation ; no. 10-5) 
Caption title. “Supersedes AR 10-5, 1 November 1978”—P. i. 
Shipping list no.: 91-203-P. “1 December 1980.” @lItem 323 
S/N PIN:000246000 @ DA 

1. United States. Army — Organization. I. Title. II. Series: 
United States. Dept. of the Army. Army regulation ; no. 10-5. 
OCLC 23232274 


91-13001 


D 101.9:40-57 


United States. Dept. of the Army. 


Armed Forces Medical Examiner System : medical services. 
— Washington, DC : Departments of the Army, Navy, and Air 
Force, [1991- 

1 v. (loose-leaf) : ill. ; 28 cm.— (BUMEDINST ; 5360.26) 
(Army regulation ; 40-57) (AFR ; 160-99) Cover title. Ship- 
ping list no.: 91-188-P. “2 January 1991.” Includes biblio- 
graphical references (p. 3). Includes index. @lItem 323 S/N 
PIN:045839-000 @ DA 

1. United States — Armed Forces — Handbooks, manuals, etc. 
2. United States— Armed Forces — Medical examinations — 
Handbooks, manuals, etc. I. Title. II. Series. III. Series: 
United States. Dept. of the Army. Army regulation ; no. 40-57. 
IV. Series: Air Force regulation ; 160-99. OCLC 23225967 


91-13002 


D 101.9:59-2/969 


United States. Dept. of the Army. 


Special air mission procedure : air transportation. — Wash- 
ington, D.C. : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) ; 27 cm.— (Army regulation ; no. 59-2) 
Caption title. “Supersedes the outdated DA memo 59-1 and 
incorporates the reporting for RCS DD-SD-(Q)-947.” Ship- 
ping list no.: 91-077-P. “4 May 1969.” @Item 323 S/N 
PIN:000827-000 @ DA 

1. United States. Army — Transporation. 2. United States. 
Army — Aviation. 3. Aeronautics, Military — United States. 
I. Title. II. Series: United States. Dept. of the Army. Army 
regulation ; no. 59-2. OCLC 23346892 


91-13003 


D 101.9:70-38/979 


United States. Dept. of the Army. 


Research, development, test and evaluation of materiel for 
extreme climatic conditions : research, development, and acqui- 
sition. — Washington, DC : Headquarters, Dept. of the Army, 
[1990- 

1 v. (loose-leaf) : maps ; 26 cm. — (Army regulation ; no. 70- 
38) Caption title. “Reprint which includes current pages from 
changes [sic] 1.” “Supersedes AR 70-38, 5 May 1969”—P. i. 
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Army Department — Defense Dept. 


Shipping list no.: 91-185-P. “1 August 1979.” @Item 323 S/ 
N PIN:004453-000 @ DA 

1. United States. Army — Equipment — Testing. 2. Environ- 
mental testing. I. Title. II. Series: United States. Dept. of the 
Army. Army regulation ; no. 70-38. OCLC 23346918 


91-13004 


D 101.11:5-3431-205-15 

Operator, organizational, direct and general support and depot 
maintenance manual : welding machine, arc, generator, gasoline 
engine driven, 300 amp, DC (Libby model LE-300) FSN 3431- 
810-9696, (Libby model LEW-300) FSN 3431-991-2961, (Libby 
model LEB-300) FSN 3431-072-0327. —[Washington, D.C.] : 
Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 5-3431-205-15) Cover title. “Super- 
sedes TM 5-3431-205-15, 4 October 1963, TM 5-3431-214-15, 15 
January 1964, and TM 5-3431-215-15, 1 April 1965”—P. 1 (3rd 
group). “Reprint which includes current pages from changes 2 
and 3.” Shipping list no.: 91-080-P. “July 1968.” Includes 
bibliographical references (p. 133). Includes index. @Item 
329 S/N PIN:025497-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Welding — Equipment and _ supplies— Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Welding machine, arc, generator, gasoline 
engine driven, 300 amp, DC (Libby model LE-300) ...._ III. 


States. Dept. of the Army. II. Title: Crane-shovel, basic unit, 
truck mounted 20 ton, 3/4 cu yd .... III. Series. OCLC 
23225791 


91-13007 


D 101.11:5-3810-233-20 P 


Organizational maintenance repair parts and special tools lists : 


crane, wheel mounted: 5 ton capacity at 10-foot radius, 3/8 cu. 
yd; 1 engine diesel driven, 4 x 4 air transportable (Hanson 
Machinery model H446), FSN 3810-948-0497. — [Washington, 
D.C.] : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 5- 
3810-233-20P) Cover title. “Supersedes C 2, 19 September 
1973”—P. 1 (2nd group). Shipping list no.: 91-132-P. “No- 
vember 1970.” Includes index. @Item 329 S/N PIN:000252- 
440 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Cranes, derricks, etc.— United States— Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Crane, wheel mounted: 5 ton capacity at 
10-foot radius, 3/8 cu. yd; 1 engine diesel driven, 4 x 4 air 
transportable ...._ III. Series: Department of the Army technical 
manual ; TM 5-3810-233-20 P. OCLC 23225837 


91-13008 


D 101.11:5-3820-205-10/2 


Series. OCLC 23198195 
91-13005 


Operator’s manual : crusher, jaw, diesel and electric driven; wheel 
mounted pneumatic tires; 75 ton per hour (Eagle crusher model 
5157) FSN 3820-783-7311, component of crushing and screening 
plant; diesel and electric driven; wheel mounted; 75 ton per 


D 101.11:5-3805-257-20 P/990 
Unit maintenance repair parts and special tools list : loader, scoop 


type, DED 4 x 4, articulated frame steer, 4 1/2 to 5 cu. yd., 
(CCE), with 4 1/2 cu. yd. rock bucket, NSN 3805-00-602-5006, 
Clark model 175B, type I and with 5 cu. yd. general purpose 
bucket, NSN 3805-00-602-5013 Clark model 175B, type II. — 
[Washington, D.C.] : Headquarters, Dept. of the Army, [1990- 


1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM5- 
3805-257-20P) Cover title. “Supersedes copy dated 5 May 
1986 and all changes.” Shipping list no.: 91-207-P. “Novem- 
ber 1988.” Includes indexes. @Item 329 S/N PIN:059918- 
000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Load- 
ers (Machines) — Maintenance and repair — Handbooks, manu- 
als, etc. I. United States. Dept. of the Army. II. Title: 
Loader, scoop type, DED 4 x 4, articulated frame steer ...._ III. 
Series: Department of the Army technical manual ; TM 5-3805- 


hour. —[Washington, D.C.] : Headquarters, Dept. of the 
Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 5-3820-205-10/2) Cover title. “Super- 
sedes TM 5-3820-205-10/2, 26 June 1961, including C 1, 27 
September 1962, and C 2, 23 May 63”—P. 1 (2nd group). 
“Reprint which includes current pages from change 3.” Ship- 
ping list no.: 91-037-P. “24 Jan 1964.” Includes bibliograph- 
ical references (p. 85). Includes index. @lItem 329 S/N 
PIN:025276-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Crushing machinery — Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. Title: Crusher, jaw, diesel and 
electric driven; wheel mounted pneumatic tires ...._ III. Series. 
OCLC 23210004 


257-20 P. OCLC 23264962 
91-13009 


D 101.11:5-3820-205-20/1 
Organizational maintenance manual : crusher, roll: diesel and elec- 
tric driven; wheel mounted, pneumatic tires; 75 ton per hour 


91-13006 
D 101.11:5-3810-207-10 
Operator’s manual : crane-shovel, basic unit, truck mounted 20 


ton, 3/4 cu yd, gasoline driven, 6x6 (Quickway model M-200), 
non-winterized (FSB 3810-542-4982), crane serial numbers 20- 
026 through 20-500, carrier serial numbers 59-026C through 59- 
500C, winterized to minus 65 degrees (FSN 3810-542-4980), 
crane serial numbers 20-001 through 20-025, carrier serial num- 
bers 59-O01C through 59-025C. —[Washington, D.C.] : Head- 
quarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 5-3810-207-10) Cover title. “Super- 
sedes TM 5-3810-207-10, 23 November 1959”—P. 1 (Sth group). 
“Reprint which includes current pages from changes 1, 2, 4 and 
5.” Shipping list no.: 91-094-P. “May 1962.” Includes biblio- 
graphical references (p. 155). Includes index. @lItem 329 S/ 
N PIN:012233-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Truck-mounted cranes — Handbooks, manuals, etc. I. United 
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(Eagle crusher model 5230B), FSN 3820-788-5999; component 
of crushing and screening plant; diesel and electric driven; 
wheel mounted; 75 ton per hour. — [Washington, D.C.] : Head- 
quarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 27 cm.— (Department of the Army 
technical manual ; TM 5-3820-205-20/1) Cover title. “Reprint 
which includes current pages from changes | and 2.” Shipping 
list no.: 91-107-P. “February 1964.” Includes bibliographical 
references (p. 153-154). Includes index. @Item 329 S/N 
PIN:025277-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Crushing machinery — Maintenance and repair — Handbooks, 
manuais, etc. I. United States. Dept. of the Army. II. Title: 
Crusher, roll: diesel and electric driven; wheel mounted, pneu- 
matic tires; 75 ton per hour .... III. Series. OCLC 23270687 





91-13010 


D 101,11:5-3895-289-10 

Operator’s manual : feeder, fines, bituminous mix (Barber-Greene 
MDL 811A), FSN 3895-025-9932, component of mixing plant 
asphalt, 100-150 ton per hour, MDL KA-60; FSN 3895-936- 
8613. —[Washington, D.C.] : Headquarters, Dept. of the 
Army, [1990- 

1 v. (loose-leaf) : ill. ; 26 cm.— (Department of the Army 
technical manual ; TM 5-3895-289-10) Cover title. “Reprint 
includes all changes in effect at the time of publication - change 
1.” Shipping list no.: 91-169-P. “May 1968.” @Item 329 
S/N PIN:005557-000 @ DA 


Government Publications — June 1991 


pages from change 1.” Shipping list no.: 91-058-P. “Septem- 
y 1970.” Includes index. @Item 329 S/N PIN:005782-000 

DA 

1. United States. Army — Handbooks, manuals, etc. 2. Air 
conditioning — Equipment and oye Maintenance and 
repair — Handbooks, manuals, etc. 3. Refrigeration and refrig- 
erating machinery — United States — Maintenance and repair — 
Handbooks, manuals, etc. 1. United States. Dept. of the Army. 
II. Title: Air conditioner; vertical compact, floor mounted, 
36,000 BTU/hr cooling, 30,000 BTU/hr heating; 208 volt, 3 
phase, 50/60 hertz .... Il. Series: t of the Army 
technical manual ; TM 5-4120-268-35 P. OCLC 23225598 


1. United States. Army — Handbooks, manuals, etc. 2. 
Mixing machinery — Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. Title: Feeder, fines, bituminous 
mix (Barber-Greene MDL 811A), FSN 3895-025-9932, compo- 
nent of mixing plant asphalt, 100-150 ton per hour, MDL KA- 
60; FSN 3895-936-8613. III. Series. OCLC 23265562 


91-13011 


91-13014 
D 101,11:5-4210-217-20 P 
Organizational maintenance repair parts and special tools list : 
truck, fire fighting: power pumper, foam and water, 750 gallons 
per minute capacity, centrifugal pump power take-off driven, 
400 gallon water tank; 40 gallon foam chemical tank, class 530C, 
D 101.11:5-3895-341-14 Engineered Devices Inc. MDL 0814, NSN 4210-00-150-1426 .... 
Operator, organizational, direct support and general support main- — [Washington, D.C.] : Headquarters, Dept. of the Army, 
tenance manual including repair parts and special tools lists : [1990- 
roller, towed, vibrating, airmobile, gasoline engine driven, 1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 5- 
Essick model VR55TM, FSN 3895-252-5276. — [Washington, 4210-217-20P) Cover title. “Supersedes TM 5-4210-217-20P, 
DC] : Headquarters, Dept. of the Army, [1990- dated April 1974"°—P. i. “Reprint which includes current 
1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 5- pages from change 1.” Shipping list no.: 91-169-P. “28 May 
3895-341-14) Cover title. “Reprint ... includes current pages 1982.” Includes index. @Item 329 S/N PIN:005835-000 @ 
from change 3.” Shipping list no.: 91-168-P. “October 1971.” DA 
Includes bibliographical references (p. A-1). Includes indexes. 1. United States. Army — Handbooks, manuals, etc. 2. 


@ltem 329 S/N PIN:025354-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Roller, towed, vibrating, airmobile, gasoline engine 
driven, Essick model VRSSTM, FSN 3895-252-5276. III. 
Series: Department of the Army technical manual ; TM 5-3895- 


Pumping machinery — Maintenance and repair — Handbooks, 
manuals, etc. 3. Fire extinction — United States — Equipment 
and supplies — Maintenance and repair — Handbooks, manuals, 
etc. I. United States. Dept. of the Army. II. Title: Truck, fire 
fighting: power pumper, foam and water .... III. Series: De- 
partment of the Army technical manual ; TM 5-4210-217-20 P. 
OCLC 23225789 


341-14. OCLC 23230633 
91-13012 


91-13015 
D 101.11:5-4320-215-12 
Operator and organizational maintenance manual : pump, centrifu- 
gal, fresh water; gasoline driven, 2 wheel mounted; 4 in 500 
GPM, 30 ft head, (Carver model K400S) FSN 4320-810-7311 
(less engine). —[Washington, D.C.] : Headquarters, Dept. of 


D 101,11:5-4110-231-24 P 
Organizational, direct and general support maintenance repair 
parts and special tools list (including depot maintenance repair 
parts and special tools) for refrigeration unit, electric motor 
driven, 9,000 BTU, model CH609-31, NSN 4110-01-014-4646. the Army, [1990- 
— D.C.] : Headquarters, Dept. of the Army, 1 v. (loose-leaf) : ill. ; 28 cm. — t of the Army 
iv.d leaf) : ill. ; 28 cm. — (Technical manual ; TM 5- technical manual ; TM 5-4320-215-12) Cover title. “Super- 
4110-231-24P) Cover title. “Reprint which includes current er See eres 
pages from changes 1 through 3.” Shipping list no.: 91-055-P. Welch inchages cunins gage. Sem comages ) Seems & 
“6 July 1979.” Includes index. @lItem 329 S/N PIN:042851- Shipping list no.: 91-168-P. “March 1961.” Includes biblio- 
000 @ DA ; : , graphical references (p. 55-56). Includes index.g @lItem 329 
1. United States. Army — Handbooks, manuals, etc. 2. Re- S/N FINGIEN-E @ DA 
frigeration and refrigerating machinery — United States — Mai 1. United States. Army — Handbooks, manuals, etc. 2. Cen- 
tenance and repair— Handbooks, manuals, etc. I. United trifugal pumps — Maintenance and repair — Handbooks, manu- 
States. Dept. of the Army. II. Title: Refrigeration unit, electric als, etc. I. United States. Dept. of the Army. I. Title: Pump, 
motor driven, 9,000 BTU, model CH609-31, NSN 4110-01-04 centrifugal, fresh water gasoline driven, 2 wheel mounted ... 
4646. III. Series: Department of the Army technical manual ; Anyang: , 


TM 5-4110-231-24 P. OCLC 23197493 91-13016 
91-13013 D 101,11;5-4320-242-24 P 
Organizational, direct support, and general support maintenance 
repair parts and special tools list (including depot maintenance 


D 101.11;:5-4120-268-35 P 
Direct and general support and depot maintenance repair parts 


and special tools lists : air conditioner; vertical compact, floor 
mounted, 36,000 BTU/hr cooling, 30,000 BTU/hr heating; 208 
volt, 3 phase, 50/60 hertz, (Trane model MAC 6V40-340-2) 
FSN 4120-935-5421, 208 volt, 3 phase, 400 hertz (Trane model 
MAC 4V40-340-3) FSN 4120-935-5418. — [Washington, D.C.] : 
Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 5- 
4120-268-35P) Cover title. “Reprint which includes current 


repair parts and special tools) : pumping assembly, flammable 
liquid, bulk transfer : gasoline engine driven; 350 GPM capacity 
at 190 feethead; wheel mounted (Gorman-Rupp model 84C15- 
4A084) NSN 4320-00-916-9172 and (Barnes model US36ACG) 
NSN 4320-00-407-2583. —[Washington, D.C.] : Headquarters, 
Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 5- 
4320-242-24P) Cover title. “Supersedes TM 5-4320-242-24P, 5 
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Army Department — Defense Dept. 


October 1972 including all changes”—P. i. “Reprint which 
includes current pages from changes 1 and 2.” Shipping list 
no.: 91-168-P. “28 May 1982.” Includes index. @lItem 329 
S/N PIN:008471-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Pumping machinery — Maintenance and repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Title: 
Pumping assembly, flammable liquid, bulk transfer, gasoline 
engine driven, 350 GPM capacity .... III. Series: Department 
of the Army technical manual ; TM 5-4320-242-24 P. OCLC 
23232546 


91-13017 


D 101.11:5-4320-274-14 & P 

Operator, organizational, direct support and general support main- 
tenance manual including repair parts and special tools list : 
pump, centrifugal: frame mounted, 1 1/2 in. MIL-P-14514D, 
electrical motor driven, (E.C. Schleyer Pump Co. model 4M- 
SE2000) NSN 4320-01-010-5888. — [Washington, D.C.] : Head- 
quarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 5- 
4320-274-14&P) Cover title. Shipping list no.: 91-132-P. “3 
November 1978.” Includes bibliographical references (p. A-1). 
Includes indexes. @Item 329 S/N PIN:036870-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Cen- 
trifugal pumps — Maintenance and repair — Handbooks, manu- 
als, etc. I. United States. Dept. of the Army. II. Title: Pump, 
centrifugal: frame mounted, 1 1/2 in. MIL-P-14514D, electrical 
motor driven, (E.C. Schleyer Pump Co. model 4M-SE2000 .... 
III. Series: Department of the Army technical manual ; TM 5- 
4320-274-14 & P. OCLC 23197466 


91-13018 


D 101.11:5-4940-200-35 

Field and depot maintenance manual : shop equipment, contact 
maintenance, truck mounted, set no. 3, (Southwest model 
SECM), serial no. S-3-628 through S-3-730 and (Davey model 
CMU:-5), serial no. 33343 through 33343-234, FSN 4940-294- 
9518. —[Washington, D.C.] : Headquarters, Dept. of the 
Army, [1990- 

1 v. (loose-leaf) : ill., ; 28 cm.— (Department of the Army 
technical manual ; TM 5-4940-200-35) Cover title. “Super- 
sedes TM 5-4940-200-35, 19 December 1961”—P. 1. Shipping 
list no.: 91-131-P. “September 1963.” Includes bibliographical 
references (p. 62-63). Includes index. @Item 329 S/N 
PIN:005973-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
Il. Title: Shop equipment, contact maintenance, truck mounted, 
set no. 3.... IIL Series. OCLC 23236068 


91-13019 


D 101.11:5-4940-225-34 P 

Direct and general support maintenance repair parts and special 
tools list (including depot maintenance repair parts and special 
tools) : shop equipment, organizational repair, truck mounted 
(Southwest truck body model SEORL) FSN 4940-169-3041, 
(Southwest Truck body model SEORLT) FSN 4940-164-4719. 
—[Washington, D.C.] : Headquarters, Dept. of the Army, 
[1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 5- 
4940-225-34P) Cover title. “Reprint which includes current 
pages from change 1.” Shipping list no.: 91-132-P. “July 
1972.” Includes index. @Item 329 S/N PIN:027471-000 @ 
DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Shop equipment, organizational repair, truck mounted 
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(Southwest Truck body model SEORL) FSN 4940-169-3041, 
(Southwest Truck body model SEORLT) FSN 4940-164-4719. 
III. Series: Department of the Army technical manual ; TM 5- 
4940-225-34 P. OCLC 23283478 


91-13020 


D 101.11:5-6115-400-12 


Operator’s and organizational maintenance manual : generator set, 


diesel engine, 200 KW, 60 cycle, AC, 120/208V, 240/416V, 3 
phase convertible FO 167 KW, 50 cycle 120/208V, 240/416V, 3 
phase, multi-purpose, portable, skid mounted, (Military Design 
model SF-200-MD/CIED) FSN 6115-999-7901. — [Washing- 
ton, D.C.] : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 5-6115-400-12) Cover title. “Reprint 
which includes current pages from changes 1 through 3.” 
Shipping list no.: 91-042-P. “January 1968.” Includes biblio- 
graphical references (p. A-1). Includes index. @lItem 329 S/ 
N PIN:025626-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Diesel motor — Maintenance and repair — Handbooks, manuals, 
etc. I. United States. Dept. of the Army. II. Title: Generator 
set, diesel engine, 200 KW, 60 cycle, AC, 120/208V, 240/416V, 
3 phase convertible FO 167 KW .... IIL. Series. OCLC 
23225757 


91-13021 


D 101.11:5-6115-596-14 


Operator’s, organizational, direct support, and general support 


maintenance manual for generator set, gasoline engine driven, 
4.2 KW, 150 AMP, 28V, DC, model DC 4.2 - ORD/28 (6115- 
00-857-1397). —[Washington, D.C.] : Headquarters, Dept. of 
the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 5- 
6115-596-14) Cover title. “Reprint which includes current 
pages from changes | through 3.” Shipping list no.: 91-078-P. 
“20 June 1980.” Includes bibliographical references (p. A-1 - 
A-2). @lItem 329 S/N PIN:045661-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Elec- 
tric generators — Maintenance and repair — Handbooks, manu- 
als, etc. I. United States. Dept. of the Army. II. Title: Gener- 
ator set, gasoline engine driven, 4.2 KW, 150 AMP, 28V, DC, 
model DC 4.2 - ORD/28 (6115-00-857-1397). III. Series: De- 
partment of the Army technical manual ; TM 5-6115-596-14. 
OCLC 23226075 


91-13022 


D 101.11:5-6675-241-15 


Organizational, DS, GS, and depot maintenance manual (including 


repair parts) : stereometer, photogrammetric, stereocompara- 
graph, Q-to 25-mm graduations reading directly to 1/100 mm, 
(military design) FSN 6675-240-6602. —[Washington, D.C.] : 
Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 26 cm.— (Department of the Army 
technical manual ; TM 5-6675-241-15) Cover title. “Reprint 
which includes current pages from changes | and 2.” Shipping 
list no.: 91-169-P. “January 1966.” Includes bibliographical 
references (p. 41). Includes index. @Item 329 S/N 
PIN:026304-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Pho- 
togrammetry — United States — Instruments — Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Stereometer, photogrammetric, stereocom- 
paragraph, Q-to 25-mm graduations reading directly to 1/100 
mm, (military design) FSN 6675-240-6602. III. Series. OCLC 
23189197 





91-13023 


D 101.11:8-6530-005-24 & P 

Unit, direct support, and general support maintenance manual 
(including repair parts and special tools list) : cleaner, ultrasonic, 
mobile 6530-01-254-4135. — [Washington, DC] : Headquarters, 
Dept. of the Army, [1991- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 8- 
6530-005-24&P) Cover title. Shipping list no.: 91-188-P. 
“February 1991.” Includes bibliographical references (p. A-1). 
Includes index. @lItem 329 S/N PIN:047249-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Medi- 
cal instruments and apparatus — United States — Sterilization — 
Handbooks, manuals, etc. 3. Medical instruments and appara- 
tus — United States— Maintenance and repair — Handbooks, 
manuals, etc. 4. Ultrasonic cleaning — Handbooks, manuals, 
etc. I. United States. Dept. of the Army. II. Series: Depart- 
ment of the Army technical manual ; TM 8-6530-005-24 & P. 
OCLC 23266278 


91-13024 


D 101.11:9-1005-208-35 

DS, GS, and depot maintenance manual including repair parts and 
special tools lists : rifle caliber .30, automatic, Browning, 
M1918A2, W/E (1005-674-1309). — [Washington, D.C.] : Head- 
quarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 9-1005-208-35) Cover title. “Super- 
sedes TM 9-1005-208-35, 22 September 1964, in its entirety: and 
TM 9-1005-208-35P, 13 February 1964 in its entirety, including 
changes”—P. 1. Shipping list no.: 91-037-P. “March 1970.” 
Includes bibliographical references (p. 28-29). Includes index. 
@ltem 329 S/N PIN:026361-000 @ DA 

1. United States. Army -— Handbooks, manuals, etc. 2. 
United States. Army — Firearms — Maintenance and repair — 
Handbooks, manuals, etc. 3. Browning automatic rifle — 
Maintenance and repair— Handbooks, manuals, etc. 4. 
Rifles — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Dept. of the Army. II. Title: Rifle caliber .30, 
automatic, Browning, M1918A2, W/E (1005-674-1309) III. 
Series. OCLC 23232133 


Government Publications — June 1991 


91-13026 


D 101.11:9-1005-237-23 & P/990 


Organizational and direct support maintenance manual (including 


repair parts and special tools list) for bayonet-knife, M6, with 
bayonet-knife scabbard, M10 (1005-00-014-0369) and bayonet- 
knife, M7, with bayonet-knife scabbard, M10 (1005-00-017-9701). 
— [Washington, DC] : Headquarters, Dept. of the Army, 1990- 


1 v. (loose-leaf) : ill. ; 28 cm.— (Technical Manual ; TM 9- 
1005-237-23&P) Cover title. “M6 bayonet-knife with M10 
bayonet-knife scabbard (1005-00-14-0369), M7 bayonet-knife 
with M10 bayonet-knife scabbard (1005-00-017-9701).” “Super- 
sedes copies dated 27 June 1967, 2 August 1972, and 25 Novem- 
ber 1983.” Shipping list no.: 91-117-P. “November 1986.” 
Includes bibliographical references (p. A-1). Includes indexes. 
@ltem 329 S/N PIN:060933-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Bayo- 
nets — United States— Maintenance and repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Title: 
Bayonet-knife, M6, with bayonet-knife scabbard, M10 (1005-00- 
014-0369) and bayonet-knife, M7, with bayonet-knife scabbard, 
M10 (1005-00-017-9701) III. Series: t of the Army 
technical manual ; TM 9-1005-237-23 & P. OCLC 23230568 


91-13027 


D 101.11:9-1015-200-10/990 


Operator’s manual for mortar, 81-mm, M29A1, (1015-00-999-7794). 


— Washington, DC : Headquarters, Dept. of the Army, [1990] 


1 v. (various pagings) : ill. ; 11 x 15 cm. — (Technical manual 
; no. 9-1015-200-10) “Supersedes as much of TM 9-1015-200- 
12, 12 April 1971, including all changes ... and TM 9-1015-200- 
ESC, 20 March 1975, including all changes.” “Reprint which 
includes current pages from changes 1 through 4”—Cover. 
Shipping list no.: 91-084-P. “23 October 1985.” Includes bib- 
liographical references (p. A-O - A-2). Includes index. @Item 
329 S/N PIN:058919-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Mor- 
tars (Ordnance) — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. Title: Mortar, 81-mm, M29A1, (1015- 


00-999-7794). III. Series: Department of the Army technical 


91-13025 manual ; TM 9-1015-200-10. OCLC 23285100 


D 101.11:9-1005-223-34 
Direct support and general support maintenance manual including 
repair parts and special tools lists (including depot maintenance 
repair parts and special tools) : rifle, 7.62-MM, Mli4, W/E 


91-13028 
D 101.11:9-1090-202-20 P 
Organizational maintenance repair parts and special tools list : 


(1005-589-1271); rifle, 7.62-MM, M14A1, W/E (1005-072-5011); 
bipod, rifle, M2 (1005-711-6202). — [Washington, D.C.] : Head- 
quarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 9-1005-223-34) Cover title. “Super- 
sedes TM 9-1005-223-35, 1 July 1968 including changes”—P. 1. 
Shipping list no.: 91-095-P. “August 1972.” Includes biblio- 
graphical references (p. 35). Includes index. @Item 329 S/ 
N PIN:026381-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Rifles — Maintenance and repair — Handbooks, manuals, etc. 
3. Firearms — United States — Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. II. 
Title: Rifle, 7.62-MM, M14, W/E (1005-589-1271); rifle, 7.62- 
MM, MI14A1, W/E (1005-072-5011); bipod, rifle, M2 (1005-711- 
6202) III. Series. OCLC 23230477 


armament subsystem, helicopter, 7.62 millimeter machine gun- 
2.75 inch rocket launcher, M21 (1090-923-5971) (used on UH-1B 
and UH-IC helicopters). — [Washington, D.C.] : Headquarters, 
Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 9-1090-202-20 P) Cover title. “Super- 
sedes that portion of TM 9-1090-202-12, 20 May 1966, as per- 
tains to repair parts and special tools”—P. i (2nd group). “Re- 
print which includes current pages from changes | through 3.” 
Shipping list no.: 91-027-P. “August 1970.” Includes index. 
@ltem 329 S/N PIN:026449-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Ma- 
chine-guns — Maintenance and repair — Handbooks, manuals, 
etc. 3. Rocket launchers (Ordnance)— Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Armament subsystem, helicopter, 7.62 mil- 
limeter machine gun .... III. Series. OCLC 23282832 
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Army Department — Defense Dept. 


the Army. II. Title: Binocular M19 W/E (1240-00-930-3833) 
III. Series. OCLC 23352337 


91-13033 


91-13029 
D 101.11:9-1095-205-34-1 
Maintenance instructions, direct support/general support mainte- 
nance : M128 ground vehicle mine dispenser (1095-00-397-3456). 
—[Washington, D.C.] : Headquarters, Dept. of the Army, 
[1989- 

v. (loose-leaf) : ill. (some col.) ; 28 cm. — (Technical manual ; 
T™ 9-1095-205-34-1) Cover title. Shipping list no.: 91-068-P 
(v. 1). “September 1984.” Includes indexes. @Item 329 S/ D.C] : Headquarters, Dept. of the Army, [1990- 

N PIN:056748-000 (v.1) @ DA 1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 9- 

1. United States. Army — Handbooks, manuals, etc. 2. 1270-224-10) Cover title. Shipping list no.: 91-131-P. “Octo- 
Mines, Military — Equipment and supplies — Maintenance and ber 1984.” Includes bibliographical references (p. A-1). In- 
repair — Handbooks, manuals, etc. 1. United States. Dept. of cludes index. @ltem 329 S/N PIN-:056768-000 @ DA 
the Army. II. Title: M128 ground vehicle mine dispenser 1. United States. Army — Handbooks, manuals, etc. 2. 
(1095-00-397-3456) III. Series: Department of the Army techni- Lasers — United States— Military applications — Handbooks, 
cal manual ; TM 9-1095-205-34-1. OCLC 20365499 manuals, etc. 3. Helicopters— Equipment and _ supplies — 

91-13030 Handbooks, manuals, etc. I. United States. Dept. of the Army. 

D 101.11:9-1095-205-34-5 II. Title: Multiple Integrated Laser Engagement System 

eta (MILES) simulator system, firing, laser, M79 ...._ III. Series: 

Department of the Army technical manual ; TM 9-1270-224-10. 
OCLC 23198197 


91-13034 


D 101.11:9-1270-224-10 
Operator’s manual for Multiple Integrated Laser Engagement 
System (MILES) simulator system, firing, laser, M79, NSN 
1270-01-159-0481 for UH-1H utility helicopter. — [Washington, 


D 101.11:9-1095-205-34-6 


D 101.11:9-1095-205-34-7 
Maintenance instructions, direct support/general support mainte- 
nance : M128 ground vehicle mine dispenser (1095-00-397-3456). 
—[Washington, D.C.] : Headquarters, Dept. of the Army, 


D 101.11:9-1290-333-15 
Operator, organizational, field and depot maintenance manual : 
compass, magnetic, unmounted, M2. —[Washington, DC] : 


[1989- 

v. (loose-leaf) : ill. (some col.) ; 28 cm. — (Technical manual ; 
T™ 9-1095-205-34-5, TM 9-1095-205-34-6, TM 9-1095-205-34-7) 
Cover title. Shipping list no.: 91-077-P (v. 5), 91-084-P (v. 6), 
91-061-P (v. 7). “September 1984.” Includes bibliographical 
references (v. 7, p. A-1 - A-2). Includes indexes. @lItem 329 
S/N PIN:056754-000 (v.5) @ DA ; PIN:056755-000 (v.6) @ DA 
; PIN:056753-000 (v.7) @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Mines, Military — Equipment and supplies — Maintenance and 


Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 9-1290-333-15) “Supersedes SB 9-208, 
28 June 1962 ... TM 9-1539, 21 March 1950, pertaining to 
compass M2”—P. 1 (3rd group). “Reprint which includes cur- 
rent pages from changes 1 through 4.” Shipping list no.: 91- 
059-P. “November 1963.” Includes bibliographical references 
(p. 15-16). @lItem 329 S/N PIN:027327-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Mag- 
netic ranges — Maintenance and repair — Handbooks, manuals, 


repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: M128 ground vehicle mine dispenser 
(1095-00-397-3456) III. Series: Department of the Army techni- 
cal manual ; TM 9-1095-205-34-5, TM 9-1095-205-34-6, TM 9- 
1095-205-34-7. OCLC 20365499 


91-13031 


etc. 3. Compass— Maintenance and repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Title: 
Compass, magnetic, unmounted, M2. III. Series. OCLC 
23198230 


91-13035 
D 101,11:9-2320-206-10 HR 


D 101.11:9-1100-218-20/1 
¥ Hand receipt manual covering basic issue items (BIT) and addition- 


Organizational maintenance : M424 spotting projectile : XM440 


training projectile. —[Washington, D.C.] : Secretary of the 
Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 9- 
1100-218-20/1) “The basic issue of this publication, together 
with TM 9-1100-218-10 ... superseded TM 9-1100-218-12 ... and 
TB 9-1320-218-24, dated 1 March 1971.” “Reprint which in- 
cludes current pages from changes 1 through 11”—Cover. 
Shipping list no.: 90-728-P. “30 June 1973.” “Change 11 - 3 
June 1988.” @lItem 329 S/N PIN:026505-00C @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Pro- 
jectiles — Maintenance and repair — Handbooks, manuals, etc. 
3. Ordnance — Maintenance and repair — Handbooks, manuals, 
etc. I. United States. Dept. of the Army. II. Title: M424 
spotting projectile. III. Series: Department of the Army tech- 
nical manual ; TM 9-1100-218-20/1. OCLC 23198584 


91-13032 


D 101.11;:9-1240-381-10 
Operator’s manual : binocular M19 W/E (1240-00-930-3833). — 
(Washington, DC : Headquarters, Dept. of the Army, 1990] 
15 p. : ill. ; 11 cm.— ((Department of the Army technical 
manual] ; TM 9-1240-381-10) Cover title. Shipping list no.: 
90-681-P. “November 1977.” @Item 329 S/N PIN:033700- 
000 @ DA 
1. United States. Army — Handbooks, manuals, etc. 2. Bin- 
oculars — Handbooks, manuals, etc. I. United States. Dept. of 


Page 54 


al authorization list (AAL) for truck, tractor, 10-ton, 6x6, M123 
w/dual rear winches, national stock no. 2320-00-395-1875; 
M123C w/rear winch, national stock no. 2320-00-294-9552 .... 
— [Washington, DC] : Headquarters, Dept. of the Army, [1990- 


1 v. (loose-leaf) : ill. ; 28 cm.— (TM ; 9-2320-206-10 HR) 
Cover title. Shipping list no.: 91-169-P. “December 1978.” 
@ltem 329 S/N PIN:037475-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Trucks — United States — Handbooks, manuals, etc. 3. Trac- 
tors — United States — Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. Title: Truck, tractor, 10-ton, 
6x6, M123 w/dual rear winches ...._ III. Series: Department of 
the Army technical manual ; TM 9-2320-206-10 HR. OCLC 
23210142 


91-13036 


D 101.11:9-2320-246-34 


Direct support and general support maintenance manual for truck, 


platform utility, 1/2 ton, 4 x 4, M274A2 (2320-074-1167), 
M274A3 (2320-782-5792), M274A4 (2320-782-5793), and 
M274A5 (2320-930-1976). —[Washington, D.C.] : Headquar- 
ters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 9-2320-246-34) Cover title. Shipping 
list no.: 91-132-P. “December 1967.” Includes bibliographical 





references (p. A-1 - A-3). Includes index. @Item 329 S/N 
PIN:027274-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Trucks, Military — United States — Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Truck, platform utility: 1/2 ton, 4x 4...._ III. Series. 
OCLC 23225788 


91-13037 


D 101.11:9-2350-256-10/990 

Operator’s manual : recovery vehicle, full tracked, medium, 
M88AI1 (2350-00-122-6826). — Washington, D.C. : Headquar- 
ters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 25 cm.— (Technical manual ; TM9- 
2350-256-10) Cover title. “Reprint which includes current 
pages from changes 1 through 6.” “Supersedes TM 9-2350- 
256-ESC dated 10 December 76, including all changes”—P. i. 
Shipping list no.: 91-058-P. “March 1977.” Includes biblio- 
graphical references (p. A-1 - A-3). Includes index. @lItem 
329 S/N PIN:015409-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Wreckers (Vehicles) —— Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. Title: Recovery vehicle, full 
tracked, medium, M88A1 (2350-00-122-6826) III. Series: De- 
partment of the Army technical manual ; TM 9-2350-256-10. 
OCLC 23346886 


91-13038 


D 101.11:9-2815-220-34/990 

Direct support and general support maintenance manual for 
engine, with container, turbosupercharged, diesel, fuel injection, 
90-degree “V” type, air-cooled, 12-cylinder, assembly; models 
AVDS-1790-2C, 2815-00-410-1203 and AVDS-1790-2D, 2815- 
00-410-1204. — [Washington, D.C.] : Headquarters, Dept. of the 
Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 9- 
2815-220-34) Cover title. “Reprint which includes current 
pages from changes 1 through 5.” Shipping list no.: 91-098-P. 
“December 1975.” Includes bibliographical references (p. A-1). 
Includes index. @Item 329 S/N PIN:017964-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Diesel motor — Cylinders — Maintenance and repair — Hand- 
books, manuals, etc. 3. Diesel motor — Turbochargers — Main- 
tenance and repair — Handbooks, manuals, etc. 4. Diesel 
motor — Superchargers— Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. II. 
Title: Engine, with container, turbosupercharged, diesel, fuel 
injection ...._ III. Series: Department of the Army technical 
manual ; TM 9-2815-220-34. OCLC 23183322 


91-13039 


D 101.11:9-2920-225-34 P 

Direct support and general support maintenance repair parts and 
special tools lists (including depot maintenance repair parts and 
special tools) : generator, engine accessory (alternating current): 
Prestolite model AMA-5102UT (FSN 2920-909-2483): Leece- 
Neville models 3002AC and 3002AD (FSN 2920-909-2483), 
5504AA and 5504AB (FSN 2920-475-1446), 2184AC (FSN 
2920-782-1955), 5300GP (FSN 2920-818-8635). — [Washington, 
DC] : Headquarters, Dept. of the Army, [1988- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 9- 
2920-225-34P) Cover title. “Supersedes TM 9-2920-225-34P, 4 
February 1972”—P. 1. Shipping list no.: 91-200-P. “July 
1974.” Includes index. @lItem 329 S/N PIN:018445-000 @ 
DA 

1. United States. Army — Handbooks, manuals, etc. 2. Elec- 
tric generators — Maintenance and repair — Handbooks, manu- 
als, etc. I. United States. Dept. of the Army. II. Title: Gener- 
ator, engine accessory (alternating current) ...._ III. Series: De- 
partment of the Army technical manual ; TM 9-2920-225-34 P. 
OCLC 23270647 


Government Publications — June 1991 


91-13040 


D 101.11:9-3419-224-10 


Operator’s manual : saw, bank [i.e. band], metal cutting (Boice- 


Crane Co. model 2325) (3419-222-1330). — [Washington, DC] : 
Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 26 cm.— (Department of the Army 
technical manual ; TM 9-3419-224-10) Cover title. “Reprint 
which includes current pages from changes [sic] 1.” Shipping 
list no:  91-131-P. “June 1965.” @Item 329 S/N 
PIN:018486-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Band 
saws — Handbooks, manuals, etc. I. United States. Dept. of the 
Army. II. Title: Saw, band, metal cutting (Boice-Crane Co. 
model 2325) (3419-222-1330) III. Series. OCLC 23270875 


91-13041 


D 101.11:9-4940-468-14 


Operator’s, organizational, direct support, and general support 


maintenance manual for tool outfit, Hydraulic Systems Test and 
Repair (HSTRU) (NSN 4940-01-036-5784). — [Washington, 
D.C.] : Headquarters, Dept. of the Army, [1990- 

1 v. (various pagings) : ill. ; 28 cm.— (Technical manual ; 
TM 9-4940-468-14) Cover title. Shipping list no.: 91-116-P. 
“August 1980.” Includes bibliographical references (p. A-1 - 
A-2). Includes index. @lItem 329 S/N PIN:047127-000 @ 
DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and repair — 
Handbooks, manuals, etc. 3. Hydraulics — Handbooks, manu- 
als, etc. I. United States. Dept. of the Army. II. Title: Tool 
outfit, Hydraulic Systems Test and Repair (HSTRU) (NSN 
4940-01-036-5784) III. Series: Department of the Army techni- 
cal manual ; TM 9-4940-468-14. OCLC 23232189 


91-13042 


D 101.11:9-6920-442-14 & P 


Operator, organizational, direct support, and general support 


maintenance manual including repair parts and special tools list 
including depot level repair parts for target holding mechanism, 
tank gunnery (THM/TG), (NSN 6920-01-085-8514), (PN 
11784501), (NSN 6920-01-M23-2987), (PN 9375764), (NSN 6920- 
01-165-4564), (PN 11784502). —[Washington, D.C.] : Head- 
quarters, Dept. of the Army, [1990- 

1 v. (loose leaf) : ill. ; 28 cm.— (Technical manual ; TM 9- 
6920-442-14&P) Cover title. “Supercedes [sic] copy dated 18 
November 1983.” Shipping list no.: 91-132-P. “December 
1987.” Includes bibliographical references (p. A-1). Includes 
indexes. @Item 329 S/N PIN:063461-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and repair — 
Handbooks, manuals, etc. 3. Targets (Shooting) — United 
States — Handbooks, manuals, etc. 4. Tank gunnery — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. II. 
Title: Target holding mechanism, tank gunnery (THM/TG), 
(NSN 6920-01-085-8514), (PN 11784501) .... III. Series: Depart- 
ment of the Army technical manual ; TM 9-6920-442-14 & P. 
OCLC 23265888 


91-13043 


D 101.11:10-1670-262-12 


Operator’s and organizational maintenance manual including repair 


parts and special tools list for STABO extraction system, per- 
sonnel (FSN 1670-168-5952, 1670-168-6064, and 1670-168-6063) 
and anchoring device, cargo and personnel lowering (FSN 
1670-999-3544). —[Washington, D.C.] : Headquarters, Dept. of 
the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 10- 
1670-262-12) Cover title. “Reprint which includes current 
pages from changes 3 through 7.” Shipping list no.: 91-168-P. 
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Army Department — Defense Dept. 
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1. United States. Army — Handbooks, manuals, etc. 2. Fork 
lift trucks — Maintenance and repair — Handbooks, manuals, 
etc. I. United States. Dept. of the Army. II. Title: Truck, lift, 
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tors — United States— Maintenance and repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Title: 
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D 101.11:10-3930-634-12 
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: Headquarters, Dept. of the Army, [1990- 
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Organizational and direct support maintenance repair parts and 
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Radar — United States — Equipment and supplies — Handbooks, 


Government Publications — June 1991 


States — Maintenance and repair — Handbooks, manuals, etc. 
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partment of the Army technical manual ; TM 11-1520-214-20. 
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D 101,11:11-1520-221-34 


Direct support and general support maintenance manual : elec- 


tronic equipment configurations Army models AH-1G, AH-1Q, 
and AH-1S(MOD) helicopters. — [Washington, D.C.] : Head- 
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ences (p.  A-l). Includes index. @Item 329 S/N 
PIN:028845-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Mili- 
tary helicopters — United States— Equipment and supplies — 
Maintenance and repair — Handbooks, manuals, etc. 3. Elec- 
tronic instruments — United States — Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Electronic equipment configurations Army models 
AH-1G, AH-1Q, and AH-1S(MOD) helicopters. III. Series: 
Department of the Army technical manual ; TM 11-1520-221-34. 
OCLC 23278580 


91-13056 
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Operator’s, organizational, direct support, and general support 


maintenance manual, including repair parts and special tools lists 
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D 101.11:11-1520-214-20 
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D 101.11:11-5805-243-20 P 

Organizational maintenance repair parts and special tools lists for 
telephone set TA-1/PT, (NSN 5805-00-521-1320). — [Washing- 
ton, DC] : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 11- 
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5805-00-521-1320) III. Series: t of the Army techni- 
cal manual ; TM 11-5805-243-20 P. OCLC 23225804 
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Organizational maintenance repair parts and special tools lists : 
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D 101.11:11-5805-371-20 P 
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— [Washington, DC] : Headquarters, Dept. of the Army, [1990- 
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8215) III. Series: Department of the Army technical manual ; 
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91-13061 
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unit C-7050/G, NSN 5815-00-999-3473. III. Series. IV. 
Series: Department of the Army technical manual ; TM 11- 
5815-335-35. OCLC 23263672 
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Operator’s and organizational maintenance manual : teleprinter 


sets, AN/GGR-3A(V)i (NSN 5815-01-016-4662) ... and tele- 
typewriter-display sets, AN/GGC-55(V)1 (NSN 5815-01-009- 
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repair parts and special tools lists (including depot maintenance 
repair parts and special tools) for radio set control AN/GSA-7 
(NSN 5820-00-543-1397). -—— [Washington, DC] : Headquarters, 
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Radio, Military — United States— Maintenance and repair — 
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Department of the Army technical manual ; TM 11-5820-274-24 
P. OCLC 23192978 


91-13064 


D 101.11:11-5820-401-34 P-2-2 


Direct support and genera! support maintenance repair parts and 


special tools list (including depot maintenance repair parts and 
special tools) for receiver-transmitter radio RT-524/VRC and 
RT-524A/VRC (NSN 5820-00-892-0622). —[Washington, DC] 
: Headquarters, Dept. of the Army, [1990- 
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Organizational maintenance repair parts and special tools lists for 
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persedes Department of the Army supply manual SIG 7 & 8 H- 
16/U, 4 June 1957”—P. 1. Shipping list no.: 90-572-P. “20 
August 1962.” @Item 329 S/N PIN:014505-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Microphone — Maintenance and repair — Handbooks, manuals, 
etc. I. United States. Dept. of the Army. II. Title: Headset, 
electrical H-16/U. III. Series. OCLC 23189118 


91-13092 


D 101.11:11-5985-335-23 P 


Organizational, direct support, maintenance repair parts and spe- 


cial tools list (including depot maintenance repair parts and 
special tools) for antenna AS-1425/GRC (NSN 5985-00-926- 
2593). — Washington, DC : Headquarters, Dept. of the Army, 
[1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; no. 11- 
5985-335-23P) “Supersedes so much of TM 11-5985-335-15, 3 
March 1971, including all changes, as pertains to repair parts 
and special tools list.” Shipping list no.: 91-168-P. “2 July 
1984.” Includes index. @lItem 329 S/N PIN-:056059-000 @ 
DA 

1. United States. Army — Handbooks, manuals, etc. 2. An- 
tennas (Electronics)— Maintenance and repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Title: 
Antenna AS-1425/GRC (NSN 5985-00-926-2593) III. Series: 
Department of the Army technical manual ; TM 11-5985-335-23 
P. OCLC 23188721 


91-13093 


D 101.11:11-5985-370-12-HR 


Hand receipt covering contents of components of end item 


(COED), basic issue items (BIT), and additional authorization list 
(AAL) for antenna group OE-303/GRC (NSN 5985-01-152- 
5845). —[Washington, DC] : Headquarters, Dept. of the Army, 
[1990- 

1 v. (loose-leaf) ; 28 cm. — (Technical manual ; TM 11-5985- 
370-12-HR) Cover title. Shipping list no.: 90-753-P. “19 
July 1984.” @Item 329 S/N PIN:055955-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Radio — United States — Antennas — Handbooks, manuals, etc. 
I. United States. Dept. of the Army. II. Title: Antenna group 
OE-303/GRC (NSN 5985-01-152-5845) III. Series: Department 
of the Army technical manual ; TM _ 11-5985-370-12-HR. 
OCLC 23279071 


91-13094 


D 101.11:11-6130-246-12 


Operator and organizational maintenance manual : power supply 


PP-1104C/G. — Washington, D.C. : Headquarters, Dept. of the 
Army, [1990- 

1 v. (loose-leaf) : ill. ; 26 cm.— (Department of the Army 
technical manual ; TM 11-6130-246-12) Caption title. “Re- 
print includes all changes in effect at the time of publication; 
changes | through 6.” Shipping list no.: 91-106-P. “6 Novem- 
ber 1964.” Includes bibliographical references (p. 18). @lItem 
329 S/N PIN:020683-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Power electronics— Equipment and supplies — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Power supply PP-1104C/G. III. 
Series. OCLC 23198255 





91-13095 


D 101.11:11-6625-251-15 

Organizational, DS, GS, and depot maintenance manual : test set 
TS-140/PCM : signal generator SG-15/PCM and SG-15A/ 
PCM, and decibel meter ME-22/PCM and ME-22A/PCM. — 
[Washington, D.C.] : Headquarters, Dept. of the Army, [1990- 


1 v. (loose-leaf) : ill. ; 26 cm.— (Department of the Army 
technical manual ; TM 11-6625-251-15) Cover title. “Super- 
sedes TM 11-2096, 7 December 1953 including C 1, 7 April 
1955 ... and C 8, 20 November 1963”—P. i. “Reprint which 
includes current pages from change 1.” Shipping list no.: 90- 
753-P. “July 1966.” Includes bibliographical references (p. 
AI-1). Includes index. @lItem 329 S/N PIN:018869-000 @ 
DA 

1. United States. Army — Handbooks, manuals, etc. 2. Elec- 
tric meters — Maintenance and repair — Handbooks, manuals, 
etc. 3. Signal generators — Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. II. 
Title: Test set TS-140/PCM. III. Series. OCLC 23278897 
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91-13098 


D 101.11:11-6625-412-24 P 


Organizational, direct support, and general support maintenance 


repair parts and special tools lists (including depot maintenance 
repair parts and special tools) for test sets, radio AN/URM-44 
(NSN 6625-00-643-2811) and AN/URM-44A (6625-00-990-7700). 
— [Washington, DC] : Headquarters, Dept. of the Army, [1990- 


1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 11- 
6625-412-24P) Cover title. “Supersedes TM 11-6625-412-24P, 
28 March 1975 and so much of TM 11-6625-412-15-1, 8 Novem- 
ber 1967 as pertains to repair parts and special tools list”—P. i. 
Shipping list no.: 91-168-P. “March 1979.” Includes index. 
@ltem 329 S/N PIN:023253-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Radio, Military — United States — Maintenance and repair — 
Handbooks, manuals, etc. 3. Radio — United States — Appara- 
tus and supplies — Maintenance and repair — Handbooks, manu- 
als, etc. I. United States. Dept. of the Army. II. Title: Test 
sets, radio AN/URM-44 (NSN 6625-00-643-2811) and AN/ 
URM-44A (6625-00-990-7700) III. Series: t of the 
Army technical manual ; TM _ 11-6625-412-24 P. OCLC 


23189990 
91-13099 


91-13096 
D 101.11:11-6625-261-12 
Operator’s and organizational maintenance manual : audio oscilla- 


tors TS-382A/U, TS-382B/U, TS-382D/U, TS-382E/U, and D 108 .18:88-6008-066-15 


Operator’s, organizational, direct support, general support, and 


TS-382F/U. — [Washington, D.C.] : Headquarters, Dept. of the 
Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 11-6625-261-12) Cover title. “Super- 
sedes so much of TM 11-2684A/TO 16-35TS312-16, 9 May 
1952, including C1, 13 December 1954, C2, 6 January 1956, and 
C3, 8 August 1960, as is applicable to operation and organiza- 
tional maintenance of the equipment and so much of TM 11- 
6625-261-12P, 7 May 1959, as pertains to the first echelon func- 
tional parts list and maintenance allocation”—P. 1 (3rd group). 
“Reprint which includes current pages from changes 2 and 3.” 
Shipping list no.: 91-167-P. “12 April 1961.” Includes biblio- 
graphical references (p. 23). @lItem 329 S/N PIN-:018887-000 
@DA 

1. United States. Army — Handbooks, manuals, etc. 2. Oscil- 
lators, Audio-frequency — Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. II. 
Title: Audio oscillators TS-382A/U, TS-382B/U, TS-382D/U, 
TS-382E/U, and TS-382F/U. Ill. Series. OCLC 23189518 


91-13097 


D 101.11:11-6625-333-15 

Operator’s, organizational, direct support, general support, and 
depot maintenance manual : standing-wave-ratio power meter 
ME-165/G (NSN 6625-00-682-4464). —[Washington, DC] : 
Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 11- 
6625-333-15) Cover title. “Supersedes TM 11-809-10, 14 May 
1958 including all changes, TM 11-809-20, 2 July 1958 and TM 
11-809-35, 3 December 1958 as pertains to subject equipment”— 
P. i. “Reprint which includes current pages from changes 1 
through 3.” Shipping list no.: 91-121-P. “March 1971.” In- 
cludes bibliographical references (p. A-1). Includes index. 
@ltem 329 S/N PIN:017124-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Rati- 
ometer (Electric meter)— Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. II. 
Title: Standing-wave-ratio power meter ME-165/G (NSN 6625- 
000-682-4464) III. Series: t of the Army technical 
manual ; TM 11-6625-333-15. OCLC 23197980 


depot maintenance manual : digital voltmeter AN/GSM-64. — 
(Washington, D.C.] : Headquarters, Dept. of the Army, [1990- 


1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 11-6625-444-15) Cover title. “Super- 
sedes TM 11-6625-444-15, 27 February 1962, including all 
changes”—P. i. “Reprint which includes current pages from 
change 1.” Shipping list no.: 90-790-P. “October 1969.” In- 
cludes bibliographical references (p. A-1). Includes index. 
@ltem 329 S/N PIN:023300-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Volt- 
meter, Digital — Maintenance and repair — Handbooks, manu- 
als, etc. I. United States. Dept. of the Army. II. Title: Digital 
voltmeter AN/GSM-64. III. Series. OCLC 23198428 


91-13100 


D 101.11:11-6625-496-12 


Operator and organizational maintenance manual : test set, radio 


AN/VRM-1. —[Washington, D.C.] : Headquarters, Dept. of 
the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 11-6625-496-12) Cover title. “Reprint 
which includes current pages from changes 1 through 5.” 
Shipping list no.: 91-169-P. “12 July 1962.” Includes biblio- 
graphical references (p. 33). @lItem 329 S/N PIN-:020803-000 
@ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Radio — United States — Maintenance and repair — Handbooks, 
manuals, etc. 3. Radio, Military — United States — Mainte- 
nance and repair — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. Title: Test set, radio AN/VRM-1._ III. 
Series. OCLC 23192760 


91-13101 


D 101.11:11-6625-514-20 P 


Organizational maintenance repair parts and special tools list : test 


set, electronic circuit plug-in unit, AN/GRM-55. — Washing- 
ton, D.C. : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — t of the Army 
technical manual ; TM 11-6625-514-20 P) Caption title. “Su- 
persedes TM 11-6625-514-20P, 13 March 1963”—P. 1. “Re- 
print which includes current pages from change 1”—P. 1. 
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Army Department — Defense Dept. 


Shipping list no.: 90-687-P. “17 January 1964.” @Item 329 
S/N PIN:020857-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Elec- 
tronic circuits — Testing — Equipment and supplies — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. II. 
Title: Test set, electronic circuit plug-in unit, AN/GRM-5S. 
III. Series. OCLC 23232348 


91-13102 


1. United States. Army — Handbooks, manuals, etc. 2. Elec- 
tronic instruments — United States — Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Electronic marker generator AN/USM-271 (NSN 
6625-00-982-1543) III. Series: ent of the Army techni- 
cal manual ; TM 11-6625-2383-15. OCLC 23270499 


91-13106 
D 101.11:11-6625-2446-12 
Operator’s, and organizational maintenance manual, including 
repair parts and special tools list, : test set, cryogenic refrigera- 


D 101.11:11-6625-539-15-2 
Operator, organizational, DS, GS, and depot maintenance manual 


: test set, transistor TS-1836B/U. — [Washington, D.C.] : Head- 
quarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 11-6625-539-15-2) Cover title. “Re- 
print which includes current pages from changes | through 3. 
Title was changed by change 3.” Shipping list no.: 91-131-P. 
“October 1968.” Includes bibliographical references (p. A-1). 
@ltem 329 S/N PIN:017255-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Tran- 
sistors — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Dept. of the Army. II. Title: Test set, transis- 
tor TS-1836B/U. III. Series. OCLC 23266046 


91-13103 


D 101.11:11-6625-583-12 

Operator and organizational maintenance manual : test set, receiv- 
er, radio AN/ARM-71. —[Washington, D.C.] : Headquarters, 
Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 11-6625-583-12) Cover title. “Reprint 
includes all changes in effect at the time of publication; changes 
1 and 2.” Shipping list no.: 91-121-P. “22 June 1964.” In- 
cludes bibliographical references (p. 28). @Item 329 S/N 
PIN:017341-000 @ DA 


1. United States. Army — Handbooks, manuals, etc. 2. 
Radio, Military — United States — Maintenance and repair — 
Handbooks, manuals, etc. 3. Radio — United States — Appara- 
tus and supplies — Maintenance and repair — Handbooks, manu- 
als, etc. I. United States. Dept. of the Army. II. Title: Test 
set, receiver, radio AN/ARM-71. III. Series. OCLC 
23189863 


91-13104 


D 101.11:11-6625-1534-15 

Organizational, DS, GS, and depot maintenance manual : SWR 
meter, Hewlett-Packard model 415E. —([Washington, DC] : 
Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 11-6625-1534-15) Cover title. “Reprint 
which includes current pages from change 1.” Shipping list 
no.: 91-132-P. “May 1967.” @Item 329 S/N PIN:019312- 
000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Am- 
plifiers, Audio — Maintenance and repair — Handbooks, manu- 
als, etc. I. United States. Dept. of the Army. II. Title: SWR 
meter, Hewlett-Packard model 415E. III. Series. OCLC 
23266095 


91-13105 


D 101.11:11-6625-2383-15 

Operator’s, organizational, DS, GS, and depot maintenance 
manual : electronic marker generator AN/USM-271 (NSN 6625- 
00-982-1543). — [Washington, D.C.] : Headquarters, Dept. of 
the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 11- 
6625-2383-15) Cover title. “Reprint which includes current 
pages from changes | and 2. Title was changed by change 2.” 
Shipping list no.: 91-131-P. “February 1971.” Includes biblio. 
graphical references (p. A-1). @Item 329 S/N PIN:017612- 
000 @ DA 
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tor AN/AAM-40 (NSN 4130-00-197-6347) and service kit, re- 
frigerant MK-1171/AAS-24 (NSN 4940-00-403-1007). — [Wash- 
ington, DC] : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 11-6625-2446-12) Cover title. “Reprint 
which includes current pages from changes 1 through 3.” 
Shipping list no.: 91-168-P. “August 1970.” @lItem 329 S/N 
PIN:016375-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Re- 
frigeration and refrigerating machinery — United States — Main- 
tenance and repair— Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. Title: Test set, cryogenic refrig- 
erator AN/AAM-40 (NSN 4130-00-197-6347) and service kit, 
refrigerant MK-1171/AAS-24 (NSN 4940-00-403-1007) III. 
Series. OCLC 23198035 


91-13107 


D 101.11:11-6625-2684-30 


Direci support maintenance manual : test set, laser infrared obser- 


vation device TS-3620/GVS-5 (NSN 5860-01-052-9477). — 
(Washington, DC] : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 11- 
6625-2684-30) Cover title. “Reprint which includes current 
pages from change 1.” Shipping list no.: 91-078-P. “August 
1979.” Includes bibliographical references (p. A-1). Includes 
index. @lItem 329 S/N PIN-:043258-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Infra- 
red equipment — United States— Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
Il. Title: Test set, laser infrared observation device TS-3620/ 
GVS-5 (NSN 5860-01-052-9477) III. Series: Department of the 
Army technical manual ; TM _  11-6625-2684-30. OCLC 
23232314 


91-13108 


D 101.11:11-6625-2709-40 P 


General support maintenance repair parts and special tools lists 


(including depot maintenance repair parts and special tools) for 
radio test set AN/ARM-92B, (NSN 6625-00-631-5501). — 
(Washington, DC] : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 11- 
6625-2709-40P) Cover title. Shipping list no.: 91-167-P. 
“April 1978.” Includes index. @Item 329 S/N PIN: 033859- 
000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Radio, Military — United States — Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Radio test set AN/ARM-92B, (NSN 6625-00-63 1-5501) 
III. Series: Department of the Army technical manual ; TM 11- 
6625-2709-40 P. OCLC 23189486 


91-13109 


D 101.11:11-6625-2755-14 


Operator’s, organizational, direct support and general support 


maintenance manual for phase jitter meter ME-490/U (Hekimian 
model 48) (NSN 6625-01-005-7226). —[Washington, DC] : 
Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 11- 
6625-2755-14) Cover title. Shipping list no.: 90-790-P. 





“April 1981.” Includes bibliographical references (p. A-1). 
@ltem 329 S/N PIN:048462-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Am- 
plitude modulation detectors— Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Phase jitter meter ME-490/U (Hekimian model 48) .... 
III. Series: Department of the Army technical manual ; TM 11- 
6625-2755-14. OCLC 23225922 


91-13110 


D 101.11:11-6625-2857-14 

Operator’s, organizational, direct support and general support 
maintenance manual for microwattmeter, Boonton model 41BD 
with power detector 41-4E (NSN 6625-01-050-8800). — [Wash- 
ington, DC] : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 11- 
6625-2857-14) Cover title. Shipping list no.: 91-078-P. 
“August 1978.” Includes bibliographical references (p. A-1). 
@ltem 329 S/N PIN:034888-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Microwattmeter, Boonton model 41BD with power 
detector 41-4E (NSN 6625-01-050-8800) III. Series: Depart- 
ment of the Army technical manual ; TM 11-6625-2857-14. 
OCLC 23265077 


91-13111 


D 101.11:11-6625-2962-14 & P 

Operator’s, organizational, direct support and general support 
maintenance manual (including repair parts and special tools list) 
for voltmeter ME-510/U (Dana model 5900) (NSN 6625-00-045- 
4643). — [Washington, DC] : Headquarters, Dept. of the Army, 
[1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 11- 
6625-2962-14&P) Cover title. Shipping list no.: 91-050-P. 
“May 1981.” Includes bibliographical references (p. A-1). In- 
cludes index. @Item 329 S/N PIN:048509-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Volt- 
meter — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Dept. of the Army. II. Title: Voltmeter ME- 
510/U (Dana model 5900) (NSN 6625-00-045-4643) III. Series: 
Department of the Army technical manual ; TM 11-6625-2962- 
14& P. OCLC 23225877 


91-13112 


D 101.11:11-6625-3019-12 

Operator and organizational maintenance manual : test and repair 
system, electronic equipment AN/MSM-105(V)1. — [Fort 
Monmouth, N.J.] : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 11- 
6625-3019-12) Cover title. Shipping list no.: 91-169-P. “2 
August 1982.” Includes bibliographical references (p. A-1 - A- 
2). @Item 329 S/N PIN:053022-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Elec- 
tronic apparatus and appliances — United States — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Test and repair system, electronic 
equipment AN/MSM-105(V)1. III. Series: Department of the 
Army technical manual ; TM _  11-6625-3019-12. OCLC 
23265684 


91-13113 


D 101.11:11-6625-3055-24 P 
Organizational, direct support, and general support maintenance 
repair parts and special tools list for digital multimeter AN/ 
USM-486/U (NSN 6625-01-145-2430). —[Washington, DC] : 
Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 11- 
6625-3055-24P) Cover title. Shipping list no.: 91-120-P. “13 


292-342 0 - 91-4: QL3 


Government Publications — June 1991 


June 1984.” Includes index. @lItem 329 S/N PIN:056062- 
000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Digital multimeter AN/USM-486/U (NSN 6625-01- 
145-2430) III. Series: Department of the Army technical 
manual ; TM 11-6625-3055-24 P. OCLC 23270539 


91-13114 


D 101.11:11-6625-3077-14 


Operator’s, organizational, direct support and general support 


maintenance manual for impedance bridge ZM-71A/U (NSN 
6625-00-236-1536). — Washington, D.C. : Headquarters, Dept. 
of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; no. 11- 
6625-3077-14) Shipping list no.: 90-753-P. “8 June 1984.” In- 
cludes bibliographical references (p. A-1). Includes index. 
@ltem 329 S/N PIN:055941-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Elec- 
tric meters — Maintenance and repair — Handbooks, manuals, 
etc. 3. Capacitance meters — Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. II. 
Title: Impedance bridge ZM-71A/U (NSN 6625-00-236-1536) 
III. Series: Department of the Army technical manual ; TM 11- 
6625-3077-14. OCLC 23278960 


91-13115 


D 101.11:11-6665-210-10 


Operator’s manual : radiation detection and alarm system AN/ 


FJW-1(V)1. — Washington, D.C. : Headquarters, Dept. of the 
Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 11-6665-210-10) Caption title. Ship- 
ping list no.: 90-790-P. “30 July 1963.” @Item 329 S/N 
PIN:019504-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Ra- 
dioactivity — Instruments — Handbooks, manuals, etc. I. 
United States. Dept. of the Army. II. Title: Radiation detec- 
tion and alarm system AN/FJW-1(V)1. III. Series. OCLC 
23198534 


91-13116 


D 101.11:11-6665-233-10 


Operator’s manual : radiacmeter IM-185/UD, (NSN 6665-01-042- 


9401). — [Washington, DC] : Headquarters, Dept. of the Army, 
[1990] 

1 v. (various pagings) : ill. ; 15 cm.— (Technical manual ; 
no. 11-6665-233-10) Shipping list no.: 90-745-P. “6 July 
1983.” Includes bibliographical references (p. A-O - A-l1). 
@ltem 329 S/N PIN:053602-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Ra- 
dioactivity — Instruments — Handbooks, manuals, etc. L. 
United States. Dept. of the Army. II. Title: Radiacmeter IM- 
185/UD, (NSN 6665-01-042-9401) III. Series: Department of 
the Army technical manual ; TM 11-6665-233-10. OCLC 
23352313 


91-13117 


D 101,11:11-7025-202-34 


Direct support and general support maintenance manual : multi- 


plexer TD-976/G (NSN 7025-01-048-9678). 
DC] : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 11- 
7025-202-34) Cover title. “Reprint which includes current 
pages from changes 1 and 2.” Shipping list no.: 91-189-P. 
“January 1980.” Includes bibliographical references (p. A-1). 
Includes index. @Item 329 S/N PIN:044216-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and repair — 
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— [Washington, 





Army Department — Defense Dept. 


Handbooks, manuals, etc. 3. Multiplexing — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Title: 
Multiplexer TD-976/G (NSN 7025-01-048-9678) III. Series: 
Department of the Army technical manual ; TM 11-7025-202-34. 
OCLC 23264912 


ping list no.: 91-042-P. “27 March 1967.” @Item 329 S/N 
PIN:012571-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Wreckers (Vehicles) — Transportation — Handbooks, manuals, 
etc. I. United States. Dept. of the Army. II. Title: Recovery 
vehicle, full-tracked, light-armored, M578. III. Series. OCLC 


91-13118 

D 101.11:55-1520-237-10/990 231562t4 

Operator’s manual : UH-60A and EH-60A helicopter. — [Wash- 
ington, D.C.] : Headquarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 55- 
1520-237-10) Cover title. “Supersedes TM55-1520-237-10/ to 
1H-60(U)A-1, 21 May 1979, including all changes.” “Reprint 
which includes current pages from changes | thru 8.” Ship- 
ping list no.: 91-015-P. “8 January 1988.” Includes biblio- 
graphical references (p. A-1). Includes index. @Item 329 S/ 
N PIN:042856-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. Mili- 
tary helicopters — United States — Handbooks, manuals, etc. I. 
United States. Dept. of the Army. II. Title: UH-60A and EH- 
60A helicopter. III. Series: Department of the Army technical 
manual ; TM 55-1520-237-10. OCLC 23266045 


91-13119 


91-13122 
D 101.11:55-3810-01-165-14 
Transportability guidance for the crane, 7 1/2-ton, rough-terrain, 
Koehring, type I (NSN 3810-01-165-0646), type II (NSN 3810- 
01-165-0647). — [Washington, DC] : Headquarters, Dept. of the 
Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 55- 
3810-01-165-14) Cover title. Shipping list no.: 90-665-P. 
“September 1990.” Includes bibliographical references (p. A-1 
- A-2). @lItem 329 S/N PIN:068044-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
Cranes, derricks, etc.— United States — Transportation — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Series: Department of the Army technical manual ; TM 55- 
3810-01-165-14. OCLC 23183307 

D 101.11:55-1670-251-20 & P/990 
Organizational maintenance manual including repair parts and spe- 
cial tools list for aerial recovery kit NSN 1670-00-264-8941, P/N 
1670EG109A. —[Washington, D.C.] : Headquarters, Dept. of 
the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 55- 
1670-251-20&P) (TO ; 13D3-2-2) “Reprint which includes cur- 
rent pages from changes | through 4.” Shipping list no.: 91- 
055-P. “6 June 1975.” Includes bibliographical references (p. 

Includes index. @Item 329 S/N PIN:022273-000 @ 


91-13123 
D 101.11:743-200-1/990 
Storage and materials handling. — [Washington, DC] : Headquar- 
ter, Dept. of the Army, [1990- 

v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 743-200-1) Shipping list no.: 90-656-P 
(lv. 1). “January 1958”—[Vol. 1]. Includes index. @Item 
329 S/N PIN-:012670-000 (v.1) @ DA 

1. United States — Armed Forces —- Handbooks, manuals, etc. 
2. United States— Armed Forces— Supplies and stores — 
Handbooks, manuals, etc. 3. Military supplies — Storage — 
Handbooks, manuals, etc. 4. Materials handling — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Series. 
OCLC 22745312 


1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Transportation — Handbooks, manuals, 
etc. 3. Slings and hitches — Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. II. 
Title: Aerial recovery kit NSN _ 1670-00-264-8941, P/N 
1670EG109A. III. Series: Department of the Army technical 
manual ; TM 55-1670-251-20 & P. IV. Series: Air Force TO ; 
13 D 3-2-2. OCLC 23232340 


91-13120 


91-13124 
D 101.22:550-165/991 
Hungary, a country study / Federal Research Division, Library of 
Congress ; edited by Stephen R. Burant.— 2nd ed., 1990. — 
Washington, D.C. : Headquarters, Dept. of the Army : For sale 
by the Supt. of Docs., U.S. G.P.O., 1990. 

li, 320 p. : ill., maps ; 24 cm. — (Area handbook series) (DA 
pam ; 550-165) “Research completed October 1989.” Ship- 
ping list no.: 91-192-P. “First printing, 1990”—T.p. verso. In- 
cludes bibliographical references (p. 275-301). @lItem 327-J 
S/N 008-020-01236-0 @ GPO ; PIN:006977-000 @ DA ISBN 
0-1602-9202— $17.00 

1. Hungary. I. Burant, Stephen R., 1954- II. Library of 
Congress. Federal Research Division. III. United States. Dept. 
of the Army. IV. Series. V. Series. DB906.H86 1990 90- 
006426 943.9 /20 OCLC 21670267 


D 101.11:55-1680-308-24 
Organizational, DS and GS maintenance manual : ejection seat, 
model MK-J5D (Martin-Baker) part number 134AB80000. — 
[Washington, D.C.] : Headquarters, Dept. of the Army, [1990- 


1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 55- 
1680-308-24) Cover title. “Reprint which includes current 
pages from changes | through 9.” Shipping list no.: 91-110-P. 
“13 December 1974.” Includes bibliographical references (p. 
A-1). @tem 329 

1. United States. Army — Handbooks, manuals, etc. 2. Air- 
craft survival equipment — Maintenance and repair — Hand- 
books, manuals, etc. 3. Pilot ejection seats — Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Ejection seat, model MK-JS5D (Martin- 
Baker) part number 134AB80000. III. Series: Department of 
the Army technical manual ; TM 55-1680-308-24. OCLC 
23197429 


91-13121 


91-13125 
D 101.25:SIG 316 
Instructions for installation of modification kit, electronic equip- 
ment MK-345/GR, IN 2 1/1-ton, 6x6 truck-mounted, Signal 
Corps repair shops M185 and M238. — Washington, D.C. : 
Headquarters, Dept. of the Army, [1990- 
1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
D 101.11:55-2320-238-20-1 technical manual [i.e. bulletin) ; TB SIG 316) Caption title. 
Transportability guidance : recovery vehicle, full-tracked, light- “Supersedes TB SIG 316, 8 November 1957”—P. 1. Shipping 
armored, M578. — Washington, D.C. : Headquarters, Dept. of list no: 90-687-P. “12 July 1960.” @Item 329 S/N 
the Army, [1990- PIN:010725-001 @ DA 
1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 1. United States. Army — Handbooks, manuals, etc. 2. 
technical manual ; TM 55-2320-238-20-1) Caption title. Ship- United States. Army — Electronic installations — Handbooks, 
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manuals, etc. I. United States. Dept. of the Army. II. Series: 
Army TB ; SIG 316. OCLC 23263576 


91-13126 
D 101.25:11-6625-2773-35 
Alignment procedures : test station, electronic equipment AN/ 
USM-410(V)2, 6625-01-069-4223. —[Washington, DC] : Head- 
quarters, Dept. of the Army, [1990- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual [{i.e. 
bulletin] ; TB 11-6625-2773-35) Cover title. “Reprint which 
includes current pages from changes 1 and 2.” Shipping list 
no.: 91-132-P. “2 August 1982.” @Item 329 S/N 
PIN:053203-000 @ DA 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Handbooks, manuals, etc. 
3. Electronic instruments— United States — Calibration — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Test station, electronic equipment AN/USM-410(V)2, 
6625-01-069-4223. III. Series: Army TB ; 11-6625-2773-35. 
OCLC 23271158 


91-13127 
D 101.43/2:294 
Army bands. —[Washington, D.C.? : U.S. Dept. of the Army, 
1990] 
[12] p. : col. ill. ; 22 cm. Cover title. Shipping list no.: 91- 
006-P. “RPI 294, Sept. 1990”—P. [3] of cover. @lItem 323-A 
1. United States Army Band. 2. United States. Army — 
Songs and music. 3. Bands (Music)— United States. I. 
United States. Dept. of the Army. OCLC 23346693 


91-13128 
D 101.43/2:703/990 
The Army Reserve helps you and the people you care about. — 
(Washington, D.C.?] : The Reserve, [1990] 

[8] p. : col. ill. ; 22 cm. Cover title. Shipping list no.: 90- 
816-P. “RPI 703, September 1990”—P. [3] of cover. @Item 
323-A 

1. United States. Army Reserve. 
Reserve. OCLC 23293050 


I. United States. Army 


91-13129 
D 101.43/2:766/990 
Earn Army pay and benefits as a civilian. — [Washington, D.C.? : 
U.S. Dept. of the Army, 1990] 

[12] p. : col. ill. ; 22 cm. Cover title. Shipping list no.: 91- 
044-P. “RPI 766, September 1990”—P. [4] of cover. @lItem 
323-A 

1. United States. Army — Recruiting, enlistment, etc. 2. 
United States. Army Reserve. I. United States. Dept. of the 
Army. OCLC 23293023 


91-13130 
D 101.43/2:912/990-2 
The Montgomery G.I. Bill Army College Fund. — [Washington, 
D.C.? : Dept. of the Army, 1990] 
[16] p. : ill. ; 22cm. Cover title. Shipping list no.: 91-082-P. 
“RPI 912, October 1990”—P. [16]. @Item 323-A 
1. United States. Army — Recruiting, enlistment, etc. 2. 
Scholarships — United States. I. United States. Dept. of the 
Army. II. Title: Montgomery GI Bill plus Army College 
Fund. OCLC 23236149 


Government Publications — June 1991 


ENGINEERS CORPS 
Alexandria, VA 22304 


Orders or requests for publications listed below which are not sold 
by the Supt. of Docs. should be sent to the preparing and issuing 
office indicated. Address requests to the U.S. Army Corps of 
Engineers and add the City and State shown. Publications shown 
as initiated and issued by the Chief of Engineers should be ordered 
from Office of the Chief of Engineers, Publications Depot, 890 
Pickett St., Alexandria, Va. 22304. 


91-13131 
D 103.2:B 19 
Baldhill Dam/Lake Ashtabula, North Dakota. —[St. Paul, 
Minn.?] : US Army Corps of Engineers, St. Paul District, [1988] 


1 sheet : col. ill., maps (some col.) ; 64 x 30 cm. folded to 22 x 
ll cm. Shipping list no.: 89-64-P. @lItem 337 

1. Recreation — North Dakota — Baldhill Dam. 2. Ashtabu- 
la, Lake (N.D.)— Recreational use. I. United States. Army. 
Corps of Engineers. St. Paul District. II. Title: Baldhill Dam, 
Lake Ashtabula, North Dakota. OCLC 23226170 


91-13132 
D 103.6/5:En 8/4 
Introduction to the Environmental Review Guide for Operations 
(ERGO). —[Fort Belvoir, Va.? : U.S. Army Corps of Engi- 
neers, 19907] 
[7] p. : col. ill. ; 28 cm. Shipping list no.: 91-005-P. @Item 
337-B 
1. United States. Army — Environmental aspects. 
States. Army. Corps of Engineers. OCLC 23226127 


91-13133 


I. United 


D 103.43/3:1130-2-16/991 
Park information, 1991 : Wappapello Lake. — [St. Louis, Mo.?] : 
US Army Corps of Engineers, St. Louis District, [1991] 

1 folded sheet (10 p.) ; 23 x 11 cm.— (DP ; 1130-2-16) 
“Partner in progress.” Shipping list no.: 91-218-P. @Item 
338-B 

1. Recreation — Missouri— Wappapello Lake. 2. Wappa- 
pello Lake (Mo.) — Recreational use. I. United States. Army. 
Corps of Engineers. St. Louis District. II. Title: Wappapello 
Lake. III. Series: DP (United States. Army. Corps of Engi- 
neers. St. Louis District) ; 1130-2-16. OCLC 23278621 


91-13134 
D 103.71:989-90 
United States. Army. Corps of Engineers. 
Officer and warrant officer directory / Corps of Engineers. 
Fort Belvoir, VA : U.S. Army Engineer Center ; [Washi 
D.C. : For sale by the Supt. of Docs., G.P.O., Supt. of Docs., 
U.S. Govt. Print. Off., Washington, D.C. 20402 


Irregular 

$12.00 

Began with 1982. Other title: Directory, Corps of Engineers 
officers and warrant officers (1984)-198 Other title: Corps of 
Engineers officers and warrant officers directory (1989-90-) 
Spine title: Engineer officer directory (1987) Title from cover. 
Some issues have title: Officers and warrant officers directory. 
Imprint varies: Fort Belvoir, VA, 1982-198 ; Fort Leonard 
Wood, MI, (1989/90-) Shipping list no.: 90-540-P. 1989-90. 
Description based on: 1984. Vols. for 1984, 1986 distributed to 
depository libraries in microfiche. @lItem 334-D S/N 008- 
022-00268-5 @ GPO ISSN 0732-7587 Continues: United 
States. Army. Corps of Engineers. Officer directory 

1. United States. Army. Corps of Engineers — Directories. 
2. United States. Army — Officers — Directories. 3. United 
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Military History Center — Defense Dept. 


States. Army — Warrant officers — Directories. I. Army Engi- 
neer Center and Fort Belvoir. II. United States Army Engi- 
neer Center and Fort Leonard Wood. III. Title. UG23.U46b 
82-643045 358/.2/02573 OCLC 08401553 


91-13135 
D 103.122/4:91-1 
More powerful ideas— : —that saves Army energy. — [Fort 
Belvoir, Va.? : U.S. Army, Corps of Engineers, 1990] 

1 folded sheet (12 p.) : col. ill. ; 23 x 10 cm.— (CEHSC-P 
pam ; 91-1) Shipping list no.: 91-082-P. “Oct 90”—P. [12]. 
@ltem 338-B 

1. United States. Army — Facilities — Energy conservation. 
2. Energy conservation— United States. I. United States. 
Army. Corps of Engineers. II. Series. OCLC 23346658 


MILITARY HISTORY CENTER 
Defense Dept. 
Washington, DC 20315 


91-13136 
D 114.7:W 19/y.5/991 
Smith, R. Elberton, 1910- 

The Army and economic mobilization / by R. Elberton 
Smith. — Washington, D.C. : Center of Military History, U.S. 
Army : For sale by the Supt. of Docs., U.S. G.P.O., 1991. 

xxv, 749 p. : ill, ports. ; 26 cm.— (CMH pub; 1-7) Reprint. 
Originally published: Washington : Office of the Chief of Mili- 
tary History, Dept. of the Army, 1959. (United States Army in 
World War II. The War Department) Shipping list no.: 91- 
178-P. Includes bibliographical references and index. @Item 
345 S/N 008-029-00057-1 @ GPO ; PIN:038757-000 @ CMH 
ISBN 0-1602-3939-7 : $19.00 

1. Industrial mobilization — United States. 2. United States. 
Army — Procurement. 3. World War, 1939-1945 — Economic 
aspects — United States. I. Center of Military History. II. 
Title. III. Series. 58-060001 OCLC 23225857 


NAVY DEPARTMENT 
Defense Dept. 
Washington, DC 20350 


91-13137 
D 201.2:N 22/18 
Naval Explosive Ordnance Disposal Technology Center (U.S.) 
Naval Explosive Ordnance Disposal Technology Center. — 
[Indian Head, MD] : The Center, [19917] 
[20] p. : ill. (some col.), maps ; 22 x 28 cm. Cover title. 
Shipping list no.: 91-239-P. @lItem 370 
1. Naval Explosive Ordnance Disposal Technology Center 
(U.S.) 2. Explosive ordnance disposal. I. Title. OCLC 
23303698 


91-13138 
D 201.2:Sm 1/2 
Small and disadvantaged business assistance directory. — [Wash- 
ington, D.C.?] : Dept. of the Navy, [1990] 

1 v. (various pagings) ; 28 cm. — (NAVSO P ; 3675) Cover 
title. Shipping list no.: 91-259-P. “October 1990.” @Item 
370 

1. United States. Navy — Procurement — Directories. 2. 
Small business — United States — Directories. I. United States. 
Navy Dept. II. Series. OCLC 23346737 
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91-13139 
D 201.2:So 4 
Solder joint rework simulation analysis / by the Electronics Man- 
ufacturing Productivity Facility. — Ridgecrest, Calif. : The Fa- 
cility, [1990] 

39 p. : ill. (some col.) ; 283 cm.— (EMPF TB ; 0019) Ship- 
ping list no.: 91-099-P. Includes bibliographical references (p. 
9). @tem 370 

1. Solder and soldering. I. Electronics Manufacturing Pro- 
ductivity Facility (U.S.) II. Series. OCLC 23290578 


91-13140 
D 201.6/12:Ar 2 
Naval Arctic manual. — [Washington, D.C.? : Dept. of the Navy, 
1990] 

1 v. (various pagings) : ill, map ; 22 x 28 cm.— (ATP ; 
17(A)) “COMTAC publication.” “To be used with NRTC 
naval Arctic operations, NAVEDTRA 10946-B5”—Cover. 
“Cancels and supersedes ATP 17, Naval Arctic operations; 
AEP 2 (Navy), Arcticization and winterization of ships; and 
NWP 35, Cold weather operating procedures (U)”—P. iia. 
Shipping list no.: 91-043-P. “January, 1970.” @lItem 370-A 

1. Oceanography — Arctic regions — Handbooks, manuals, 
etc. 2. Arctic regions — Research — Handbooks, manuals, etc. 
I. United States. Navy Dept. II. Series: ATP (Series) ; 17 (A) 
OCLC 23282038 


NAVAL EDUCATION AND TRAINING 
COMMAND 
Defense Dept. 
Pensacola, FL 32508 


91-13141 
D 207.208/2:Ut 3/3/990 
Sims, Junior D. 

Utilitiesman 3 / Naval Education and Training Program Man- 
agement Support Activity. — 1990 ed., Oct. 1990 / prepared by 
Junior D. Sims. — [Pensacola, Fla.] : The Activity ; Philadel- 
phia, PA : Naval Publications and Forms Center [distributor], 
1990 [i.e. 1991] 

1 v. (various pagings) : ill. ; 28 cm. “Training manual 
(TRAMAN)”’—Cover. Naval Education and Training Com- 
mand”—Cover. Shipping list no.: 91-197-P. G.P.O. sales 
statement incorrect in publication. Includes bibliographical ref- 
erences and index. “NAVEDTRA 12532.” [Item 404; 
class:am/cat:es] @Item 404 S/N 0502-LP-214-1100 @ 
NETPMSA 

1. United States. Navy — Utilitiesmen — Handbooks, manuals, 
etc. 2. Plumbing — Handbooks, manuals, etc. 3. Refrigeration 
and refrigerating machinery — United States — Maintenance and 
repair — Handbooks, manuals, etc. I. Naval Education and 
Training Program Management Support Activity (U.S.) IL. 
Title. III. Title: Utilitiesman three. OCLC 23192813 


MARINE CORPS (NAVY) 
Defense Dept. 
Washington, DC 20380 


91-13142 
D 214.2:D 12/991 
Daddy’s days away : a deployment activity book for parents & 
children. —[Washington, D.C.] : Reproduced by the Family 
Programs Branch, Headquarters, U.S. Marine Corps, [19917] 
129 p. : ill. ; 28cm. Cover title. Shipping list no.: 91-017-P. 
@ltem 383 
1. United States. Marine Corps — Military life. 2. Soldiers — 
United States — Family relationships. I. United States. Marine 
Corps. Family Programs Branch. OCLC 23236171 





91-13143 
D 214.13:V 67/973-75 
Dunham, George R. (George Ross) 

U.S. Marines in Vietnam : the bitter end, 1973-1975 / by 
George R. Dunham and David A. Quinlan. — Washington, 
D.C. : History and Museums Division, Headquarters, U.S. 
Marine Corps : [Supt. of Docs., U.S. G.P.O., distributor], 1990. 


ix, 315 p. : ill, maps ; 28 cm.— (Marine Corps Vietnam 
operational historical series) Spine title: U.S. Marines in Viet- 
nam, 1973-1975. Shipping list no.: 91-229-P. Includes biblio- 
graphical references (p. 269-280). Includes index. @lItem 383- 
B_ S/N 008-055-00178-1 @ GPO ; PCN 190-003109-00 @ MC 
ISBN 0-1602-6455-3 : $25.00 

1. United States. Marine Corps — History — Vietnamese Con- 
flict, 1961-1975. 2. Vietnamese Conflict, 1961-1975 —Cam- 
paigns. I. Quinlan, David A. II. United States. Marine Corps. 
History and Museums Division. III. Title. IV. Title: US Ma- 
rines in Vietnam. V. Title: U.S. Marines in Vietnam, 1973- 
1975. VI. Series. OCLC 23290469 


MILITARY SEALIFT COMMAND (NAVY) 
Defense Dept. 
Washington, DC 20390 


D 216.2:B 12/991 
Backgrounder : Military Sealift Command. — Washington, D.C. : 
U.S. Navy, Military Sealift Command, [19917] 
7 p.: col. ill. ; 28cm. Cover title. Shipping list no.: 91-249- 
P. @ltem 388-B-2 
1. United States. Navy. Military Sealift Command. I. United 
States. Navy. Military Sealift Command. OCLC 23278604 


AIR FORCE DEPARTMENT 
Defense Dept. 
Washington, DC 20330 


D 301.2:0f 2/6 
The Air Force, OSI. —[Washington, D.C.?] : 

Office of Special Investigations, [19917] 

[12] p. : col. ill. ; 22 x 28 cm. Cover title. 
91-180-P. @lItem 424 

1. United States. Air Force. Office of Special Investigations. 
2. United States. Air Force. Office of Special Investigations — 
Officials and employees — Recruiting. I. United States. Air 
Force. Office of Special Investigations. OCLC 23189109 


91-13146 


91-13144 


91-13145 
U.S. Air Force, 


Shipping list no.: 


D 301.6/5:Sp 1 
United States. Air Force. Space Wing, Ist. 

A visitor guide. — Peterson AFB, Colo. : 
Space Wing, [1991] 

50 p. : maps ; 28 cm. — (Ist Space Wing pamphlet ; 
Cover title. Shipping list no.: 91-142-P. @lItem 424-F 

1. United States. Air Force. Space Wing, 1st — Handbooks, 
manuals, etc. 2. Command and control systems — Handbooks, 
manuals, etc. I. Title. II. Series. OCLC 23290486 


91-13147 


Headquarters, Ist 
190-1) 


D 301.26/6:B 38 
Johnson, Dion W. 

Bear tracks in Indochina : an analysis of Soviet presence in 
Vietnam / by Dion W. Johnson. — Dec. 1990, rev. ed. — Max- 
well Air Force Base, Ala. : Air University Press ; Washington, 
DC : For sale by the Supt. of Docs., US G.P.O, 1990. 

xviii, 94 p. : ill, maps ; 24 cm. Shipping list no.: 91-180-P. 
@ltem 422-K S/N 008-070-00587-5 @ GPO ISBN 0-1602- 
8553-4 : $4.75 


Government Publications — June 1991 


1. Soviet Union — Military relations — Asia, Southeastern. 
2. Soviet Union — Military relations — Pacific Area. 3. Asia, 
Southeastern — Military relations — Soviet Union. 4. Pacific 
Area — Military relations — Soviet Union. 5. Military bases, 
Soviet — Vietnam — Cam Ranh. 6. Cam Ranh Region (Viet- 
nam) — Strategic aspects. I. Air University (U.S.). Press. II. 
Title. UA770.J59 1990 90-020294 355/.033259 /20 OCLC 
22597387 


ENERGY DEPARTMENT 
Washington, DC 20585 


91-13148 
E 1.86/6:991 
Argonne National Laboratory. Division of Educational Programs. 

Faculty and student programs. [Argonne, III.?] : U.S. Dept. of 
Energy, [1991- Division of Educational Programs, Argonne 
National Laboratory, Argonne, III. 60439-4845 

v. : ill. ; 28 cm. 

Annual Shipping list no.: 
based on: 1991; title from cover. 
ry.” @ltem 429-A-22 

1. Argonne National Laboratory. Division of Educational 
Programs — Study and teaching (Higher) — Periodicals. 2. 
Nuclear energy — Research — Study and teaching (Higher) — 
Illinois — Argonne — Periodicals. 3. Nuclear engineering — 
Research — Study and teaching (Higher) — Illinois — Ar- 
gonne — Periodicals. I. United States. Dept. of Energy. sn- 
91023311 OCLC 23272951 


90-794-P. 1991. Description 
“Argonne National Laborato- 


FEDERAL ENERGY REGULATORY 
COMMISSION 


Energy Dept. 
Washington, DC 20426 


91-13149 
E 2.2:C 18/2 
Federal Energy Regulatory Commission : careers with a future. 
— [Washington, DC] : Dept. of Energy, Federal Energy Regu- 
latory Commission, [19917] 
12 p. : col. ill., col. map ; 28 cm. Cover title. 
no.: 91-059-P. @Item 429-V-4 
1. United States. Federal Energy Regulatory Commission — 
Officials and employees — Recruiting. I. United States. Feder- 
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tion, Office of Oil and Gas. Vols. for 1976 published by: Fed- 
eral Energy Regulatory Commission, Office of Pipeline and 
Producer Regulation; 1977 by: Energy Information Administra- 
tion, Assistant Administrator for Energy Data; 1978-1979 by: 
Energy Information Administration, Assistant Administrator for 
Energy Data Operations. @lItem 438-B-1 S/N 061-003-00682- 
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Federal Energy Regulatory Commission. Office of Pipeline and 
Producer Regulation. VI. United States. Energy Information 
Administration. Office of Energy Data. VII. United States. 
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als, etc. I. United States. Dept. of Education. II. Title: SUP- 
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States. Dept. of Education. Office of Student Financial Assist- vention. 2. Immunization of children — United States. 3. Day 
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R.B.M. Research, Inc. II. Southeastern Regional Council for 
Educational Improvement. III. National Institute of Education 
(U.S.) IV. Title. V. Series. OCLC 23290018 


91-13169 


ED 1,310/2:271395 

Analyses and comparisons of science curricula in Japan and the 
United States / Willard J. Jacobson ... [et al.].— New York, 
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report: secretary’s discretionary program implementation grant 
to develop teacher incentive structures. VI. Title: Secretary’s 
discretionary program implementation grant to develop teacher 
incentive structures. OCLC 18823404 


91-13172 


ED 1.310/2:275289 


Broyles, Susan G. 


Education directory, colleges and universities, 1985-86 / by 
Susan G. Broyles, Rosa M. Fernandez, and Fred Fisher. — 
Washington, D.C. : Office of Educational Research and Im- 
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91-13175 


ED 1.310/2:277158 


Hansen, Kenneth H. 


Beyond the wall chart : appraisal of statewide educational 
progress : a policy issues paper / prepared for the Chief State 
School Officers of the Northwest and Pacific ; Kenneth H. 


Hansen, principal author. — Portland, Or. : Northwest Center 
for State Education [i.e. Educational] Policy Studies, Northwest 
Regional Educational Laboratory, [1986] 
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Educational Research and Improvement Office — Education Dept. 


13 leaves ; 28 cm.— (The Northwest Regional Educational 91-13179 
Laboratory program report) Cover title. “Sponsored ... by 


the Office of Educational Research and Improvement (OERD), 


ED 1.310/2:278658 
Barrett, Joan. 


Department of Education, under contract number 400-86- 
0006”—P. [2] of cover. Distributed to depository libraries in 
microfiche. “August 1986.” @lItem 466-A-3 (MF) S/N ED 
277158 @ ERIC 

1. Educational evaluation — United States — States. 2. Edu- 
cation and state — United States. I. Northwest Center for State 
Educational Policy Studies. II. United States. Office of Educa- 
tional Research and Improvement. III. Title. IV. Series. 
OCLC 23351763 


91-13176 
ED 1.310/2:277159 
Deck, Dennis. 

Applications of computer technology in school profiling and 
databased decision making / Dennis Deck. — Portland, Or. : 
Northwest Regional Educational Laboratory, [1986] 

[13] leaves ; 28 cm. — (The Northwest Regional Educational 
Laboratory program report) Cover title. “Sponsored ... by 
the Office of Educational Research and Improvement (OERI), 
Department of Education, under contract number 400-86- 
0006”—P. [2] of cover. Distributed to depository libraries in 
microfiche. “November 1986.” Includes bibliographical refer- 
ences (leaves [12]-[13]). @lItem 466-A-3 (MF) S/N ED 
277159 @ ERIC 

1. Educational statistics ——- Data processing. 2. Educational 
planning — United States— Data processing. 3. School man- 
agement and organization — United States — Decision 
making — Data processing. I. Northwest Regional Educational 
Laboratory. II. United States. Office of Educational Research 
and Improvement. III. Title. IV. Series. OCLC 23352268 


91-13177 
ED 1.310/2:277696 
Ham, Maryellen C. 

A collaborative approach to leadership in supervision : pres- 
entation to AACTE, Washington, DC, 14 February 1987 / 
Maryellen C. Ham, Sharon Nodie Oja. —[Washington, DC. : 
Office for Educational Research and Improvement, 1987] 

13, [5] leaves ; 28 cm. Paper presented at the annual meeting 
of the American Association of Colleges for Teacher Education, 
Arlington, Va., Feb. 12-15, 1987. Distributed to depository 
libraries in microfiche. “Pub date 14 Feb 87”—Doc. resume. 
Includes bibliographical references (leaves [14-17]). @lItem 
466-A-3 (MF) S/N ED 277696 @ ERIC 

1. School personnel management — United States. 2. School 
principals — Training of — United States. 3. Teacher-principal 
relationships. I. Oja, Sharon Nodie. II. United States. Office 
of Educational Research and Improvement. III. Title. OCLC 
23257801 


91-13178 
ED 1.310/2:278657 
Barrett, Joan. 

The evaluation of teachers. — [Washington, DC : American 
Association of Colleges for Teacher Education, Clearinghouse 
on Teacher Education, 1986] 

[3] leaves ; 28 cm. — (Digest ; 12) “Spons agency, Office of 
Educational Research and Improvement’ "Doc. resume. Dis- 
tributed to depository libraries in microfiche. Includes biblio- 
graphical references (leaf [2]). “Contract 400-83-0022”—Doc. 
resume. @lItem 466-A-3 (MF) S/N ED 278657 @ ERIC 

1. Observation (Educational method) 2. Student evaluation 
of teachers— United States. 3. Teachers— United States — 
Rating of. I. ERIC Clearinghouse on Teacher Education. II. 
United States. Office of Educational Research and Improve- 
ment. III. Title. IV. Series: ERIC digest ; no. 12. OCLC 
23282392 
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Evaluation of student teachers. — [Washington, DC : Ameri- 
can Association of Colleges for Teacher Education, Clearing- 
house on Teacher Education, 1986] 

[3] leaves ; 28 cm.— (ERIC digest ; 13) “Spons agency, 
Office of Educational Research and Improvement”—Doc. 
resume. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references (leaf [2]). “Contract 400-83- 
0022”—Doc. resume. @lItem 466-A-3 (MF) S/N ED 278658 
@ ERIC 

1. Student teaching — United States. 2. Student teachers — 
United States— Rating of. 3. Teachers—Training of — 
United States. I. ERIC Clearinghouse on Teacher Education. 
II. United States. Office of Educational Research and Improve- 
ment. III. Title. IV. Series: ERIC digest ; no. 13. OCLC 
23284757 


91-13180 


ED 1.310/2:280929 


The Bilingual Program Resource and Training Center, 1985-1986 


/ prepared by the O.E.A. Bilingual Education Evaluation 
Unit. — Brooklyn, N.Y. : New York City Public Schools, Office 
of Educational Assessment, [1986] 

v, 32, [1] leaves : ill. ; 28 cm.— (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Grant number: G00-820-2991.” @lItem 466-A-3 (MF) S/N 
ED 280929 @ ERIC 

1. Bilingual Program Resource and Training Center (New 
York City Public Schools) 2. Education, Bilingual — New 
York (N.Y.) 3. Vocational guidance— New York (N.Y.) I 
New York City Public Schools. Bilingual Education Evaluation 
Unit. II. United States. Dept. of Education. III. Series. 
OCLC 23199879 


91-13181 


ED 1,310/2:281957 


Ihle, Elizabeth L. 


Black girls and women in elementary education [microform] : 
history of black women’s education in the South, 1865-present, 
instructional modules for educators, module I. — [Washington, 
D.C.] : U.S. Dept of Education, Office of Educational Research 
and Improvement, Educational Resources Information Center, 
[1988] 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-3 (MF) S/N ED 281957 @ 
ERIC GPO abridged cataloging. 

1. Afro-American women— Education (Elementary) — 
Southern States. I. Educational Resources Information Center 
(U.S.) IL. Title. IIL. Title: History of black women’s educa- 
tion in the South, 1865-present. OCLC 23291684 


91-13182 


ED 1.310/2:281958 


Ihle, Elizabeth L. 


Black women’s vocational education [microform] : history of 
black women’s education in the South, 1865-present, instruction- 
al module for educators, module II. —[Washington, D.C.] : 
U.S. Dept. of Education, Office of Educational Research and 
Improvement, Educational Resources Information Center, 
[1986] 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-3 (MF) S/N ED 281958 @ 
ERIC GPO abridged cataloging. 





1. Afro-American women — Education — Southern States. 
2. Women — Vocational education — Southern States. I. ERIC 
Clearinghouse on Higher Education. II. Title. OCLC 
23291957 


91-13183 


ED 1.310/2:281959 
Ihle, Elizabeth L. 

Black women’s academic education in the South [microform] 
: history of black women’s education in the South, 1865-present, 
instructional module for educators, modules III and IV. — 
[Washington, D.C.] : U.S. Dept. of Education, Office of Educa- 
tional Research and Improvement, Educational Resources Infor- 
mation Center, [1986] 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @Item 466-A-3 (MF) S/N ED 281959 @ 
ERIC GPO abridged cataloging. 

1. Afro-American women — Education — Southern States. I. 
Educational Resources Information Center (U.S.) II. Title. 
III. Title: History of black women’s education in the South, 
1865-present. OCLC 23349507 


Government Publications — June 1991 


1. Public relations — Schools. 2. Rural schools. I. ERIC 
Clearinghouse on Rural Education and Small Schools. II. 
Title. III. Title: School, community relations in small, rural 
school districts. OCLC 23231609 


91-13187 


ED 1.310/2:282692 


Trull, Georgiana. 


Yurok sentences [microform] / Yurok teachers: Georgiana 
Trull, Jimmy James, Josephine James; editor: Ruth Bennett. — 
Arcata, Calif. : The Bilingual Emphasis Program, The Center 
for Community Development, Humboldt State University ; 
(Washington, D.C.] : U.S. Dept. of Education, Office of Educa- 
tional Research and Improvement, Educational Resources Infor- 
mation Center, 1986. 

lv. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 2 microfiches. Distributed to depository librar- 
ies in microfiche. @Item 466-A-3 (MF) S/N ED 282692 @ 
ERIC GPO abridged cataloging. 

1. Yurok language — Glossaries, vocabularies, etc. I. James, 
Jimmy. II. James, Josephine. III. Bennett, Ruth Ruth B.) 
IV. Educational Resources Information Center (U.S.) V. Title. 


OCLC 23347228 
91-13188 


91-13184 
ED 1.310/2:282187 
Research within reach, secondary school reading [microform] : a 


research guided response to concerns of reading educators / ED 1.500/220315 


Time spent on mathematics instruction and homework by Japa- 


Donna E. Alvermann, David W. Moore, Mark W. Conley, 
editors. — Newark, Del. : International Reading Association, 
Inc. ; [Washington, D.C.] : U.S. Dept. of Education, Office of 
Educational Research and Improvement, Educational Resources 
Information Center, 1987. 

1 v.— (ASHE-ERIC higher education report ; no. 8, 1986) 
Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. G.P.O., 
[1990]. 3 microfiches. Distributed to depository libraries in 


microfiche. @lItem 466-A-3 (MF) S/N ED 282187 @ ERIC 
GPO abridged cataloging. 

1. Reading (Secondary) I. Alvermann, Donna E. II. 
Moore, David W. III. Conley, Mark W. IV. Educational Re- 
sources Information Center (U.S.) V. Title. OCLC 23349164 


nese and U.S. 13-year-old students. — [Washington, DC] : U.S. 
Dept. of Education, Office of Educational Research and Im- 
provement, Center for Education Statistics, [1986] 

3 p.: ill. ; 28 cm. Caption title. “Bulletin OERI.” Distrib- 
uted to depository libraries in microfiche. “December 1986.” 
@ltem 466-A-3 (MF) S/N ED 282765 @ ERIC 

1. Japanese students— Time management — Statistics. 2. 
American students — Time management — Statistics. 3. Mathe- 
matics — Study and teaching (Secondary) — Japan — Statistics. 
4. Mathematics— Study and teaching (Secondary) — United 
States — Statistics. I. United States. Office of Educational Re- 
search and Improvement. Center for Education Statistics. 


OCLC 23266470 
91-13189 


91-13185 
ED 1.310/2:282489 


Kaplowitz, Richard A., 1940- ED 1.310/2:282776 


Blosser, Patricia E. 


Selecting college and university personnel [microform] : the 
quest and the questions / by Richard A. Kaplowitz ; prepared 
by ERIC Clearinghouse on Higher Education, the George 
Washington University. — Washington, D.C. : Association for 
the Study of Higher Education, 1986. 

1 v.— (ASHE-ERIC higher education report ; no. 8, 1986) 
Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. G.P.O., 
[1990]. 2 microfiches. Distributed to depository libraries in 
microfiche. @lItem 466-A-03 (MF) S/N ED 282489 @ ERIC 
GPO abridged cataloging. 

1. College administrators — Selection and appointment. 2. 
College teachers — Selection and appointment. I. ERIC Clear- 
inghouse on Higher Education. II. Title. III. Series: ASHE- 
ERIC higher education report ; 1986, no. 8. OCLC 23231811 


Science misconceptions research and some implications for 
the teaching of science to elementary school students / Patricia 
E. Blosser. —[Columbus, Ohio : ERIC Clearinghouse for Sci- 
ence, Mathematics, and Environmental Education, 1987] 

[3] p. ; 28 cm. — (ERIC/SMEAC science education digest ; 
1987, no. 1) “Spons agency, Office of Educational Research 
and Improvement”—Doc. resume. Distributed to depository 
libraries in microfiche. Includes bibliographical references (p. 
[2]). “Contract 400-86-0016”"—Doc. resume. @Item 466-A-3 
(MF) S/N ED 282776 @ ERIC 

1. School children — United States — Attitudes. 2. Science 
teachers — Training of — United States. 3. Science — Study 
and teaching (Elementary) — United States. I. ERIC Clearing- 
house for Science, Mathematics, and Environmental Education. 


91-13186 II. United States. Office of Educational Research and Improve- 


ment. III. Title. IV. Series. OCLC 23290094 
91-13190 


ED 1.310/2:282680 
Toy, Steve. 


School-community relations in small, rural school districts 
[microform] : developing a plan for a productive partnership / 
by Steve Toy.— Las Cruces, N.M. : Educational Resources 
Information Center Clearinghouse on Rural Education and 
Small Schools, New Mexico State University, 1987. 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 2 microfiches. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-03 (MF) S/N ED 282680 @ 
ERIC GPO abridged cataloging. 


ED 1.310/2:282796 


Wojtan, Linda S. 


Teaching about Japan / by Linda S. Wojtan. — Bloomington, 
IN : ERIC Clearinghouse for Social Studies/Social Science 
Education, [1987] 

[2] p. ; 28 cm.— (ERIC digest ; no. 38) “Prepared with 
funding from the Office of Educational Research and Improve- 
ment, U.S. Department of Education, under contract no. 400-86- 
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0020”—P. [2]. Distributed to depository libraries in microfiche. 
“April 1987.” Includes bibliographical references (p. [2]). 
@ltem 466-A-3 (MF) S/N ED 282796 @ ERIC 

1. Japan — Study and teaching — United States. 2. Japan — 
Social life and customs. I. ERIC Clearinghouse for Social 
Studies/Social Science Education. II. United States. Office of 
Educational Research and Improvement. III. Title. IV. 
Series: ERIC digest (Bloomington, Ind.) ; no. 38. OCLC 
23294372 


91-13191 


ED 1,310/2:282799 
McKinney, Kay. 

A look at Japanese education today / Kay McKinney. — 
Washington, DC : U.S. Dept. of Education, Office of Educa- 
tional Research and Improvement, [1987] 

[2] p. ; 28 cm. — (Research in brief) Distributed to deposito- 
ry libraries in microfiche. “March 1987”—P. [2]. @Item 466- 
A-3 (MF) S/N ED 282799 @ ERIC 

1. Education— Japan. 2. [Educational anthropology — 
Japan. I. United States. Office of Educational Research and 
Improvement. II. Title. III. Series: Research in brief (United 
States. Office of Educational Research and Improvement) 
OCLC 23289957 


91-13192 


ED 1.310/2:283794 
Porter, Andrew C. 

Collaborating with teachers on research : pioneering efforts at 
the Institute for Research on Teaching / Andrew C. Porter. — 
East Lansing, Mich. : Institute for Research on Teaching, 
Michigan State University, [1986] 

25 leaves ; 28 cm. — (Occasional paper ; no. 105) “Funded 
primarily by the Office of Educational Research and Improve- 
ment, United States Department of Education.” Distributed to 
depository libraries in microfiche. “September 1986.” In- 
cludes bibliographical references (leaves 24-25). “Contract no. 
400-81-0014.”" @Item 466-A-3 (MF) S/N ED 283794 @ 
ERIC 

1. Action research in education— Michigan. 2. College- 
school cooperation — Research — Michigan. 3. Education — 
Research — Michigan. I. Michigan State University. Institute 
for Research on Teaching. II. United States. Office of Educa- 
tional Research and Improvement. III. Title. IV. Series: Oc- 
casional paper (Michigan State University. Institute for Re- 
search on Teaching) ; no. 105. OCLC 23289773 


91-13193 


ED 1.310/2:283987 


Davis, Michael J. (Michael Joel), 1945- 


Production supervision (RA-39) [microform] / by Michael J. 
Davis, John R. Fargher ; produced by R.A.T.E.S.— Iowa 
Falls, Iowa : Rehabilitation Associate Training for Employed 
Staff, Ellsworth Community College ; Menomonie;, WI : Mate- 
rials Development Center, Stout Vocational Rehabilitation Insti- 
tute, University of Wisconsin-Stout ; [Washington, D.C.] : U.S. 
Dept. of Education, Office of Educational Research and Im- 
provement, Educational Resources Information Center, [1984] 

lv. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-3 (MF) S/N ED 283987 @ 
ERIC GPO abridged cataloging. 

1. Rehabilitation counselors — Training of. 1. Fargher, John 
R. II. Educational Resources Information Center (U.S.) III. 
Title. OCLC 23349360 


91-13194 


ED 1.310/2:284403 


Hofmeister, Alan M. 


Assessing the accuracy of a knowledge-based system [micro- 
form] : special education regulations and procedures / Alan M. 
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Hofmeister. — [Logan, Utah] : Utah State University ; [Wash- 
ington, D.C.] : U.S. Dept. of Education, Office of Educational 
Research and Improvement, Educational Resources Information 
Center (ERIC), 1986. 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 3 microfiches. Distributed to depository librar- 
ies in microfiche. @Item 466-A-3 (MF) S/N ED 284403 @ 
ERIC GPO abridged cataloging. 

1. Education — Data processing. 2. Handicapped children — 
Education. I. Educational Resources Information Center 
(U.S.) IL. Title. III. Title: Special education regulations and 
procedures. OCLC 23348843 


91-13195 


ED 1.310/2:284406 


The homecoming model [microform] : educating students who 


present intensive educational challenges within regular educa- 
tion environments. — Burlington, Vt. : The Homecoming 
Project Center for Developmental Disabilities ; [Washington, 
D.C.] : U.S. Dept. of Education, Office of Educational Research 
and Improvement, Educational Resources Information Center, 
[1986] 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @Item 466-A-3 (MF) S/N ED 284406 @ 
ERIC GPO abridged cataloging. 

1. Mainstreaming in education. I. Educational Resources In- 
formation Center (U.S.) OCLC 23349068 


91-13196 


ED 1.310/2:284509 


Taylor, Barbara E. 


Working effectively with trustees : building cooperative 
campus leadership / by Barbara E. Taylor ; prepared by ERIC 
Clearinghouse on Higher Education, the George Washington 
University. — College Station, Tex. : Association for the Study 
of Higher Education, [1987] 

xv, 125 p. ; 23 cm. — (ASHE-ERIC higher education report,. 
ISSN 0884-0040 ; no. 2, 1987) “Prepared with funding from 
the Office of Educational Research and Improvement, U.S. De- 
partment of Education, under contract no. 400-86-0017”—T.p. 
verso. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references (p. 103-113). Includes index. 
@ltem 466-A-3 (MF) S/N 0913317381 ; ED 284509 @ ERIC 

1. College trustees — United States. 2. Universities and col- 
leges — United States — Administration. I. ERIC Clearing- 
house on Higher Education. II. Association for the Study of 
Higher Education. III. United States. Office of Educational 
Research and Improvement. IV. Title. V. Series: ASHE- 
ERIC higher education report ; 1987, no. 2. OCLC 23198655 


91-13197 


ED 1.310/2:284518 


Richardson, Richard C. 


Students in urban settings : achieving the baccalaureate 
degree / Richard C. Richardson, Jr., Louis W. Bender. — 
Washington, D.C. : ERIC Clearinghouse on Higher Education, 
the George Washington University, [1986] 

[3] p. ; 28 cm.— (ERIC digest ; EDO-HE-86-1) Caption 
title. “Prepared with funding from the Office of Educational 
Research and Improvement, U.S. Department of Education, 
under contract no. 400-86-0017”—P. [2]. Distributed to deposi- 
tory libraries in microfiche. “Pub date 86”—Doc. resume. In- 
cludes bibliographical references (p. [2]). @Item 466-A-3 (MF) 
S/N ED 284518 @ ERIC 

1. Minorities — Education (Higher) — United States. 2. Edu- 
cational equalization — United States. 3. Higher education and 
state — United States. 4. Education — Demographic aspects — 
United States. I. Bender, Louis W. II. ERIC Clearinghouse 





on Higher Education. III. United States. Office of Educational 
Research and Improvement. IV. Title. V. Series: ERIC 
digest (ERIC Clearinghouse on Higher Education) ; EDO-HE- 
86-1. OCLC 23303588 


91-13198 


ED 1.310/2:284519 


Garland, Peter H. 


A critical need for college student personnel services / Peter 
H. Garland. — Washington, D.C. : ERIC Clearinghouse on 
Higher Education, the George Washington University, [1986] 

[3] p. ; 28 cm.— (ERIC digest ; EDO-HE-86-2) Caption 
title. “Prepared with funding from the Office of Educational 
Research and Improvement, U.S. Department of Education, 
under contract no. 400-86-0017”—P. [2]. Distributed to deposi- 
tory libraries in microfiche. “Pub date 86”—Doc. resume. In- 
cludes bibliographical references (p. [2]). @lItem 466-A-3 (MF) 
S/N ED 284519 @ ERIC 

1. Personnel service in higher education — United States. I. 
ERIC Clearinghouse on Higher Education. II. United States. 
Office of Educational Research and Improvement. III. Title. 
IV. Series: ERIC digest (ERIC Clearinghouse on Higher Edu- 
cation) ; EDO-HE-86-2. OCLC 23303693 


91-13199 


ED 1.310/2:284526 


Whitman, Neal. 


Reducing stress among students / Neal A. Whitman, David 
C. Spendlove, Claire H. Clark. — Washington, D.C. : ERIC 
Clearinghouse on Higher Education, George Washington Uni- 
versity, [1987] 

[2] p. ; 28 cm. — (ERIC digest ; EDO-HE-87-3) A summa- 
ry of “Increasing students’ learning: a faculty guide to reducing 
stress among students” (ED 274264). Caption title. “Partially 
prepared with funding from the Office of Educational Research 
and Improvement, U.S. Department of Education, under con- 
tract no. 400-86-0017”—P. [2]. Distributed to depository librar- 
ies in microfiche. Includes bibliographical references (p. [2]). 
@ltem 466-A-3 (MF) S/N ED 284526 @ ERIC 

1. College students— Mental health— United States. 2. 
Stress (Psychology) — United States. 3. Stress management — 
United States. I. Spendlove, David C. II. Clark, Claire H. 
III. ERIC Clearinghouse on Higher Education. IV. United 
States. Office of Educational Research and Improvement. V. 
Title. VI. Series: ERIC digest (ERIC Clearinghouse on 
Higher Education) ; EDO-HE-87-3. OCLC 23262935 


91-13200 


ED 1.310/2:284823 


Banaszak, Ronald A. 


The nature of economic literacy / by Ronald A. Banaszak. — 
Bloomington, Ind. : Clearinghouse for Social Studies/Social 
Science Education, [1987] 

[3] p. ; 28 cm.— (ERIC digest ; no. 41) “Spons agency 
Office of Educational Research and Improvement”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“August 1987”—P. [1]. Includes bibliographical references (p. 
[2]. “Contract 400-86-0020”—Doc. resume. @Item 466-A-3 
(MF) S/N ED 284823 @ ERIC 

1. Economics— Study and teaching— United States. 2. 
Competency based education — United States. I. ERIC Clear- 
inghouse for Social Studies/Social Science Education. II. 
United States. Office of Educational Research and Improve- 
ment. III. Title. IV. Series: ERIC digest (Bloomington, Ind.) 
;no. 41. OCLC 23294400 


91-13201 


1.310/2:284994 


Barrett, John (John J.) 


The industrial work model : a guide for developing transition- 
al and supported employment / by John Barrett and Don 


Government Publications — June 1991 


Lavin. — Menomonie, Wis. : Materials Development Center, 
Stout Vocational Rehabilitation Institute, School of Education 
and Human Services, University of Wisconsin-Stout, [1987] 

v, 143 p. : ill. ; 28 cm. “Funded in part by a grant from the 
Rehabilitation Services Administration, U.S. Department of 
Education”—T.p. verso. Distributed to depository libraries in 
microfiche. “February 1987.” Includes bibliographical refer- 
ences (p. 139-143). @lItem 466-A-3 (MF) S/N ED 284994 @ 
ERIC ISBN 0-9166-7173- 

1. Handicapped — Employment — United States — Hand- 
books, manuals, etc. 2. Sheltered workshops — United 
States — Handbooks, manuals, etc. 3. Vocational rehabilita- 
tion — United States — Handbooks, manuals, etc. I. Lavin, 
Don. II. United States. Rehabilitation Services Administration. 
III. Title. OCLC 23230198 


91-13202 


ED 1.310/2:285284 


Gaddy, C. Stephen. 


Resources for improving principal effectiveness / C. Stephen 
Gaddy. — Research Triangle Park, N.C. : Southeastern Educa- 
tional Improvement Laboratory, [1987] 

iv, 100 p. ; 28 cm.— (Resources) At head of title: Anno- 
tated bibliography of packaged training programs. “Program 
to improve principal leadership.” “Sponsored wholly, or in 
part, by the Office of Educational Research and Improvement 
of the United States Department of Education, under contract 
number 400-86-0007”—P. [2] of cover. Distributed to deposito- 
ry libraries in microfiche. “Spring, 1987.” Includes index. 
“07-001.” @Item 466-A-3 (MF) S/N ED 285284 @ ERIC 

1. School principals — Training of — United States — Bibliog- 
raphy. 2. School principals — In-service training — United 
States — Bibliography. 3. Leadership — Study and teaching — 
United States — Bibliography. 4. School management and or- 
ganization — Study and teaching — United States — Bibliogra- 
phy. I. Southeastern Educational Improvement Laboratory. 
II. United States. Office of Educational Research and Improve- 
ment. III. Title. IV. Title: Annotated bibliography of pack- 
aged training programs. V. Series: Resources (Research Trian- 
gle Park, N.C.) OCLC 23257818 


91-13203 


ED 1.310/2:285613 


Boal, Steve. 


Report on postsecondary student and employer follow-up : 
1986 sample survey and 1986 common data / conducted by 
Bureau of Career Education in cooperation with Guidance 
Services, Bureau of Instruction and Curriculum. — Des Moines, 
Iowa : State of Iowa, Department of Education, Bureau of 
Career Education, [1987] 

iv, 218 p. : ill. ; 28 cm.— (Publication ; #CE-87-R2) At 
head of title: Vocational education research. “Supported in 
whole or in part by the U.S. Department of Education” —P. i. 
Chiefly tables. Distributed to depository libraries in micro- 
fiche. “May 1987.” @lItem 466-A-3 (MF) S/N ED 285613 
@ ERIC 

1. Vocational education — Iowa — Evaluation. 2. Employer 
attitude surveys —Iowa. I. Iowa. Bureau of Career Education. 
II. Iowa. Bureau of Instruction and Curriculum. Guidance Serv- 
ices. III. United States. Dept. of Education. IV. Series: Publi- 
cation (Iowa. Dept. of Education) ; 87-R 2. OCLC 23185337 


91-13204 


ED 1.310/2:286256 


Hansen, Kenneth H. 


Statewide education databases : policy issues : discussion draft 
/ prepared for the Chief State School Officers of the Northwest 
and Pacific ; Kenneth H. Hansen, principal author. — Portland, 
Or. : Northwest Center for State Education [i.e. Educational] 
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Educational Research and Improvement Office — Education Dept. 


Policy Studies, Northwest Regional Educational Laboratory, 
[1987] 

12 leaves ; 28 cm.— (The Northwest Regional Educational 
Laboratory program report) “Sponsored ... by the Office of 
Educational Research and Improvement (OERI), Department of 
Education, under contract number 400-86-0006”"—P. [2] of 
cover. Distributed to depository libraries in microfiche. 
“May 1987.” @Item 466-A-3 (MF) S/N ED 286256 @ 
ERIC 

1. School management and organization — United States — 
States — Data bases. 2. Education — United States — States — 
Data bases. 3. Data base management — United States. I. 
Northwest Center for State Educational Policy Studies. II. 
United States. Office of Educational Research and Improve- 
ment. III. Title. IV. Series. OCLC 23352495 


91-13205 


ED 1.310/2:286547 

Issues in student assessment / Dorothy Bray, Marcia J. Belcher, 
editor[s]. — San Francisco : Jossey-Bass, Inc. ; [Washington, DC 
: U.S. Dept. of Education, Office of Educational Research and 
Improvement, Educational Resources Information Center], 
1987. 

1 v.— (New directions for community colleges ; no. 59) 
(Paperback sourcebooks in the Jossey-Bass higher education 
series) Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 2 microfiches. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-3 (MF) S/N ED 286547 @ 
ERIC GPO abridged cataloging. 

1. Educational tests and measurements — United States. 2. 
College students, Rating of — United States. 3. Competency 
based educational tests — United States. I. Bray, Dorothy. II. 
Belcher, Marcia J. III. Educational Resources Information 
Center (U.S.) IV. Series. V. Series: Jossey-Bass higher educa- 
tion series. OCLC 23258677 


91-13206 


ED 1.310/2:286864 


McKinney, Kay. 


Parents, here’s how to make school visits work / written by 
Kay McKinney ; edited by Nancy Paulu. — Washington, D.C. : 
Office of Educational Research and Improvement, U.S. Dept. of 
Education, [1987] 

8 p.; 22 x9cm. Distributed to depository libraries in micro- 
fiche. No longer available for sale by the Supt. of Docs. 
@ltem 466-A-3 (MF) S/N 065-000-00272-8 @ GPO ; ED 
286864 @ ERIC 

1. Parent-teacher relationships— United States. 2. Educa- 
tion — United States — Parent participation. I. Paulu, Nancy. 
II. United States. Office of Educational Research and Improve- 
ment. III. Title. OCLC 23231229 


91-13207 


ED 1.310/2:286976 

Profile of Pacific schools / developed by R&D Cadre, Pacific 
Region Educational Program. — Portland, Or. : Northwest Re- 
gional Educational Laboratory, c1987. 

vi, 121 p.: ill. ; 21x 28cm. “Office of Educational Research 
and Improvement ... U.S. Department of Education, under con- 
tract number 400-87-0006.” Distributed to depository libraries 
in microfiche. @Item 466-A-3 (MF) S/N ED 286976 @ 
ERIC 

1. Schools — Pacific Islands (Trust Territory) 2. Schools — 
Hawaii. 3. Education — Pacific Islands (Trust Territory) 4. 
Education — Hawaii. I. Pacific Region Educational Program 
(Northwest Regional Educational Laboratory). R&D Cadre. 
II. Northwest Regional Educational Laboratory. III. United 
States. Office of Educational Research and Improvement. 
OCLC 23352191 
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91-13208 


ED 1.310/2:287307 


Second language learners’ formal definitions : an oral language 


correlate of school literacy / Catherine E. Snow ... [et al.]. — 
[Los Angeles, Calif.] : Center for Language Education and 
Research, University of California, Los Angeles, 1987. 

33, [1] p. ; 28 cm. — (Technical report series ; TR5) “Per- 
formed pursuant to a contract from the Office of Educational 
Research and Improvement/Department of Education (OERI/ 
ED) for the Center for Language Education and Research 
(CLEAR).” Distributed to depository libraries in microfiche. 
Includes bibliographical references (p. 32-33). “Contract 400- 
85-1010”—Doc. resume. @Item 466-A-3 (MF) S/N ED 
287307 @ ERIC 

1. Children— United States— Language. 2. Second lan- 
guage acquisition. 3. Oral communication — United States. I. 
Snow, Catherine E. II. University of California, Los Angeles. 
Center for Language Education and Research. III. United 
States. Office of Educational Research and Improvement. IV. 
Series: Technical report series (University of California, Los 
Angeles. Center for Language Education and Research) ; TR 5. 
OCLC 23353361 


91-13209 


ED 1.310/2:287314 


Jacob, Evelyn. 


Cooperative learning with limited-English-proficient students 
/ prepared by Evelyn Jacob and Beverly Mattson. — [Washing- 
ton, D.C.] : ERIC Clearinghouse on Languages and Linguistics, 
[1987] 

[4] p. ; 28 cm.— (ERIC Q&A) “Spons agency Office of 
Educational Research and Improvement”—Doc. resume. Dis- 
tributed to depository libraries in microfiche. “September 
1987.” Includes bibliographical references (p. [3]). “Contract 
400-86-0019”—Doc. resume. @Item 466-A-3 (MF) S/N ED 
287314 @ GPO 

1. Team learning approach in education. 2. Group work in 
education. 3. Language and education — United States. 4. 
Minorities — Education — United States. I. Mattson, Beverly. 
II. ERIC Clearinghouse on Languages and Linguistics. III. 
United States. Office of Educational Research and Improve- 
ment. IV. Title. V. Title: Cooperative learning with limited 
English proficient students. VI. Series: Q&A. OCLC 
23346515 


91-13210 


ED 1,310/2:287527 


Vanis, Mary I. 


Final report for computer-assisted instruction adult literacy 
workshop : a 310/special demonstration project, 1986-1987 / 
Mary I. Vanis, Janet Gesin. — Phoenix, AZ : Rio Salado Com- 
munity College, Adult Basic Education Program, [1987] 

1 v. (various foliations) : ill. ; 28 cm. Cover title: Computer 
assisted instruction: adult literacy workshop. “Funding re- 
ceived from the U.S. Office of Education P.L. 91-230 and the 
Department of Education of the State of Arizona ARS 15-232- 
234.” Distributed to depository libraries in microfiche. 
@ltem 466-A-3 (MF) S/N ED 287527 @ ERIC 

1. Adult education — Oregon — Computer-assisted instruc- 
tion. 2. Computer-assisted instruction — Oregon — Authoring 
programs. 3. Literacy programs— Oregon. I. Gesin, Janet. 
II. United States. Office of Education. III. Title. IV. Title: 
Final report for computer assisted instruction adult literacy 
workshop. V. Title: Computer assisted instruction: adult liter- 
acy workshop. OCLC 23346308 





91-13211 


ED 1.310/2:288970 
Izzo, Margaretha Vreeburg. 

The employer’s choice on the job [microform] / Margaretha 
Vreeburg Izzo, Bettina A. Lankard. — Columbus, OH : National 
Center for Research in Vocational Education, Ohio State Uni- 
versity ; [Washington, DC : Educational Resources Information 
Center (ERIC)], 1987. 

1 v.— (Connections: school and work transitions) Micro- 
fiche. [Washington, D.C.?] : Supt. of Docs., U.S. G.P.O., [1991]. 
2 microfiches. Distributed to depository libraries in microfiche. 
@Item 466-A-3 (MF) S/N ED 288970 @ GPO GPO 
abridged cataloging. 

1. Career education. I. Lankard, Bettina A. II. Educational 
Resources Information Center (U.S.) III. Title. OCLC 
23353434 


91-13212 


ED 1.310/2:288986 

OPTIONS, expanding educational services for adults : publicity 
kit. —[Columbus, Ohio] : National Center for Research in 
Vocational Education, Ohio State University, [1987] 

[98] p. : chiefly ill. ; 28 cm. Cover title. “Spons agency 
Office of Vocational and Adult Education”—Doc. resume. 
Distributed to depository libraries in microfiche. “Grant 
G008620030”—Doc. resume. @Item 466-A-3 (MF) S/N ED 
288986 @ ERIC 

1. Advertising, Public service — United States. 2. Adult edu- 
cation — United States — Audio-visual aids. 3. Literacy pro- 
grams— United States— Audio-visual aids. 4. Career 
changes — United States — Audio-visual aids. 5. Entrepreneur- 
ship — United States — Audio-visual aids. I. National Center 
for Research in Vocational Education (U.S.) II. United States. 
Office of Vocational and Adult Education. OCLC 23348676 


91-13213 


ED 1.310/2:288987 


Kalamas, David J. 


Linking with employers [microform] / David J. Kalamas and 
Catharine A. Warmbrod. — Columbus, Ohio : National Center 
for Research in Vocational Education, Ohio State University ; 
[Washington, DC : U.S. Dept. of Education, Office of Educa- 
tional Research and Improvement, Educational Resources Infor- 
mation Center, 1987] 

1 v.— (Options : expanding educational services for adults) 
Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. G.P.O., 
[1990]. 3 microfiches. Distributed to depository libraries in 
microfiche. [Item 466-A-3 (MF); cat/rtw] @lItem 466-A-3 
(MF) S/N ED 288987 @ ERIC GPO abridged cataloging. 

1. Vocational education. 2. Education, Cooperative. 3. In- 
dustry and education. I. Warmbrod, Catharine P. II. National 
Center for Research in Vocational Education (U.S.) III. Edu- 
cational Resources Information Center (U.S.) IV. Title. 
OCLC 23295366 


91-13214 


ED 1.310/2:288989 


Belcher, James O. 


Adult career guidance [microform] / James O. Belcher, Cath- 
arine P. Warmbrod. — Columbus, Ohio : National Center for 
Research in Vocational Education, Ohio State University ; 
[Washington, DC : U.S. Dept. of Education, Office of Educa- 
tional Research and Improvement, Educational Resources Infor- 
mation Center, 1987] 

1 v.— (Options : expanding educational services for adults) 
Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. G.P.O., 
[1990]. 2 microfiches. Distributed to depository libraries in 
microfiche. [Item 466-A-3 (MF); cat/rtw CORRECTED 
CARD] @ltem 466-A-3 (MF) S/N ED 288989 @ ERIC 
GPO abridged cataloging. 
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1. Adult education. 2. Vocational guidance. 3. Career 
changes. I. Warmbrod, Catharine P. II. National Center for 
Research in Vocational Education (U.S.) III. Educational Re- 
sources Information Center (U.S.) IV. Title. OCLC 23291115 


91-13215 


ED 1,310/2:288992 


Warmbrod, Catharine P. 


Case studies of programs serving adults [microform] / Cathar- 
ine P. Warmbrod, Roxi A. Liming. — Columbus, Ohio : Nation- 
al Center for Research in Vocational Education, Ohio State 
University ; [Washington, DC : U.S. Dept. of Education, Office 
of Educational Research and Improvement, Educational Re- 
sources Information Center, 1987] 

1 v.— (Options : expanding educational services for adults) 
Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. G.P.O., 
[1990]. 3 microfiches. Distributed to depository libraries in 
microfiche. @lItem 466-A-3 (MF) S/N ED 288992 @ ERIC 
GPO abridged cataloging. 

1. Adult education. 2. Continuing education. I. Liming, 
Roxi A. II. National Center for Research in Vocational Edu- 
cation (U.S.) III. Educational Resources Information Center 
(U.S.) IV. Title. OCLC 23290233 


91-13216 


ED 1.310/2:289079 


Botterbusch, Karl F. 


Vocational assessment and evaluation systems : a comparison 
/ Karl F. Botterbusch. — Menomonie, Wis. : Materials Develop- 
ment Center, Stout Vocational Rehabilitation Institute, Universi- 
ty of Wisconsin-Stout, [1987] 

iii, 192 p. ; 28 cm. “Funded in part by a grant from the 
Rehabilitation Services Administration, U.S. Department of 
Education”—T.p. verso. Distributed to depository libraries in 
microfiche. Includes bibliographical references. @lItem 466- 
A-3 (MF) S/N ED 289079 @ ERIC ISBN 0-9166-7178- 

1. Occupational aptitude tests. 2. Vocational rehabilitation — 
United States. 3. Work sampling. I. United States. Rehabili- 
tation Services Administration. II. Title. OCLC 23232655 


91-13217 


ED 1.310/2:289082 


Smith, Christopher A. 


Systems analysis / Christopher A. Smith & Goodwill Indus- 
tries of America, Inc. — Menomonie, Wis. : Materials Develop- 
ment Center, Stout Vocational Rehabilitation Institute, School 
of Education and Human Services, University of Wisconsin— 
Stout, c1987. 

vii, 54 p. : ill. ; 25 cm. “Funded in part by a grant from the 
Rehabilitation Services Administration, U.S. Department of 
Education”—T.p. verso. Distributed to depository libraries in 
microfiche. Includes bibliographical references (p. 51-54). 
@ltem 466-A-3 (MF) S/N ED 289082 @ ERIC ISBN 0- 
9166-7169- 

1. System analysis. 2. Operations research. 3. Rehabilitation 
centers — United States —— Management. I. Goodwill Industries 
of America. II. United States. Rehabilitation Services Adminis- 
tration. III. Title. OCLC 23236184 


91-13218 


ED 1.310/2:289083 


Smith, Christopher A. 


Program evaluation : a self-study manual / Christopher A. 
Smith and Goodwill Industries of America, Inc. — Menomonie, 
Wis. : Materials Development Center, School of Education and 
Human Services, University of Wisconsin—Stout, c1987. 

xii, 204 p. : ill. ; 25cm. “Funded in part by a grant from the 
Rehabilitation Services Administration, U.S. Department of 
Education”—T.p. verso. Distributed to depository libraries in 
microfiche. Includes bibliographical references (p. 175-176). 
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Educational Research and Improvement Office — Education Dept. 


@ltem 466-A-3 (MF) S/N ED 289083 @ ERIC ISBN 0- 
9166-7170- 

1. Goodwill Industries of America — Handbooks, manuals, 
etc. 2. Evaluation research (Social action programs) — United 
States — Handbooks, manuals, etc. 3. Rehabilitation centers — 
United States — Evaluation — Handbooks, manuals, etc. 4. 
Vocational rehabilitation — United States — Handbooks, manu- 
als, etc. 5. Rehabilitation counseling — Handbooks, manuals, 
etc. I. Goodwill Industries of America. II. United States. Re- 


Educational Research and Improvement, Educational Resources 
Information Center, 1982] 

lv. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @Item 466-A-3 (MF) S/N ED 289195 @ 
ERIC GPO abridged cataloging. 

1. Communication in organizations — Bibliography. I. Edu- 
cational Resources Information Center (U.S.) II. Title. 
OCLC 23296092 


habilitation Services Administration. III. Title. OCLC 
23236295 


91-13219 


91-13223 
ED 1.310/2:289259 
Public school teacher perspectives on school discipline. — [Wash- 
ington, DC] : U.S. Dept. of Education, Office of Educational 


ED 1.310/2:289084 
Botterbusch, Karl F. 


A comparison of computerized job matching systems / Karl 
F. Botterbusch. — Rev. ed. — Menomonie, Wis. : Materials De- 
velopment Center, Stout Vocational Rehabilitation Institute, 
School of Education and Human Services, University of Wis- 
consin-Stout, c1986. 

256 p. in various pagings ; 28 cm. “Funded in part by a 
grant from the Rehabilitation Services Administration, U.S. De- 
partment of Education”—T.p. verso. Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
@ltem 466-A-3 (MF) S/N ED 289084 @ ERIC ISBN 0- 
9166-7176- 

1. Employees — Recruiting — Computer programs — Cata- 
logs. 2. Applications for positions Computer programs — 
Catalogs. 3. Job hunting— Computer programs — Catalogs. 
4. Computer programs — Catalogs. I. United States. Rehabili- 
tation Services Administration. II. Title. OCLC 23346668 


91-13220 


ED 1.310/2:289160 
Binkley, Marilyn R. 

Becoming a nation of readers [microform] : what parents can 
do / prepared by Marilyn R. Binkley. — [Washington, DC : 
Educational Resources Information Center, Office of Education- 
al Research and Improvement, U.S. Dept. of Education ; Lex- 
ington, Mass. : D.C. Heath and Company, 1988] 

lv. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-3 (MF) S/N ED 289160 @ 
ERIC GPO abridged cataloging. 

1. Children — Books and reading. 2. Reading (Elementa- 
ry) — United States. 3. Developmental reading. I. Education- 
al Resources Information Center (U.S.) II. Title. OCLC 
23296002 


91-13221 


ED 1.310/2:289193 


Wilson, John Fletcher, 1923- 


Resources for public speaking [microform] : a selected, anno- 
tated bibliography / prepared by John F. Wilson. — [Washing- 
ton, DC : U.S. Dept. of Education, Office of Educational Re- 
search and Improvement, Educational Resources Information 
Center, 1981] 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @Item 466-A-3 (MF) S/N ED 289193 @ 
ERIC GPO abridged cataloging. 

1. Oral communication — Bibliography. 2. Public speak- 
ing — Bibliography. I. Educational Resources Information 
Center (U.S.) II. Title. OCLC 23282888 


91-13222 


ED 1.310/2:289195 
Rogers, Donald P. 

Organizational communication [microform] : a selected, anno- 
tated bibliography / prepared by Donald P. Rogers. — Rev. 
ed. — [Washington, DC : U.S. Dept. of Education, Office of 
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Research and Improvement, Center for Education Statistics, 
[1987] 

25 p. : ill. ; 28 cm. Caption title. Distributed to depository 
libraries in microfiche. “October 1987.” “Bulletin OERI.” 
@ltem 466-A-3 (MF) S/N ED 289259 @ ERIC 

1. School discipline — United States — Statistics. 2. Teach- 
ers — United States — Attitudes — Statistics. I. United States. 
Office of Educational Research and Improvement. Center for 
Education Statistics. OCLC 23264365 


91-13224 


ED 1.310/2:289806 


Handbook on human rights and citizenship / Henry Ferguson, 


general editor ; Linda H. Scatton, compiler and editor ; with 
contributions by Anne O’Brien Carelli ... [et al.]. — Albany, 
N.Y. : University of the State of New York, State Education 
Dept., Center for International Programs and Comparative 
Studies, 1981. 

vi, 210 p. : ill. ; 28 cm. Title on added t.p.: Handbook on 
human rights and citizenship: perspectives of five nations. 
“Compiled in compliance with the terms of a grant from the 
United States Department of Education under National Defense 
Education Act of 1958, as amended, Title VI, section 603, grant 
number G007904931”"—T.p. verso. Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
@ltem 466-A-3 (MF) S/N ED 289806 @ ERIC 

1. Area studies. 2. International education. 3. Human 
rights. 4. Civil rights. 5. Citizenship. 6. Social sciences — 
Study and teaching— United States. I. Ferguson, Henry, 
1927- II. Scatton, Linda H. III. University of the State of 
New York. Center for International Programs and Comparative 
Studies. IV. United States. Dept. of Education. V. Title: 
Handbook on human rights and citizenship: perspectives of five 
nations. OCLC 23347285 


91-13225 


ED 1.310/2:289864 


Shulman, Judith H. 


Cases as catalysts for cases [microform] / Judith H. Shulman, 
Joel A. Colbert. — [San Francisco, Calif.] : Far West Laborato- 
ry for Educational Research and Development ; [Washington, 
DC : U.S. Dept. of Education, Office of Educational Research 
and Improvement, Educational Resources Information Center, 
1987] 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-3 (MF) S/N ED 289864 @ 
ERIC GPO abridged cataloging. 

1. Teachers — Training of. I. Colbert, Joel A. Il. Educa- 
tional Resources Information Center (U.S.) III. Title. OCLC 
23276933 





91-13226 


ED 1,310/2:289884 

Legal issues in testing [microform.] — Princeton, N.J. : ERIC 
Clearinghouse on Tests, Measurement, and Evaluation, Educa- 
tional Testing Service, [1985] 

1 v.— (ERIC/TME update) Microfiche. [Washington, 
D.C.?] : Supt. of Docs., U.S. G.P.O., [1990]. 1 microfiche. 
Distributed to depository libraries in microfiche. @Item 466- 
A-3 (MF) S/N ED 289884 @ ERIC GPO abridged catalog- 
ing. 

1. Educational tests and measurements — Law and legisla- 
tion — United States. I. ERIC Clearinghouse on Tests, Meas- 
urement, and Evaluation. OCLC 23276965 


91-13227 


ED 1.310/2:289885 

Measuring teacher attitudes toward mainstreaming [microform.] 
—[Princeton, N.J. : ERIC Clearinghouse on Tests, Measure- 
ment, and Evaluation, Educational Testing Service, 1985] 

1 v.— (ERIC/TME update) Microfiche. [Washington, 
D.C.?] : Supt. of Docs., U.S. G.P.O., [1990]. 1 microfiche. 
Distributed to depository libraries in microfiche. @lItem 466- 
A-3 (MF) S/N ED 289885 @ ERIC GPO abridged catalog- 
ing. 


Government Publications — June 1991 


91-13230 


ED 1.310/2:290935 


McCrory, David L. 


Technology education : industrial arts in transition : a review 
and synthesis of the research / David L. McCrory. — 4th ed. — 
Columbus, Ohio : ERIC Clearinghouse on Adult, Career, and 
Vocational Education : National Center for Research in Voca- 
tional Education, Ohio State University, 1987. 

viii, 69, [1] leaves ; 28 cm.— (Information series ; no. 325) 
“Spons agency, Office of Educational Research and Improve- 
ment”—Doc. resume. Distributed to depository libraries in 
microfiche. Includes bibliographical references (leaves 49-69). 
“Contract 400-84-0011”—Doc. resume. @lItem 446-A-3 (MF) 
S/N ED 290935 @ ERIC 

1. Educational technology — United States. 2. Industrial 
arts — Study and teaching — United States. 3. Vocational edu- 
cation — United States. I. ERIC Clearinghouse on Adult, 
Career, and Vocational Education. II. National Center for Re- 
search in Vocational Education (U.S.) III. United States. 
Office of Educational Research and Improvement. IV. Title. 
V. Title: Industrial arts in transition. VI. Series: Information 
series (National Center for Research in Vocational Education 
(U.S.)) ; no. 325. OCLC 23236324 


1. Education — Research. 2. Mainstreaming in education. I. 
ERIC Clearinghouse on Tests, Measurement, and Evaluation. 
OCLC 23277300 


91-13231 
ED 1,310/2:291012 
Benjamin, Libby. 
9 for the 90s : counseling trends for tomorrow / by Libby 
Benjamin, Garry R. Walz. — Ann Arbor, Mich. : ERIC/CAPS, 


91-13228 
ED 1.310/2:289948 
Schwartz, Wendy. 


Teaching science and mathematics to at risk students / 
Wendy Schwartz. — New York, NY : ERIC Clearinghouse on 
Urban Education, [1987] 

[5] p. ; 28 cm.— (ERIC digest ; no. 36) “Spons agency, 
Office of Educational Research and Improvement”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“September 1987.” Includes bibliographical references (p. [4]). 
@ltem 466-A-3 (MF) S/N ED 289948 @ ERIC 

1. Science — Study and teaching — United States. 2. Mathe- 
matics — Study and teaching — United States. I. ERIC Clear- 
inghouse on Urban Education. II. United States. Office of 
Educational Research and Improvement. III. Title. IV. 
Series: ERIC/CUE digest ; no. 36. OCLC 23290292 


1988. 

iii, 32 p. ; 28 cm. Paper presented at the annual convention 
of the Canadian Guidance and Counseling Association, Toronto, 
Canada. “Prepared with funding from the Office of Education- 
al Research and Improvement, U.S. Department of Education 
under contract no. 400-86-0014”—P. [2] of cover. Distributed 
to depository libraries in microfiche. @lItem 466-A-3 (MF) 
S/N ED 291012 @ ERIC 

1. Personnel service in education — United States. 2. Coun- 
seling — United States. I. Walz, Garry Richard. II. ERIC 
Clearinghouse on Counseling and Personnel Services. III. 
United States. Office of Educational Research and Improve- 
ment. IV. Title. V. Title: Nine for the nineties. OCLC 
23297368 


91-13229 
ED 1.310/2:290934 91-13232 
Burge, Penny L. 


Career development of single parents / Penny L. Burge. — ED 1.310/2:291804 


Naccarato, Richard W. (Richard William) 


Columbus, OH : Eric Clearinghouse on Adult, Career, and 
Vocational Education : National Center for Research in Voca- 
tional Education, Ohio State University, 1987. 

x, 40, [1] leaves : ill. ; 28 cm. — (Information series ; no. 324) 
“Spons agency, Office of Educational Research and Improve- 
ment”—Doc. resume. Distributed to depository libraries in 
microfiche. Includes bibliographical references (p. 35-40). 
“Contract 400-84-0081”—Doc. resume. @Item 466-A-3 (MF) 
S/N ED 290934 @ ERIC 

1. Displaced homemakers — Employment — United States. 
2. Single-parent family — United States — Economic conditions. 
3. Teenage parents — Education— United States. I. ERIC 
Clearinghouse on Adult, Career, and Vocational Education. II. 
National Center for Research in Vocational Education (U.S.) 
III. United States. Office of Educational Research and Improve- 
ment. IV. Title. V. Series: Information series (National 
Center for Research in Vocational Education (U.S.)) ; no. 324. 
OCLC 23236407 


A guide to item banking in education : item bank data sheets 
/ Richard W. Naccarato. — 3rd ed. — Portland, Or. : Northwest 
Regional Educational Laboratory, [1988] 

228 p. : ill. ; 28 cm. “Sponsored wholly, or in part, by the 
Office of Educational Research and Improvement (OERI), De- 
partment of Education, under contract number 400-86-0006”— 
P. [2] of cover. Distributed to depository libraries in micro- 
fiche. “January 1988.” @lItem 466-A-3 (MF) S/N ED 
291804 @ ERIC 

1. Educational tests and measurements — United States. 2. 
Item response theory. 3. Students — United States — Rating of. 
I. Northwest Regional Educational Laboratory. II. United 
States. Office of Educational Research and Improvement. III. 
Title. OCLC 23263231 
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Pupil Services and Special Programs. — [Baltimore, Md.] : The 
Division ; [Washington, D.C.? : U.S. Office of Educational 
Research and Improvement, 1987] 

1 v. (various pagings) ; 28 cm. Cover title: Baltimore City 
Public Schools resource manual. “Compliments of the Ford 
Foundation.” Distributed to depository libraries in microfiche. 
“May 1987.” @Item 466-A-3 (MF) S/N ED 291833 @ 
ERIC 

1. Baltimore City Public Schools — Directories. 2. Resource 
programs (Education)— Directories. 3. Community and 
school — Maryland — Baltimore — Directories. 4. Social serv- 
ice — Maryland — Baltimore — Directories. 5. Human _serv- 
ices — Maryland — Baltimore — Directories. I. United States. 
Office of Educational Research and Improvement. II. Title: 
Baltimore City Public Schools resource manual. OCLC 
23273097 
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ED 1,310/2:291922 
The Bottom line : basic skills in the workplace. — Washington, 
DC : U.S. Dept. of Education : U.S. Dept. of Labor, 1988. 
v, 50 p. : ill. ; 23 cm. Distributed to depository libraries in 
microfiche. Includes bibliographical references (p. 42-43). 
@ltem 466-A-3 (MF) S/N ED 291922 @ ERIC 
1. Employees — Training of — United States. 2. Literacy 
programs — United States. 3. Basic education — United States. 
I. United States. Dept. of Education. II. United States. Dept. 
of Labor. III. Title: Basic skills in the workplace. OCLC 
23262972 
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Handicapped persons’ rights under federal law : information for 
those who have rights and responsibilities under section 504 of 
the Rehabilitation Act of 1973. — Washington, D.C. 
U.S..Dept. of Education, Office for Civil Rights, [1987] 

14 p. ; 23 cm. Distributed to depository libraries in micro- 
fiche. “January 1987.” @Item 466-A-3 (MF) S/N ED 
292256 @ ERIC 

1. Handicapped — Legal status, laws, etc. — United States. 
2. Vocational rehabilitation— Law and legislation — United 
States. I. United States. Dept. of Education. Office for Civil 
Rights. OCLC 23304049 
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Tierney, William G. 

Symbolism and presidential perceptions of leadership / by 
William G. Tierney. — [Washington, DC : Office of Educational 
Research and Improvement, 1987] 

27 p. ; 28 cm. “Presented at: Association for the Study of 
Higer Education, Baltimore, Maryland, November 1987.” Dis- 
tributed to depository libraries in microfiche. Includes biblio- 
graphical references (p. 26-27). @lItem 466-A-3 (MF) S/N 
ED 292405 @ ERIC 

1. Universities and colleges — United States — Administra- 
tion. 2. College presidents — United States. 3. Leadership. I. 
United States. Office of Educational Research and Improve- 
ment. II. Title. OCLC 23353933 
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Television and children : a review of recent research / 
George Comstock and Hae-Jung Paik. — Syracuse, N.Y. 
ERIC Clearinghouse on Information Resources, Syracuse Uni- 
versity, [1987] 
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66 p. : ill. ; 23 cm.— (An Information analysis product) 
“Prepared with funding from the Office of Educational Re- 
search and Improvement, U.S. Department of Education, under 
contract no. 400-85-0001”—T.p. verso. Distributed to deposito- 
ry libraries in microfiche. Includes bibliographical references 
(p. 47-66). “IR-71”—Cover. @lItem 466-A-3 (MF) S/N ED 
292466 @ ERIC ISBN 0-9375-9712- 

1. Television and children — Research — United States. 2. 
Aggressiveness (Psychology) in children — Research — United 
States. 3. Children— Conduct of life — Research — United 
States. I. Paik, Hae-Jung. II. ERIC Clearinghouse on Infor- 
mation Resources. III. United States. Office of Educational 
Research and Improvement. IV. Title. V. Series. OCLC 
23202879 
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Applying institutional research in decision making / John Losak, 


editor. — San Francisco : Jossey-Bass, Inc., 1986. 

115, [1] p. ; 23 cm.— (New directions for community col- 
leges,. ISSN 0194-3081 ; no. 56) (The Jossey-Bass higher educa- 
tion series) “ERIC Clearinghouse for Junior Colleges”—T.p. 
verso. “Prepared pursuant to a contract with the Office of 
Educational Research and Improvement, U.S. Department of 
Education”—T.p. verso. Distributed to depository libraries in 
microfiche. Includes bibliographical references and index. 
“Contract OERI-400-83-0030"—Doc. resume. @Item 466-A-3 
(MF) S/N ED 292484 @ ERIC ISBN 1-5554-2981- 

1. Education, Higher — Research — United States. 2. Com- 
munity colleges — Administration — Research — United States. 
3. Decision-making — United States. I. Losak, John. II. 
ERIC Clearinghouse for Junior Colleges. III. United States. 
Office of Educational Research and Improvement. IV. Series. 
V. Series. OCLC 23263601 
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Wells, Amy Stewart. 


Teacher, principal, and parent involvement in the effective 
school. —[New York, NY : ERIC Clearinghouse on Urban 
Education, Institute for Urban and Minority Education, 1987] 

[3] p. ; 28 cm.— (Digest / ERIC Clearinghouse on Urban 
Education ; no. 38) “Spons agency Office of Educational Re- 
search and Improvement”—Doc. resume. Distributed to de- 
pository libraries in microfiche. “December 1987.” Includes 
bibliographical references (p. [2]). “Contract OERI-400-86- 
0015”—Doc. resume. @Item 466-A-3 (MF) S/N ED 292941 
@ ERIC 

1. Education— United States— Parent participation. 2. 
School management and organization — United States — Parent 
participation. 3. School personnel management — United 
States. I. ERIC Clearinghouse on Urban Education. II. 
United States. Office of Educational Research and Improve- 
ment. III. Title. IV. Series: ERIC/CUE digest ; no. 38. 
OCLC 23289939 
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Haberman, Martin. 


Recruiting and selecting teachers for urban schools / by 
Martin Haberman. — New York, NY : ERIC Clearinghouse on 
Urban Education, Institute for Urban and Minority Education, 
Teachers College, Columbia University ; Reston, VA : Associa- 
tion of Teacher Educators, [1987] 

71 p. ; 22 cm. — (ERIC/CUE urban diversity series ; no. 95) 
“Prepared with funding from the Office of Educational Re- 
search and Improvement, U.S. Department of Education, under 
contract no. 400-86-0015”—T.p. verso. Distributed to deposito- 
ry libraries in microfiche. ‘November 1987.” Includes biblio- 





graphical references (p. 56-60). @Item 466-A-3 (MF) S/N 
ED 292942 @ ERIC 

1. Teachers— United States— Recruiting. 2. Urban 
schools — United States — Faculty — Recruiting. 3. Teach- 
ers — United States— Selection and appointment. 4. Urban 
schools — United States — Faculty — Selection and appoint- 
ment. I. ERIC Clearinghouse on Urban Education. II. Asso- 
ciation of Teacher Educators. III. United States. Office of 
Educational Research and Improvement. IV. Title. V. Series. 
OCLC 23233038 
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Haynes, Chloe J. 

Education and economic development / by Chloe J. 
Haynes. — [Eugene, Or.] : ERIC Clearinghouse on Educational 
Management, 1987. 

[2] p. ; 28 cm. — (ERIC digest series ; no. 23) Caption title. 
“Prepared with funding from the Office of Educational Re- 
search and Improvement, U.S. Department of Education, under 
contract no. OERI R-86-0003”—P. [2]. Distributed to deposi- 
tory libraries in microfiche. Includes bibliographical references 
(p. [2]). @Item 466-A-3 (MF) S/N ED 293207 @ ERIC 

1. Education — Economic aspects — United States. 2. Indus- 
try and education— United States. 3. Economic develop- 
ment — Effect of education on. I. ERIC Clearinghouse on 
Educational Management. II. United States. Office of Educa- 
tional Research and Improvement. III. Title. IV. Series. 
OCLC 23303370 
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McDonnell, Lorraine, 1947- 


Alternative policy instruments / Lorraine M. McDonnell, 
Richard F. Elmore. — [Santa Monica, Calif.?] : Center for 
Policy Research in Education, Rand Corporation ; [New Bruns- 
wick, NJ] : Rutgers, State University of New Jersey ; [Madison, 
Wis.] : Wisconsin Center for Education Research ; Santa 
Monica, CA : Publication Dept., RAND Corporation, [1987] 

ix, 33 p. ; 28 cm.— (JNE-03) “Funded by the U.S. Depart- 
ment of Education, Office of Educational Research and Im- 
provement, grant number OERI-6-86-0011”—P. [2] of cover. 
Distributed to depository libraries in microfiche. “November 
1987.” Includes bibliographical references (p. 31-33). @Item 
466-A-3 (MF) S/N ED 293218 @ ERIC 

1. Education and state— United States. 2. Educational 
change — United States— Decision making. 3. Politics and 
education — United States. I. Elmore, Richard F. II. Center 
for Policy Research in Education. III. United States. Office of 
Educational Research and Improvement. IV. Title. V. Series: 
CPRE joint note series ; JNE-03. OCLC 23231691 
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School-to-work transition for handicapped youth : perspectives on 
educational and economic trends / edited by Jeanne B. Re- 
petto.— Champaign, IL : University of Illinois at Urbana- 
Champaign, Office of Career Development for Special Popula- 
tions, College of Education, [1987] 

126 p. ; 23 cm. “Developed under grant number 
G008430089 from the Division of Personnel Preparation, Office 
of Special Education Programs, under the Office of Special 
Education and Rehabilitative Services, U.S. Department of 
Education”—P. [2] of cover. Distributed to depository librar- 
ies in microfiche. “September, 1987.” Includes bibliograph- 
ical references. @Item 466-A-3 (MF) S/N ED 293301 @ 
ERIC 

1. Handicapped youth—Education— United States. 2. 
Handicapped youth— United States— Life skills guides. 3. 
Handicapped youth— Employment — United States. I. Re- 
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petto, Jeanne B., 1951- II. University of Illinois at Urbana- 
Champaign. College of Education. Office of Career Develop- 
ment for Special Populations. III. Special Education Programs 
(U.S.). Division of Personnel Preparation. IV. Title: School to 
work transition for handicapped youth. OCLC 23242472 
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Verification, an annotated bibliography. —[Washington, DC] 


U.S. Dept. of Education, Office of Student Financial Assistance, 
[1987] 

50 leaves ; 28 cm. Cover title. Distributed to depository 
libraries in microfiche. “March 1987.” @lItem 466-A-3 (MF) 
S/N ED 293474 @ ERIC 

1. Education — United States — Information services — Ab- 
stracts. 2. Student aid — United States — Abstracts. 3. Stu- 
dents — Services for— United States — Finance — Abstracts. 
I. United States. Dept. of Education. Office of Student Financial 
Assistance. OCLC 23263943 
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Targeted forecast : number of public school classroom teachers to 


increase slightly this fall. — [Washington, D.C. : U.S. Dept. of 
Education, Office of Educational Research and Improvement, 
1988] 

3 p. : ill. ; 28 cm. Caption title. At head of title: Center for 
Education Statistics. Distributed to depository libraries in 
microfiche. “April 1988.” @lItem 466-A-3 (MF) S/N ED 
293840 @ ERIC 

1. Teachers — United States — Supply and demand — Fore- 
casting. 2. Teachers — United States — Supply and demand — 
Statistics. I. United States. Office of Educational Research and 
Improvement. Center for Education Statistics. II. Title: 
Number of public school classroom teachers to increase slightly 
this fall. OCLC 23289657 
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ED 1.310/2:293972 


Ascher, Carol, 1941- 


High school graduates in entry level jobs : what do employ- 
ers want? — [New York, NY : ERIC Clearinghouse on Urban 
Education, Institute for Urban and Minority Education, 1988] 

[3] p. ; 28 cm.— (Digest / ERIC Clearinghouse on Urban 
Education,. ISSN 0889-8049 ; no. 40) “Spons agency Office of 
Educational Research and Improvement”—Doc. resume. Dis- 
tributed to depository libraries in microfiche. “February 
1988”—P. [1]. Includes bibliographical references (p. [2]). 
“Contract OERI-R188062013”—Doc. resume. @Item 466-A-3 
(MF) S/N ED 293972 @ ERIC 

1. High school graduates — Employment — United States. 2. 
Basic education— United States. 3. Employee selection — 
United States. I. ERIC Clearinghouse on Urban Education. 
II. United States. Office of Educational Research and Improve- 
ment. III. Title. IV. Series: ERIC/CUE digest ; no. 40. 
OCLC 23294328 
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Ascher, Carol, 1941- 


Improving the school-home connection for low-income urban 
parents. —[New York, NY : ERIC Clearinghouse on Urban 
Education, Institute for Urban and Minority Educativn, 1988] 

[3] p. ; 28 cm.— (Digest / ERIC Clearinghouse on Urban 
Education ; no. 41) “Spons agency Office of Educational Re- 
search and Improvement”—Doc. resume. Distributed to de- 
pository libraries in microfiche. “March 1988”—P. [1]. In- 
cludes bibliographical references (p. [2]). “Contract OERI- 
R188062013”—Doc. resume. @Item 466-A-3 (MF) S/N ED 
293973 @ ERIC 
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1. Home and school — United States. 2. City children — 
Education — United States. 3. Education— United States — 
Parent participation. 4. Urban poor — Education — United 
States. I. ERIC Clearinghouse on Urban Education. II. 
United States. Office of Educational Research and Improve- 
ment. III. Title. IV. Title: Improving the school home con- 
nection for low-income urban parents. V. Series: ERIC/CUE 
digest ; no. 41. OCLC 23294303 
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Lynch, Richard L. 

Priorities for research and development in vocational educa- 
tion : monographs prepared in partial fulfillment of a planning 
grant for a National Center for Research in Vocational Educa- 
tion / Richard L. Lynch. — (Blacksburg, Va. : Virginia Poly- 
technic Inst. and State Univ., Div. of Vocational-Technical 
Education, 1987] 

136 p. in various foliations ; 28 cm. “Spons agency Depart- 
ment of Education”—Doc. resume. Distributed to depository 
libraries in microfiche. “August, 1987.” Includes bibliograph- 
ical references. @Item 466-A-3 (MF) S/N ED 293981 @ 
ERIC 

1. Vocational education — Research — United States. 2. Vo- 
cational education — United States— Planning. 3. Education 
and state — United States. I. United States. Dept. of Educa- 
tion. II. Title. OCLC 23349417 
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Mattera, Gloria. 

Models of effective migrant education programs / by Gloria 
Mattera. — Las Cruces, N.M. : ERIC Clearinghouse on Rural 
Education and Small Schools, 1987. 

xiii, 110 p. : ill., map ; 28 cm. “Sponsored wholly or in part 
by the Office of Educational Research and Improvement, U.S. 
Department of Education, under contract number 400-86- 
0024”—T.p. verso. Distributed to depository libraries in micro- 
fiche. Includes bibliographical references (p. 105-109). @Item 
466-A-3 (MF) S/N ED 294704 @ ERIC 

1. Children of migrant laborers — Education — United States. 
I. ERIC Clearinghouse on Rural Education and Small Schools. 
Il. United States. Office of Educational Research and Improve- 
ment. III. Title. OCLC 23289963 


91-13250 
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Natriello, Gary 
Evaluation process in schools and classrooms / Gary Na- 
triello. — Baltimore, Md. : Center for Research on Elementary 
and Middle Schools, The Johns Hopkins University, [1987] 
90 p. : ill. ; 28 cm— (Report ; no. 12) “Funds from the 
Office of Educational Research and Improvement, U.S. Depart- 
ment of Education.” Distributed to depository libraries in 
microfiche. “May 1987.” Includes bibliographical references 
(p. 73-85). “Grant no. OERI-G-86-0006.” @Item 466-A-3 
(MF) S/N ED 294890 @ ERIC 
1. Educational tests and measurements — United States. 2. 
Educational evaluation — United States. I. Johns Hopkins Uni- 
versity. Center for Research on Elementary and Middle 
Schools. II. United States. Office of Educational Research and 
Improvement. III. Title. IV. Series: Report (Johns Hopkins 
University. Center for Social Organization of Schools) ; no. 12. 
OCLC 23318458 
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The Role of testing and evaluation / Eric Cooper ... [et al.]. — 


[Los Angeles, Calif. : California Univ., Los Angeles, Center for 
the Study of Evaluation, 1987] 

p. 161-263, [1] : ill. ; 28 cm. Repr. from “Making schools 
work for underachieving minority students: next steps for re- 
search, policy, and practice. Proceedings of the Conference.” 
“Spons agency Office of Educational Research and Improve- 
ment”—Doc. resume. Distributed to depository libraries in 
microfiche. “Pub date Nov 87”—Doc. resume. Includes bib- 
liographical references (p. 224-225). “Grant OERI-G-86- 
90003”—Doc. resume. @Item 466-A-3 (MF) S/N ED 294955 
@ ERIC 

1. Achievement tests— United States — Interpretation. 2. 
Minority students — Education — United States. 3. Under- 
achievers — United States. I. Cooper, Eric J. Il. University 
of California, Los Angeles. Center for the Study of Evaluation. 
III. United States. Office of Educational Research and Improve- 
ment. OCLC 23348244 
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Kaser, Joyce S. 


Count me in [microform] : guidelines for enhancing participa- 
tion in mixed gender work groups / written by Joyce S. 
Kaser. — Washington, DC : Mid-Atlantic Center for Sex Equal- 
ity, Network, Inc. : [U.S. Dept. of Education, Office of Educa- 
tional Research and Improvement, Educational Resources Infor- 
mation Center, 1985] 

lv. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @Item 466-A-3 (MF) S/N ED 294996 @ 
ERIC GPO abridged cataloging. 

1. Sex differences in education. 2. Work groups. I. Educa- 
tional Resources Information Center (U.S.) II. Title. III. 
Title: Guidelines for enhancing participation in mixed gender 
work groups. OCLC 23258995 
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Tsujimoto, Joseph IL., 1946- 


Teaching poetry writing io adolescents / Joseph I. Tsuji- 
moto. — Urbana Ill. : ERIC Clearinghouse on Reading and 
Communication Skills : National Council of Teachers of Eng- 
lish, [1988] 

xiv, 105 p.; 23 cm. “Prepared with funding from the Office 
of Educational Research and Improvement, U.S. Department of 
Education, under contract no. 400-86-0045”—T.p. verso. Dis- 
tributed to depository libraries in microfiche. Includes biblio- 
graphical references (p. 105). @Item 466-A-3 (MF) S/N 
52260 @ NCTE ; ED 295214 @ ERIC ISBN 0-8141-5226- 

1. Poetry — Study and teaching (Secondary) — United States. 
2. School verse, American. I. ERIC Clearinghouse on Reading 
and Communication Skills. II. National Council of Teachers of 
English. III. United States. Office of Educational Research 
and Improvement. IV. Title. OCLC 23226356 
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ED 1.310/2:295676 


Komoski, P. Kenneth. 


Educational technology ; the closing-in or the opening-out of 
curriculum and instruction / by P. Kenneth Komoski. — Syra- 
cuse, N.Y. : ERIC Clearinghouse on Information Resources, 
Syracuse University, [1987] 

38 p. ; 23 cm.— (An Information analysis product) “Pre- 
pared with funding from the Office of Educational Research 
and Improvement, U.S. Department of Education, under con- 
tract no. 400-85-0001”—T.p. verso. Distributed to depository 





libraries in microfiche. “December 1987.” Includes biblio- 
graphical references (p. 36-38). “IR-77’—Cover. @lItem 466- 
A-3 (MF) S/N ED 295676 @ ERIC ISBN 0-9375-9718- 

1. Educational technology — United States. 2. Programmed 
instruction — United States. 3. Computer-assisted instruction — 
United States. I. ERIC Clearinghouse on Information Re- 
sources. II. United States. Office of Educational Research and 
Improvement. III. Title. IV. Series. OCLC 23225443 
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Aversa, Elizabeth Smith. 


Online information services for secondary school students : a 
current assessment / by Elizabeth Smith Aversa, Jacqueline C. 
Mancall, and Diane Oesau. — Syracuse, N.Y. : ERIC Clearing- 
house on Information Resources, Syracuse University, [1987] 

53 p. : ill. ; 23 cm.— (An Information analysis product) 
“Prepared with funding from the Office of Educational Re- 
search and Improvement, U.S. Department of Education, under 
contract no. 400-85-0001”—T.p. verso. Distributed to deposito- 
ry libraries in microfiche. Includes bibliographical references 
(p. 12-14). “IR-75”—Cover. @lItem 466-A-3 (MF) S/N ED 
295682 @ ERIC ISBN 0-9375-9715- 

1. On-line bibliographic searching — United States. 2. High 
school libraries— United States— Information services. 3. 
Education, Secondary — United States — Information services. 
I. Mancall, Jacqueline C., 1932- II. Oesau, Diane. III. ERIC 
Clearinghouse on Information Resources. IV. United States. 
Office of Educational Research and Improvement. V. Title. 
VI. Series. OCLC 23203272 
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viii, 120 p. : ill, maps ; 23 cm. “Funding ... was provided by 
the Office of Educational Research and Improvement ... of the 
U.S. Department of Education”—T.p. verso. Distributed to 
depository libraries in microfiche. “January 1988.” Includes 
bibliographical references (p. 117-120). @lItem 466-A-3 (MF) 
S/N ED 296082 @ ERIC ISBN 1-5551-6317- 

1. Economic development — Effect of education on. 2. Edu- 
cation — Economic aspects — United States. 3. Industry and 
education — United States. I. Pilcher, Daniel E. II. Schwoch, 
Sharon. III. United States. Office of Educational Research and 
Improvement. IV. Title. OCLC 23235637 
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The Role of vocational education at the secondary level : an 


overview of trends and issues. — Columbus, Ohio : ERIC 
Clearinghouse on Adult, Career, and Vocational Education, 
[1988] 

[3] leaves ; 28 cm.— (Trends and issues alerts) Caption 
title. “Spons agency Office of Educational Research and Im- 
provement”—Doc resume. Distributed to depository libraries 
in microfiche. Includes bibliographical references (leaves [1- 
2). “Contract RI-88-062005”—Doc. resume. @Item 466-A-3 
(MF) S/N ED 296171 @ ERIC 

1. Vocational education — United States. 2. Youth — United 
States. I. ERIC Clearinghouse on Adult, Career, and Voca- 
tional Education. II. United States. Office of Educational Re- 
search and Improvement. III. Series. OCLC 23264498 
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James Madison Elementary School : a curriculum for American ees 


The Reading-writing connection : a whole language approach : an 


students. —[Washington, D.C.?] : U.S. Dept. of Education, 
[1988] 

61 p. ; 23 cm. Distributed to depository libraries in micro- 
fiche. “August 1988.” @Item 466-A-3 (MF) S/N ED 
295760 @ ERIC 

1. Education, Elementary — United States — Curricula. 2. 
Elementary schools — United States— Curricula. 3. Motiva- 
tion in education. I. United States. Dept. of Education. 
OCLC 23235706 
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Elmore, Richard F. 


Steady work [microform] : policy, practice, and the reform of 
American education / Richard F. Elmore, Milbrey Wallin 
McLaughlin. — Santa Monica, CA : Rand Corporation ; [Wash- 
ington, DC : U.S. Dept. of Education, Office of Educational 
Research and Improvement, Educational Resources Information 
Center, 1988] 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-3 (MF) S/N ED 296020 @ 
ERIC GPO abridged cataloging. 

1. Education and state — United States. 2. School manage- 
ment and organization — United States. 3. Education — United 
States — Aims and objectives. I. McLaughlin, Milbrey Wallin. 
II. Educational Resources Information Center (U.S.) III. Title. 
IV. Title: Policy, practice, and the reform of American educa- 
tion. OCLC 23259045 
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ED 1.310/2:296082 
Siegel, Peggy M. 

Education and economic growth : a legislator’s guide / by 
Peggy M. Siegel ; with contributions by Dan Pilcher ; edited by 
Sharon Schwoch. — Denver, Colo. : National Conference of 
State Legislatures, [1988] 


annotated resource list. —[Andover, Mass. : Regional Labora- 
tory for Educational Improvement of the Northeast and Islands, 
1988] 

[9] p. : ill. ; 28 cm. — (Linking R & D to practice) Caption 
title. “Spons agency, Office of Educational Research and Im- 
provement”—Doc. resume. Distributed to depository libraries 
in microfiche. “Contract 400-86-0005”—Doc. resume. @Item 
466-A-3 (MF) S/N ED 296308 @ ERIC 

1. Penmanship — Abstracts. 2. Reading — Language experi- 
ence approach — Abstracts. 3. Resource programs (Educa- 
tion) — Abstracts. I. Regional Laboratory for Educational Im- 
provement of the Northeast & Islands. II. United States. Office 
of Educational Research and Improvement. III. Title: Reading 
writing connection. IV. Series. OCLC 23278596 


91-13261 


ED 1.310/2:296498 


Critical issues for low incidence populations / edited by Frances 


P. Connor. — Reston, Va. : Council for Exceptional Children, 
1987. 

94 p. ; 28 cm.— (An ERIC exceptional child education 
report) Proceedings of CEC symposium on the education of 
children with low incidence handicapping conditions, held in 
Atlanta, Ga., Sept. 18-20, 1986. “Prepared with funding from 
the U.S. Department of Education, Office of Educational Re- 
search and Improvement, contract no. 400-84-0010”—T.p. 
verso. Includes bibliographical references. @Item 466-A-3 
(MF) S/N Stock no. B360 @ CEC ; ED 296498 @ ERIC 
ISBN 0-8658-6177- 

1. Handicapped children — Education— United States — 
Congresses. 2. Special education — United States — Congress- 
es. I. Connor, Frances P. II. Council for Exceptional Chil- 
dren. III. United States. Office of Educational Research and 
Improvement. IV. Series. OCLC 23295282 
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91-13262 
ED 1.310/2:296692 
Alfred, Richard L. 

Higher education and the public trust [microform] : improv- 
ing stature in colleges and universities / by Richard L. Alfred 
and Julie Weissman ; prepared by ERIC Clearinghouse on 
Higher Education, the George Washington University. — Wash- 
ington, D.C. : Association for the Study of Higher Education, 
1987, 

1 v.— (ASHE-ERIC higher education report ; no. 6, 1987) 
Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. G.P.O., 
[1990]. 2 microfiches. Distributed to depository libraries in 
microfiche. @lItem 466-A-03 (MF) S/N ED 296692 @ ERIC 
GPO abridged cataloging. 

1. Education, Higher — United States. 2. Universities and 
colleges — United States— Public opinion. 3. Public opin- 
ion — United States. I. Weissman, Julie. Il. ERIC Clearing- 
house on Higher Education. III. Title. IV. Series: ASHE- 
ERIC higher education report ; 1987, no. 6. OCLC 23258881 


91-13263 
ED 1.310/2:296693 
Jacobi, Maryann. 

College student outcomes assessment : a talent development 
perspective / by Maryann Jacobi, Alexander Astin, and Frank 
Ayala, Jr. ; prepared by ERIC Clearinghouse on Higher Educa- 
tion, the George Washington University.— College Station, 
Tex. : Association for the Study of Higher Education, [1987] 

xix, 124 p. ; 23 cm.— (ASHE-ERIC higher education 
report,. ISSN 0884-0040 ; no. 7, 1987) “Prepared partially with 
funding from the Office of Educational Research and Improve- 
ment, U.S. Department of Education, under contract no. 400-86- 
0017”—T.p. verso. Distributed to depository libraries in micro- 
fiche. Includes bibliographical references (p. 97-106). In- 
cludes index. @lItem 466-A-3 (MF) S/N ED 296693 @ 
ERIC ISBN 0-9133-1742- 

1. Universities and colleges — United States — Entrance ex- 
aminations. 2. College students, Rating of — United States. 3. 
College graduates — United States — Rating of. 4. College en- 
trance achievement tests — United States. I. Astin, Alexander 
W. Il. Ayala, Frank. III. ERIC Clearinghouse on Higher 
Education. IV. Association for the Study of Higher Educa- 
tion. V. United States. Office of Educational Research and 
Improvement. VI. Title. VII. Series: ASHE-ERIC higher 
education report ; 1987, no. 7. OCLC 23198985 


91-13265 


ED 1.310/2:296982 


Improving student discipline. —[Washington, D.C. : Office of 


Educational Research and Improvement, U.S. Dept. of Educa- 
tion, 1988] 

[2] p. ; 28 cm. — (Research in brief) Caption title. Distrib- 
uted to depository libraries in microfiche. “June 1988”—P. [2]. 
@ltem 466-A-3 (MF) S/N ED 296982 @ ERIC 

1. School discipline — United States. 2. Classroom manage- 
ment — United States. I. United States. Office of Educational 
Research and Improvement. II. Series: Research in brief 
(United States. Office of Educational Research and Improve- 
ment) OCLC 23289859 


91-13266 


ED 1.310/2:297048 


Demographic projections of non-English-language-background 


and limited-English proficient persons in the United States to 
the year 2000 by state, age, and language group / Rebecca 
Oxford-Carpenter ... [et al.]. — Rosslyn, Va. : InterAmerica Re- 
search Associates, National Clearinghouse for Bilingual Educa- 
tion, [1984] 

x, 132 p. : ill. ; 28 cm. “Jointly funded by the Office of 
Bilingual Education and Minority Languages Affairs and the 
National Institute of Education, U.S. Department of Educa- 
tion”—T.p. verso. Distributed to depository libraries in micro- 
fiche. Includes bibliographical references. “Contract NIE 
400-80-0040”—T.p. verso. @Item 466-A-3 (MF) S/N ED 
297048 @ ERIC ISBN 0-8976-3100- 

1. Linguistic minorities — United States — Statistics. 2. Lin- 
guistic demography — United States. 3. Population forecast- 
ing — United States. I. Oxford, Rebecca L. II. National 
Clearinghouse on Bilingual Education. III. United States. 
Office of Bilingual Education and Minority Languages Affairs. 
IV. National Institute of Education (U.S.) OCLC 23352707 


91-13267 


ED 1.310/2:297132 


Hotchkiss, Lawrence. 


Noneconomic effects of vocational education / Lawrence 
Hotchkiss. — Columbus, Ohio : National Center for Research in 
Vocational Education, Ohio State University, 1987. 

xi, 92, [1] leaves ; 28 cm. “Spons agency Office of Vocation- 
al and Adult Education”—Doc. resume. Distributed to deposi- 
tory libraries on microfiche. Includes bibliographical refer- 
ences (leaves 87-92). “Grant G008620030”—Doc. resume. 
@ltem 466-A-3 (MF) S/N ED 297132 @ ERIC 

1. Academic achievement — United States. 2. Basic educa- 
tion — United States. 3. Vocational education — United States. 
4. Career education — United States. I. National Center for 


Research in Vocational Education (U.S.) II. United States. 
Office of Vocational and Adult Education. III. Title. OCLC 
23346460 


91-13264 
ED 1.310/2:296694 
Cope, Robert G., 1936- 


Opportunity from strength [microform] : strategic planning 91-13268 


clarified with case examples / by Robert G. Cope ; prepared by 
ERIC Clearinghouse on Higher Education, the George Wash- 
ington University. — Washington, D.C. : Association for the 
Study of Higher Education, 1987. 

1 v.— (ASHE-ERIC higher education report ; no. 8, 1987) 
Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. G.P.O., 
[1990]. 2 microfiches. Distributed to depository libraries in 
microfiche. @lItem 466-A-03 (MF) S/N ED 296694 @ ERIC 
GPO abridged cataloging. 

1. Strategic planning — United States. 2. Universities and 
colleges — United States — Administration. I. ERIC Clearing- 
house on Higher Education. II. Title. III. Series: ASHE- 
ERIC higher education report ; 1987, no. 8. OCLC 23259204 
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ED 1,310/2:297420 


Private sector initiatives in educational reform : proceedings of a 


conference / sponsored by the National Advisory Council on 
Educational Research and Improvement. — [Washington, DC] : 
The Council, [1987] 

90 p. : ill. ; 23 cm. Second annual conference held at the 
Sumner School, Washington, D.C., Apr. 2, 1987. Distributed 
to depository libraries in microfiche. Includes bibliographical 
references. @lItem 466-A-3 (MF) S/N ED 297420 @ ERIC 

1. School improvement programs— United States — Con- 
gresses. 2. Education— United States—Aims and objec- 
tives — Congresses. 3. Education and state — United States — 
Congresses. I. National Advisory Council on Educational Re- 
search and Improvement (U.S.) OCLC 23198372 
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91-13269 National Science Foundation”—P. [2] of cover. Distributed to 
depository libraries in microfiche. “January 1987.” Includes 
bibliographical references. @Item 466-A-3 (MF) S/N ED 


ED 1,310/2:297487 
Guide for referral and case coordination for young children in 


hospital settings / Cordelia Robinson ... [et al.]. —[Omaha, 
Neb.] : Meyer Children’s Rehabilitation Institute, University of 
Nebraska Medical Center, [1986] 

1 v. (various foliations) : ill., map ; 28 cm. “Funding .... 
provided by the Early Referral and Follow-up Project grant, 
grant #HO24BHS500B, project #HG008303693, from the U.S. 
Office of Education, Handicapped Children’s Early Education 
Program.” Distributed to depository libraries in microfiche. 
“July 1986.” Includes 10 pamphlets. Includes bibliographical 
references. @lItem 466-A-3 (MF) S/N ED 297487 @ ERIC 

1. Handicapped children — Nebraska — Identification. 2. 
Handicapped children — Nebraska — Development. 3. Handi- 
capped children — Hospital care — Nebraska. 4. Handicapped 
children — Services for — Nebraska. I. Robinson, Cordelia. 
II. Meyer Children’s Rehabilitation Institute. III. Handicapped 
Children’s Early Education Program (U.S.) OCLC 23295167 


91-13270 


ED 1,.310/2:297541 

Effective schools : implications for programs serving high school 
students with moderate and severe handicaps : a primer for 
principals. — Olympia, WA : Superintendent of Public Instruc- 
tion, [1987] 

69, [1] leaves : ill. ; 28 cm. Paper presented at the 14th 
annual conference of the Association for Persons with Severe 
Handicaps, Chicago, Ill., Oct. 29-30, 1987. Cover title. 
“Spons agency Department of Education”—Doc. resume. Dis- 
tributed to depository libraries in microfiche. “Pub date Jul 
87”—Doc. resume. Includes bibliographical references. 
@ltem 466-A-3 (MF) S/N ED 297541 @ ERIC 

1. Handicapped youth— Education— United States. 2. 
Mainstreaming in education — United States. 3. Individualized 
instruction. I. United States. Dept. of Education. OCLC 
23304933 


91-13271 


ED 1,310/2:297740 
Kuhithau, Carol Collier, 1937- 

information skills for an information society : a review of 
research / by Carol Collier Kuhithau. — Syracuse, N.Y. : ERIC 
Clearinghouse on Information Resources, Syracuse University, 
[1987] 

28 p. ; 23 cm.— (An Information analysis product) “Pre- 
pared with funding from the Office of Educational Research 
and Improvement, U.S. Department of Education, under con- 
tract no. 400-85-0001”—T.p. verso. Distributed to depository 
libraries in microfiche. “December 1987.” Includes biblio- 
graphical references (p. 23-28). “IR-74”—Cover. @Item 466- 
A-3 (MF) S/N ED 297740 @ ERIC ISBN 0-9375-9714- 

1. Information science — Research — United States. 2. Infor- 
mation theory — Research — United States. 3. Human informa- 
tion processing. 4. Computer literacy— United States. I. 
ERIC Clearinghouse on Information Resources. II. United 
States. Office of Educational Research and Improvement. III. 
Title. IV. Series. OCLC 23225491 


91-13272 


ED 1,310/2:297930 

The Underachieving curriculum : assessing U.S. school mathemat- 
ics from an international perspective / Curtis C. McKnight ... 
{et al.]. — Champaign, Ill. : Dept. of Secondary Education, Col- 
lege of Education, University of Illinois at Urbana-Champaign : 
[Available from Stipes Publishing Company, 1987] 

xiv, 127 p. : ill. ; 23 cm. “A national report on the Second 
International Mathematics Study”—Cover. “International As- 
sociation for the Evaluation of Education [sic] Achievement”— 
Cover. “Provided in part by grant NFS OSA 84 70345 of the 


297930 @ ERIC ISBN 0-8756-3298- 

1. Mathematics — Study and teaching (Secondary) — United 
States — Evaluation. 2. Curriculum evaluation — United 
States. 3. Educational evaluation — United States. 4. Second 
International Mathematics Study. I. McKnight, Curtis C. II. 
University of Illinois at Urbana-Champaign. Dept. of Secondary 
Education. III. International Association for the Evaluation of 
Educational Achievement. IV. National Science Foundation 
(U.S.) OCLC 23232598 


91-13273 


ED 1,310/2:298020 


National Council on Educational Research. 


Content, character and choice in schooling : public policy and 
research implications : proceedings of a symposium / sponsored 
by the National Council on Educational Research. — [Washing- 
ton, DC : National Advisory Council on Educational Research 
and Improvement, 1986] 

130 p. : ill. ; 23 cm. Symposium held in Washington, D.C. 
on Apr. 24, 1986. Distributed to depository libraries in micro- 
fiche. Includes bibliographical references. @Item 466-A-3 
(MF) S/N ED 298020 @ ERIC 

1. Education — United States — Curricula — Congresses. 2. 
Moral education— United States— Congresses. 3. Citizen- 
ship — United States — Congresses. 4. School, Choice of — 
United States — Congresses. 5. Education and state — United 
States — Congresses. I. National Advisory Council on Educa- 
tional Research and Improvement (U.S.) II. Title. OCLC 
23198185 


91-13274 


ED 1.310/2:298319 


Veach, June P. 


The helping process booklet for students [microform] / June 
P. Veach. — [Columbus, Ohio : National Center for Research in 
Vocational Education, Ohio State University ; Washington, DC 
: U.S. Dept. of Education, Office of Educational Research and 
Improvement, Educational Resources Information Center, 1988] 


1 v.— (Dropout prevention series) Microfiche. [Washing- 
ton, D.C.?] : Supt. of Docs., U.S. G.P.O., [1990]. 1 microfiche. 
Distributed to depository libraries in microfiche. @Item 466- 
A-3 (MF) S/N ED 298319 @ ERIC GPO abridged catalog- 
ing. 

1. Dropouts. I. National Center for Research in Vocational 
Education (U.S.) II. Educational Resources Information 
Center (U.S.) IIL. Title. OCLC 23259190 


91-13275 


ED 1.310/2:298322 


Veach, June. 


It’s your life— take charge : user’s guide and student work- 
book / June P. Veach. — Columbus, Ohio : National Center for 
Research in Vocational Education, Ohio State University : 
[Available from National Center Publication], c1988. 

73 p. in various pagings : ill. ; 19 x 11 cm.-14x 22cm. Text 
in English and Spanish. “Es tu vida— toma control”—Doc. 
resume. “Spons agency Office of Vocational and Adult Educa- 
tion”’—Doc. resume. Distributed to depository libraries in 
microfiche. “Dropout prevention series”—P. [6] (Ist group). 
Includes bibliographical references. “Grant G008620030”— 
Doc. resume. @Item 466-A-3 (MF) S/N ED 298322 @ 
ERIC 

1. Dropouts— United States. 2. Vocational interests — 
United States. 3. Career education — United States. I. Na- 
tional Center for Research in Vocational Education (U.S.) IL. 
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United States. Office of Vocational and Adult Education. III. 
Title. OCLC 23272566 


91-13276 


ED 1,310/2:298471 
Nagy, William E. 

Teaching vocabulary to improve reading comprehension [mi- 
croform] / William E. Nagy. — Urbana, Ill. : ERIC Clearing- 
house on Reading and Communication Skills : National Council 
of Teachers of English ; Newark, Del. : International Reading 
Association, 1988. 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-03 (MF) S/N ED 298471 @ 
ERIC GPO abridged cataloging. 

1. Vocabulary. 2. Reading comprehension. I. ERIC Clear- 
inghouse on Reading and Communication Skills. II. Title. 
OCLC 23249444 


91-13277 


ED 1.310/2:298725 


Daniel, Neil, 1932- 


Flexible pacing for able learners / Neil Daniel and June 
Cox. — Reston, Va. : Council for Exceptional Children, 1988. 

119 p. : ill. ; 23 cm. “ERIC Clearinghouse on Handicapped 
and Gifted Children.” “Prepared with funding from the U.S. 
Department of Education, Office of Educational Research and 
Improvement, contract no. 400-84-0010”—T.p. verso. Distrib- 
uted to depository libraries in microfiche. Includes biblio- 
graphical references (p. [101]-103). @lItem 466-A-3 (MF) S/ 
N Stock no. 328 @ CEC ; ED 298725 @ ERIC 

1. Gifted children — Education — United States — Case stud- 
ies. 2. Individualized instruction— Case studies. 3. Educa- 
tional acceleration— Case studies. I. Cox, June, 1919- IL. 
Council for Exceptional Children. III. ERIC Clearinghouse on 
Handicapped and Gifted Children. IV. United States. Office of 
Educational Research and Improvement. V. Title. OCLC 
23235669 


91-13278 


ED 1.310/2:298773 


Asselle, Maria Grazia. 


The Bilingual Program Resource and Training Center, 1986- 
1987 / prepared by the O.E.A. Bilingual Education Evaluation 
Unit ; Maria Grazia Asselle, principal investigator. — Brooklyn, 
N.Y. : New York City Public Schools, Office of Educational 
Assessment, [1988] 

v, 52, [1] leaves : ill. ; 28 cm.— (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Grant number: G00-852-5004.” @Item 466-A-3 (MF) S/N 
ED 298773 @ ERIC 

1. Bilingual Program Resource and Training Center (New 
York City Public Schools) 2. Education, Bilingual — New 
York (N.Y.) 3. Second language acquisition. 4. Native lan- 
guage — Study and teaching — New York (N.Y.) 5. Vocation- 
al guidance— New York (N.Y.) I. New York City Public 
Schools. Bilingual Education Evaluation Unit. II. United 
States. Dept. of Education. III. Title. IV. Series. OCLC 
23303774 


91-13279 


ED 1.310/2:298774 


Cabrera, Eulalia. 


Adlai E. Stevenson High School Bilingual Education and 
Career Awareness Program, 1986-1987 / prepared by the 
O.E.A. Bilingual Education Evaluation Unit ; Eulalia Cabrera, 
principal investigator.— Brooklyn, N.Y. New York City 
Public Schools, Office of Educational Assessment, [1988] 

v, 41, [1] leaves : ill. ; 28 cm.— (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
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resume. Distributed to depository libraries in microfiche. 
“Grant number: G00-830-2767.” @Item 466-A-3 (MF) S/N 
ED 298774 @ ERIC 

1. Adlai E. Stevenson High School. 2. Education, Bilin- 
gual— New York (N.Y.) 3. Hispanic Americans — Educa- 
tion — New York (N.Y.) 4. Second language acquisition. 5. 
Native language — Study and teaching — New York (N.Y.) 6. 
Vocational guidance — New York (N.Y.) I. New York City 
Public Schools. Bilingual Education Evaluation Unit. II. 
United States. Dept. of Education. III. Title. IV. Series. 
OCLC 23296737 


91-13280 


ED 1.310/2:298775 


Cabrera, Eulalia. 


Seward Park High School Project CABES (Career Advance- 
ment Through Education Skills), 1986-1987 / prepared by the 
O.E.A. Bilingual Education Evaluation Unit ; Eulalia Cabrera, 
principal investigator.— Brooklyn, N.Y. New York City 
Public Schools, Office of Educational Assessment, [1988] 

v, 38, [3] leaves : ill. ; 28 cm.— (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “Grant number: G00-830- 
2143.” @Item 466-A-3 (MF) S/N ED 298775 @ ERIC 

1. Seward Park High School. 2. Hispanic Americans — Edu- 
cation— New York (N.Y.) 3. Education, Bilingual — New 
York (N.Y.) 4. Vocational guidance — New York (N.Y.) 5. 
Career development — New York (N.Y.) I. New York City 
Public Schools. Bilingual Education Evaluation Unit. II. 
United States. Dept. of Education. III. Title. IV. Series. 
OCLC 23296724 


91-13281 


ED 1.310/2:298776 


Martinez, Ana L. 


Project GET SET, 1986-1987 / prepared by the O.E.A. Bilin- 
gual Education Evaluation Unit ; Ana L. Martinez, principal 
investigator. — Brooklyn, N.Y. New York City Public 
Schools, Office of Educational Assessment, [1988] 

v, 23, [1] leaves ; 28 cm.— (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Grant number: G00-830-2142.” @lItem 466-A-3 (MF) S/N 
ED 298776 @ ERIC 

1. Education, Bilingual — New York (N.Y.) 2. Bronx (New 
York, N.Y.) 3. Second language acquistion. 4. Vocational 
guidance— New York (N.Y.) I. New York City Public 
Schools. Bilingual Education Evaluation Unit. II. United 
States. Dept. of Education. III. Title. IV. Series. OCLC 
23296559 


91-13282 


ED 1,310/2:298777 


Martinez, Ana L. 


Project COM-TECH (Bilingual Computer- and Technology- 
Oriented Program), 1986-1987 / prepared by the O.E.A. Bilin- 
gual Education Evaluation Unit ; Ana L. Martinez, principal 
investigator. — Brooklyn, N.Y. New York City Public 
Schools, Office of Educational Assessment, [1988] 

vi, 45, [1] leaves : ill. ; 28 cm. — (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “Grant number: G00-852- 
5023.” @lItem 466-A-3 (MF) S/N ED 298777 @ ERIC 

1. Education, Bilingual— New York (N.Y.) — Computer-as- 
sisted instruction. 2. Native language — Study and teaching — 
New York (N.Y.) Computer-assisted instruction. 3. Second 
language acquisition —Computer-assisted instruction. 4. In- 





structional materials centers — New York (N.Y.) I. New York 
City Public Schools. Bilingual Education Evaluation Unit. II. 
United States. Dept. of Education. III. Title. IV. Series. 
OCLC 23296689 


91-13283 


ED 1,310/2:298778 


Asselle, Maria Grazia. 


Jamaica High School Computer-Assisted Bilingual/Bicultural 
Multi-Skills Project, 1986-1987 / prepared by the O.E.A. Bilin- 
gual Education Evaluation Unit ; Maria Grazia Asselle, princi- 
pal investigator.— Brooklyn, N.Y. : New York City Public 
Schools, Office of Educational Assessment, [1988] 

v, 34, [1] leaves : ill. ; 28 cm.— (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Grant number: G00-863-5376.” @lItem 466-A-3 (MF) S/N 
ED 298778 @ ERIC 

1. Education, Bilinguai— New York (N.Y.) — Computer-as- 
sisted instruction. 2. Second language acquisition — Computer- 
assisted instruction. 3. Native language— Study and teach- 
ing — New York (N.Y.)—Computer-assisted instruction. 4. 
Academic achievement — New York (N.Y.) I. New York City 
Public Schools. Bilingual Education Evaluation Unit. II. 
United States. Dept. of Education. III. Title. IV. Title: Ja- 
maica High School Computer Assisted Bilingual/Bicultural 
Multi-Skills Project, 1986-1987. V. Series. OCLC 23303744 


91-13284 


ED 1.310/2:298779 


Asselle, Maria Grazia. 


Park West High School Vocational and High School Equiva- 
lency Bilingual Program, 1986-1987 / prepared by the O.E.A. 
Bilingual Education Evaluation Unit ; Maria Grazia Asselle, 
principal investigator.— Brooklyn, N.Y. New York City 
Public Schools, Office of Educational Assessment, [1988] 

v, 35, [1] leaves : ill. ; 28 cm.— (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Grant number: G00-830-2133.” @Item 466-A-3 (MF) S/N 
ED 298779 @ ERIC 

1. Park West High School (New York, N.Y.) 2. Education, 
Bilingual —- New York (N.Y.) 3. Second language acquisition. 
4. Vocational education—New York (N.Y.) I. New York 
City Public Schools. Bilingual Education Evaluation Unit. II. 
United States. Dept. of Education. III. Title. IV. Series. 
OCLC 23303705 


91-13285 


ED 1,310/2:298784 


Martinez, Ana L. 


James Monroe High School Proyecto Nuevos Horizontes, 
1986-1987 / prepared by the O.E.A. Bilingual Education Eval- 
uation Unit ; Ana L. Martinez, principal investigator. — Brook- 
lyn, N.Y. : New York City Public Schools, Office of Education- 
al Assessment, [1988] 

v, 31, [1] leaves : ill. ; 28 cm. — (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Grant number: G00-852-5045.” @Item 466-A-3 (MF) S/N 
ED 298784 @ ERIC 

1. James Monroe High School. 2. Education, Bilingual — 
New York (N.Y.) 3. Hispanic Americans — Education (Sec- 
ondary) — New York (N.Y.) 4. Second language acquisition. 
5. Native language — Study and teaching — New York (N.Y.) 
I. New York City Public Schools. Bilingual Education Evalua- 
tion Unit. II. United States. Dept. of Education. III. Title. 
IV. Series. OCLC 23296659 
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91-13286 


ED 1.310/2:298785 


Cabrera, Eulalia. 


Project CHAMP, 1986-1987 / prepared by the O.E.A. Bilin- 
gual Education Evaluation Unit ; Eulalia Cabrera, principal 
investigator. — Brooklyn, N.Y. New York City Public 
Schools, Office of Educational Assessment, [1988] 

v, 43, [1] leaves ; 28 cm.— (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Grant number: G00-830-2135.” @Item 466-A-3 (MF) S/N 
ED 298785 @ ERIC 

1. Chinese Americans — Education — New York (N.Y.) 2. 
Education, Bilingual— New York (N.Y.) 3. Second language 
acquisition. 4. Native language — Study and teaching — New 
York (N.Y.) 5. Literacy programs—New York (N.Y.) L 
New York City Public Schools. Bilingual Education Evaluation 
Unit. II. United States. Dept. of Education. III. Title. IV. 
Series. OCLC 23296698 


91-13287 


ED 1.310/2:298788 


Cabrera, Eulalia. 


Bilingual Pupil Services, 1986-1987 / prepared by the O.E.A. 
Bilingual Education Evaluation Unit ; Eulalia Cabrera, principal 
investigator. — Brooklyn, N.Y. New York City Public 
Schools, Office of Educational Assessment, [1988] 

vi, 51, [1] leaves : ill. ; 28 cm. — (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Grant number: 30-00-00-01-00/21-82-5005.” @Item 466-A-3 
(MF) S/N ED 298788 @ ERIC 

1. Education, Bilingual—New York (N.Y.) 2. Hispanic 
Americans — Education — New York (N.Y.) 3. Chinese Amer- 
icans — Education— New York (N.Y.) 4. Creoles — Educa- 
tion—New York (N.Y.) 5. Native language— Study and 
teaching — New York (N.Y.) I. New York City Public 
Schools. Bilingual Education Evaluation Unit. II. United 
States. Dept. of Education. III. Title. IV. Series. OCLC 
23296624 


91-13288 
ED 1,310/2:298790 
Scorza, Margaret H. 

Project BRIDGES, 1986-1987 / prepared by the O.E.A. Bi- 
lingual Education Evaluation Unit ; Margaret H. Scorza, princi- 
pal investigator. — Brooklyn, N.Y. : New York City Public 
Schools, Office of Educational Assessment, [1988] 

vi, 74, [1] leaves : ill. ; 28 cm.— (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Grant number: G00-863-5376.” @Item 466-A-3 (MF) S/N 
ED 298790 @ ERIC 

1. Minorities — Education — Language arts. 2. Education, 
Bilingual — New York (N.Y.) 3. Second language acquisition. 
4. Native language — Study and teaching — New York (N.Y.) 
5. Vocational guidance for minorities New York (N.Y.) 6. 
Vocational education — New York (N.Y.) I. New York City 
Public Schools. Bilingual Education Evaluation Unit. II. 
United States. Dept. of Education. III. Title. IV. Series. 
OCLC 23283474 


91-13289 


ED 1.310/2:298792 


Scorza, Margaret H. 


Chinese Bilingual Career Awareness Program, 1986-1987 / 
prepared by the O.E.A. Bilingual Education Evaluation Unit ; 
Margaret H. Scorza, principal investigator. — Brooklyn, N.Y. : 
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New York City Public Schools, Office of Educational Assess- 91-13293 
ment, [1988] 

v, 57, [1] leaves : ill. ; 28 cm.— (O.E.A. Evaluation Section 
report) “Spons agency Department of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“Grant number: G00-852-5048." @lItem 466-A-3 (MF) S/N 
ED 298792 @ ERIC 

1. Chinese Americans — Education — New York (N.Y.) 2. 
Education, Bilingual—New York (N.Y.) 3. Career educa- 


ED 1.310/2:299706 
Creating responsible and responsive accountability systems : report 
of the OERI State Accountability Study Group. — [Washing- 
ton, DC] : Programs for the Improvement of Practice, Office of 
Educational Research and Improvement, U.S. Dept. of Educa- 
tion, [1988] 
xiv, 66 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “September 1988”—T-.p. verso. Includes biblio- 
tion — New York (N.Y.) I. New York City Public Schools. graphical references (p. 53). “PIP 88-808"—P. [4] of cover. 
Bilingual Education Evaluation Unit. II. United States. Dept. @ltem 466-A-3 (MF) S/N ED 299706 @ ERIC 
of Education. III. Title. IV. Series. OCLC 23278191 1. Educational accountability — United States — States. 2. 
Educational evaluation— United States— States. I. United 
States. Office of Educational Research and Improvement. Pro- 
grams for the Improvement of Practice. II. Title: Report of 
the OERI State Accountability Study Group. OCLC 23291972 


91-13294 


91-13290 
ED 1.310/2:299190 
I have a dream : Martin Luther King, Jr. handbook of activities. 
— Pittsburgh, PA : Race Desegregation Assistance Center, Uni- 
versity of Pittsburgh, [1987] 

iv, 453, [1] p. : ill, map ; 28 cm. “Spons agency Department 
of Education”—Doc. resume. Distributed to depository librar- 
ies in microfiche. “Pub date Sep 87”—Doc. resume. Includes 
bibliographical references. “Contract 600840”—Doc. resume. provement, 1988] eet 
@ltem 466-A-3 (MF) S/N ED 299190 @ ERIC 65 p. ; 28 cm.— (E.D.TABS) Caption title. At head of 

1. King, Martin Luther, Jr., 1929-1968 Anniversaries, etc. 2. title: National Center for Education Statistics. Distributed to 
Afro-American leadership— Study and teaching — United depository libraries in microfiche. “July 1988.” @lItem 466- 
States. 3. Activity programs in education — United States. 4. A-3 (MF) S/N ED 299887 @ ERIC 
Student activities — United States. I. University of Pittsburgh. 1. College attendance — United States — Statistics. I. United 
Race Desegregation Assistance Center. II. United States. States. Office of Educational Research and Improvement. II. 
Dept. of Education. III. Title: Martin Luther King, Jr. hand- National Center for Education Statistics. III. Series. OCLC 
book of activities. OCLC 23277763 23347650 


91-13295 


ED 1.310/2:299887 
Postsecondary fall enrollment, 1986. —[Washington, DC : US. 
Dept. of Education, Office of Educational Research and Im- 


91-13291 ED 1.310/2:300035 


an See Check this out [microform] : highlights of model library programs. 


Effective compensatory education sourcebook / prepared by 


Philip A. Griswold, Kathleen J. Cotton, Joe B. Hansen ; with 
contributions from Mary Jean LeTendre and Robert M. Stone- 
hill. — Washington, D.C. : U.S. Dept. of Education, [1986- ] 

v.: ill. ; 26cm. “Northwest Regional Educational Laborato- 
ry.” Distributed to depository libraries in microfiche. No 
longer available for sale by the Supt. of Docs. Vol. 4 includes 
profile index to national identification program projects. Con- 
tents: v. 4. Project profiles / prepared by Kathleen J. Cotton, 
Gary D. Estes ; with contributions from William J. Bennett, 
Beryl Dorsett, and Mary Jeaqn LeTendre. “Contract 300-85- 
0198”—Vol. 4, doc. resume. @Item 466-A-3 (MF) S/N 065- 
000-00294-9 @ GPO ; ED 299352 @ ERIC 

1. Compensatory education— United States. 2. Resource 
programs (Education) I. Griswold, Philip A. II. United 
States. Dept. of Education. III. Northwest Regional Educa- 
tional Laboratory. OCLC 20959215 


91-13292 


ED 1.310/2:299478 


Sherman, Joel D. 


Dropping out of school / Joel D. Sherman ; prepared for the 
Office of Planning, Budget, and Evaluation, U.S. Department of 
Education. — Washington, D.C. Pelavin Associates, Inc., 
[1987- 

v. : ill. ; 28 cm. Description based on vol. 2. “Data Proc- 
essing and Technical Support Center”—Vol. 2. Distributed to 
depository libraries in microfiche. “December 1987”—Vol. 2. 
Includes bibliographical references (vol. 2, leaves 99-100). 
Contents: v. 2. Promising strategies and practices in dropout 
prevention. @lItem 466-A-3 (MF) S/N ED 299478 @ ERIC 

1. Dropouts — United States. 2. Dropout behavior, Predic- 
tion of. 3. School management and organization — United 
States. 4. Education and state— United States. I. United 
States. Dept. of Education. Office of Planning, Budget, and 
Evaluation. II. Title. OCLC 23352942 
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—[Washington, D.C.] : Office of Educational Research and 
Improvement, U.S. Dept. of Education, [1988] 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-03 (MF) S/N ED 300035 @ 
ERIC GPO abridged cataloging. 

1. Vocabulary. 2. Libraries. I. Educational Resources In- 
formation Center (U.S.) II. Title: Highlights of model library 
programs. OCLC 23249411 


91-13296 


ED 1.310/2:300073 


Collaborating with high schools / Janet E. Lieberman, editor. — 


San Francisco : Jossey-Bass Inc. ; [Washington, DC : U.S. 
Dept. of Education, Office of Eductional Research and Im- 
provement, Educational Resources Information Center], 1988. 

1 v.— (New directions for community colleges ; no. 63) 
(Paperback sourcebooks in the Jossey-Bass higher education 
series) Microfiche. [Washington, D.C.?] : Supt. of Doc., U.S. 
G.P.O., [1990]. 2 microfiches. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-3 (MF) S/N ED 300073 @ 
ERIC GPO abridged cataloging. 

1. Education, Secondary — Aims and objectives. I. Lieber- 
man, Janet E. II. Educational Resources Information Center 
(U.S.) III. Series. IV. Series: Jossey-Bass higher education 
series. OCLC 23258764 


91-13297 


ED 1.310/2:300156 


Rural school source book : exemplary programs, practices and 


resources for rural educators / compiled by Mary Jaquart, Joe 
Newlin. — Aurora, Colo. : Mid-continent Regional Educational 
Laboratory, [1988] 

195 p.; 28cm. “Sponsored wholly, or in pari, by the Office 
of Educational Research and Improvement, Department of Edu- 
cation, under contract number 400-86-0002.” Distributed to de- 





pository libraries in microfiche. Includes indexes. @lItem 466- 
A-3 (MF) S/N ED 300156 @ ERIC 

1. Education, Rural — Directories. 2. Rural youth — Serv- 
ices for — Directories. 3. Resource programs (Education) — 
Directories. I. Jaquart, Mary. II. Newlin, Joseph T._ III. 
Mid-continent Regional Educational Laboratory. IV. United 
States. Office of Educational Research and Improvement. 
OCLC 23276587 


91-13298 


ED 1.310/2:300206 

The Mathematics report card [microform] : are we measuring up ? 
: trends and achievements based on the 1986 national assessment 
/ John A. Dossey ... [et al.]. — [Princeton, N.J.] : Educational 
Testing Service ; [Washington, DC : U.S. Dept. of Education, 
Office of Educational Research and Improvement, Educational 
Resources Information Center, 1988] 

1 v.— (The Nation’s report card) (Report ; 17-M-01) 
Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. G.P.O., 
[1990]. 2 microfiches. Distributed to depository libraries in 
microfiche. @lItem 466-A-3 (MF) S/N ED 300206 @ ERIC 
GPO abridged cataloging. 

1. Mathematical ability — Study and teaching. 2. Mathemat- 
ics — Study and teaching. I. Dossey, John A. II. Educational 
Resources Information Center (U.S.) III. Series. IV. Series: 
Report (National Assessment of Educational Progress (Project)) 
; no. 17-M-01. OCLC 23258291 


91-13299 


ED 1.310/2:300217 
Sealey, Jean. 

Problem solving / Jean Sealey. — [Charleston, W. Va. : R & 
D Interpretation Service, Appalachia Educational Laboratory ; 
Washington, D.C. : National Institute of Education, U.S. Dept. 
of Education, 1985] 

4, [2] p. ; 28 cm.— (R & D Interpretation Service bulletin. 
Mathematics) Caption title. Distributed to depository librar- 
ies in microfiche. Includes bibliographical references (p. 4). 


Government Publications — June 1991 


151 p. : ill, map ; 26 cm.— (The Nation’s report card) 
(Report ; no. 17-S-01) “Performed pursuant to grant no. NIE- 
G-83-0011 of the Office for Educational Research and Improve- 
ment”—P. [2] of cover. Distributed to depository libraries in 
microfiche. “September 1988.” Includes bibliographical refer- 
ences. @Item 466-A-3 (MF) S/N ED 300265 @ ERIC 
ISBN 0-8868-5076- 

1. National Assessment of Educational Progress (Project) 2. 
Science — Study and teaching — United States. 3. Academic 
achievement — United States. 4. Educational evaluation — 
United States. I. Jenkins, Lynn B. II. Educational Testing 
Service. III. United States. Office of Educational Research and 
Improvement. IV. Title. V. Series. VI. Series: Report (Na- 
tional Assessment of Educational Progress (Project)) ; no. 17-S- 
01. OCLC 23236574 


91-13302 


ED 1.310/2:300278 


Romberg, Thomas A. 


Changes in school mathematics : curricular changes, instruc- 
tional changes, and indicators of changes / Thomas A. Rom- 
berg. — New Brunswick, NJ : Center for Policy Research in 
Education : Available from Publications, Center for Policy Re- 
search in Education, Eagleton Institute of Politics, Rutgers, 
State University of New Jersey, [1988] 

vii, 43 p. : ill. ; 28 cm.— (CPRE research report series ; RR- 
007) “Funded by the U.S. Department of Education, Office of 
Educational Research and Improvement, grant number OERI- 
G008690011”—P. [2] of cover. Distributed to depository li- 
braries in microfiche. “September 1988.” Includes biblio- 
graphical references (p. 41-43). @lItem 466-A-3 (MF) S/N 
ED 300278 @ ERIC 

1. Curriculum change — Standards— United States. 2. 
Mathematics — Study and teaching — United States. I. Center 
for Policy Research in Education. II. United States. Office of 
Educational Research and Improvement. III. Title. IV. 
Series. OCLC 23257796 


@ltem 466-A-3 (MF) S/N ED 300217 @ ERIC 

1. Mathematics— Study and teaching (Primary) — United 
States. 2. Mathematics — Study and teaching (Elementary) — 
United States. I. National Institute of Education (U.S.) II. 
Title. III. Series. OCLC 23271501 


91-13300 


91-13303 
ED 1,310/2:300404 
Finn, Chester E., 1944- 

Lessons learned : federal policy making and the education 
research community. —[Washington, DC : Office of Educa- 
tional Research and Improvement, 1988] 

13, [1] p. ; 28 cm. Caption title. “Paper presented at the 
annual meeting of the American Educational Research Associa- 


ED 1.310/2:300218 
Sealey, Jean. 


Individual differences / Jean Sealey. — [Charleston, W. Va. : 
R & D Interpretation Service, Appalachia Educational Labora- 
tory ; Washington, D.C. : National Institute of Education, U.S. 
Dept. of Education, 1985] 

4, [3] p. : ill. ; 28 cm.— (R & D Interpretation Service 
bulletin. Mathematics) Caption title. Distributed to deposito- 
ry libraries in microfiche. Includes bibliographical references. 
@ltem 466-A-3 (MF) S/N ED 300218 @ ERIC 

1. Cognitive styles in children — United States. 2. Individual 
differences in children— United States. 3. Mathematics — 
Study and teaching (Elementary) — United States. I. National 
Institute of Education (U.S.) II. Title. III. Series. OCLC 
23266586 


91-13301 


ED 1,.310/2:300265 


Mullis, Ina V. S. 


The science report card : elemerts of risk and recovery : 
trends and achievement based on the 1986 National Assessment 
/ Ina V.S. Mullis, Lynn B. Jenkins ; with an overview based on 
contributions and comments from the Interpretive Panel: Rich- 
ard Berry ... [et al.].— Princeton, N.J. : Educational Testing 
Service, [1988] 


tion, New Orleans, LA, April 5-9, 1988”—Doc. resume. Dis- 
tributed to depository libraries in microfiche. @Item 466-A-3 
(MF) S/N ED 300404 @ ERIC 

1. United States. Office of Educational Research and Im- 
provement. 2. Education and state — United States. 3. Educa- 
tion — Research — United States. I. United States. Office of 
Educational Research and Improvement. II. Title. III. Title: 
Federal policy making and the education research community. 
OCLC 23283368 


91-13304 


ED 1.310/2:300464 


Sebring, Penny A. 


High school and beyond third follow-up (1986) : technical 
report / Penny Sebring, Bruce Spencer, Barbara Campbell ; 
prepared for Center for Education Statistics, Office of the As- 
sistant Secretary for Educational Research and Improvement, 
U.S. Department of Education. — Chicago, Ill. : NORC, Uni- 
versity of Chicago, [1987] 

1 v. (various pagings) : ill. ; 28 cm. Distributed to depository 
libraries in microfiche. “September 1987.” “Contract 300-84- 
0169”—Doc. resume. @Item 466-A-3 (MF) S/N ED 300464 
@ ERIC 
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1. High school seniors — United States — Longitudinal stud- 91-13308 
ies. I. Spencer, Bruce D. II. Campbell, Barbara Kuhn, 1946- 
III. United States. Office of Educational Research and Improve- 
ment. Center for Education Statistics. IV. National Opinion 


Research Center. V. Title. OCLC 23291854 


ED 1.310/2:301696 
Carroll, C. Dennis. 
Postsecondary institutions offering vocational/technical pro- 
grams : analysis findings from high school & beyond (1980-1986) 
/ C. Dennis Carroll ; National Center for Education Statis- 
tics. — [Washington, DC] : U.S. Dept. of Education, Office of 
Educational Research and Improvement, [1988] 
viii, 19 p. : ill. ; 28 cm.— (Analysis report) Distributed to 
depository libraries in microfiche. “September 1988.” “Data 
tives on their college experiences / Susan Foster, Paula series: DR-HSB-80/84.” “CS 88-432.” @lItem 466-A-3 (MF) 
Brown. — [Rochester, N.Y.] : National Technical Institute for S/N ED 301696 @ ERIC 
the Deaf, [1988] 1. Vocational education— United States — Statistics. 2. 
38, [1] p. ; 28 cm. Cover title. “Spons agency, Department Technical education — United States — Statistics. I. National 
of Education”—Doc. resume. Distributed to depository librar- Center for Education Statistics. II. Title. III. Title: Postsec- 
ies in microfiche. “March, 1988.” Includes bibliographical ondary institutions offering vocational technical programs. IV. 


91-13305 
ED 1.310/2:300967 
Foster, Susan Bannerman. 
Academic and social mainstreaming : deaf students’ perspec- 


references (p. 35-38). @lItem 466-A-3 (MF) S/N ED 300967 
@ ERIC 

1. Mainstreaming in education — New York (State) — Roch- 
ester. 2. Deaf— Education (Higher)—New York (State) — 
Rochester. 3. Minority college students—New York 
(State)— Rochester. I. Brown, Paula Maureen, 1951- II. 
United States. Dept. of Education. III. Title. IV. Title: Deaf 
students’ perspectives on their college experiences. OCLC 
23292063 


91-13306 


ED 1.310/2:301199 

Services and resources for young adults in public libraries / Na- 
tional Center for Education Statistics. —[Washington, DC : 
U.S. Dept. of Education, Office of Educational Research and 
Improvement, 1988] 

31 p. : ill. ; 28 cm.— (Survey report) Caption title. Dis- 
tributed to depository libraries in microfiche. GPO sales state- 
ment incorrect in publication. “July 1988.” @lItem 466-A-3 
(MF) S/N ED 301199 @ ERIC 

1. Libraries, Young people’s — United States — Statistics. 2. 
Public libraries — United States — Services to adults — Statis- 
tics. 3. Young adults — United States — Books and reading — 
Statistics. I. National Center for Education Statistics. II. 
Series: Survey report (National Center for Education Statistics) 
OCLC 23283227 


91-13307 


ED 1.310/2:301535 

Recruitment and retention of minority students in teacher educa- 
tion : proceedings of the National Invitational Conference, 
March 29-April 1, 1987, Lexington, Kentucky / edited by 
Ernest J. Middleton, Emanuel J. Mason. — Dubuque, Iowa : 
Kendall/Hunt Pub. Co., c1988. 

xii, 153, [1] p. ; 23 cm.— (Teacher education monograph ; 
no. 8) “National Invitational Conference on the Recruitment 
and Retention of Minority Students in Teacher Education Pro- 
grams”—P. v. “Clearinghouse on Teacher Education”— 
Cover. “Spons agency Office of Educational Research and 
Improvement”—Doc. resume. Distributed to depository librar- 
ies in microfiche. Includes bibliographical references (p. 111- 
113). “Contract 400-86-0033”—Doc. resume. @Item 466-A-3 
(MF) S/N ED 301535 @ ERIC ISBN 0-8403-4733- 

1. National Invitational Conference on the Recruitment and 
Retention of Minority Students in Teacher Education Programs 
(1987 : Lexington, Ky.) 2. Afro-American teachers — Training 
of — Congresses. 3. Afro-Americans — Education (Higher) — 
Congresses. 4. Minority college students — United States — 
Recruiting — Congresses. 5. Afro-American college  stu- 
dents — Congresses. I. Middleton, Ernest J. II. Mason, 
Emanuel J. III. ERIC Clearinghouse on Teacher Education. 
IV. United States. Office of Educational Research and Improve- 
ment. V. Series. OCLC 23304407 
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Series: Analysis report (National Center for Education Statis- 
tics) OCLC 23278507 


91-13309 


ED 1.310/2:301764 


Smith, Christopher A. 


How to write vocational training manuals [microform] / 
Christopher A. Smith. —- Menomonie, Wis.: Materials Develop- 
ment Center, Stout Vocational Rehabilitation Institute, School 
of Education and Human Services, University of Wisconsin- 
Stout ; [Washington, D.C.] : U.S. Dept. of Education, Office of 
Educational Research and Improvement, Educational Resources 
Information Center, [1988] 

lv. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-03 (MF) S/N ED 301764 @ 
ERIC GPO abridged cataloging. 

1. Occupational training — Handbooks, manuals, etc. I. Edu- 
cational Resources Information Center. (U.S.) II. Title. 
OCLC 23248985 


91-13310 


ED 1.310/2:301973 


America’s schools, everybody’s business [microform] : a report to 


the President. — [Washington, D.C.] : U.S. Dept. of Education, 
[1988] 

lv. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 2 microfiches. Distributed to depository librar- 
ies in microfiche. @Item 466-A-03 (MF) S/N ED 301973 @ 
ERIC GPO abridged cataloging. 

1. Education— United States— Citizen participation. I. 
Educational Resources Information Center (U.S.) OCLC 
23249562 


91-13311 


ED 1,310/2:302027 


The rights of individuals with handicaps under federal law [micro- 


form] : information for those who have rights and responsibil- 
ities under section 504 of the Rehabilitation act of 1973. — 
Washingion, D.C. : U.S. Dept. of Education, Office for Civil 
Rights ; Educational Resources Information Center, [1988] 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-03 (MF) S/N ED 302027 @ 
ERIC GPO abridged cataloging. 

1. Handicapped — Legal status, laws, etc. — United States. I. 
Educational Resources Information Center (U.S.) II. Title. 
GCLC 23249542 


91-13312 


ED 1.310/2:302042 


Deno, Stanley L. 


Experimental teaching : an approach to improving student 
achievement, changing teacher beliefs, and identifying effective 





practices / Stanley L. Deno, principal investigator. — [Minne- 
apolis, Minn.] : University of Minnesota, [1985] 

1 v. (various foliations) : ill. ; 28 cm. “Final report for grant 
no. G008400649.” “Spons agency Special Education Pro- 
grams”—Doc. resume. Distributed to depository libraries in 
microfiche. @lItem 466-A-3 (MF) S/N ED 302042 @ ERIC 

1. Handicapped children — Education — United States. 2. 
Individualized instruction. 3. Teachers of handicapped chil- 
dren — In-service training — United States. I. University of 
Minnesota. II. Special Education Programs (U.S.) III. Title. 
OCLC 23346325 


91-13313 


ED 1.310/2:302297 

External influences on the curriculum / David B. Wolf, Mary Lou 
Zoglin, editors. — San Francisco : Jossey-Bass Inc. ; [Washing- 
ton, DC : U.S. Dept. of Education, Office of Educational Re- 
search and Improvement, Educational Resources Information 
Center], 1988. 

1 v.— (New directions for community colleges ; no. 64) 
(Paperback sourcebooks in the Jossey-Bass higher eduction 
series) Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 2 microfiches. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-3 (MF) S/N ED 302297 @ 
ERIC GPO abridged cataloging. 

1. Community colleges— Curricula. I. Wolf, David B. 
(David Benjamin) II. Zoglin, Mary Lou, 1928- III. Educa- 
tional Resources Information Center (U.S.) IV. Series. V. 
Series: Jossey-Bass higher education series. OCLC 23258472 


91-13314 


ED 1.310/2:302604 

At-risk students and thinking [microform] : perspectives from re- 
search / Barbara Z. Presseisen, editor.— Washington, D.C. : 
National Education Association ; Philadelphia, Pa. : Research 
for Better Schools, [1988]. 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 2 microfiches. Distributed to depository librar- 
ies in microfiche. @Item 466-A-03 (MF) S/N ED 302604 @ 
ERIC GPO abridged cataloging. 

1. Socially handicapped children — Education — United 
States. 2. Critical thinking— Study and Teaching — United 
States. I. Presseisen, Barbara Z. II. Educational Resources 
Information Center (U.S.) III. Title: At risk students and 
thinking. OCLC 23249510 


91-13315 


ED 1,310/2:302996 

Summary of existing legislation affecting persons with disabilities 
[microform.] — Washington, D.C. : U.S. Dept. of Education, 
Office of Special Education and Rehabilitative Services, Clear- 
inghouse on the Handicapped, [1988] 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 3 microfiches. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-3 (MF) S/N ED 302996 @ 
ERIC GPO abridged cataloging. 

1. Handicapped — Employment — Law and legislation. I. 
Clearinghouse on the Handicapped (U.S.) OCLC 23303565 


91-13316 


ED 1.310/2:303000 


Nelkin, Valerie. 


Family-centered health care for medically fragile children 
[microform] : principles and practices / prepared by Valerie 
Nelkin. — [Washington, DC] : National Center for Networking 
Community Based Services, Georgetown University Child De- 
velopment Center : [Educational Resources Information Center 
(ERIC), 1987] 

lv. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
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ies in microfiche. @lItem 466-A-3 (MF) S/N ED 303000 @ 
ERIC GPO abridged cataloging. 

1. Child health services. I. Educational Resources Informa- 
tion Center (U.S.) II. Title. III. Title: Family centered health 
care for medically fragile children. OCLC 23303113 


91-13317 


ED 1.310/2:303439 


Stiggins, Richard J. 


Teacher training in assessment / Richard J. Stiggins and 
Nancy Faires Conklin. — Portland, Or. : Northwest Regional 
Educational Laboratory, [1988] 

25 leaves ; 28 cm. “Sponsored wholly or in part by the 
Office of Educational Research and Improvement ... U.S. De- 
partment of Education under contract number 400-86-0006.” 
Distributed to depository libraries in microfiche. “November 
30, 1988.” Includes bibliographical references (leaf 25). 
@ltem 466-A-3 (MF) S/N ED 303439 @ ERIC 

1. Teachers — Training of — United States. 2. Follow-up in 
teacher training — United States. I. Conklin, Nancy Faires. 
II. Northwest Regional Educational Laboratory. III. United 
States. Office of Educational Research and Improvement. IV. 
Title. OCLC 23302992 


91-13318 


ED 1,.310/2:303769 


Myers, Jamie. 


You can encourage your high school student to read [micro- 
fiche] / Jamie Myers. —[Bloomington, IN : ERIC Clearing- 
house on Reading and Communication Skills ; Newark, Del. : 
International Reading Association, 1989] 

lv. Microfiche. [Washington, D.C.?] : Supt. of Docs., U.S. 
G.P.O., [1990]. 1 microfiche. Distributed to depository librar- 
ies in microfiche. @lItem 466-A-3 (MF) S/N ED 303769 @ 
ERIC GPO abridged cataloging. 

1. High school students — Books and reading. 2. Reading — 
Parent participation I. ERIC CLearinghouse on Reading and 
Communication Skills. II. Title. OCLC 23297398 


91-13319 


ED 1.310/2:303789 


Roser, Nancy L. 


Helping your child become a reader [microform] / Nancy L. 
Roser. — [Bloomington, IN : ERIC Clearinghouse on Reading 
and Communication Skills ; Newark, Del. : International Read- 
ing Association, 1989] 

1 v. Microfiche. [Washington, D.C.?] : Supt. of Docs., 
U.S..G.P.O., [1990]. 1 microfiche. Distributed to depository 
libraries in microfiche. @lItem 466-A-3 (MF) S/N ED 303789 
@ ERIC GPO abridged cataloging. 

1. Reading. 2. Education, Primary. I. ERIC Clearinghouse 
on Reading and Communication Skills. II. Title. OCLC 
23353314 


91-13320 


ED 1,.310/2:304041 


Kurfiss, Joanne Gainen. 


Critical thinking : theory, research, practice, and possibilities 
/ by Joanne Gainen Kurfiss ; prepared by ERIC Clearinghouse 
on Higher Education, the George Washington University. — 
College Station, Tex : Association for the Study of Higher 
Education, [1988] 

xvii, 148 p. ; 23 cm.— (ASHE-ERIC higher education 
report,. ISSN 0884-0040 ; no. 2, 1988) “Prepared partially with 
funding from the Office of Educational Research and Improve- 
ment, U.S. Department of Education, under contract no. ED 
RI-88-062014”—T.p. verso. Distributed to depository libraries 
in microfiche. Includes bibliographical references (p. 109-129). 
Includes index. @Item 466-A-3 (MF) S/N ED 304041 @ 
ERIC ISBN 0-9133-1744- 
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1. Critical thinking — United States. I. ERIC Clearinghouse 
on Higher Education. II. Association for the Study of Higher 
Education. III. United States. Office of Educational Research 
and Improvment. IV. Title. V. Series: ASHE-ERIC higher 
education report ; 1988, no. 2. OCLC 23199130 


91-13321 


ED 1.310/2:304241 

Beyond language : social and cultural factors in schooling lan- 
guage minority students / developed by Bilingual Education 
Office, California State Department of Education. — Los Ange- 
les, Calif. : Evaluation, Dissemination, and Assessment Center, 
California State University, Los Angeles, [1986] 

xiv, 343 p. : ill. ; 23 cm. “Funded in part with funds from 
the Office of Bilingual Education and Minority Languages Af- 
fairs’—T.p. verso. Distributed to depository libraries in micro- 
fiche. Includes bibliographical references. @Item 466-A-3 
(MF) S/N ED 304241 @ ERIC ISBN 0-8975-5024- 

1. Education, Bilingual — United States. 2. Children of mi- 
norities — Education — United States. 3. English language — 
Study and teaching (Elementary) — Foreign speakers. 4. Inter- 
cultural education — United States. 5. Educational anthropolo- 
gy — United States. I. California. Office of Bilingual Bicultural 
Education. II. United States. Office of Bilingual Education and 
Minority Languages Affairs. OCLC 23236990 


91-13322 


ED 1.310/2:304431 
Oja, Sharon Nodie. 

A collaborative approach to leadership in supervision : final 
report / Sharon Nodie Oja, principal investigator ; Maryellen C. 
Ham. — Durham, N.H. : University of New Hampshire, Col- 
laborative Action Research Projects, Dept. of Education, Col- 
lege of Liberal Arts, [1988- 

v.; 28 cm. “Project funded by U.S. Department of Educa- 
tion, ED no. 400-85-1056, Office of Educational Research and 
Improvement ... October, 1985 to September, 1988.” Distribut- 
ed to depository libraries in microfiche. “1 October 1988”—Pt. 
A. Includes bibliographical references (pt. A, leaf 26). Con- 
tents: pt. A. Project portrayal. @lItem 466-A-3 (MF) S/N 
ED 304431 @ ERIC 

1. Action research in education — United States. 2. School 
personnel management — United States. 3. School principals — 
Training of— United States. 4. Teacher-principal relation- 
ships. I. Ham, Maryellen C. II. University of New Hamp- 
shire. Collaborative Action Research Projects. III. United 
States. Office of Educational Research and Improvement. IV. 
Title. OCLC 23351865 


91-13323 


ED 1.310/2:304432 
Oja, Sharon Nodie. 

A collaborative approach to leadership in supervision : final 
report / Sharon Nodie Oja, principal investigator ; Maryellen C. 
Ham. — Durham, N.H. : University of New Hampshire, Col- 
laborative Action Research Projects, Dept. of Education, Col- 
lege of Liberal Arts, [1988- 

v. : ill. ; 28 cm. “Project funded by U.S. Department of 
Education, ED no. 400-85-1056, Office of Educational Research 
and Improvement ... October, 1985 to September, 1988.” Dis- 
tributed to depository libraries in microfiche. “1 October 
1988”—Pt. B. Includes bibliographical references (pt. B, leaves 
39-44). Contents: pt. B. Program assessment report. @Item 
466-A-3 (MF) S/N ED 304432 @ ERIC 

1. Action research in education — United States. 2. School 
personnel management — United States. 3. School principals — 
Training of — United States. 4. Teacher-principal relation- 
ships. I. Ham, Maryellen C. II. University of New Hamp- 
shire. Collaborative Action Research Projects. III. United 
States. Office of Educational Research and Improvement. IV. 
Title. OCLC 23351865 
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91-13324 


ED 1.310/2:304433 


Oja, Sharon Nodie. 


A collaborative approach to leadership in supervision : final 
report / Sharon Nodie Oja, principal investigator ; Maryellen C. 
Ham. — Durham, N.H. : University of New Hampshire, Col- 
laborative Action Research Projects, Dept. of Education, Col- 
lege of Liberal Arts, [1988- 

v. : ill. ; 28 cm. “Project funded by U.S. Department of 
Education, ED no. 400-85-1056, Office of Educational Research 
and Improvement ... October, 1985 to September, 1988.” Dis- 
tributed to depository libraries in microfiche. “1 October 
1988.” Contents: pt. C. Practice profile. @lItem 466-A-3 
(MF) S/N ED 304433 @ ERIC 

1. Action research in education — United States. 2. School 
personnel management — United States. 3. School principals — 
Training of— United States. 4. Teacher-principal relation- 
ships. I. Ham, Maryellen C. II. University of New Hamp- 
shire. Collaborative Action Research Projects. III. United 
States. Office of Educational Research and Improvement. IV. 
Title. OCLC 23351865 


91-13325 


ED 1.310/2:304454 


Gomez, Mary Louise. 


Testing policies and procedures for the at-risk student pro- 
gram area / by Mary Louise Gomez. — [Madison, Wis.] : Na- 
tional Center on Effective Schools, University of Wisconsin- 
Madison, [1986] 

39 leaves ; 28 cm. “Supported in part by a grant from the 
Office of Educational Research and Improvement (grant no. 
OERI-G-86-0007).” Distributed to depository libraries in 
microfiche. Includes bibliographical references (leaves 36-39). 
@ltem 466-A-3 (MF) S/N ED 304454 @ ERIC 

1. Underachievers— United States. 2. Students — United 
States — Rating of. 3. Educational tests and measurements — 
United States. I. University of Wisconsin-Madison. National 
Center on Effective Secondary Schools. II. United States. 
Office of Educational Research and Improvement. III. Title. 
OCLC 23352410 


91-13326 


ED 1.310/2:304558 


Leonard, Gloria. 


Read Aloud Programs for the Elderly Project : instructional 
manual / written by Gloria Leonard, Judy Evans, Nancy Hoe- 
belheinrich ; [edited by Roberta Wilkes]. — Seattle, Wash. : Se- 
attle Public Library, [1987] 

1 v. (various foliations) : ill. ; 28 cm. “Funds from the 
Library Services and Construction Act, Title I.” “Spons 
agency Office of Libraries and Learning Technologies”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“February, 1987.” @Item 466-A-3 (MF) S/N ED 304558 @ 
ERIC 

1. Public libraries— Services to the aged — Handbooks, 
manuals, etc. 2. Libraries and the aged — Handbooks, manuals, 
etc. 3. Volunteer workers in libraries — Handbooks, manuals, 
etc. 4. Bibliotherapy — Handbooks, manuals, etc. 5. Oral 
reading — Handbooks, manuals, etc. 6. Seattle Public Li- 
brary — Handbooks, manuals, etc. I. Evans, Judy. II. Hoebel- 
heinrich, Nancy. III. Wilkes, Roberta. IV. United States. 
Office of Libraries and Learning Technologies. V. Title. 
OCLC 23351715 


91-13327 


ED 1.310/2:304951 


Stark, Joan S. 


Strengthening the ties that bind : integrating undergraduate 
liberal and professional study : report of the Professional Prepa- 





ration Network, the University of Michigan / Joan S. Stark, 
Malcolm A. Lowther.— [Ann Arbor, Mich.] : The Regents of 
the University of Michigan : [Available from Professional Prep- 
aration Project, University of Michigan], c1988. 

vii, 70, [1] p.; 23 cm. “Spons agency Fund for the Improve- 
ment of Postsecondary Education ... Spencer Foundation”— 
Doc. resume. Distributed to depository libraries in microfiche. 
Includes bibliographical references (p. 67-70). @lItem 466-A-3 
(MF) S/N ED 304951 @ ERIC 

1. Professional education— United States. 2. Education, 
Higher — United States — Aims and objectives. 3. Educational 
innovations — United States. I. Lowther, Malcolm A., 1924- 
II. University of Michigan. Professional Preparation Network. 
Ill. Fund for the Improvement of Postsecondary Education. 
IV. Title. V. Title: Integrating undergraduate liberal and pro- 
fessional study. OCLC 23263072 


91-13328 


ED 1,310/2:305015 
Seymour, Daniel T. 

Developing academic programs : the climate for innovation / 
by Daniel T. Seymour ; prepared by ERIC Clearinghouse on 
Higher Education, the George Washington University. — Col- 
lege Station, Tex. : Association for the Study of Higher Educa- 
tion, [1988] 

xxi, 128 p. ; 23 cm.— (ASHE-ERIC higher education 
report,. ISSN 0884-0040 ; no. 3, 1988) “Prepared partially with 
funding from the Office of Educational Research and Improve- 
ment, U.S. Department of Education, under contract no. ED 
RI-88-062014”"—T.p. verso. Distributed to depository libraries 
in microfiche. Includes bibliographical references (p. 101-112). 
Includes index. @Item 466-A-3 (MF) S/N ED 305015 @ 
ERIC ISBN 0-9133-1746- 

1. Education, Higher — United States— Curricula. 2. Uni- 
versities and colleges — United States — Curricula. 3. Educa- 
tional innovations — United States. 4. Educational planning — 
United States. I. ERIC Clearinghouse on Higher Education. 
II. Association for the Study of Higher Education. III. United 
States. Office of Educational Research and Improvement. IV. 
Title. V. Series: ASHE-ERIC higher education report ; 1988, 
no. 3. OCLC 23199255 


91-13329 


ED 1.310/2:305016 


Whitman, Neal. 


Peer teaching : to teach is to learn twice / by Neal A. 
Whitman ; prepared by ERIC Clearinghouse on Higher Educa- 
tion, the George Washington University.— College Station, 
Tex. : Association for the Study of Higher Education, [1988] 

xvii, 88 p. ; 23 cm. — (ASHE-ERIC higher education report,. 
ISSN 0884-0040 ; no. 4, 1988) “Prepared with funding from 
the Office of Educational Research and Improvement, U.S. De- 
partment of Education, under contract no. ED RI-88-062014”— 
T.p. verso. Distributed to depository libraries in microfiche. 
Includes bibliographical references (p. 65-73). Includes index. 
@ltem 466-A-3 (MF) S/N ED 305016 @ ERIC ISBN 0- 
9133-1748- 

1. Graduate teaching assistants— United States. 2. Peer- 
group tutoring of students — United States. 3. Student counsel- 
ors — United States. I. ERIC Clearinghouse on Higher Educa- 
tion. II. Association for the Study of Higher Education. III. 
United States. Office of Educational Research and Improve- 
ment. IV. Title. V. Series: ASHE-ERIC higher education 
report ; 1988, no. 4. OCLC 23199384 


91-13330 


ED 1.310/2:305388 

Federal Forecasters Conference (Ist : 1988 : Washington, D.C.) 
Federal Forecasters Conference proceedings, April 25, 1988 / 

sponsored by the National Center for Education Statistics. — 


Government Publications — June 1991 


Washington, DC : U.S. Dept. of Education, Office of Educa- 
tional Research and Improvement, [1989] 

v, 31 p. ; 28 cm.— (Conference report (National Center for 
Education Statistics)) Distributed to depository libraries in 
microfiche. “January 1989.” Includes bibliographical refer- 
ences (p. 27-31). “CS 89-636.” @Item 466-A-3 (MF) S/N 
ED 305388 @ ERIC 

1. United States — Forecasting — Congresses. 2. Needs as- 
sessment — United States — Forecasting — Congresses. 3. 
Forecasting — Research — United States — Congresses. I. Na- 
tional Center for Education Statistics. II. United States. Office 
of Educational Research and Improvement. III. Title. IV. 
Series. OCLC 23271378 


91-13331 


ED 1.310/2:305410 


Gutmann, Babette. 


A summary of state chapter 1 participation and achievement 
information for 1985-86 / Babette Gutmann, Allison Henderon ; 
prepared for Office of Planning, Budget, and Evaluation, U.S. 
Department of Education. — Washington, D.C. : Decision Re- 
sources Corporation, [1988] 

xi, 188 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “March 1988.” Chiefly tables. “Contract no. 
300-86-0094.” @Item 466-A-3 (MF) S/N ED 305410 @ 
ERIC 

1. Federal aid to education — United States — Statistics. 2. 
State departments of education — United States — Statistics. 3. 
Academic achievement — United States — Statistics. 4. Under- 
achievers — United States — Statistics. 5. Educational statistics. 
I. Henderson, Allison. II. United States. Dept. of Education. 
Office of Planning, Budget, and Evaluation. III. Decision Re- 
sources Corporation. IV. Title. OCLC 23352567 


91-13332 


ED 1.310/2:305416 


Black, MacKnight. 


Minority student issues : racial/ethnic data collected by the 
National Center for Education Statistics since 1969 / MacK- 
night Black.— Washington, DC : U.S. Dept. of Education, 
Office of Educational Research and Improvement, [1989] 

iii, 51 p. ; 28 cm. Distributed to depository libraries in 
microfiche. “March 1989.” “CS 89-267.” @Item 466-A-3 
(MF) S/N ED 305416 @ ERIC 

1. Educational surveys — United States. 2. Sampling (Statis- 
tics) 3. Minorities —Education— United States — Statistics. 
4. National Center for Education Statistics. I. National Center 
for Education Statistics. II. Title. OCLC 23295648 


91-13333 


ED 1.326:990 


Digest of education statistics. Washington, D.C. : U.S. Dept. of 


Health, Education, and Welfare, Education Division, National 
Center for Education Statistics : For sale by the Supt. of Docs., 
U.S. G.P.O., 1976- Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. : ill. ; 26-28 cm. (1975-1979: DHEW publication ; no. 
(NCES)) 

Annual 

$24.00 

1975- Previously classed: HE 19.315: and ED 1.113: Ship- 
ping list no.: 91-247-P. “NCES 91-660.” 1990. Also distrib- 
uted to depository libraries as ED 1.310/2: item no. 466-A-3 
(MF). Includes bibliographical references. Vols. for 1977- 
1978, 1983-1984 and 1985-1986 issued together. Vols. for 
(1989-) called: (25th ed.-) Contains information on a variety 
of subjects within the field of education statistics, including the 
number of schools and colleges, enrollments, teachers, gradu- 
ates, educational attainment, finances, Federal funds for educa- 
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tion, libraries, international education, and research and devel- 
opment. ERIC version for 1981- distributed to depository li- 
braries in microfiche. Vols. for 1980-1983-84, 1988- issued by: 
U.S. Dept. of Education, Office of Educational Research and 
Improvement, National Center for Education Statistics; 1985-86 
by: U.S. Dept. of Education, Office of Educational Research 
and Improvement, Center for Statistics; 1987 by: U.S. Dept. of 
Education, Office of Educational Research and Improvement, 
Center for Education Statistics. @Item 461-D-9 S/N 065- 
000-00442-9 @ GPO ISSN 0502-4102 Continues: Digest of 
educational statistics ISSN 0502-4102 

1. Educational statistics — Periodicals. 2. *Education — 
United States — statistics. I. National Center for Education 
Statistics. II. United States. Office of Educational Research 
and Improvement. Center for Statistics. III. United States. 
Office of Educational Research and Improvement. Center for 
Education Statistics. IV. Series: DHEW publication ; no. 
(NCES) W2A O2ld LI11.D48 88-647233 370/.973 /19 
OCLC 03133477 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


91-13334 


EP 1.2:Em 3/3 

Chemical emergency preparedness and prevention technical assist- 
ance bulletin : state of Ohio : Hamilton County, Ohio : Walling- 
ford, Connecticut : Oauchita Parish, Louisiana. — [Washington, 
DC] : U.S. Environmental Protection Agency, Office of Solid 
Waste and Emergency Response, [1990] 

22 p. ; 28 cm. — (Successful practices in Title III implemen- 
tation) (OSWER ; 90-006.3, ser. 6, no. 6) Cover title. Ship- 
ping list no.: 91-005-P. “September 1990.” @lItem 431-I-1 

1. Chemicals — United States — Safety measures. 2. Hazard- 
ous substances — United States— Safety measures. I. United 
States. Environmental Protection Agency. Office of Solid Waste 
and Emergency Response. II. Series. III. Series: OSWER di- 
rective ; 90-006.3, ser. 6, no. 6. OCLC 23158360 


91-13335 


EP 1.2:H 33/25 
Hazardous Waste Superfund Collection : database thesaurus. — 2d 
ed. — Washington, D.C. : Information Access Branch, Office of 
Information Resources Management, U.S. Environmental Pro- 
tection Agency, 1990. 

ii, 52 p. ; 28 cm. Shipping list no.: 90-791-P. “September 
1990.” “EPA/IMSD/90-013.” @lItem 431-I-1 

1. Hazardous waste sites — United States — Terminology. 2. 
Hazardous waste treatment facilities — United States — Termi- 
nology. 3. Waste disposal sites — United States — Terminolo- 
gy. I. United States. Environmental Protection Agency. Infor- 
mation Access Branch. OCLC 23196630 


91-13336 


EP 1.8:Es 8 
The Economics of improved estuarine water quality : an NEP 
manual for measuring benefits. — Washington, D.C. : U.S. En- 
vironmental Protection Agency, Office of Marine and Estuarine 
Protection : Office of Policy, Planning, and Evaluation, [1990] 

ix, 62, 17 p. : ill. ; 28cm. Cover title. Shipping list no.: 90- 
774-P. “September 1990.” Includes bibliographical references 
(p. 57-62). “EPA 503/5-90-001.” @Item 431-K 

1. Estuarine ecology — United States — Handbooks, manuals, 
etc. 2. Wetland conservation— United States — Handbooks, 
manuals, etc. 3. Water quality — United States — Handbooks, 
manuals, etc. I. United States. Environmental Protection 
Agency. Office of Marine and Estuarine Protection. II. United 
States. Environmental Protection Agency. Office of Policy, 
Planning, and Evaluation. OCLC 23196006 
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91-13337 


EP 1.17:530-SW-90-005 


Let’s reduce and recycle : curriculum for solid waste awareness : 


lesson plans for grades K-6 and 7-12. — Rev. 1990. — [Wash- 
ington, D.C.] : U.S. Environmental Protection Agency , 1990. 

viii, 144 p. : ill. ; 28 cm. Shipping list no.: 90-758-P. 
“August 1990”—Cover. Includes bibliographical references (p. 
129-139). “EPA/530-SW-90-005”—Cover. @lItem 431-I-7 

1. Recycling (Waste, etc.) — United States. 2. Environmen- 
tal education — United States. I. United States. Environmental 
Protection Agency. II. Title: Curriculum for solid waste 
awareness. OCLC 22942369 


91-13338 


EP 1.23:600/3-90/076 


Supplemental report for the red algal sexual reproduction test : 


training videotape / U.S. Environmental Protection Agency, 
Center for Environmental Research Information [and] U.S. En- 
vironmental Protection Agency, Environmental Research Labo- 
ratory. — Washington, DC U.S. Environment Protection 
Agency, Office of Research and Development, [1990] 

8, [12] p. : ill. ; 28 cm. Cover title: Red algal sexual repro- 
duction, supplemental report for training videotape. Shipping 
list no.: 90-738-P. “September 1990”—Cover. Includes biblio- 
graphical references (p. 8). “EPA/600/3-90/076”—Cover. 
@ltem 431-I-11 

1. Red algae. 2. Fungi— Reproduction. 3. Toxicity testing. 
I. Center for Environmental Research Information (U.S.) II. 
Environmental Research Laboratory (Narragansett, R.I.) III. 
Title: Red algal sexual reproduction, supplemental report for 
training videotape. OCLC 23157903 


91-13339 


EP 1.23:600/3-90/077 


Supplemental report for the sperm cell tests using the sea urchin 


Arbacia punctulata : training videotape / U.S. Environmental 
Protection Agency, Center for Environmental Research Infor- 
mation [and] U.S. Environmental Protection Agency, Environ- 
mental Research Laboratory. — Washington, DC : U.S. Envi- 
ronment Protection Agency, Office of Research and Develop- 
ment, [1990] 

9, [12] p. : ill. ; 28 cm. Cover title: Sperm cell test using the 
sea urchin Arbacia punctulata, supplemental report for training 
videotape. Shipping list no.: 90-738-P. “September 1990”— 
Cover. Includes bibliographical references (p. 9). “EPA/600/ 
3-90/077”—Cover. @Item 431-I-11 

1. Sea urchins. 2. Fishes— Spermatozoa. 3. Toxicity test- 
ing. I. Center for Environmental Research Information (U.S.) 
II. Environmental Research Laboratory (Narragansett, R.L.) 
III. Title: Sperm cell test using the sea urchin Arbacia punctu- 
lata, Supplemental report for training videotape. OCLC 
23157834 


91-13340 


EP 1.23/5:600/4-90/023 


Handbook of methods for acid deposition studies : laboratory 


analyses for soil chemistry / by Blume, L.J. ... [et al.]. — Wash- 
ington, D.C. : U.S. Environmental Protection Agency, Office of 
Modeling, Monitoring Systems, and Quality Assurance, Office 
of Ecological fie. Environmental] Processes and Effects Re- 
search, Office of Research and Development ; Las Vegas, Nev. 
: Environmental Monitoring Systems Laboratory ; Corvallis, Or. 
: Environmental Research Laboratory, [1990] 

1 v. (various pagings) : ill. ; 28 cm. “A Contribution to the 
National Acid Precipitation Assessment Program.” Shipping 
list no.: 90-708-P. “September 1990.” “EPA/600/4-90/023.” 
Includes bibliographies. @lItem 431-I-24 

1. Soils — United States — Analysis — Handbooks, manuals, 
etc. 2. Acid deposition — United States — Handbooks, manu- 





als, etc. I. Blume, L. J. Louis John, 1954- II. United States. 
Environmental Protection Agency. Office of Modeling, Moni- 
toring Systems, and Quality Assurance. OCLC 22866379 


91-13341 
EP 1.23/6:600/9-90/028 

Project descriptors / by the Environmental Monitoring and As- 
sessment Program, Office of Modeling, Monitoring Systems, 
and Quality Assurance. Washington, DC : The Office, [1990- 
Environmental Monitoring and Assessment Program, Office of 
Modeling, Monitoring Systems, and Quality Assurance, 401 M 
St. SW, Washington, DC 20460 


Annual 

1990- Other title: Environmental monitoring and assessment 
program ... project descriptors Shipping list no.: 90-515-P. 
“EPA/600/9-90/028.” 1990. @lItem 431-J 

1. United States. Environmental Protection Agency. Environ- 
mental Monitoring and Assessment Program — Periodicals. 2. 
Enviromental monitoring — United States — Statistics — Peri- 
odicals. I. United States. Environmental Protection Agency. 
Environmental Monitoring and Assessment Program. sn- 
91023112 OCLC 23283452 


91-13342 
EP 1,23/9:600/8-87/039 a 
Davis, Daniel S. (Daniel Scott), 1958- 

Prevention reference manual : control technologies / by D.S. 
Davis, G.B. DeWolf, J.D. Quass. — Research Triangle Park, 
NC : Air and Energy Engineering Research Laboratory, Office 
of Research and Development, U.S. Environmental Protection 
Agency, [1987- 

v.:ill.; 28cm. “Radian Corporation”—Vol. 1. Distributed 
to depository libraries in microfiche. “August 1987”—Vol. 1. 
Includes bibliographical references. Contents: v. 1. Prevention 
and protection technologies for controlling accidental releases 
of air toxics. “EPA/600/8-87/039a”"—Vol. 1. “Contract no. 
68-02-3994”—Vol. 1. @Item 431-K-12 (MF) 

1. Hazardous substances — Accidents — Management — 
Handbooks, manuals, etc. 2. Chemicals — Accidents — Hand- 
books, manuals, etc. I. DeWolf, Glenn. II. Quass, J. D. III. 
Air and Energy Engineering Research Laboratory. Office of 
Research and Development. IV. Radian Corporation. V. 
Title. OCLC 17256211 


91-13343 
EP 1.23/9:600/8-90/041 
Indoor air - assessment : methods of analysis for environmental 
carcinogens. — Research Triangle Park, NC : Environmental 
Criteria and Assessment Office, Office of Health and Environ- 
mental Assessment, Office of Research and Development, U.S. 
Environmental Protection Agency, [1990] 

x, 37 p. ; 28 cm. Shipping list no.: 90-738-P. 
Includes bibliographical references (p. 30-37). 
90/041.” @Item 431-K-12 

1. Indoor air pollution— Measurement. 2. Air quality — 
Measurement. I. United States. Environmental Protection 
Agency. Environmental Criteria and Assessment Office (Re- 
search Triangle Park, N.C.) II. Title. OCLC 23171287 


91-13344 


“June 1990.” 
“EPA/600/8- 


EP 1.89/2:600/S 2-86/045 
Weber, Walter J., 1934- 

Toxic substance removal in activated sludge and PAC treat- 
ment systems / Walter J. Weber, Jr. and Bruce E. Jones. — 
Cincinnati, OH : U.S. Environmental Protection Agency, 
Water Engineering Research Laboratory, [1986] 

10 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“June 1986.” “EPA/600/S2-86/045.” @lItem 431-L-12 (MF) 


292-342 0 - 91-5: QL3 


Government Publications — June 1991 


1. Sewage — Purification — Activated sludge process. 2. 
Carbon, Activated. 3. Hazardous wastes — United States. I. 
Jones, Bruce E. (Bruce Elliott), 1953- II. Water Engineering 
Research Laboratory. III. Title. OCLC 23290506 


PESTICIDES AND TOXIC SUBSTANCES 
OFFICE 
Environmental Protection Agency 
Washington, DC 20460 


91-13345 
EP 5.2:In 7/988 
The Federal Insecticide, Fungicide, and Rodenticide Act as 
amended. — Rev. Oct. 1988.— Washington, DC : U.S. Envi- 
ronmental Protection Agency, Office of Pesticide Programs, 
1988, [i.e., 1989] 
73 p. ; 23 cm. Cover title. 
@ltem 473-B-1 
1. Pesticides—Law and legislation— United States. I. 
United States. Environmental Protection Agency. Office of Pes- 
ticide Programs. OCLC 23291794 


FEDERAL EMERGENCY MANAGEMENT 
AGENCY 
Washington, DC 20472 


Shipping list no.: 91-188-P. 


91-13346 
FEM 1.2:Ea 7/5 
Family earthquake safety home hazard hunt and drill / American 
Red Cross. — [Washington, D.C.?] : FEMA, [1991] 

6 p.: ill. ; 22 cm. Cover title. “Supersedes FEMA 47 and 
FEMA 49 which may be used.” Shipping list no.: 91-124-P. 
“FEMA 113 / September 1986”. @lItem 216-A-5 

1. Earthquakes— United States— Safety measures. 2. 
Dwellings — United States — Safety measures. 3. Accidents — 
United States — Prevention. I. American National Red Cross. 
II. United States. Federal Emergency Management Agency. 
OCLC 23282926 


UNITED STATES FIRE ADMINISTRATION 
Federal Emergency Management Agency 
Washington, DC 20236 


91-13347 
FEM 1.109:390158 
Flood insurance study : Fairfield County, Ohio, unincorporated 
areas. —([Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 

iii, 43 p., 68 folded leaves of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “April 
17, 1989.” Includes bibliographical references (p. 41-43). 
“Community number - 390158.” @Item 594-C-35 (MF) 

1. Insurance, Flood — Ohio — Fairfield County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Fairfield County, Ohio, unincorporated areas. OCLC 23187625 


FEDERAL INSURANCE ADMINISTRATION 
Federal Emergency Management Agency 
Washington, DC 20410 


FEM 1.209:120075 
Flood insurance study : city of Atlantic Beach, Florida, Duval 
County. — [Washirgton, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 
ii, 21 p., 1 folded leaf of plates : ill., maps ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “April 
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17, 1989.” Includes bibliographical references (p. 19-21). 1. Insurance, Flood — Florida — Hillsborough County. I. 

“Community number 120075.” @lItem 594-C-9 (MF) United States. Federal Emergency Management Agency. II. 
1. Insurance, Flood — Florida— Duval County. I. United Title: City of Temple Terrace, Florida, Hillsborough County. 

States. Federal Emergency Management Agency. II. Title: OCLC 23352008 

City of Atlantic Beach, Florida, Duval County. OCLC 

23351946 91-13354 


91-13349 


FEM 1.209:120139 
Flood insurance study : city of Umatilla, Florida, Lake County. 
—[Washington, D.C.?] : Federal Emergency Management 
Agency, [1989] 

ii, 8 p.: ill, map; 28cm. Cover title. Distributed to depos- 
: - eee 3 itory libraries in microfiche. “April 3, 1989.” Includes biblio- 
2v.: ill. maps ; 28 cm. Cover title. Distributed to deposi- graphical references (p. 8). “Community number 120139.” 

tory libraries in microfiche. “August 15, 1989. Includes bib- @ltem 594-C-9 (MF) 
ee So 1. Insurance, Flood —Florida—Lake County. I. United 
E States. Federal Emergency Management Agency. II. Title: 


1. Insurance, Flood — Florida — Duval County. I. United . - : 
States. Federal Emergency Management Agency. II. Title: City of Umatilla, Florida, Lake County. OCLC 23352014 
91-13355 


City of Jacksonville, Florida, Duval County. OCLC 23351977 
91-13350 


FEM 1.209:120077/v.1-2 
Flood insurance study : city of Jacksonville, Florida, Duval 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 


FEM 1,209:120189/989 
Flood insurance study : Osceola County, Florida, unincorporated 
areas. — Rev. Mar. 16, 1989—[Washington, D.C.?] : Federal 


FEM 1.209:120079 
Flood insurance study : city of Neptune Beach, Florida, Duval 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 

ii, 16 p. : ill, maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “April 17 1989.” Includes 
bibliographical references (p. 15-16). “Community number 
120079.” @Item 594-C-9 (MF) 

1. Insurance, Flood — Florida — Duval County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Neptune Beach, Florida, Duval County. OCLC 
23351961 


Emergency Management Agency, 1989. 

iti, 26 p., 7 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “Community number - 
120189.” @lItem 594-C-9 (MF) 

1. Insurance, Flood — Florida — Osceola County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Osceola County, Florida, unincorporated areas. OCLC 
23352019 


91-13356 
91-13351 FEM 1.209:120230/989 


FEM 1.209:120094 Flood insurance study : Pasco County, Florida, unincorporated 


Flood insurance study : Gilchrist County, Florida, and incorporat- areas. — Rev. Feb. 17, 1989. —[Washington, D.C.?] : Federal 


ed areas. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1988] 

ii, 12 p., 5 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. 
“August 16, 1988.” Includes bibliographical references (p. 12). 


Emergency Management Agency, 1989. 

iii, 45 p., 12 folded leaves of plates : ill., maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references. “Community number - 
120230.” @lItem 594-C-9 (MF) 


“Community name ... 
594-C-9 (MF) 

1. Insurance, Flood — Florida — Gilchrist County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Gilchrist County, Florida, and incorporated areas. OCLC 
23351983 


91-13352 


community number 120094.” @Item 1. Insurance, Flood — Florida— Pasco County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Pasco County, Florida, unincorporated areas. OCLC 23352048 


91-13357 
FEM 1.209:120251/989 
Flood insurance study : city of Pinellas Park, Florida, Pinellas 
County. — Rev. Feb. 17, 1989. — [Washington, D.C.?] : Federal 
Emergency Management Agency, 1989. 

ii, 20 p.: map; 28cm. Cover title. Distributed to deposito- 
ry libraries in microfiche. Includes bibliographical references. 
“Community number - 120251.” @lItem 594-C-9 (MF) 

1. Insurance, Flood — Florida — Pinellas County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Pinellas Park, Florida, Pinellas County. OCLC 
23352061 


91-13358 


FEM 1.209:120112/989 
Flood insurance study : Hillsborough County, Florida, unincorpo- 
rated areas. —Rev. Aug. 15, 1989. —[Washington, D.C.?] : 
Federal Emergency Management Agency, 1989. 

iv, 56 p., 28 folded leaves of plates : ill, maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references. “Community number - 
120112.” @Item 594-C-9 (MF) 

1. Insurance, Flood — Florida — Hillsborough County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Hillsborough County, Florida, unincorporated areas. 
OCLC 23351997 


91-13353 


FEM 1.209:120261/988 
Flood insurance study : Polk County, Florida, unincorporated 
areas. — Rev. Oct. 18, 1988. —[Washington, D.C.?] : Federal 
Emergency Management Agency, 1988. 
iii, 53 p., 37 folded leaves of plates : ill, maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Federal Emergency Management Agency, 1990. Includes bibliographical references. “Community number - 
iii, 21 p., 1, 3 folded leaves of plates : ill., map ; 28 cm. 120261.” @tem 594-C-9 (MF) 
Cover title. Distributed to depository libraries in microfiche. 1. Insurance, Flood — Florida— Polk County. I. United 
Includes bibliographical references. “Community number - States. Federal Emergency Management Agency. II. Title: 
120115.” @Item 594-C-9 (MF) Polk County, Florida, unincorporated areas. OCLC 23352097 
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FEM 1.209:120115/990 
Flood insurance study : city of Temple Terrace, Florida, Hillsbor- 
ough County. — Rev. June 18, 1990. —[Washington, D.C.?] : 
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91-13359 91-13364 

FEM 1.209:120308/990 

Flood insurance study : city of Edgewater, Florida, Volusia 
County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1990] ment Agency, [1989] 

ii, 14 p., 2 folded leaves of plates : ill., maps ; 28 cm. Cover ii, 7 p., 1 foided leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “June title. Distributed to depository libraries in microfiche. “Janu- 
4, 1990.” Includes bibliographical references (p. 13-14). ary 18, 1989.” Includes bibliographical references (p. 7). 
“Community number 120308.” @lItem 594-C-9 (MF) “Community number 120615.” @lItem 594-C-9 (MF) 

1. Insurance, Flood — Florida — Volusia County. I. United 1. Insurance, Flood — Florida — Sumter County. I. United 
States. Federal Emergency Management Agency. II. Title: States. Federal Emergency Management Agency. II. Title: 
City of Edgewater, Florida, Volusia County. OCLC 23352104 City of Center Hill, Florida, Sumter County. OCLC 23352149 


FEM 1.209:120615 
Flood insurance study : city of Center Hill, Florida, Sumter 
County. — [Washington, D.C.?] : Federal Emergency Manage- 


91-13360 91-13365 

FEM 1.209:120313 

Flood insurance study : city of Port Orange, Florida, Volusia 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1990] 

ii, 18 p., 6 folded leaves of plates : ill., maps ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “June 
4, 1990.” Includes bibliographical references (p. 16-18). 
“Community number 120313.” @lItem 594-C-9 (MF) 

1. Insurance, Flood — Florida — Volusia County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Port Orange, Florida, Volusia County. OCLC 
23352116 


FEM 1.209:120624 
Flood insurance study : city of Oak Hill, Florida, Volusia County. 
— [Washington, D.C.?] : Federal Emergency Management 
Agency, [1990] 

ii, 12 p. : ill, maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “June 4, 1990.” Includes 
bibliographical references (p. 11-12). “Community number 
120624.” @lItem 594-C-9 (MF) 

1. Insurance, Flood — Florida — Volusia County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Oak Hill, Florida, Volusia County. OCLC 23352168 


91-13366 
91-13361 FEM 1.209:125099/990 
Flood insurance study : city of Datona Beach, Florida, Volusia 


County. — [Washington, D.C.?] : Federal Emergency Manage- 


FEM 1.209:120314 
Flood insurance study : city of South Daytona, Florida, Volusia 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1990] 

ii, 12 p. : ill, maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “June 4, 1990.” Includes 
bibliographical references (p. 11-12). “Community number 
120314.” @Item 594-C-9 (MF) 

1. Insurance, Flood — Florida — Volusia County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of South Daytona, Florida, Volusia County. OCLC 
23352132 


ment Agency, [1990] 

ii, 18 p., 4 folded leaves of plates : ill., maps ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “June 
4, 1990.” Includes bibliographical references (p. 16-18). 
“Community number 125099.” @Item 594-C-9 (MF) 

1. Insurance, Flood — Florida — Volusia County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Datona Beach, Florida, Volusia County. OCLC 
23352179 


91-13367 

91-13362 FEM 1.209:125102/989 
Flood insurance study : wave height analysis : city of Delray 
Beach, Florida, Palm Beach County. — Rev. Jan. 5, 1989. — 


FEM 1.209:120422 
Flood insurance study : Union County, Florida, unincorporated 


areas. —([Washington, D.C.?}] : Federal Emergency Manage- 
ment Agency, [1988] 

ii, 11 p., 1 folded leaf of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. 
“August 4, 1988.” Includes bibliographical references (p. 10- 
11). “Community number 120422.” @lItem 594-C-9 (MF) 

1. Insurance, Flood — Florida — Union County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Union County, Florida, unincorporated areas. OCLC 23352141 


[Washington, D.C.?] Federal Emergency Management 
Agency, 1989. 

ii, 16 p. : ill, maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. Includes bibliographical ref- 
erences. “Community number - 125102.” @Item 594-C-9 
(MF) 

1. Insurance, Flood — Florida— Palm Beach County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Wave height analysis, city of Delray Beach, Florida, Palm 


Beach County. III. Title: City of Delray Beach, Florida, Palm 
91-13363 Beach County. OCLC 23352213 
FEM 1.209:120594 
Flood insurance study : town of Worthington Springs, Florida, 
Union County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1988] 


91-13368 
FEM 1.209:125121/etc. 
Flood insurance study : Monroe County, Florida, and incorporat- 


ii, 11 p., 1 folded leaf of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. 
“August 4, 1988.” Includes bibliographical references (p. 10- 
11). “Community number 120594.” @Item 594-C-9 (MF) 

1. Insurance, Flood — Florida— Union County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Town of Worthington Springs, Florida, Union County. OCLC 
23352146 


ed areas. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 

ii, 68 p. : ill, maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “October 17, 1989.” In- 
cludes bibliographical references (p. 64-68). “Community 
name, community number: Key Colony Beach, city of, 125121; 
Key West, city of, 120168; Layton, city of, 120169; unincorpo- 
rated areas, 125129.” @lItem 594-C-9 (MF) 
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1. Insurance, Flood — Florida — Monroe County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Monroe County, Florida, and incorporated areas. OCLC 
23352227 


91-13369 
FEM 1.209:125124/989 
Flood insurance study : county of Lee, Florida, unincorporated 
areas. — Rev. Nov. 3, 1989. —[Washington, D.C.?] : Federal 
Emergency Management Agency, 1989. 

iii, 37 p., 10 folded leaves of plates : ill, maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references. “Community number - 
125124.” @ltem 594-C-9 (MF) 

1. Insurance, Flood —Florida—Lee County. I. United 
States. Federal Emergency Management Agency. II. Title: 
County of Lee, Florida, unincorporated areas. OCLC 
23352231 


91-13370 
FEM 1.209:125136/990 
Flood insurance study : city of Ormond Beach, Florida, Volusia 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1990] 

ii, 17 p., 7 folded leaves of plates : ill., maps ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “June 
4, 1990.” Includes bibliographical references (p. 15-17). 
“Community number 125136.” @lItem 594-C-9 (MF) 

1. Insurance, Flood — Florida — Volusia County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Ormond Beach, Florida, Volusia County. OCLC 
23352238 


91-13371 
FEM 1.209:125155 
Flood insurance study : Volusia County, Florida, unincorporated 
areas. — Rev. June 4, 1990. —[Washington, D.C.?] : Federal 
Emergency Management Agency, 1990. 

iii, 35 p., 22 folded leaves of plates : ill, maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references (p. 32-35). “Community 
number 125155.” @lItem 594-C-9 (MF) 

1. Insurance, Flood — Florida — Volusia County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Volusia County, Florida, unincorporated areas. OCLC 
23352248 


Flood insurance study : 


1. Insurance, Flood — Georgia — Whitfield County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Dalton, Georgia, Whitfield County. OCLC 
23294681 


91-13374 


FEM 1.209:130218 

city of Eatonton, Georgia, Putnam 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 

ii, 8 p., 1 folded leaf of plates : ill, map ; 28 cm. Cover title. 
Distributed to depository libraries in microfiche. “June 19, 
1989.” Includes bibliographical references (p. 7-8). “Commu- 
nity number - 130218.” @Item 594-C-10 (MF) 

1. Insurance, Flood — Georgia — Putnam County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Eatonton, Georgia, Putnam County. OCLC 23294695 


91-13375 


FEM 1.209:130232 


Flood insurance study : city of Vidalia, Georgia, Toombs and 


Montgomery counties. — [Washington, D.C.?] : Federal Emer- 
gency Management Agency, [1988] 

ii, 10 p., 19 folded leaves of plates : map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “Sep- 
tember 2, 1988.” Includes bibliographical references (p. 10). 
“Community number - 130232.” @lItem 594-C-10 (MF) 

1. Insurance, Flood — Georgia — Toombs County. 2. Insur- 
ance, Flood—Georgia— Montgomery County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Vidalia, Georgia, Toombs and Montgomery counties. 
OCLC 23294700 


91-13376 


FEM 1.209:260140/989 


Flood insurance study : city of Midland, Michigan, Midland and 


Bay counties. — Rev. Jan. 5, 1989.—[Washington, D.C.?] : 
Federal Emergency Management Agency, 1989. 

iii, 22 p., 9 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “Community number - 
260140.” @Item 594-C-22 (MF) 

1. Insurance, Flood — Michigan — Midland County. 2. In- 
surance, Flood — Michigan — Bay County. I. United States. 
Federal Emergency Management Agency. II. Title: City of 
Midland, Michigan, Midland and Bay counties. OCLC 


91-13372 18808945 
FEM 1.209:130193 
Flood insurance study : Whitfield County, unincorporated areas. 
— [Washington, D.C.?] : Federal Emergency Management 
Agency, [1990] 
ii, 15 p., 20 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. ‘Feb- ment Agency, [1989] 
ruary 16, 1990.” Includes bibliographical references (p. 14-15). ii, 10 p., 2 folded leaves of plates : ill., map ; 28 cm. Cover 
“Community number - 130193.” @lItem 594-C-10 (MF) title. Distributed to depository libraries in microfiche. “May 
1. Insurance, Flood — Georgia — Whitfield County. I. 4, 1989.” Includes bibliographical references (p. 9-10). “Com- 
United States. Federal Emergency Management Agency. II. munity number - 260469.” @Item 594-C-22 (MF) 
Title: Whitfield County, Georgia, unincorporated areas. 1. Insurance, Flood — Michigan— Newaygo County. I. 
OCLC 23294689 United States. Federal Emergency Management Agency. II. 
Title: Township of Garfield, Michigan, Newaygo County. 
91-13373 OCLC 19707794 


91-13377 
FEM 1.209:260469 
Flood insurance study : township of Garfield, Michigan, Newaygo 
County. —[Washington, D.C.?] : Federal Emergency Manage- 


FEM 1.209:130194 
Flood insurance study : city of Dalton, Georgia, Whitfield 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1990] 
ii, 14 p., 15 folded leaves of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. ‘“Feb- ment Agency, [1989] 
ruary 16, 1990.” Includes bibliographical references (p. 14). ii, 11 p., 4 folded leaves of plates : ill, map ; 28 cm. Cover 
“Community number - 130194.” @Item 594-C-10 (MF) title. Distributed to depository libraries in microfiche. “May 
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FEM 1.209:260529 
Flood insurance study : city of Bangor, Michigan, Van Buren 
County. —[Washington, D.C.?] : Federal Emergency Manage- 





4, 1989.” Includes bibliographical references (p. 10-11). 
“Community number - 260529.” @lItem 594-C-22 (MF) 

1. Insurance, Flood — Michigan— Van Buren County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Bangor, Michigan, Van Buren County. OCLC 
19707632 


91-13379 


FEM 1.209:260580 

Flood insurance study : village of Northport, Michigan, Leelanau 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 

ii, 8 p., 1 folded leaf of plates : ill., map ; 28 cm. Cover title. 
Distributed to depository libraries in microfiche. “March 2, 
1989.” Includes bibliographical references (p. 7-8). “Commu- 
nity number - 260580.” @lItem 594-C-22 (MF) 

1. Insurance, Flood — Michigan— Leelanau County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Village of Northport, Michigan, Leelanau County. 
OCLC 19037767 
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1. Insurance, Flood — Michigan— Clinton County. [. 
United States. Federal Emergency Management Agency. II. 
Title: Township of Victor, Michigan, Clinton County. OCLC 
18910061 


91-13384 


FEM 1.209:260732 


Flood insurance study : township of Adrian, Michigan, Lenawee 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1990] 

ii, 10 p., 3 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. ‘“No- 
vember 16, 1990.” Includes bibliographical references (p. 10). 
Community no. - 260732. @lItem 594-C-22 

1. Insurance, Flood —Michigan—Lenawee County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Township of Adrian, Michigan, Lenawee County. 
OCLC 23230731 


91-13385 
FEM 1.209:360017 
Flood insurance study : town of Westerlo, New York, Albany 
County. —[Washington, D.C.?] : Federal Emergency Manage- 


91-13380 
FEM 1.209:260610 
Flood insurance study : township of Grant, Michigan, Cheboygan 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 

ii, 12 p., 3 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “Janu- 
ary 18, 1989.” Includes bibliographical references (p. 10-12). 
“Community number - 260610.” @Item 594-C-22 (MF) 

1. Insurance, Flood — Michigan — Cheboygan County. I. 
United States. Federal Emergency Management Agency. II. 


ment Agency, [1989] 

ii, 17 p., 17 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. 
“August 3, 1989.” Includes bibliographical references (p. 16- 
17). “Community number - 360017.” @Item 594-C-32 (MF) 

1. Insurance, Flood — New York (State)— Albany County. 
I. United States. Federal Emergency Management Agency. II. 
Title: Town of Westerlo, New York, Albany County. OCLC 
23232288 


Title: Township of Grant, Michigan, Cheboygan County. 
OCLC 18861981 


91-13381 


91-13386 
FEM 1.209:360120 
Flood insurance study : town of Owasco, New York, Cayuga 
County. —[Washington, D.C.?] : Federal Emergency Manage- 


FEM 1.209:260694 
Flood insurance study : township of Ashland, Michigan, Newaygo 
County. — [Washington, D.C.?] : Federal Emergency Manage- ment Agency, [1988] 
ment Agency, [1989] ii, 14 p., 15 folded leaves of plates : ill, map ; 28 cm. Cover 
_ li, 10 p., 1 folded leaf of plates : ill, map ; 28 cm. Cover title. Distributed to depository libraries in microfiche. “May 
title. Distributed to depository libraries in microfiche. ‘May 4, 1988.” Includes bibliographical references (p. 13-14). 
4, 1989.” Includes bibliographical references (p. 10). “Com- “Community number - 360120.” @Item 594-C-32 (MF) 
munity number - 260694.” @ltem 594-C-22 (MF) 1. Insurance, Flood — New York (State) — Cayuga County. 
1. Insurance, Flood — Michigan— Newaygo County. I. I. United States. Federal Emergency Management Agency. II. 


United States. Federal Emergency Management Agency. II. Title: T, £ Owssco, New York; Ca County. OCLC 
Title: Township of Ashland, Michigan, Newaygo County. —a- . ee ee ee 


OCLC 19707743 
91-13387 
tines FEM 1.209:360173 


" = Flood insurance study : town of Claverack, New York, Columbia 


Flood insurance study : township of Lockport, Michigan, St. 


Joseph County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1989] 

ii, 9 p., 4 folded leaves of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “Feb- 
ruary 17, 1989.” Includes bibliographical references (p. 8-9). 
“Community number - 260715.” @lItem 594-C-22 (MF) 

1. Insurance, Flood — Michigan — Saint Joseph County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Township of Lockport, Michigan, St. Joseph County. 
OCLC 19559376 


91-13383 


FEM 1.209:260720 

Flood insurance study : township of Victor, Michigan, Clinton 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 

ii, 7 p., 1 folded leaf of plates : ill., map ; 28 cm. Cover title. 
Distributed to depository libraries in microfiche: “February 2, 
1989.” Includes bibliographical references (p. 7). “Communi- 
ty number - 260720.” @lItem 594-C-22 (MF) 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 

ii, 15 p., 13 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “Sep- 
tember 6, 1989.” Includes bibliographical references (p. 14-15). 
“Community number - 360173.” @Item 594-C-32 (MF) 

1. Insurance, Flood — New York (State) — Columbia County. 
I. United States. Federal Emergency Management Agency. _II. 
Title: Town of Claverack, New York, Columbia County. 
OCLC 23237288 


91-13388 


FEM 1.209:360285 


Flood insurance study : village of Athens, New York, Greene 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 

ii, 10 p. : ill, map ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “September 6, 1989.” In- 
cludes bibliographical references (p. 9-10). “Community 
number - 360285.” @lItem 594-C-32 (MF) 
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Agency. II. Title: Town of North Castle, New York, West- 
chester County. OCLC 23294754 


91-13394 


1. Insurance, Flood — New York (State)— Greene County. 
I. United States. Federal Emergency Management Agency. II. 
Title: Village of Athens, New York, Greene County. OCLC 
23236613 


91-13389 


FEM 1.209:361332/989 
Flood insurance study : town of Amenia, New York, Dutchess 
: , j County. — Rev. Nov. 15, 1989. — [Washington, D.C.?] : Feder- 

Flood insurance study : village of Catskill, New York, Greene al Emergency Management Agency, 1989. 
County. — [Washington, D.C.?] : Federal Emergency Manage- ii, 16 p., 17 folded leaves of plates : ill., map ; 28cm. Cover 
ment Agency, [1989] : title. Distributed to depository libraries in microfiche. In- 
ii, 12 p., 2 folded leaves of plates : ill, map ; 28 cm. Cover cludes bibliographical references (p. 15-16). “Community 

title. Distributed to depository libraries in microfiche. “Sep- number - 361332.” @ltem §94-C-32 (MF) 
tember 6, 1989.” Includes bibliographical references (p. 12). 1. Insurance, Flood — New York (State) — Dutchess County. 
“Community number - 360287.” @Item 594-C-32 (MF) I. United States. Federal Emergency Management Agency. II. 


1. Insurance, Flood — New York (State)— Greene County. ete , 
I. United States. Federal Emergency Management Agency. II. ae" of Amenia, New York, Dutchess County. OCLC 


Title: Village of Catskill, New York, Greene County. OCLC 
23257889 91-13395 


91-13390 


FEM 1.209:360287 


FEM 1.209:370010 
Flood insurance study : Avery County, North Carolina, unincor- 


FEM 1.209:360354/990 
porated areas. — Rev. Sept. 28, 1990. — [Washington, D.C.7] : 


Flood insurance study : city of Watertown, New York, Jefferson 


County. — Rev. Jan. 17, 1990. — [Washington, D.C.?] : Federal 
Emergency Management Agency, 1990. 

ii, 10 p., 2 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references (p. 9-10). “Community 
number - 360354.” @lItem 594-C-32 (MF) 

1. Insurance, Flood — New York (State) — Jefferson County. 
I. United States. Federal Emergency Management Agency. II. 
Title: City of Watertown, New York, Jefferson County. 


Federal Emergency Management Agency, 1990. 

ii, 13 p., 8 folded leaves of plates : ill., 1 map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references (p. 11-13). “Community 
number - 370010.” @lItem 594-C-33 (MF) 

1. Insurance, Flood — North Carolina— Avery County I. 
United States. Federal Emergency Management Agency. II. 
Title: Avery County, North Carolina, unincorporated areas. 
OCLC 23347597 


OCLC 23232522 
91-13391 


91-13396 
FEM 1.209:370059 
Flood insurance study : Cherokee County, North Carolina, unin- 
corporated areas. — [Washington, D.C.?] : Federal Emergency 
Management Agency, [1989] 
a . ii, 16 p., 14 folded leaves of plates : ill, 1 map ; 28 cm. 
_ii, 14 p., 1 folded leaf of plates : ill, map ; 28 cm. Cover Cover title. Distributed to depository libraries in microfiche. 
title. Distributed to depository libraries in microfiche. In- “February 2, 1989.” Includes bibliographical references (p. 15- 
cludes bibliographical references (p. 13-14). “Community 16). “Community number - 370059.” @ltem §94-C-33 (MF) 
number - 360356.” @Item 594-C-32 (MF) 1. Insurance, Flood — North Carolina. I. United States. Fed- 
1. Insurance, Flood — New York (State) — Jefferson County. eral Emergency Management Agency. II. Title: Cherokee 
I. United States. Federal Emergency Management Agency. II. County, North Carolina, unincorporated areas. OCLC 
Title: Village of West Carthage, New York, Jefferson County. 23347360 
OCLC 23231168 
91-13397 


91-13392 


FEM 1.209:360356/990 
Flood insurance study : village of West Carthage, New York, 
Jefferson County. —Rev. Sept. 28, 1990. — [Washington, 
D.C.?] : Federal Emergency Management Agency, 1990. 


FEM 1.209:370075 


. v Flood insurance study : town of Vanceboro, North Carolina, 


Flood insurance study : village of St. Johnsville, New York, 


Montgomery County. —[Washington, D.C.?] : Federal Emer- 
gency Management Agency, [1989] 

ii, 13 p., 1 folded leaf of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “Sep- 
tember 29, 1989.” Includes bibliographical references (p. 12- 
13). “Community number - 360457.” @Item 594-C-32 (MF) 

1. Insurance, Flood—New York (State)— Montgomery 
County. I. United States. Federal Emergency Management 
Agency. II. Title: Village of St. Johnsville, New York, Mont- 
gomery County. OCLC 23257769 


91-13393 
FEM 1.209:360923 
Flood insurance study : town of North Castle, New York, West- 
chester County. — Rev. Jan. 2, 1991. —[Washington, D.C.?] : 
Federal Emergency Management Agency, 1991. 

ii, 15 p., 16 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references (p. 14-15). “Community 
number - 360923.” @lItem 594-C-32 (MF) 

1. Insurance, Flood—New York (State) — Westchester 
County. I. United States. Federal Emergency Management 
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Craven County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1988] 

ii, 10 p., 2 folded leaves of plates : ill., 1 map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. 
“August 4, 1988.” Includes bibliographical references (p. 10). 
“Community number - 370075.” @Item 594-C-33 (MF) 

1. Insurance, Flood — North Carolina — Craven County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Vanceboro, North Carolina, Craven County. 
OCLC 23349543 


91-13398 


FEM 1.209:370457 


Flood insurance study : village of Alamance, North Carolina, 


Alamance County. — [Washington, D.C.?] : Federal Emergen- 
cy Management Agency, [1990] 

ii, 10 p., 1 folded leaves of plates : ill., 1 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. 
“August 15, 1990.” Includes bibliographical references (p. 9- 
10). “Community number - 370457.” @Item 594-C-33 (MF) 

1. Insurance, Flood — North Carolina — Alamance County. 
I. United States. Federal Emergency Management Agency. II. 





Government Publications — June 1991 


Title: Village of Alamance, North Carolina, Alamance County. 91-13404 


OCLC 23349437 FEM 1.209:390271 
Flood insurance study : village of Lynchburg, Ohio, Highland 
County. — [Washington, D.C.?] : Federal Emergency Manage- 

FEM 1.209:390143 , ; ment Agency, [1989] 

Flood insurance study : Defiance County, Ohio, unincorporated ii, 9 p., 2 folded leaves of plates : ill, map ; 28 cm. Cover 
areas. —[Washington, D.C.?] : Federal Emergency Manage- title. Distributed to depository libraries in microfiche. “Sep- 
ment Agency, [1990] tember 6, 1989.” Includes bibli ical references (p. 9). 

ii, 15, [1] p., 6 folded leaves of plates : ill, map ; 28 cm. “Community number - 390271.” @Item 594-C-35 (MF) 
Cover title. Distributed to depository libraries in microfiche. 1. Insurance, Flood — Ohio — Highland County. I. United 
“August 2, 1990.” Includes bibliographical references (p. 14- States. Federal Emergency Management Agency. II. Title: 
[16]). “Community number - 390143.” @Item 594-C-35 (MF) Village of Lynchburg, Ohio, Highland County. OCLC 
1. Insurance, Flood — Ohio — Defiance County. I. United 23282167 
States. Federal Emergency Management Agency. II. Title: 
Defiance County, Ohio, unincorporated areas. OCLC 
23187673 


91-13399 


91-13405 
FEM 1.209:390325 
Flood insurance study : Lawrence County, Ohio, unincorporated 


areas. —[Washington, D.C.?] : Federal Emergency Manage- 
FEM 1.209:390161/989 ment Agency, [1989] 


Flood insurance study : city of Lancaster, Ohio, Fairfield County. ii, 16 p., 10 folded | f al ‘ 
. Pp.» (a) leaves of plates : ill, map ; 28 cm. Cover 
Agency, [1989] tember 29, 1989.” Includes bibli ical references (p. 15- 
i, 17 p-, 21 folded leaves of plates : ill., map ; 28 cm. Cover 16). “Community number - 390325.” @ltem 594-C-35 (MF) 
title. Distributed to depository libraries in microfiche. “April 1. Insurance, Flood — Ohio — Lawrence County. I. United 
17, 1909." Inchedes bibliographical references (p. 16-17). States. Federal Emergency Management Agency. IL Title: 


“Community number - 390161.” @Item 594-C-35 (MF) - : 
1. Insurance, Flood —Ohio— Fairfield County. I. United pone County, Ohio, unincorporated areas. OCLC 


States. Federal Emergency Management Agency. II. Title: 
City of Lancaster, Ohio, Fairfield County. OCLC 22699658 


91-13400 


91-13406 
FEM 1.209:390326/989 
Flood insurance study : village of Coal Grove, Ohio, Lawrence 
County. — Rev. Dec. 15, 1989. — [Washington, D.C.?] : Feder- 
al Emergency Management Agency, 1989. 

iii, 16 p., 1 folded leaf of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “Community number - 
390326.” @Item 594-C-35 (MF) 

1. Insurance, Flood — Ohio — Lawrence County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Village of Coal Grove, Ohio, Lawrence County. OCLC 
23182887 


91-13401 
FEM 1.209:390182 
Flood insurance study : Fulton County, Ohio, unincorporated 
areas. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1989] 

ii, 22 p., 32 folded leaves of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “Sep- 
tember 29, 1989.” Includes bibliographical references (p. 21- 
22). “Community number - 390182.” @Item 594-C-35 (MF) 

1. Insurance, Flood —Ohio— Fulton County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Fulton County, Ohio, unincorporated areas. OCLC 23187710 

91-13402 91-13407 
FEM 1.209:390392 
Flood insurance study : Mercer County, Ohio, unincorporated 
areas. —[Washington, D.C.?] : Federal Emergency Manage- 


FEM 1.209:390185 
Flood insurance study : Gallia County, Ohio, unincorporated 
areas. —[Washington, D.C.?] : Federal Emergency Manage- 


ment Agency, [1989] 

ii, 17 p., 18 folded leaves of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “Sep- 
tember 29, 1989.” Includes bibliographical references (p. 16- 
17). “Community number - 390185.” @Item 594-C-35 (MF) 

1. Insurance, Flood — Ohio — Gallia County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Gallia County, Ohio, unincorporated areas. OCLC 23188448 


91-13403 


FEM 1.209:390190 

Flood insurance study : Geauga County, Ohio, unincorporated 
areas. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1988] 

ii, 18 p., 19 folded leaves of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “No- 
vember 4, 1988.” Includes bibliographical references (p. 16-18). 
“Community number - 390190.” @lItem 594-C-35 (MF) 

1. Insurance, Flood — Ohio — Geauga County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Geauga County, Ohio, unincorporated areas. OCLC 23188503 


ment Agency, [1989] 

ii, 11 p., 2 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “Sep- 
tember 6, 1989.” Includes bibliographical references (p. 10-11). 
“Community number - 390392.” @Item 594-C-35 (MF) 

1. Insurance, Flood —Ohio— Mercer County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Mercer County, Ohio, unincorporated areas. OCLC 23182908 


91-13408 


FEM 1.209:390454 


Flood insurance study : city of Aurora, Ohio, Portage County. — 


[Washington, D.C.?] Federal Emergency Management 
Agency, [1990] 

ii, 11 p., 1 folded leaf of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “May 
17, 1990.” Includes bibliographical references (p. 10-11). 
“Community number - 390454.” @Item 594-C-35 (MF) 

1. Insurance, Flood — Ohio — Portage County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Aurora, Ohio, Portage County. OCLC 23182964 
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91-13409 91-13414 
FEM 1.209:390479 FEM 1.209:390642/etc. 

Flood insurance study : city of Shelby, Ohio, Richland County. Flood insurance study : Wayne County, Ohio, and incorporated 
—[Washington, D.C.?] : Federal Emergency Management areas. — (Washington, D.C.?] : Federal Emergency Manage- 
Agency, [1989] ment Agency, [1989] 

ii, 13 p., 10 folded leaves of plates : ill., map ; 28 cm. Cover P. 22 <4 — ee — : ill., map ; —_. — 
title. Distributed to depository libraries in microfiche. m — ay Oe, A Sea. y 
“March 2, 1989.” Includes bibliographical references (p. 13). 17, 1989.” Includes bibliographical references (p. 20-22). 
“Community number - 390479.” @ltem 594-C-35 (MF) “Community name, Apple Creek, village of; community 
1. Insurance, Flood — Ohio — Richland County. I. United ame rm - a _— a ns = (MF) «Wis 

States. Federal Emergency Management Agency. Il. Title: States. Federal Emergency Siaeonaet y om Il. Title: 

City of Shelby, Ohio, Richland County. OCLC 23182942 Wayne County, Ohio, and incorporated areas. OCLC 

23281934 


FEM 1.209:390506 91-13415 

Flood insurance study : village of Port Jefferson, Ohio, Shelby FEM 1.209:390673/989 
County. — [Washington, D.C.?] : Federal Emergency Manage- Flood insurance study : village of Dublin, Ohio, Franklin, Dela- 
ment Agency, [1988] ware, and Union Counties. — Rev. Oct. 17, 1989. — [Washing- 

ii, 9 p., 1 folded leaf of plates : ill., map ; 28cm. Cover title. ton, D.C.?] : Federal Emergency Management Agency, 1989. 

Distributed to depository libraries in microfiche. “September _ iii, 24 p., 21 folded leaves of plates : ill, map ; 28cm. Cover 
2, 1988.” Includes bibliographical references (p. 9). “Commu- title. Distributed to depository libraries in microfiche. In- 
nity number - 390506.” @Item 594-C-35 (MF) cludes _ bibliographical references. “Community number - 

1. Insurance, Flood —Ohio—Shelby County. I. United 390673.” @ltem 594-C-35 (MF) 
States. Federal Emergency Management Agency. II. Title: I. say a oe page County. 2. Insur- 
Village of Port Jefferson, Ohio, Shelby County. OCLC a ood — Ohio — Delaware County. 3 - _ Insurance, 
23281960 ood — Ohio — Union County. I. United States. Federal 
Emergency Management Agency. II. Title: Village of Dublin, 
91-13411 Ohio, Franklin, Delaware, and Union Counties. OCLC 


FEM 1.209:390554 asautees 
Flood insurance study : village of Hamden, Ohio, Vinton County. 91-13416 
—[Washington, D.C.?] : Federal Emergency Management FEM 1.209:420133 
Agency, [1989] Flood insurance study : borough of Fleetwood, Pennsylvania, 


91-13410 


ii, 10 p., 2 folded leaves of plates : ill, map ; 28 cm. Cover Berks County. —[Washington, D.C.?] : Federal Emergency 
title. Distributed to depository libraries in microfiche. “Sep- Management Agency, [1989] 
tember 29, 1989.” Includes bibliographical references (p. 9-10). ii, 10 p., 2 folded leaves of plates : ill, map ; 28 cm. Cover 
“Community number - 390554.” @lItem 594-C-35 (MF) title. Distributed to depository libraries in microfiche. “Feb- 
1. Insurance, Flood —Ohio— Vinton County. I. United ruary 2, 1989.” Includes bibliographical references (p. 9-10). 


States. Federal Emergency Management Agency. II. Title: “Community number - 420133.” @Item 594-C-38 (MF) 


Village of Hamden, Ohio, Vinton County. OCLC 23282014 1. Insurance, Flood — Pennsylvania— Berks County. I. 
United States. Federal Emergency Management Agency. II. 


91-13412 Title: Borough of Fleetwood, Pennsylvania, Berks County. 


FEM 1.209:390620 OCLC 23346956 
Flood insurance study : village of Lowellville, Ohio, Mahoning 91-13417 
County. — [Washington, D.C.?] : Federal Emergency Manage- FEM 1.209:420243 
ment Agency, [1990] Flood insurance study : borough of Vintondale, Pennsylvania, 
ii, 11 p., 1 folded leaf of plates : ill, map ; 28 cm. Cover Cambria County. — [Washington, D.C.?] : Federal Emergency 
title. Distributed to depository libraries in microfiche. “Sep- Management Agency, [1990] 
tember 28, 1990.” Includes bibliographical references (p. 11). ii, 11 p., 4 folded leaves of plates : ill., map ; 28 cm. Cover 
“Community number - 390620.” @lItem 594-C-35 (MF) title. Distributed to depository libraries in microfiche. 
1. Insurance, Flood — Ohio — Mahoning County. I. United “March 19, 1990.” Includes bibliographical references (p. 10- 
States. Federal Emergency Management Agency. II. Title: 11) “Community number - 420243.” @lItem 594-C-38 (MF) 
Village of Lowellville, Ohio, Mahoning County. OCLC 1. Insurance, Flood — Pennsylvania— Cambria County. I. 
23282050 United States. Federal Emergency Management Agency. II. 
Title: Borough of Vintondale, Pennsylvania, Cambria County. 
91-13413 OCLC 23348623 
FEM 1.209:390627 91-13418 
Flood insurance study : village of Sabina, Ohio, Clinton County. FEM 1.209:420348 
— [Washington, D.C.?] : Federal Emergency Management Flood insurance study : borough of Cochranton, Pennsylvania, 
Agency, [1989] } Crawford County. — [Washington, D.C.?] : Federal Emergency 
ii, 10 p., 2 folded leaves of plates : ill., map ; 28 cm. Cover Management Agency, [1990] 
title. Distributed to depository libraries in microfiche. ‘“No- ii, 12 p., 2 folded leaves of plates : ill., map ; 28 cm. Cover 
vember 15, 1989.” Includes bibliographical references (p. 10). title. Distributed to depository libraries in microfiche. “June 
“Community number - 390627.” @Item 594-C-35 (MF) 4, 1990.” Includes bibliographical references (p. 11-12) 
1. Insurance, Flood — Ohio — Clinton County. I. United “Community number - 420348.” @lItem 594-C-38 (MF) 
States. Federal Emergency Management Agency. II. Title: 1. Insurance, Flood — Pennsylvania — Crawford County. I. 
Village of Sabina, Ohio, Clinton County. OCLC 23282115 United States. Federal Emergency Management Agency. II. 
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Title: Borough of Cochranton, Pennsylvania, Crawford County. 
OCLC 23348595 


91-13419 


FEM 1.209:420508 

Flood insurance study : borough of Big Run, Pennsylvania, Jeffer- 
son County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1990] 

ii, 12 p., 2 folded leaves of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “June 
4, 1990.” Includes bibliographical references (p. 11-12) 
“Community number - 420508.” @lItem 594-C-38 (MF) 

1. Insurance, Flood — Pennsylvania — Jefferson County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Borough of Big Run, Pennsylvania, Jefferson County. 
OCLC 23352721 


Flood insurance study : 


Government Publications — June 1991 


Title: Township of Delmar, Pennsylvania, Tioga County. 
OCLC 23264211 


91-13424 


FEM 1.209:421227 

township of Hayfield, Pennsylvania, 
Crawford County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, [1990] 

ii, 13 p., 2 folded leaves of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. 
“August 2, 1990.” Includes bibliographical references (p. 13). 
“Community number - 421227.” @Item 594-C-38 (MF) 

1. Insurance, Flood — Pennsylvania — Crawford County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Township of Hayfield, Pennsylvania, Crawford County. 
OCLC 23279420 


FEM 1.209:420511 


Flood insurance study : borough of Falls Creek, Pennsylvania, FEM 1.209:421305 


Flood insurance study : township of East Franklin, Pennsylvania, 


Jefferson and Clearfield counties. — [Washington, D.C.?] : Fed- 
eral Emergency Management Agency, [1989] 

ii, 11 p., 1 folded leaf of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “Sep- 
tember 6, 1989.” Includes bibliographical references (p. 11) 
“Community number - 420511.” @Item 594-C-38 (MF) 

1. Insurance, Flood — Pennsylvania — Jefferson County. 2. 
Insurance, Flood — Pennsylvania — Clearfield County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Borough of Falls Creek, Pennsylvania, Jefferson and 


Armstrong County. — [Washington, D.C.?] : Federal Emergen- 
cy Management Agency, [1988] 

ii, 13 p., 1 folded leaf of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “April 
5, 1988.” Includes bibliographical references (p. 13). “Com- 
munity number - 421305.” @lItem 594-C-38 (MF) 

1. Insurance, Flood — Pennsylvania — Armstrong County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Township of East Franklin, Pennsylvania, Armstrong 
County. OCLC 23264223 


Clearfield counties. OCLC 23352748 
91-13426 
oa FEM 1.209:421379 
Flood insurance study : township of Hereford, Pennsylvania, 
Berks County. —[Washington, D.C.?] : Federal Emergency 


FEM 1.209:421107 
Flood insurance study : township of South Heidelberg, Pennsylva- 
nia, Berks County. — [Washington, D.C.?] : Federal Emergen- 
cy Management Agency, [1990] 

ii, 12 p., 14 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “May ~ a as - 
17, 1990.” Includes bibliographical references (p. 11-12). 3, 1990.” Includes bibliographical references (p. 
“Community number - 421107.” @Item 594-C-38 (MF) Community number - 421379.” @Item 594-C-38 (MF) 


. 1. Insurance, Flood — Pennsylvania — Berks County. I. 
1. Insurance, Flood — Pennsylvania— Berks County. I. e 
United States. Federal Emergency Management Agency. II. } B sen. Patyp: g-! ore ag A ee i. 
Title: Township of South Heidelberg, Pennsylvania, Berks we: town ¢ ce See unty. 
County. OCLC 23304069 OCLC 23303980 


91-13422 91-13427 


Management Agency, [1990] 

ii, 12 p., 14 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “May 
11-12). 


FEM 1.209:421439 
Flood insurance study : township of Croyle, Pennsylvania, Cam- 
bria County. —([Washington, D.C.?] : Federal Emergency 


FEM 1.209:421111 
Flood insurance study : township of Terry, Pennsylvania, Brad- 
ford County. —([Washington, D.C.?] : Federal Emergency 


Management Agency, [1990] 

ii, 11 p., 3 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “June 
18, 1990.” Includes bibliographical references (p. 10-11). 
“Community number - 421111.” @Item 594-C-38 (MF) 

1. Insurance, Flood — Pennsylvania — Bradford County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Township of Terry, Pennsylvania, Bradford County. 
OCLC 23303841 


91-13423 


FEM 1.209:421177 

Flood insurance study : township of Delmar, Pennsylvania, Tioga 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1990] 

ii, 13 p., 3 folded leaves of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. 
“August 15, 1990.” Includes bibliographical references (p. 12- 
13). “Community no. - 421177.” @Item 594-C-38 (MF) 

1. Insurance, Flood — Pennsylvania — Tioga County. I. 
United States. Federal Emergency Management Agency. II. 


Management Agency, [1990] 

ii, 11 p., 9 folded leaves of plates : ill, map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. 
“August 15, 1990.” Includes bibliographical references (p. 10- 
11). “Community number - 421439.” @Item 594-C-38 (MF) 

1. Insurance, Flood — Pennsylvania — Cambria County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Township of Croyle, Pennsylvania, Cambria County. 
OCLC 23264510 


91-13428 


FEM 1.209:421441 


Flood insurance study : township of East Taylor, Pennsylvania, 


Cambria County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, [1990] 

ii, 10 p., 2 folded leaves of plates : ill, map ; 28 cm. Cover 
title. Distributed to depsoitory libraries in microfiche. “April 
2, 1990.” Includes bibliographical references (p. 9-10) “Com- 
munity number - 421441.” @Item 594-C-38 (MF) 

1. Insurance, Flood — Pennsylvania — Cambria County. I. 
United States. Federal Emergency Management Agency. II. 
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Title: Township of East Taylor, Pennsylvania, Cambria County. 91-13434 


OCLC 23348646 
91-13429 


FEM 1.209:421757 
Flood insurance study : township of Scott, Pennsylvania, Lacka- 
wanna County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1990] 

ii, 12 p., 8 folded leaves of plates : ill., map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “May 
17, 1990.” Includes bibliographical references (p. 10-12) 
“Community number - 421757.” @Item 594-C-38 (MF) 

1. Insurance, Flood — Pennsylvania — Lackawanna County. 
I. United States. Federal Emergency Management Agency. II. 
Title: Township of Scott, Pennsylvania, Lackawanna County. 
OCLC 23352820 


FEM 1.209:421444 
Flood insurance study : township of Portage, Pennsylvania, Cam- 
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libraries in microfiche. “June 1990.” “GAO/NSIAD-90-142.” 
“B-238709"—P. [1] @ltem 546-D (MF) 

1. United States. National Aeronautics and Space Administra- 
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optics. I. United States. General Accounting Office. II. Title: 
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United States. General Accounting Office. 
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needed at DOE’s Savannah River site : report to the chairman, 
Environment, Energy and Natural Resources Subcommittee, 
Committee on Government Operations, House of Representa- 
tives / United States General Accounting Office. — [Washing- 
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30 p. ; 28 cm. Cover title. Distributed to depository librar- 
ies in microfiche. “December 1989.” “GAO/RCED-90-24.” 
“B-237903"—P. 1. @Item 546-D (MF) 

1. United States. Dept. of Energy. 2. Nuclear reactors — 
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II. Title: Better earthquake protection needed at DOE’s Savan- 
nah River site. OCLC 21426435 
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tary of Agriculture / United States General Accounting 
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8 p.; 28cm. Cover title. Distributed to depository libraries 
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@ltem 546-D (MF) 
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United States. General Accounting Office. 

Nuclear R & D : usefulness of information from Shippingport 
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10 p. ; 28 cm. Cover title. Distributed to depository librar- 
ies in microfiche. “June 1990.” “GAO/RCED-90-171.” “B- 
239632”—P. 1. @lItem 546-D (MF) 

1. Nuclear power plants — Pennsylvania — Decommissioning. 
2. Nuclear power plants — California — Decommissioning. 3. 
Shippingport Nuclear Power Station. 4. Rancho Seco (Nuclear 
power plant : Calif.) I. Title. II. Title: Nuclear R and D. 
III. Title: Usefulness of information from Shippingport decom- 
missioning for Rancho Seco. OCLC 23037131 
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Joseph P. Paskoski, John M. Walters. — Washington, D.C. : 
Library Programs Service, U.S. G.P.O., 1991. 

iv, 33 p. ; 28 cm. Shipping list no.: 91-191-P. “February 1, 
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SB-036. OCLC 23192316 


91-13472 
GP 3.22/2:141/990 
United States. Superintendent of Documents. 
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@ltem 552-A 
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Dept. of Health and Human Services, Public Health Service, 
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[15] p. : ill. ; 28 cm.— (NIH publication ; no. 90-2962) 
Cover title. Shipping list no.: 91-057-P. “October 1990”—P. 
[4] of cover. Includes bibliographical references (p. [11]). 
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Environmental and Occupational Cancer Studies (4th : 1986 : 
Rockville, Md.) 

Proceedings of the Fourth NCI/EPA/NIOSH Collaborative 
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U.S. G.P.O., distributor, 1991] 

1 v. (various pagings) : ill. ; 28 cm.— (Vital and health 
statistics. Series 16, Compilations of advance data from vital and 
health statistics ; no. 5) (DHHS publication ; no. (PHS) 91-1864) 
Running title: Advancedata. Shipping list no.: 91-141-P. “Jan- 
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U.S. Dept. of Health and Human Services, Public Health Serv- 
ice, Centers for Disease Control, National Center for Health 
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(p. 16). @Item 500-E S/N 017-022-01127-1 @ GPO ISBN 
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1. United States — Statistics, Vital. 2. Mortality — United 
States — Statistics. 3. Death — Causes — Statistics. 4. Hispan- 
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tics.” Shipping list no.: 91-085-P. “January 4, 1991.” @Item 
500-E 


1. Cohabitation — United States — Statistics. 2. Marriage — 
United States — Statistics. 3. Divorce — United States — Sta- 
tistics. 4. Remarriage — United States — Statistics. I. National 
Center for Health Statistics (U.S.) Il. Title. III. Title: Data 
from the National Survey of Family Growth. IV. Series. V. 
Series. OCLC 23201845 


91-13495 


HE 20.6210/2:990 
Where to write for vital records. Hyattsville, Md. : U.S. Dept. of 
Health and Human Services, Public Health Service, Office of 
Health Research, Statistics, and Technology, National Center 
for Health Statistics ; Washington, D.C. : For sale by the Supt. 
of Docs., U.S. G.P.O., 1982- Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 

v. ; 28 cm. (DHHS publication ; no. (PHS) 90-1142) 

Triennial, 1987- 

Biennial, 1982-1984 

$1.75 

May 1982- Previously classed: HE 6202:V 83/ Shipping 
list no.: 90-456-P. June 1990. Formed by the union of: Where 
to write for birth and death records, United States and outlying 
areas; Where to write for divorce records; Where to write for 
marriage records, United States and outlying areas. @Item 
510-A-1 S/N 017-022-01109-3 @ GPO ISSN 0738-2340 

1. United States — Statistics, Vital — Directories. 2. Regis- 
ters of births, etc. — United States — Directories. 3. *Vital Sta- 
tistics — United States — directories. I. National Center for 
Health Statistics (U.S.) Il Series. HA 38.A3W567 
HA38.A493 83-643623 929/.1/02573 /19 OCLC 08738425 
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NATIONAL INSTITUTE FOR OCCUPATIONAL 
SAFETY AND HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


91-13496 


HE 20.7102:M 85 


Performing motor and sensory neuronal conduction studies in 


adult humans. -— [Cincinnati, Ohio?] : U.S. Dept. of Health and 
Human Services, Public Health Service, Centers for Disease 
Control, National Institute for Occupational Safety and Health, 
Division of Safety Research, [1990] 

vi, 65 p. : ill. ; 28 cm. — (DHHS (NIOSH) publication ; no. 
90-113) Shipping list no.: 90-774-P. “September 1990.” In- 
cludes bibliographical references (p. 63-65). @lItem 499-F-2 

1. Neuromuscular diseases — Diagnosis. 2. Motor ability — 
Testing. 3. Neural conduction— Testing. I. National Insti- 
tute for Occupational Safety and Health. Division of Safety 
Research. II. Series: DHHS publication ; no. (NIOSH) 90-113. 
616.744 /20 OCLC 23031915 


91-13497 


HE 20.7108:H 35 


A Practical guide to effective hearing conservation programs in 


the workplace / edited by Alice H. Suter and John R. 
Franks. — [Cincinnati, Ohio?] : U.S. Dept. of Health and Human 
Services, Public Health Service, Centers for Disease Control, 
National Institute for Occupational Safety and Health, Division 
of Biomedical and Behavioral Science, Physical Agents Effects 
Branch, [1990] 

xi, 56 p. : ill. ; 28 cm.— (DHHS(NIOSH) publication ; no. 
90-120) Shipping list no.: 91-005-P. “September 1990.” In- 
cludes bibliographical references. @lItem 499-F-3 

1. Industrial noise — United States— Safety measures — 
Handbooks, manuals, etc. 2. Deafness — Prevention — Hand- 
books, manuals, etc. 3. Noise control — United States — Hand- 
books, manuals, etc. I. Suter, Alice H. (Alice Harriet), 1937- 
Il. Franks, John R. (John Robert) III. National Institute for 
Occupational Safety and Health. Physical Agents Effects 
Branch. IV. Series: DHHS publication ; no. (NIOSH) 90-120. 
OCLC 22964544 


CENTER FOR ENVIRONMENTAL HEALTH & 
INJURY CONTROL 
Atlanta, GA 30333 


91-13498 


HE 20.7502:Se 4 


Selected Cancers Cooperative Study Group. 


The association of selected cancers with service in the U.S. 
military in Vietnam : final report / the Selected Cancers Coop- 
erative Study Group.— Atlanta, Ga. : U.S. Department of 
Health and Human Services, Public Health Service, Centers for 
Disease Control, Center for Environmental Health and Injury 
Control, Agent Orange Projects, [1990] 

vii, 244 p. : ill, map ; 25 cm. Spine title: Selected cancers 
study, final report. Shipping list no.: 90-813-P. “September 
1990.” Includes bibliographical references (p. 95-103). @Item 
494-L-6 

1. Agent Orange — Statistics. 2. Veterans — Diseases — 
United States — Statistics. 3. Cancer — Research — United 
States — Statistics. I. Center for Environmental Health and 
Injury Control (U.S.). Agent Orange Projects. II. Title. III. 
Title: Selected cancers study, final report. OCLC 23005180 





Government Publications — June 1991 


$17.00 

40th (1978)- Previously classed: HE 20.8216: Shipping list 
no.: 89-149-P. 50th, 1988. Vols. for (1985-) some issues dis- 
tributed to depository libraries in microfiche. Vols. for {1987-) 
issued by: Dept. of Health and Human Services, Public Health 
Service, Alcohol, Drug Abuse and Mental Health Administra- 
tion, National Institute on Drug Abuse, Office of Science. 
@ltem 831-C-8 S/N 017-024-01362-5 @ GPO Continues: Na- 
tional Research Council (U.S.). Committee on Problems of 
Drug Dependence. Scientific Meetings. Problems of drug de- 


ALCOHOL, DRUG ABUSE, AND MENTAL 
HEALTH ADMINISTRATION 
Health and Human Services Dept. 

Rockville, MD 20857 


91-13499 
HE 20.8002:T 55 
Cook, Paddy Shannon. 

Alcohol, tobacco, and other drugs may harm the unborn / 
Paddy Shannon Cook, Robert C. Petersen, Dorothy Tuell 
Moore ; edited by Tineke Bodde Haase. — Rockville, MD : pendence ISSN 0148-2858 
U.S. Dept. of Health and Human Services, Public Health Serv- 1. Drug abuse — Periodicals. 2. Neuropsychopharmacol- 
ice, Alcohol, Drug Abuse, and Mental Health Administration, ogy — Periodicals. 3. Drug abuse — Congresses. 4. Drug 
Office for Substance Abuse Prevention, [1990] abuse — Treatment — Congresses. 5. Narcotic habit —Con- 

vi, 80 p. ; 23 cm.— (DHHS publication ; no. (ADM) 90- gresses. I. National Institute on Drug Abuse. Division of Re- 
1711) Shipping list no.: 90-761-P. Includes bibliographical ref- search. II. National Institute on Drug Abuse. Office of Sci- 
erences (p. 71-80). @lItem 497-D-1 ence. III. Title. IV. Series. V. Series. VI. Series: DHEW 
cy — United States. 3. Drug abuse in pregnancy — United 19 OCLC 07457082 
States. 4. Tobacco — Physiological effect. I. Petersen, Robert 
C. IL. Moore, Dorothy Tuell. III. Haase, Tineke Bodde. IV. 
United States. Alcohol, Drug Abuse, and Mental Health Admin- 
istration. Office of Substance Abuse Prevention. V. Title. VI. 
Series. OCLC 22922422 


91-13500 


HEALTH CARE DELIVERY AND ASSISTANCE 
BUREAU 
Health and Human Services Dept. 
Rockville, MD 20857 


HE 20.8012/2:990 
National Clearinghouse for Alcohol and Drug Information (U.S.) 

NCADI publications catalog. Rockville, Md. : U.S. Dept. of 
Health and Human Services, Public Health Service, Alcohol, 
Drug Abuse, and Mental Health Administration, Office for Sub- 
stance Abuse Prevention : Distributed by the National Clearing- 
house for Alcohol and Drug Information, National Clearing- 
house for Alcohol and Drug Information, P.O. Box 2345, Rock- 
ville, MD 20852 

v. ; 28 cm. 

Semiannual 

Began in 1988. Shipping list no.: 90-191-P. Spring 1990. 
Description based on: Spring 1990; title from cover. @Item 
497-D-5 

1. National Clearinghouse for Alcohol and Drug Information 
(U.S.) — Bibliography — Catalogs. 2. Substance abuse — 
United States — Bibliography — Catalogs. 3. Substance 
abuse — United States — Video tape catalogs. 4. Government 
publications — United States — Bibliography — Catalogs. I. 
United States. Alcohol, Drug Abuse, and Mental Health Admin- 
istration. Office for Substance Abuse Prevention. sn-91023036 
OCLC 22455195 


NATIONAL INSTITUTE ON DRUG ABUSE 
Health and Human Services Dept. 
Rockville, MD 20857 


91-13502 
HE 20,.9109/2:989 
The Development and management of ambulatory care programs : 

an annotated bibliography / National Clearinghouse for Primary 
Care Information. [Rockville, Md.?] : U.S. Dept. of Health & 
Human Services, Public Health Service, Health Resources and 
Services Administration, Bureau of Health Care Delivery and 
Assistance, National Clearinghouse for Primary Care Informa- 
tion, 8201 Greensboro Dr., Suite 600, McLean VA 22102 

v. ; 28 cm. (Administrative publication) 

Annual Previously classed: HE 20.9109:Am 1/ Shipping 
list no.: 90-374-P. Oct. 1989. Description based on: Oct. 1986. 
Vols. for (1986-) some issues distributed to depository libraries 
in microfiche. @Item 532-E-11 

1. Health services administration — United States — Bibliogra- 
phy — Periodicals. 2. Ambulatory medical care — United 
States — Bibliography — Periodicals. I. National Clearinghouse 
for Primary Care Information (U.S.) II. United States. Bureau 
of Health Care Delivery and Assistance. III. Series. sn- 
91023038 OCLC 23243930 


HEALTH PROFESSIONS BUREAU 
Health and Human Services Dept. 
Rockville, MD 20857 


91-13503 
HE 20.9302:D 63/2/990 
Health status of the disadvantaged chartbook. [Rockville, Md.7] : 
U.S. Dept. of Health & Human Services, Public Health Service, 
Health Resources and Services Administration, Bureau of 


91-13501 
HE 20.8216/5:988 
Committee on Problems of Drug Dependence (U.S.). Scientific 
Meeting. 


Problems of drug dependence : proceedings of the ... Annual 
Scientific Meeting, the Committee on Problems of Drug De- 
pendence, Inc. Rockville, Md. : Dept. of Health, Education, and 
Welfare, Public Health Service, Alcohol, Drug Abuse, and 
Mental Health Administration, National Institute on Drug 
Abuse, Division of Research ; Washington, D.C. : For sale by 
the Supt. of Docs., U.S. G.P.O., [1979?- Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. : ill. ; 23 cm. (NIDA research monograph ; 90) (1979: 
DHEW publication ; no. (ADM)) (DHHS publication ; no. 
(ADM) 89-1605) 

Annual 


Health Professions, Division of Disadvantaged Assistance : For 
sale by the Supt. of Docs., U.S. G.P.O., Supt. of Does., U.S. 
Govt. Print. Off., Washington, DC 20402 

v. : col. ill. ; 22 x 28 cm. (DHHS publication ; no. (HRSA) 
HRS-P-DV 90-1) 

Irregular 

Began with 1986. Shipping list no.: 91-204-P. 1990. De- 
scription based on: 1990. @lItem 507-J-1 S/N 017-022-01119-1 
@ GPO 

1. Poor — Health and hygiene — United States — Statistics — 
Periodicals. 2. Minorities— Health and hygiene — United 
States — Statistics — Periodicals. 3. Women — Health and hy- 
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Health Care Financing Administration — Health and Human Services Dept. 


giene— United States — Statistics — Periodicals. I. United 91-13507 
States. Health Resources and Services Administration. Division 
of Disadvantaged Assistance. II. Series. sn-91023303 OCLC 


23284041 


I 1.84:P 69/2 
Claymore, Charles, 1953- 
Northern Plains Indian art / by Charles Claymore, Kenneth 


H. West, Jr., Sidney Whitesell. — [Rapid City, S.D. : U.S. Dept. 
HEALTH CARE FINANCING of the Interior, Indian Arts and Crafts Board, Sioux Indian 


ADMINISTRATION Museum and Crafts Center, 19917] 
Health and Human Services Dept. [3] p. : ill. ; 22cm. “An exhibition - January 6 to February 
Washington, DC 20201 6, 1991”—P. [3]. Shipping list no.: 91-140-P. @lItem 603-E 
1. Indians of North America — Art — Exhibitions. I. West, 
Kenneth H. II. Whitesell, Sidney. III. Sioux Indian Museum 
and Crafts Center. IV. Title. OCLC 23209588 


91-13504 
HE 22.21/2:985 
Annual medicare program statistics. Medicare enrollment / Health 
Care Financing Administration. Baltimore, MD : U.S. Dept. of 
Health and Human Services, Health Care Financing Administra- 
tion, Bureau of Data Management and Strategy, 1987- 
v. ; 28 cm. (HCFA pub. ; no. 03266) 


91-13508 
I 1.98:B 54/3/maps/draft 
Bishop resource management plan and environmental impact state- 


Annual 

1984- Shipping list no.: 90-097-P. 1985. @lItem 512-A-35 
Continues in part: Annual medicare program statistics ISSN 
0741-0190 

1. Medicare — Statistics — Periodicals. 2. Medical care — 
United States — Utilization — Statistics — Periodicals. 3. Med- 
ical care, Cost of — United States — Statistics — Periodicals. I. 
United States. Health Care Financing Administration. Bureau of 
Data Management and Strategy. II. Series. sn-88033178 
OCLC 17475845 


ment. — Bishop, Calif. : U.S. Dept. of the Interior, Bureau of 
Land Management, Bakersfield District, Bishop Resource Area, 
[1990] 

14 folded maps. Shipping list no.: 90-684-P. @lItem 603-G 

1. United States. Bureau of Land Management. Bishop Re- 
source Area— Management. 2. California — Public lands. 3. 
Land use—Environmental aspects— California. 4. Land 
use — California — Planning. I. United States. Bureau of Land 
Management. Bishop Resource Area. OCLC 22866375 


91-13505 91-13509 
26/4; ‘ 
HE 22.26/4:8 I 1.98:Sa 5 j/2/final 


Sunshine, Jonathan H. E pws 
United States. Bureau of Land Management. Montrose District. 


Determinants of total family charges for health care—United 


States, 1980 / [Sunshine, J.H., and Dicker, M.] ; published by 
Public Health Service, Centers for Disease Control, National 
Center for Health Statistics. — Hyattsville, Md. : The Center ; 
[Washington, D.C. : For sale by the Supt. of Docs., U.S. 
G.P.O., 1990] 

iv, 66 p. : ill. ; 28 cm.— (DHHS publication ; no. 91-20408) 
(Series C—Analytical report ; no. 8) “Health Care Financing 
Administration, Office of Research and Demonstrations”— 
Cover. “November 1990.” Includes bibliographical references 
(p. 31-32). [Item 512-A-29 class:ja/cat:gg/rev:bj] @Item 512- 
A-29 S/N 017-022-01125-5 @ GPO ISBN 0-8406-0434, § 
3.75 

1. Family — Medical care — United States — Costs — Statis- 
tics. 2. Medical care, Cost of — United States — Statistics. 3. 
*Expenditures, Health — United States. 4. *Family. 5. *Fees 
and Charges— United States. 6. *Insurance, Health — eco- 
nomics — United States. I. Dicker, Marvin. II. National 
Center for Health Statistics (U.S.) III. United States. Health 
Care Financing Administration. Office of Research and Demon- 
strations. IV. Title. V. Series. VI. Series: Series C—Analyt- 
ical report (Hyattsville, Md.) ; no. 8. W2 A N224n no. 8 
RA407.3.S86 1990 90-005707 338.4/73621/0973 /20 OCLC 
21227999 


INTERIOR DEPARTMENT 
Washington, DC 20240 


91-13506 


I 1.84:D 69/4 


Van Mechelen, Nadine, 1933- 


Dolls by Nadine Van Mechelen. — [Browning, Mont. : U.S. 
Dept. of the Interior, Indian Arts and Crafts Board, Museum of 
the Plains Indian and Crafts Center, 19917] 

[3] p. : ill. (some col.) ; 22 cm. “An exhibition, January 13 - 
February 13, 1991.” Shipping list no.: 91-124-P. @lItem 603-E 

1. Indians of North America — Dolls — Exhibitions. I. 
Museum of the Plains Indian and Crafts Center (U.S.) II. Title. 
OCLC 23209642 
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Final wilderness environmental impact statement for the San 
Juan/San Miguel planning area, Montrose District, Colorado / 
prepared by Montrose District, Colorado, Bureau of Land Man- 
agement. — [Montrose, Colo.] : The District, [1990] 

1 v. (various pagings) : maps ; 28 cm. Cover title: San Juan/ 
San Miguel planning area, wilderness environmental impact 
statement. Shipping list no.: 90-788-P. “November 1990”— 
Cover. @Item 603-G 

1. Wilderness areas — Colorado. 2. Conservation of natural 
resources — Colorado. 3. Land use — Colorado — Planning. 
4. Colorado — Public lands. I. Title. II. Title: San Juan/San 
Miguel planning area, wilderness environmental impact state- 
ment. OCLC 23284851 


91-13510 


I 1.98:Up 6/4/draft 


U.S. Fish and Wildlife Service. Region 3. Office of Refuge Plan- 


ning. 

Upper Mississippi River National Wildlife and Fish Refuge : 
Wabasha, Winona, and Houston counties, Minnesota : Buffalo, 
Trempealeau, LaCrosse, Vernon, Crawford, and Grant counties, 
Wisconsin : Allamakee, Clayton, Dubuque, Jackson, Clinton, 
and Scott counties, Iowa : Jo Daviess, Carroll, Whiteside, and 
Rock Island counties, Illinois. — Twin Cities, Minn. : North 
Central Region, Office of Refuge Planning, [1986] 

159 p. in various pagings : ill., maps (some col.) ; 28 cm. — 
(Draft environmental impact statement/master plan ; DES 86- 
48) At head of title: Fish and Wildlife Service, U.S. Dept. of 
the Interior. Distributed to depository libraries in microfiche. 
“December 1986.” Includes bibliographical references (p. 6.23 
- 6.28). @Item 603-G (MF) 

1. Wildlife refuges— Middle West. 2. Upper Mississippi 
River National Wildlife and Fish Refuge. I. Title. II. Series. 
OCLC 15302948 





GEOLOGICAL SURVEY 
Interior Dept. 
Reston, Va. 22092 


Topographic and earth science (thematic) maps of the United 
States, plus the planets and moons may be purchased from: Map 
Distribution, U.S. Geological Survey, Box 25286, Federal Center, 
Denver, CO 80225. To order topographic maps give name and 
scale, e.g. Fairfax, VA, 1:24,000. To order earth science maps give 
series identification and number, e.g. GQ-851. A 50% discount is 
allowed for orders over $500, and a $1 postage and handling 
charge is applicable to orders less than $10. 


91-13511 
I 19.2:C 76/991 
Schlee, John Stevens, 1928- 
Our changing continent / [by John S. Schlee]. — [Washing- 
ton, D.C.? : U.S. Dept. of the Interior, Geological Survey, 1991] 


23 p. : ill. (some col.), maps ; 23 x 21 cm. folded to 23 x 10 
cm. Cover title. Shipping list no.: 91-164-P. @lItem 621 

1. Geology— North America. 2. Physical geography — 
North America. 3. Continents— Origin. I. Geological 
Survey (U.S.) II. Title. OCLC 23236944 


91-13512 
I 19,3:1573/990 
Simpson, Howard E. 

Bedrock geology of the Bristol Quadrangle, Hartford, Litch- 
field, and New Haven counties, Connecticut / by Howard E. 
Simpson ; prepared in cooperation with the State of Connecti- 
cut, Geological and Natural History Survey.— Rev. 1990. — 
[Reston, Va.?] : U.S. Dept. of the Interior, U.S. Geological 
Survey ; Denver, CO : For sale by the Books and Open-File 
Reports Section, 1990. 

iii, 13 p. : ill, maps (some col.) ; 24 cm. — (U.S. Geological 
Survey bulletin ; 1573) Shipping list no.: 91-118-P. One map 
on folded leaf in pocket. Includes bibliographical references (p. 
12-13). @Item 620 

1. Geology, Stratigraphic — Ordovician. 2. Geology, Strati- 
graphic — Devonian. 3. Geology, Stratigraphic — Triassic. 4. 
Geology — Connecticut — Bristol Region. I. State Geological 
and Natural History Survey of Connecticut. II. Geological 
Survey (U.S.) III. Title. IV. Series. 86-607922 OCLC 
23198073 


91-13513 
I 19.3:1704-D 
Mineral resources of the Cactus Plain and East Cactus Plain 
Wilderness Study Areas, La Paz County, Arizona / by Richard 
M. Tosdal ... [et al.]. — [Reston, Va.?] : U.S. Dept. of the Interi- 
or, U.S. Geological Survey ; Denver, CO : For sale by the 
Books and Open-File Reports Section, 1990. 

vi, 32 p. : ill., maps ; 28 cm. — (Mineral resources of wilder- 
ness study areas—Havasu region, Arizona ; ch. D) (U.S. Geo- 
logical Survey bulletin ; 1704-D) (Studies related to wilder- 
ness—Bureau of Land Management wilderness study areas) 
Title on p. [4] of cover: Mineral resources, Cactus, and E. 
Cactus Plain Wilderness Study Areas, Arizona. Shipping list 
no.: 91-162-P. Includes bibliographical references (p. 25-27). 
@ltem 620 

1. Mines and mineral resources — Arizona — Cactus Plain 
Wilderness. 2. Mines and mineral resources — Arizona — East 
Cactus Plain Wilderness. 3. Cactus Plain Wilderness (Ariz.) 
4. East Cactus Plain Wilderness (Ariz.) I. Tosdal, Richard M. 
II. Title: Mineral resources, Cactus, and E. Cactus Plain Wilder- 
ness Study Areas, Arizona. III. Title: Mineral resources, cactus 
and E. Cactus Plain Wilderness Study Area, Arizona. IV. 
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Series. V. Series. VI. Series. QE75.B9 no. 1704-D 90- 
014078 [TN24.A4] 557.3 s [553/.09791/72] /20 OCLC 
22451196 


91-13514 


I 19.3:1741-G 


Mineral resources of the Blue Canyon and Owyhee Breaks Wil- 


derness Study Areas, Malheur County, Oregon / by Dean B. 
Vander Meulen ... [et al.]. — [Reston, Va.?] : U.S. Dept. of the 
Interior, U.S. Geological Survey ; Denver, CO : For sale by the 
Books and Open-File Reports Section, 1990. 

vi, 28 p. : ill., maps ; 28 cm.— (Mineral resources of wilder- 
ness study areas—east-central Oregon ; ch. G) (U.S. Geological 
Survey bulletin ; 1741-G) Title on p. [4] of cover: Mineral 
resources, Blue Canyon, Owyhee Breaks Wilderness Study 
Areas, Oregon. Shipping list no.: 91-060-P. Includes biblio- 
graphical references (p. 21-23). @lItem 620 

1. Mines and mineral resources — Oregon — Blue Canyon 
Wilderness. 2. Mines and mineral resources — Oregon — 
Owyhee Breaks Wilderness. 3. Blue Canyon Wilderness (Or.) 
4. Owyhee Breaks Wilderness (Or.) I. Vander Meulen, Dean 
B. II. Geological Survey (U.S.) III. Title: Mineral resources, 
Blue Canyon, Owyhee Breaks Wilderness Study Areas, Oregon. 
IV. Series. V. Series. QE75.B9 no. 1741-G 90-003902 
[TN24.07] 557.38 [553/.09795/97] /20 OCLC 22005587 


91-13515 


I 19,3:1946 


Geologic studies in Alaska by the U.S. Geological Survey, 1989 / 


James H. Dover and John P. Galloway, editors. — [Reston, 
Va.?] : U.S. Dept. of the Interior, U.S. Geological Survey ; 
Denver, CO : For sale by the Books and Open-File Reports 
Section, 1990. 

viii, 121 p. : ill, maps ; 28 cm.— (U.S. Geological Survey 
bulletin ; 1946) Shipping list no.: 91-157-P. Includes biblio- 


graphical references. @Item 620 

1. Geology — Alaska. 2. Geology, Stratigraphic. 3. Geo- 
logical Survey (U.S.) I. Dover, James H. II. Galloway, John 
P. Ill. Geological Survey (U.S.) IV. Series. OCLC 
23103076 


91-13516 


I 19.13/2:987 


Selected papers in the hydrologic sciences. [Washington, D.C. : 


Dept. of the Interior, U.S. Geological Survey ; Denver, CO 
For sale by the Books and Open-File Reports Section, U.S. 
Geological Survey, 1984- Books and Open-File Reports Sec- 
tion, U.S. Geological Survey, Federal Center, Box 25425, 
— CO 80225 
: ill. ; 28 cm. (United States Geological Survey water- 

nage paper ; 2330) 

Semiannual, (1986-) 

Annual, 1984-198 

1984- Title from cover. Previously classed: I 19.13: Ship- 
ping list no.: 89-077-P. Dec. 1987. Vols. for (Dec. 1986-) 
have both month and year designation; each semiannual issues 
also called: (1986-) @lItem 625 ISSN 0892-3450 

1. Hydrology — United States — Periodicals. I. Geological 
Survey (U.S.) II. Series: U.S. Geological Survey water-supply 
paper ; 2330. GB701.S4 87-640256 551.48 /19 OCLC 
13042598 


91-13517 


I 19,16:1502 


Huebner, J. S. 


Microbanded manganese formations : protoliths in the Fran- 
ciscan Complex, California / by J. Stephen Huebner and Marta 
J.K. Flohr. — Washington : U.S. Dept. of the Interior, U.S. 
Geological Survey ; Denver, CO : For sale by the Books and 
Open-File Reports Section, 1990. 
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Geological Survey — Interior Dept. 


iv, 72 p. : ill. (some col.), maps (some col.) ; 28 cm. — (U.S. 
Geological Survey professional paper ; 1502) Shipping list no.: 
91-098-P. Includes bibliographical references (p. 67-72). 
@ltem 624 

1. Manganese ores — Geology — California — Buckeye Mine 
Region. I. Flohr, Marta J. K. II. Geological Survey (U.S.) 
Ill. Title. IV. Title: Protoliths in the Franciscan Complex, 
California. V. Series. TN490.M3H78 1990 89-600191 
553.4/629/097941 /20 OCLC 19921118 


91-13518 
I 19.16:1513-A 
Henry, Thomas W. 

Introduction : Enewetak Atoll and the PEACE Program / by 
Thomas W. Henry and Bruce R. Wardlaw. — [Reston, Va.?] : 
U.S. Dept. of the Interior, U.S. Geological Survey ; Denver, 
CO : For sale by the Books and Open-File Reports Section, 
1990. 

iv, 29 p. : ill, maps ; 28 cm.— (Geologic and geophysical 
investigations of Enewetak Atoll, Republic of the Marshall Is- 
lands ; ch. A) (U.S. Geological Survey professional paper ; 
1513-A) Shipping list no.: 91-159-P. Includes bibliographical 
references (p. A25-A29). @lItem 624 

1. Geology — Marshall Islands — Enewetak Atoll. 2. Geo- 
physics — Marshall Islands—Enewetak Atoll. 3. Pacific 
Enewetak Atoll Crater Exploration Program. I. Wardlaw, 
Bruce R. II. Geological Survey (U.S.) III. Title. IV. Title: 
Enewetak Atoll and the PEACE Program. V. Series. VI. 
Series. QE349.M35H46 1990 90-003314 559.68/3 /20 
OCLC 21442804 


91-13519 
I 19.42/4:89-4052 
Dinicola, R. S. Richard Steven 

Characterization and simulation of rainfall-runoff relations for 
headwater basins in western King and Snohomish counties, 
Washington / by R.S. Dinicola ; prepared in cooperation with 
the King County Department of Public Works ... [et al.].— 
Tacoma, Wash. : Dept. of the Interior, U.S. Geological Survey 
; Denver, Colo. : Books and Open-File Reports Section [distrib- 
utor], 1990. 

v, 52 p. : ill., maps ; 28 cm. — (Water-resources investigations 
report ; 89-4052) Shipping list no.: 91-122-P. Includes biblio- 
graphical references (p. 51-52). @lItem 624-B 

1. Runoff — Washington (State)—King County. 2. 
Runoff — Washington (State)— Snohomish County. I. King 
County (Wash.). Dept. of Public Works. Il. Geological Survey 
(U.S.) IIL Title. IV. Title: Characterization and simulation of 
rainfall runoff relations for headwater basins in western King 
and Snohomish counties, Washington. V. Series. OCLC 
22502424 


91-13520 
I 19.42/4:89-4117 
Emme, David H. 

Shallow ground water in the Whitney Area, southeastern Las 
Vegas Valley, Clark County, Nevada / by David H. Emme and 
David E. Prudic ; prepared in cooperation with the U.S. Bureau 
of Reclamation.— Carson City, Nev. : Dept. of the Interior, 
U.S. Geological Survey ; Denver, CO : Books and Open-File 
Reports Section [distributor], 1991- 

v. : ill, maps ; 28 cm.— (Water-resources investigations 
report ; 89-4117) Shipping list no.: 91-099-P. Includes biblio- 
graphical references (pt. 1, p. 46-47). Contents: Pt. 1. Descrip- 
tion of chemical quality, 1986-87. @lItem 624-B 

1. Water, Underground — Nevada — Clark County — Sam- 
pling. 2. Water, Underground — Nevada — Clark County — 
Quality. I. Prudic, David E. II. United States. Bureau of 
Reclamation. III. Geological Survey (U.S.) IV. Title. V. 
Series. OCLC 23226802 
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91-13521 


I 19.42/4:89-4129 


Patterson, G. L. 


Ground-water levels and quality at Crex Meadows Wildlife 
Area, Burnett County, Wisconsin / by G.L. Patterson ; pre- 
pared in cooperation with the Wisconsin Department of Natural 
Resources. — Madison, Wis. : U.S. Dept. of the Interior, U.S. 
Geological Survey ; Denver, Colo. : Books and Open-File Re- 
ports Section [distributor], 1990. 

19 p. : ill., maps ; 28 cm. — (Water-resources investigations 
report ; 89-4129) Shipping list no.: 91-180-P. Includes biblio- 
graphical references (p. 15). @Item 624-B 

1. Water table — Wisconsin — Crex Meadows State Wildlife 
Area. 2. Water, Underground — Wisconsin — Crex Meadows 
State Wildlife Area — Quality. 3. Water quality — Wiscon- 
sin — Burnett County. I. Wisconsin. Dept. of Natural Re- 
sources. II. Geological Survey (U.S.) III. Title. IV. Title: 
Ground water levels and quality at Crex Meadows Wildlife 
Area, Burnett County, Wisconsin. V. Series. OCLC 
23203058 


91-13522 


I 19.42/4:89-4187 


Soenksen, P. J. 


Automatic tracer-dilution method used for stage-discharge 
ratings and streamflow hydrographs on small Iowa streams / by 
Philip J. Soenksen ; prepared in cooperation with the Highway 
Research Board, Highway Division, lowa Department of Trans- 
portation. — Iowa City, lowa : Dept. of the Interior, U.S. Geo- 
logical Survey ; Denver, Colo. : Books and Open-File Reports 
Section [distributor], 1990. 

vii, 45 p. : ill, map ; 28 cm.— (Water-resources investiga- 
tions report ; 89-4187) Title on p. [4] of cover: Automatic 
tracer-dilution method used on small Iowa streams. Shipping 
list no.: 90-336-P. Includes bibliographical references (p. 38). 
@ltem 624-B 

1. Stream measurements — Iowa. 2. Streamflow — Iowa. I. 
Iowa. Highway Research Board. II. Geological Survey (U.S.) 
III. Title. IV. Title: Automatic tracer dilution method used for 
stage discharge ratings and streamflow hydrographs on small 
Iowa streams. V. Title: Automatic tracer dilution method used 
on small Iowa streams. VI. Series. OCLC 21992483 


91-13523 


I 19.42/4:90-4015 


Hoos, Anne B. 


Recharge rates and aquifer hydraulic characteristics for se- 
lected drainage basins in middle and east Tennessee / by Anne 
B. Hoos ; prepared in cooperation with the Tennessee State 
Planning Office and the Tennessee Department of Health and 
Environment. — Nashville, Tenn. : Dept. of the Interior, U.S. 
Geological Survey ; Denver, Colo. : Books and Open-File Re- 
ports Section [distributor], 1990. 

iv, 34 p. : ill, maps ; 28 cm.— (Water-resources investiga- 
tions report ; 90-4015) Shipping list no.: 91-189-P. Includes 
bibliographical references (p. 34). @lItem 624-B 

1. Aquifers — Tennessee, Middle. 2. Aquifers — Tennessee, 
East. 3. Water, Underground — Tennessee, Middle. 4. Water, 
Underground — Tennessee, East. 5. Drainage — Tennessee, 
Middle. 6. Drainage — Tennessee, East. I. Tennessee State 
Planning Office. II. Tennessee. Dept. of Health and Environ- 
ment. III. Geological Survey (U.S.) IV. Title. V. Series. 
OCLC 23124604 


91-13524 


I 19.42/4:90-4068 


Alexander, Terry W. 


Analysis of alternative modifications for reducing backwater 
flooding at the Honey Creek coal strip mine reclamation site in 





Henry County, Missouri / by Terry W. Alexander ; prepared in 
cooperation with the Missouri Department of Natural Re- 
sources, Land Reclamation Commission. — Rolla, Mo. : Dept. 
of the Interior, U.S. Geological Survey ; Denver, Colo. : Books 
and Open-File Reports [distributor], 1990. 

vi, 22 p. : ill., maps ; 28 cm.— (Water-resources investiga- 
tions report ; 90-4068) Shipping list no.: 90-492-P. Includes 
bibliographical references (p. 22). @Item 624-B 

1. Reclamation of land — Missouri — Henry County. 2. Strip 
mining — Environmental aspects — Missouri— Henry County. 
I. Missouri. Land Reclamation Commission. II. Geological 
Survey (U.S.) III. Title. IV. Series. OCLC 22291579 


91-13525 


I 19.42/4:90-4069 
Phelps, G. G. 

Geology, hydrology, and water quality of the surficial aquifer 
system in Volusia County, Florida / by G.G. Phelps ; prepared 
in cooperation with Volusia County. — Tallahassee, Fla. : U.S. 
Dept. of the Interior, U.S. Geological Survey ; Denver, Colo. : 
Books and Open-File Reports [distributor], 1990. 

vi, 67 p. : ill, maps ; 28 cm.— (Water-resources investiga- 
tions report ; 90-4069) Shipping list no.: 91-117-P. Includes 
bibliographical references (p. 66-67). @lItem 624-B 

1. Aquifers — Florida — Volusia County. 2. Water, Under- 
ground — Florida — Volusia County — Quality. I. Volusia 
County (Fla.) II. Geological Survey (U.S.) III. Title. IV. 
Series. OCLC 23124585 


91-13526 


I 19.42/4:90-4073 
Geological Survey (U.S.) 

Sand and gravel aquifers of Schuyler County, New York / 
U.S. Department of the Interior, U.S. Geological Survey ; by 
Todd S. Miller ; prepared in cooperation with Schuyler County. 
Scale [ca. 1:48,000} (W 77°905'—W 76°40'/N 42°30'—N 
42°15’). — Ithaca, N.Y. : The Survey, 1990. 

1 map ; 73 x 91 cm., on sheet 79 x 94 cm., folded in envelope 
31 x 23 cm. (Water-resources investigations report ; 90-4073) 
Relief shown by contours and spot heights. Shipping list no.: 
91-0249-P. “Sheet 1.” Includes text, bibliography, and loca- 
tion map. @lItem 624-B 

1. Water, Underground—New York (State) — Schuyler 
County — Maps. 2. Aquifers— New York (State) — Schuyler 
County — Maps. I. Miller, Todd S. II. Schuyler County 
(N.Y.) III. Title. IV. Series. OCLC 23284077 


91-13527 


i 19.42/4:90-4110 


Baskin, Robert L. 


Selected factors related to the potential for contamination of 
the principal aquifer, Salt Lake Valley, Utah / by Robert L. 
Baskin ; prepared in cooperation with the Utah Department of 
Health, Division of Environmental Health. — Salt Lake City, 
Utah : Dept. of the Interior, U.S. Geological Survey ; Denver, 
Colo. : Books and Open-File Reports Section [distributor], 1990. 


v, 35 p. (some folded) : ill., col. maps ; 28 cm.— (Water- 
resources investigations report ; 90-4110) Shipping list no.: 91- 
073-P. One map on | folded leaf in pocket. Includes biblio- 
graphical references (p. 32-33). @Item 624-B 

1. Aquifers — Utah —- Salt Lake City Region. 2. Water — 
Pollution — Utah — Salt Lake City Region. 3. Groundwater 
flow — Utah — Salt Lake City Region. I. Utah. Division of 
Environmental Health. II. Geological Survey (U.S.) III. 
Title. IV. Series. OCLC 23131621 
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91-13528 


I 19.42/4:90-4133 


Mull, D. S. (Donald S.), 1933- 


Water availability and vulnerability of ground water to con- 
tamination in northwestern Hardin County, Kentucky / by D.S. 
Mull, Robert J. Faust, and Gary R. Martin ; prepared in coop- 
eration with the Hardin County Water District Number 1. — 
Louisville, Ky. : U.S. Dept. of the Interior, U.S. Geological 
Survey ; Denver, Colo. : Books and Open-File Reports [distrib- 
utor], 1990. 

v, 62 p. : ill., map ; 28 cm. — (Water-resources investigations 
report ; 90-4133) Shipping list no.: 91-162-P. One folded map 
in pocket. Includes bibliographical references (p. 51-54). 
@ltem 624-B 

1. Water, Underground — Pollution — Kentucky — Hardin 
County. 2. Water-supply — Kentucky — Hardin County. 3. 
Water quality — Kentucky — Hardin County — Measurement. 
I. Faust, Robert J. II. Martin, Gary R. III. Hardin County 
(Ky.). Water District #1. IV. Geological Survey (U.S.) V. 
Title. VI. Series. OCLC 23182745 


91-13529 


I 19.42/4:90-4152 


Greene, Earl A. 


Reconnaissance investigation of water quality, bottom sedi- 
ment, and biota associated with irrigation drainage in the An- 
gostura Reclamation Unit, southwestern South Dakota, 1988-89 
/ by Earl A. Greene, Charles L. Sowards, and Eugene W. 
Hansmann ; prepared in cooperation with the U.S. Fish and 
Wildlife Service, and the U.S. Bureau of Reclamation. — Rapid 
City, S.D. : U.S. Dept. of the Interior, U.S. Geological Survey ; 
Denver, CO : Books and Open-File Reports [distributor], 1990. 


vi, 75 p. : ill., maps ; 28 cm.— (Water-resources investiga- 
tions report ; 90-4152) Shipping list no.: 91-203-P. Includes 
bibliographical references (p. 57-59). @lItem 624-B 

1. Irrigation water — South Dakota — Quality. I. Sowards, 
Charles L. II. Hansmann, Eugene W. (Eugene William), 1933- 
III. U.S. Fish and Wildlife Service. IV. United States. Bureau 
of Reclamation. V. Geological Survey (U.S.) VI. Title. 
VII. Series. OCLC 23263468 


91-13530 


I 19.42/4:90-4169 


Geological Survey (U.S.) 


Water-surface profile and flood boundaries for the computed 
100-year flood, Poplar River, Fort Peck Indian Reservation, 
Montana / U.S. Department of the Interior, U.S. Geological 
Survey ; by R.J. Omang ; prepared in cooperation with the Fort 
Peck Tribes. Scale 1:48,000.— Helena, MT : The Survey ; 
Denver, CO : Books and Open-File Reports Section, [1990] 

1 map : col. ; sheet 85 x 89 cm., folded in envelope 30 x 24 
cm. 1 sheet (85 x 89 cm.) (Water-resources investigations report 
; 90-4169) Relief shown by contours and spot heights. Ship- 
ping list no.: 91-0199-P. “December 1990.” Includes text, bib- 
liography, 2 tables, location and index maps, graphs, diagram, 
and ancillary map. @lItem 624-B 

1. Flood forecasting — Montana — Fort Peck Indian Reserva- 
tion — Maps. 2. Flood forecasting — Poplar River Watershed 
(Sask. and Mont.)— Maps. I. Omang, R. J. II. Fort Peck 
Tribes. III. Title. IV. Series. OCLC 23185025 
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91-13531 
I 19.53/2:FL-85-4 
Water resources data. Florida. Tallahassee, Fla. : U.S. Dept. of the 

Interior, Geological Survey, Water Resources Division 
(Springfield, Va. : National Technical Information Service, dis- 
tributor, National Technical Information Service, Springfield, 
VA 22161 

v. : ill. ; 28 cm. (U.S. Geological Survey water-data report ; 
FL-85-4) 

Annual 

Began with water year 1981. Spine title: U.S.G.S. water 
resources data. Florida Water year 1985, v. 4. Description 
based on: Water year 1981. Contents: v. 4. Northwest Florida. 
Vols. for 1981- issued in several vols. Vols. for (1982-) distrib- 
uted to depository libraries in microfiche. Vols. for 1981- pre- 
pared in cooperation with the state of Florida and other agen- 
cies. @Item 619-E-9 (MF) ISSN 0275-2689 Main series: 
U.S. Geological Survey water-data report Continues: Water 
resources data for Florida ISSN 0275-2689 

1. Stream measurements — Florida — Periodicals. 2. Water 
quality — Florida — Periodicals. I. Geological Survey (U.S.). 
Water Resources Division. Key Title: Water resources data 
for Florida Il. Series. GB1225.F6A42 83-648235 553.7/ 
09759 /19 OCLC 09519641 


91-13532 
I 19.81:33113-A 6-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 35113-A6-TF-024, 
Palomas Mountains SW quadrangle, Arizona—Yuma Co. / pro- 
duced by the United States Geological Survey. Provisional ed. 
1990. Scale  1:24,000 transverse Mercator proj. (W 


113°45'00"—W 113°37'30" /N 33°07'30"—N 33°00'00"). — 


Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Palomas Mountains SW, Arizona. 
“Produced from original manuscript drawings.” “Compiled 
from aerial photographs taken 1962 and 1963, field checked 
1965, limited revision from aerial photographs taken 1985, field 
checked 1987, map edited 1990.” Map printed 1990. Includes 
quadrangle location map and index to adjoining quadrangles. 
@ltem 619-M-3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Palo- 
mas Mountains SW quadrangle, Arizona—Yuma Co. _III. Title: 
Palomas Mountains SW, Arizona. OCLC 11420436 


91-13533 
I 19.81:33113-A 7-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 33113-A7-TF-024, 
Neversweat Ridge quadrangle, Arizona—Yuma Co. / produced 
by the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 113°52'30"—W 
113°45'00"/N 33°07'30"—N 33°00'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Neversweat Ridge, Arizona. 
“Produced from original manuscript drawings.” “Compiled 
from aerial photographs taken 1962 and 1963, field checked 
1965, limited revision from aerial photographs taken 1985, field 
checked 1987, map edited 1990.” Map printed 1990. Includes 
quadrangle location map and index to adjoining quadrangles. 
@ltem 619-M-3 

1. Arizona— Maps, Topographic. I. Title. II. Title: Ne- 
versweat Ridge quadrangle, Arizona—Yuma Co. III. Title: 
Neversweat Ridge, Arizona. OCLC 11420436 
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91-13534 


I 19.81:33113-A 8-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 33113-A8-TF-024, 
Engesser Pass SW quadrangle, Arizona—Yuma Co. / produced 
by the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 114°00'00"—W 
113°52’30"/N 33°07'30"—N 33°00'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Engesser Pass SW, Arizona. 
“Produced from original manuscript drawings.” “Compiled 
from aerial photographs taken 1962 and 1963, field checked 
1965, limited revision from aerial photographs taken 1985, field 
checked 1987, map edited 1990.” Map printed 1990. Includes 
quadrangle location map and index to adjoining quadrangles. 
@ltem 619-M-3 

1. Arizona— Maps, Topographic. I. Title. II. Title: En- 
gesser Pass SW quadrangle, Arizona—Yuma Co. III. Title: 
Engesser Pass SW, Arizona. OCLC 11420436 


91-13535 


I 19.81:33113-B 6-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 33113-B6-TF-024, 
Palomas Mountains NW quadrangle, Arizona—Yuma Co. / pro- 
duced by the United States Geological Survey. Provisional ed. 
1990. Scale 1:24,000 transverse Mercator proj. (W 
113°45'00"—W_ :113°37'30"/N_ = 33°15‘00"—-N_ = 33907'30"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Palomas Mountains NW, Arizo- 
na. “Produced from original manuscript drawings.” “Com- 
piled from aerial photographs taken 1962 and 1963, field 
checked 1965, limited revision from aerial photographs taken 
1985, field checked 1987, map edited 1990.” Map printed 1990. 
Includes quadrangle location map and index to adjoining quad- 
rangles. @Item 619-M-3 

1. Arizona— Maps, Topographic. I. Title. II. Title: Palo- 
mas Mountains NW quadrangle, Arizona—Yuma Co. III. 
Title: Palomas Mountains NW, Arizona. OCLC 11420436 


91-13536 


I 19.81:33113-B 7-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 33113-B7-TF-024, 
Engesser Pass quadrangle, Arizona—Yuma Co. / produced by 
the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 113°52'30"—W 
113°45'00"/N 33°15'00"—N _ 33°07'30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Engesser Pass, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs taken 1962 and 1963, field checked 1965, 
limited revision from aerial photographs taken 1985, field 
checked 1987, map edited 1990.” Map printed 1990. Includes 
quadrangle location map and index to adjoining quadrangles. 
@ltem 619-M-3 

1. Arizona— Maps, Topographic. I. Title. II. Title: En- 
gesser Pass quadrangle, Arizona—Yuma Co. III. Title: En- 
gesser Pass, Arizona. OCLC 11420436 


91-13537 


I 19.81:33113-H 5-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 33113-H5-TF-024, 
Cunningham Pass quadrangle, Arizona—La Paz Co. / produced 





by the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 113°37'30"—W 
113°30'00"/N 34°00'00"—N 33°52'30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Cunningham Pass, Arizona. 
“Produced from original manuscript drawings.” “Compiled 
from aerial photographs taken 1951 and 1960, field checked 
1961, limited revision from aerial photographs taken 1985, field 
checked 1987, map edited 1990.” Map printed 1990. Includes 
quadrangle location map and index to adjoining quadrangles. 
@ltem 619-M-3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Cun- 
ningham Pass quadrangle, Arizona—La Paz Co. III. Title: 
Cunningham Pass, Arizona. OCLC 11420436 


91-13538 


I 19.81:33113-H 6-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 33113-H6-TF-024, 
Harcuvar Peak quadrangle, Arizona—La Paz Co. / produced 
by the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 113°45'00"—W 
113°37'30"/N 34°00'00"—N 33°52’30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Harcuvar Peak, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs taken 1951 and 1960, field checked 1961, 
limited revision from aerial photographs taken 1985, field 
checked 1987, map edited 1990.” Map printed 1990. Includes 
quadrangle location map and index to adjoining quadrangles. 
@ltem 619-M-3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Harcu- 
var Peak quadrangle, Arizona—La Paz Co. III. Title: Harcu- 
var Peak, Arizona. OCLC 11420436 


91-13539 


I 19.81:33113-H 7-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 33113-H7-TF-024, 
Bouse Hills East quadrangle, Arizona—La Paz Co. / produced 
by the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 113°52'30"—W 
113°45'00"/N 34°00'00"—N 33°52’30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Bouse Hills East, Arizona. 
“Produced from original manuscript drawings.” “Compiled 
from aerial photographs taken 1951 and 1960, field checked 
1962, limited revision from aerial photographs taken 1985, field 
checked 1987, map edited 1990.” Map printed 1990. Includes 
quadrangle location map and index to adjoining quadrangles. 
@ltem 619-M-3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Bouse 
Hills East quadrangle, Arizona—La Paz Co. III. Title: Bouse 
Hills East, Arizona. OCLC 11420436 


91-13540 


I 19.81:33114-A 1-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 33114-A1-TF-024, 
Slumgullion Pass quadrangle, Arizona—Yuma Co. / produced 
by the United States Geological Survey. Provisional ed. i990. 
Scale 1:24,000 ; transverse Mercator proj. (W 114907’30"—W 
114°00'00"/N 33°07'30"—N 33°00'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Slumgullion Pass, Arizona. 
“Produced from original manuscript drawings.” “Compiled 
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from aerial photographs taken 1962, field checked 1965, limited 
revision from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. @lItem 619-M- 
3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Slum- 
gullion Pass quadrangle, Arizona—Yuma Co. III. Title: Slum- 
gullion Pass, Arizona. OCLC 11420436 


91-13541 


I 19,81:33114-A 2-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 33114-A2-TF-024, 
Castle Dome Peak quadrangle, Arizona—Yuma Co. / produced 
by the United States Geclogical Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 114°15'00"—W 
114°07'30"/N 33°07'30"—N 33°00'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Castle Dome Peak, Arizona. 
“Produced from original manuscript drawings.” “Compiled 
from aerial photographs taken 1962, field checked 1965, limited 
revision from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. @lItem 619-M- 
3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Castle 
Dome Peak quadrangle, Arizona—Yuma Co. III. Title: Castle 
Dome Peak, Arizona. OCLC 11420436 


91-13542 


I 19.81:33114-C 1-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 33114-C1-TF-024, 
Palm Canyon quadrangle, Arizona—Yuma Co. / produced by 
the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 114°07'30"—W 
114°00'00"/N 33°22'30"—N 33°15'00”).— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Palm Canyon, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs taken 1956, field checked 1962, limited revi- 
sion from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. @Item 619-M- 
3 

1. Arizona— Maps, Topographic. I. Title. II. Title: Palm 
Canyon quadrangle, Arizona—Yuma Co. III. Title: Palm 
Canyon, Arizona. OCLC 11420436 


91-13543 


I 19.81:33114-D 2-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 33114-D2-TF-024, 
Livingston Hills NW quadrangle, Arizona / produced by the 
United States Geological Survey. Provisional ed. 1990. Scale 
1:24,000 transverse Mercator proj. (W_ 114°15'00"—W 
114907'30"/N 33°30'00"—N 33°22'30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Livingston Hills NW, Arizona. 
“Produced from original manuscript drawings.” “Compiled 
from aerial photographs 1956, field checked 1962, limited revi- 
sion from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Includes quadrangle location map and index 
to adjoining quadrangles. @Item 619-M-3 
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1. Arizona — Maps, Topographic. I. Title. II. Title: Liv- 
ingston Hills NW quadrangle, Arizona. III. Title: Livingston 
Hills, Arizona. OCLC 11420436 


91-13544 


I 19.81:33114-G 1-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 33114-G1-TF-024, 
Ibex Peak quadrangle, Arizona—La Paz Co. / produced by the 
United States Geological Survey. Provisional ed. 1990. Scale 
1:24,000 ; transverse Mercator proj. (W_ 114°07'30"—W 
114°00'00"/N 33°52'30"—N 33°45'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Ibex Peak, Arizona. “Produced 
from original manuscript drawings.” “Compiled from aerial 
photographs taken 1951 and 1960, field checked 1962, limited 
revision from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. Item 619-M- 
3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Ibex 
Peak quadrangle, Arizona—La Paz Co. III. Title: Ibex Peak, 
Arizona. OCLC 11420436 


91-13545 


I 19.81:33114-G 2-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 33114~-G2-TF-024, 
Bouse SW quadrangle, Arizona—La Paz Co. / produced by the 
United States Geological Survey. Provisional ed. 1990. Scale 
1:24,000 transverse Mercator proj. (W_ 114°15‘00"—W 
114°07'30"/N 33°52'30"—N 33°45'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 


and spot heights. Filing title: Bouse SW, Arizona. “Produced 
from original manuscript drawings.” “Compiled from aerial 
photographs taken 1951 and 1960, field checked 1962, limited 
revision from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 


cation map and index to adjoining quadrangles. Item 619-M- 
3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Bouse 
SW quadrangle, Arizona—La Paz Co. III. Title: Bouse SW, 


Arizona. OCLC 11420436 


91-13546 


I 19.81:34110-B 8-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 34110-B8-TF-024, 
Planet quadrangle, Arizona / produced by the United States 
Geological Survey. Provisional ed. 1990. Scale 1:24,000 ; trans- 
verse Mercator proj. (W _ 114900‘00"—W _ 113°52'30"/N 
34°15’00"—N 34°07'30"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Planet, Arizona. “Produced 
from original manuscript drawings.” “Compiled from aerial 
photographs 1964, field checked 1966, limited revision from 
aerial photographs taken 1985, field checked 1987, map edited 
1990.” Includes quadrangle location map and index to adjoin- 
ing quadrangles. @lItem 619-M-3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Planet 
quadrangle, Arizona. III. Title: Planet, Arizona. OCLC 
11420436 


91-13547 


I 19.81:34110-C 5-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 34110-C5-TF-024, 
Outlaw Draw quadrangle, Arizona—Navajo Co. / produced by 
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the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 110°37'30"—W 
110°30'00"/N 34°22'30"—N 34°15'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Outlaw Draw, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs 1960, field checked 1961, limited revision 
from aerial photographs taken 1985, field checked 1987, map 
edited 1990.” Includes quadrangle location map and index to 
adjoining quadrangles. @lItem 619-M-3 

1. Arizona—Maps, Topographic. I. Title. II. Title: 
Outlaw Draw quadrangle, Arizona—Navajo Co. III. Title: 
Outlaw Draw, Arizona. OCLC 11420436 


91-13548 


I 19,81:34110-C 6-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 34110-C6-TF-024, 
Brookbank Point quadrangle, Arizona—Navajo Co. / produced 
by the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 110°45'00”"—W 
109°37'30"/N 34°22'30"—N 34°15'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Brookbank, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs 1960, field checked 1961, limited revision 
from aerial photographs taken 1985, field checked 1987, map 
edited 1990.” Includes quadrangle location map and index to 
adjoining quadrangles. @Item 619-M-3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Brook- 
bank Point quadrangle, Arizona—Navajo Co. III. Title: 
Brookbank Point, Arizona. OCLC 11420436 


91-13549 


I 19.81:34110-C 7-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 34110-C7-TF-024, 
O W Point quadrangle, Arizona / produced by the United 
States Geological Survey. Provisional ed. 1990. Scale 1:24,000 ; 
transverse Mercator proj. (W 110°52’30"—W_ 110°45'00"/N 
34°22'30"—N 34°15'00”). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: O W Point, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs 1985, field checked 1987, map edited 1990.” 
Includes quadrangle location map and index to adjoining quad- 
rangles. @Item 619-M-3 

1. Arizona— Maps, Topographic. I. Title. II. Title: O W 
Point quadrangle, Arizona. III. Title: O W Point, Arizona. 
OCLC 11420436 


91-13550 


I 19.81:34112-F 3-TF-024/973 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 34112-F3-TF-024, 
Prescott Valley North quadrangle, Arizona—Yavapai Co., 1973 
/ mapped, edited, and published by the Geological Survey. 
Scale 1:24,000 ; polyconic proj. (W 112°22'30"—W 112°15'00"/ 
N 34°45'00"—N 34°37'30").— Reston, Va. : The Survey ; 
Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Prescott Valley North, Ariz. 
“Topography by photogrammetric methods from aerial photo- 
graphs taken 1972, field checked 1973.” Map printed 1991. 
Includes quadrangle location map. “DMA 3553 III NE— 
Series V898.” @Item 619-M-3 





1. Arizona— Maps, Topographic. I. Title. II. Title: Pres- 
cott Valley North quadrangle, Arizona—Yavapai Co. III. 
Title: Prescott Valley North, Ariz. OCLC 11432487 


91-13551 


I 19.81:34113-A 5-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 34113-A5-TF-024, 
Alamo Dam SE quadrangle, Arizona—La Paz Co. / produced 
by the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 113°37'30"—W 
113°30'00"/N 34°07'30"—N 34°00'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—}- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Alamo Dam SE, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs taken 1964, field checked 1966, limited revi- 
sion from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. @lItem 619-M- 
3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Alamo 
Dam SE quadrangle, Arizona—La Paz Co. III. Title: Alamo 
Dam SE, Arizona. OCLC 11420436 


91-13552 


I 19.81:34113-A 6-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 34113-A6-TF-024, 
Butler Well quadrangle, Arizona—La Paz Co. / produced by 
the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 113°37'30"—W 
113°30'00"/N 34°07'30"—N 34°00'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Alamo Dam SE, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs taken 1964, field checked 1966, limited revi- 
sion from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. @Item 619-M- 
3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Alamo 
Dam SE quadrangle, Arizona—La Paz Co. III. Title: Alamo 
Dam SE, Arizona. OCLC 11420436 


91-13553 


I 19.81:34113-A 7-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 34113-A7-TF-024, 
Butler Pass quadrangle, Arizona—La Paz Co. / produces by the 
United States Geological Survey. Provisional ed. 1990. Scale 
1:24,000 ; transverse Mercator proj. (W_  113°52'30"—W 
113°45'00"/N 34°07'30"—N 34°00'00").— Reston, Va. : The 
Survey ; Denver, Colc. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Butler Pass, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs taken 1964, field checked 1966, limited revi- 
sion from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. @lItem 619-M- 
3 

1. Arizona — Maps, Topographic. I. Title. Ii. Title: Butler 
Pass quadrangle, Arizona—La Paz Co. III. Title: Butler Pass, 
Arizona. OCLC 11420436 
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91-13554 


I 19,81:34113-A 8-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 34113-A8-TF-024, 
Powerline Well quadrangle, Arizona—La Paz Co. / produced 
by the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 114°00'00"—W 
113°52’30"/N 34°07'30"—N 34°00'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Powerline Well, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs taken 1964, field checked 1966, limited revi- 
sion from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. Item 619-M- 
3 

1. Arizona—Maps, Topographic. I. Title. II. Title: 
Powerline Well quadrangle, Arizona—La Paz Co. III. Title: 
Powerline Well, Arizona. OCLC 11420436 


91-13555 


I 19.81:34113-C 6-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 34113-C6-TF-024, 
Rawhide Wash quadrangle, Arizona—Mohave Co. / produced 
by the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 113°45'00"—W 
113°37'30"/N 34°22'30"—N 34°15'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Rawhide Wash, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs taken 1964, field checked 1966, limited revi- 
sion from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. @Item 619-M- 
3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Raw- 
hide Wash quadrangle, Arizona—Mohave Co. III. Title: Raw- 
hide Wash, Arizona. OCLC 11420436 


91-13556 


I 19.81:34113-D 1-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 34113-D1-TF-024, 
Livingston Hills quadrangle, Arizona / produced by the United 
States Geological Survey. Provisional ed. 1990. Scale 1:24,000 ; 
transverse Mercator proj. (W 114907'30"—W_ 114°00'00"/N 
33°30'00"—N 33°22'30"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Livingston Hills, Arizona. 
“Produced from original manuscript drawings.” “Compiled 
from aerial photographs taken 1956, field checked 1962, limited 
revision from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. Item 619-M- 
3 

1. Arizona— Maps, Topographic. I. Title. II. Title: Liv- 
ingston Hills quadrangle, Arizona. III. Title: Livingston Hills, 
Arizona. OCLC 11420436 


91-13557 


I 19.81:34113-D 7-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 34113-D7-TF-024, 
Mc Cracken Peak quadrangle, Arizona—Mohave Co. / pro- 
duced by the United States Geological Survey. Provisional ed. 
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1990. Scale 1:24,000 ; tramsverse Mercator proj. (W 
113°52'30"—W_ = 113°45'00"/N 34°30'00"—-N  34°22'30"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19-—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Mc Cracken Peak, Arizona. 
“Produced from original manuscript drawings.” “Compiled 
from aerial photographs taken 1964, field checked 1966, limited 
revision from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. @Item 619-M- 
3 


1. Arizona— Maps, Topographic. I. Title. II. Title: Mc 
Cracken Peak quadrangle, Arizona—Mohave Co. III. Title: 
Mc Cracken Peak, Arizona. IV. Title: McCracken Peak quad- 
rangle, Arizona—Mohave Co. OCLC 11420436 


91-13558 


I 19.81:34113-D 8-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Arizona]. 34113-D8-TF-024, 
Castaneda Hills quadrangle, Arizona—Mohave Co. / produced 
by the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 114°00’00"—W 
114°00'00"/N 34°30'00"—N 34°22'30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Castaneda Hills, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs taken 1964, field checked 1966, limited revi- 
sion from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. @Item 619-M- 
3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Cas- 
taneda Hills quadrangle, Arizona—Mohave Co. _III. Title: Cas- 
taneda Hills, Arizona. OCLC 11420436 


91-13559 


I 19.81:34114-A 2-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 34114-A2-TF-024, 
Black Peak quadrangle, Arizona—La Paz Co. / produced by 
the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 114°15’00”’—W 
114°07'30"/N 34°07'30"—N 34°00'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; sheets 69 x 56 cm. Relief shown by contours 
and spot heights. Filing title: Black Peak, Arizona. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs taken 1955, field checked 1959, limited revi- 
sion from aerial photographs taken 1985, field checked 1987, 
map edited 1990.” Map printed 1990. Includes quadrangle lo- 
cation map and index to adjoining quadrangles. @Item 619-M- 
3 

1. Arizona — Maps, Topographic. I. Title. II. Title: Black 


maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Broad Creek, N.C. “Revisions 
shown in purple compiled by the Geological Survey from aerial 
photographs taken 1971.” “Map photoinspected 1980, no 
major culture or drainage changes observed.” Map printed 
1990. Includes quadrangle location map. “N3500—W7630/ 
7.5.” “AMS 5654 II SE—Series V842.” @lItem 619-M-33 

1. North Carolina — Maps, Topographic. I. U.S. Coast and 
Geodetic Survey. II. Title. III. Title: Broad Creek quadran- 
gle, North Carolina. IV. Title: Broad Creek, N.C. OCLC 
11619901 


91-13561 


I 19.81:35078-H 4-TF-024/980 


Geological Survey (U.S.) 


7.5 minute series (topographic), [North Carolina]. [35078-H4- 
TF-024], Rolesville quadrangle, North Carolina, 1967 / mapped, 
edited, and published by the Geological Survey. Photorevised 
1973, photoinspected 1980. Scale 1:24,000 ; polyconic proj. (W 
78°30'00"—W 78°22'30"/N 36°00'00"—N 35°52'30”). — Reston, 
Va. : The Survey ; Denver, Colo. : For sale by the Survey, 
[19—}- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Rolesville, N.C. “Revisions 
shown in purple compiled from aerial photographs taken 1973.” 
“Map photoinspected 1980, no major culture or drainage 
changes observed.” Map printed 1990. Includes quadrangle 
location map. “N3552.5—W7822.5/7.5.” “AMS 5355 IV 
NW—Series V842.” @Item 619-M-33 

1. North Carolina — Maps, Topographic. I. Title. II. Title: 
Rolesville quadrangle, North Carolina. III. Title: Rolesville, 
N.C. OCLC 11619901 


91-13562 


I 19.81:35083-D 6-TF-024/987 


Geological Survey (U.S.) 


7.5 minute series (topographic), [North Carolina]. [35083-Dé6- 
TF-024], Tuskeegee quadrangle, North Carolina, 1961 / mapped 
and edited by Tennessee Valley Authority ; published by the 
Geological Survey ; Tennessee Valley Authority, Maps and 
Surveys Branch. Photoinspected 1987. Scale 1:24,000 ; poly- 
conic proj. (W 83°45'00"—W_ 83°37'30"/N 35°30'00"—N 
35°22'30"). — Reston, Va. : The Survey ; Denver, Colo. : For 
sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Tuskeegee, N.C. “Map photoin- 
spected 1987, no major culture or drainage changes observed.” 
Map printed 1990. Includes quadrangle location map. 
““N3522.5—W8337.5/7.5.” “AMS 4254 I NW—Series V842.” 
@ltem 619-M-33 

1. North Carolina— Maps, Topographic. I. Tennessee 
Valley Authority. Maps and Surveys Branch. II. Title. III. 
Title: Tuskeegee quadrangle, North Carolina. IV. Title: Tus- 
keegee N.C. OCLC 11619901 


Peak quadrangle, Arizona—La Paz Co. III. Title: Black Peak, 7 


Arizona. OCLC 11420436 
91-13560 


I 19.81:35084-A 7-TF-024/989 
Geological Survey (U.S.) 
7.5 minute series (topographic), [Tennessee]. 35084-A7-TF- 
024, Felker quadrangle, Tennessee, 1967 / mapped and edited 
by Tennessee Valey Authority ; published by the Geological 


I 19.81:35076-A 5-TF-024/980 
Geological Survey (U.S.) 


7.5 minute series (topographic), [North Carolina]. [35076-A5- 
TF-024], Broad Creek quadrangle, North Carolina, edition of 
1951 / mapped by the U.S. Coast and Geodetic Survey ; edited 
and published by the Geological Survey. Photorevised 1971, 
photoinspected 1980. Scale 1:24,000 ; polyconic proj. (W 
76°37'30"—W 76°30'00"/N 35°07'30"—N 35°00'00"). — Reston, 
Va. : The Survey ; Denver, Colo. : For sale by the Survey, 
[19—}- 
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Survey ; Tennessee Valley Authority, Maps and Surveys De- 
partment. Photorevised 1989. Scale 1:24,000 ; polyconic proj. 
(W 84°52'30"—W 84°45'00"/N 35°07'30"—N 35°00'00"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey ; Nashville, Tenn. : Tennessee Dept. of Conservation, 
Division of Geology, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Felker, Tenn. “Revisions shown 





in purple compiled by the Tennessee Valley Authority from 
aerial photographs taken 1985 ... map edited 1989.” Map print- 
ed 1900. Includes quadrangle location map. “DMA 4054 III 
SE—Series V841.” @Item 619-M-42 

1. Tennessee— Maps, Topographic. I. Tennessee Valley 
Authority. Maps and Surveys Dept. II. Title. III. Title: 
Felker quadrangle, Tennessee. IV. Title: Felker, Tenn. 
OCLC 11400879 


91-13564 


I 19.81:35084-G 4-TF-024/989 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Tennessee]. 35084-G4-TF- 
024, Cave Creek quadrangle, Tennessee, 1968 / mapped and 
edited by Tennessee Valey Authority ; published by the Geo- 
logical Survey ; Tennessee Valley Authority, Maps and Surveys 
Department. Photorevised 1989. Scale 1:24,000 ; polyconic proj. 
(W 84°30'00"—W 9 84°22'30"/N 35°52'30"—N 35°45'00"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey ; Nashvilie, Tenn. : Tennessee Dept. of Conservation, 
Division of Geology, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Cave Creek, Tenn. “Revisions 
shown in purple compiled by the Tennessee Valley Authority 
from aerial photographs taken 1987 ... map edited 1989.” Map 
printed 1900. Includes quadrangle location map. “DMA 4155 
IV NE—Series V841.” @lItem 619-M-42 

1. Tennessee— Maps, Topographic. I. Tennessee Valley 
Authority. Maps and Surveys Dept. II. Title. III. Title: Cave 
Creek quadrangle, Tennessee. IV. Title: Cave Creek, Tenn. 
OCLC 11400879 


91-13565 


I 19.81:35085-B 3-TF-024/988 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Tennessee]. 35085-B3-TF- 
024, Fairmount quadrangle, Tennessee, 1969 / mapped and 
edited by Tennessee Valey Authority ; published by the Geo- 
logical Survey ; Tennessee Valley Authority, Maps and Surveys 
Department. Photorevised 1988. Scale 1:24,000 ; polyconic proj. 
(W 85°22'30"—W_85°15’00"/N 35°15'00"—N_ 35°07'30"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey ; Nashville, Tenn. : Tennessee Dept. of Conservation, 
Division of Geology, [19—]- 

: col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Fairmount, Tenn. “Revisions 
shown in purple compiled by the Tennessee Valley Authority 
from aerial photographs taken 1981 ... map edited 1988.” In- 
cludes quadrangle location map. “DMA 3954 III NE—Series 
V841.” @Item 619-M-42 

1. Tennessee— Maps, Topographic. I. Tennessee Valley 
Authority. Maps and Surveys Dept. II. Title. III. Title: Fair- 
mount quadrangle, Tennessee. IV. Title: Fairmount, Tenn. 
OCLC 11400879 


91-13566 


I 19.81:35113-B 7-TF-024/980 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Arizona]. 35113-B7-TF-024, 
Hualapai Spring quadrangle, Arizona—Mohave Co., 1968 / 
mapped, edited, and published by the Geological Survey. Pho- 
torevised 1980. Scale 1:24,000 ; polyconic proj. (W 113°52’30”— 
W 113°45'00"/N 35°15'00"—N 35°07'30"). — Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Hualapai Spring, Ariz. “Revi- 
sions shown in purple compiled from aerial photographs taken 
1978 ... map edited 1980.” Map printed 1991. Includes quad- 
rangle location map. “DMA 3254 III NE—Series V898.” 
@ltem 619-M-3 
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1. Arizona — Maps, Topographic. I. Title. II. Title: Huala- 
pai Spring quadrangle, Arizona—Mohave Co. III. Title: Hua- 
lapai Spring, Ariz. OCLC 11422768 


91-13567 


I 19.81:36077-H 3-TF-024/978 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Virginia]. 36077-H3-TF-024, 
Sussex quadrangle, Virginia—Sussex Co., 1967 / mapped, 
edited, and published by the Geological Survey. Photoinspected 
1978. Scale 1:24,000 ; polyconic proj. (W 77°22'30°—W 
77°15'00"/N 37°00'00"—N 36°52'30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey ; Charlottes- 
ville, Va. : Virginia Division of Mineral Resources, [19—]- 

maps : col. ; on sheets 74 x 59 cm. or smaller. Relief shown 
by contours and spot heights. Filing title: Sussex, Va. “Map 
photoinspected 1978, no major culture or drainage changes ob- 
served.” Includes quadrangle location map. “N3652.5— 
W7715/7.5.”. “AMS 5557 IV NE — Series V834.” @lItem 
619-M-46 

1. Virginia — Maps, Topographic. I. Title. II. Title: Sussex 
quadrangle, Virginia—Sussex Co. III. Title: Sussex, Va. 
OCLC 11394495 


91-13568 


I 19.81:36078-F 4-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Virginia]. 36078-F4-TF-024, 
Boydton quadrangle, Virginia—Mecklenburg Co., 1968 / 
mapped, edited, and published by the Geological Survey ; com- 
monwealth of Virginia, Division of Mineral Resources. Photore- 
vised 1990. Scale 1:24,000 ; polyconic proj. (W 78°30'30"—W 
78°22'30"/N 36°45'00"—N 36°37 30°).—Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey ; Charlottes- 
ville, Va. : Virginia Division of Mineral Resources, [19—]- 

maps : col. ; on sheets 74 x 59 cm. or smaller. Relief shown 
by contours and spot heights. Filing title: Boydton, Va. “Re- 
visions shown in purple and woodland compiled in cooperation 
with commonwealth of Virginia agencies from aerial photo- 
gaphs taken 1988 ... map edited 1990.” Includes quadrangle 
location map. “DMA 5357 III NW — Series V834.” @Item 
619-M-46 

1. Virginia — Maps, Topographic. I. Virginia. Division of 
Mineral Resources. II. Title. III. Title: Boydton quadrangle, 
Virginia—Mecklenburg Co. IV. Title: Boydton, Va. OCLC 
11394495 


91-13569 


I 19.81:36078-G 3-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Virginia]. 36078-G3-TF-024, 
Wightman quadrangle, Virginia, 1966 / mapped, edited, and 
published by the Geological Survey ; commonwealth of Virgin- 
ia, Division of Mineral Resources. Photorevised 1990. Scale 
1:24,000 ; polyconic proj. (W 78°22'30"—W 78°15'00"/N 
36°52'30"—N 36°45'00"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey ; Charlottesville, Va. : Virginia 
Division of Mineral Resources, [19—]- 

maps : col. ; on sheets 74 x 59 cm. or smaller. Relief shown 
by contours and spot heights. Filing title: Wightman, Va. 
“Revisions shown in purple and woodland compiled in coopera- 
tion with commonwealth of Virginia agencies from aerial photo- 
gaphs taken 1988 ... map edited 1990.” Includes quadrangle 
location map. “DMA 5357 IV SE — Series V834.” @Item 
619-M-46 

1. Virginia — Maps, Topographic. I. Virginia. Division of 
Mineral Resources. II. Title. III. Title: Wightman quadran- 
gle, Virginia. IV. Title: Wightman, Va. OCLC 11394495 
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91-13570 


I 19.81:36079-G 1-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Virginia]. 36079-G1-TF-024, 
Vernon Hill quadrangle, Virginia—Halifax Co., 1968 / mapped, 
edited, and published by the Geological Survey ; common- 
wealth of Virginia, Division of Mineral Resources. Photorevised 
1990. Scale 1:24,000 ; polyconic proj. (W 79°07'30"—W 
79°00'00"/N 36°52'30"—N 36°45'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey ; Charlottes- 
ville, Va. : Virginia Division of Mineral Resources, [19—]- 

maps : col. ; on sheets 74 x 59 cm. or smaller. Relief shown 
by contours and spot heights. “Revisions shown in purple and 
woodland compiled in cooperation with commonwealth of Vir- 
ginia agencies from aerial photographs taken 1988 ... map edited 
1990.” Includes quadrangle location map. “DMA 5157 I SE 
— Series V834.” @ltem 619-M-46 

1. Virginia — Maps, Topographic. I. Virginia. Division of 
Mineral Resources. II. Title. III. Title: Vernon Hill quadran- 
gle, Virginia—Halifax Co. IV. Title: Vernon Hill, Va. OCLC 
11394495 


91-13571 


I 19.81:36079-H 1-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Virginia]. 36079-H1-TF-024, 
Republican Grove quadrangle, Virginia, 1968 / mapped, edited, 
and published by the Geological Survey ; commonwealth of 
Virginia, Division of Mineral Resources. Photorevised 1990. 
Scale 1:24,000 ; polyconic proj. (W 79°07'30"—W 79°00'00"/N 
37°00'00"—N 36°52 30”). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey ; Charlottesville, Va. : Virginia 
Division of Mineral Resources, [19—]- 

maps : col. ; on sheets 74 x 59 cm. or smaller. Relief shown 
by contours and spot heights. Filing title: Republican Grove, 
Va. “Revisions shown in purple and woodland compiled in 
cooperation with commonwealth of Virginia agencies from 
aerial photogaphs taken 1988 ... map edited 1990.” Includes 
quadrangle location map. “DMA 5157 I NE — Series V834.” 
@ltem 619-M-46 

1. Virginia — Maps, Topographic. I. Virginia. Division of 
Mineral Resources. II. Title. III. Title: Republican Grove 
quadrangle, Virginia. IV. Title: Republican Grove, Va. 
OCLC 11394495 


91-13572 


I 19.81:36080-D 2-TF-024/984 
Geological Survey (U.S.) 

7.5 minute series (topographic), [North Carolina]. [36080-D2- 
TF-024], Danbury quadrangle, North Carolina—Stokes Co., 
1971 / mapped, edited, and published by the Geological Survey. 
Photoinspected 1984. Scale 1:24,000 ; polyconic proj. (W 
80°15'00"—W 80°07'30"/N 36°30’'00"—N 36°22'30”). — Reston, 
Va. : The Survey ; Denver, Colo. : For sale by the Survey, 
[19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Danbury, N.C. “Map photoin- 
spected 1984, no major culture or drainage changes observed.” 
Map printed 1990. Includes quadrangle location map. 
“N3622.5—W8007.5/7.5.”" “AMS 4956 I NW—Series V842.” 
@ltem 619-M-33 

1. North Carolina — Maps, Topographic. I. Title. II. Title: 
Danbury quadrangle, North Carolina—Stokes Co. III. Title: 
Danbury, N.C. OCLC 11619901 


91-13573 


I 19.81:37090-E 6-TF-024/980 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Missouri]. [37090-E6-TF- 
024], Higdon quadrangle, Missouri, 1959 / mapped, edited, and 
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published by the Geological Survey ; state of Missouri, Geologi- 
cal Survey and Water Resources. Photoinspected 1980. Scale 
1:24,000 ; polyconic proj. (W 90°15'00"—W 90°07'30"/N 
37°37'30"—N 37°30'00"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Higdon, Mo. “Map photoin- 
spected 1980, no major culture or drainage changes observed.” 
Map printed 1990. Includes quadrangle location map. 
“N3730-W9007.5/7.5.”" “AMS 7959 II SW—Series V879.” 
@ltem 619-M-25 

I. Missouri. Division of Geological Survey and Water Re- 
sources. II. Title. III. Title: Higdon quadrangle, Missouri. 
IV. Title: Higdon, Mo. OCLC 11483713 


91-13574 


I 19.81:37091-H 1-TF-024/982 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Missouri]. [37091-H1-TF- 
024], Berryman quadrangle, Missouri, 1978 / mapped, edited, 
and published by the Geological Survey ; state of Missouri, 
Department of Natural Resources. Photoinspected 1982. Scale 
1:24,000 ; polyconic proj. (W 91°07'30"—W 91°00'00"/N 
38°00'00”—N 37°52'30”). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Berryman, Mo. “Map photoin- 
spected 1982, no major culture or drainage changes observed.” 
Map printed 1990. Includes quadrangle location map. 
“N3752.5-W9100/7.5.”". “AMS 7759 I NE—Series V879.” 
@ltem 619-M-25 

I. Missouri. Dept. of Natural Resources. II. Title. III. 
Title: Berryman quadrangle, Missouri. IV. Title: Berryman, 
Mo. OCLC 11483713 


91-13575 


I 19.81:37107-C 1-TF-024/964 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Colorado]. 37107-C1-TF-024, 
Pagosa Springs quadrangle, Colorado—Archuleta Co., 1964 / 
mapped by the U.S. Forest Service ; edited and published by 
the Geological Survey. Scale 1:24,000 ; Lambert conformal 
conic proj. (W 107°07'30"—W_ 107°900'00"/N 37°22'30"—N 
37°15'00”). — Reston, Va. : The Survey ; Denver, Colo. : For 
sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Pagosa Springs, Colo. “Topog- 
raphy by photogrammetric methods from aerial photographs 
taken 1950 and 1960, field checked by USGS 1964.” Map 
printed 1991. Includes quadrangle location map. “DMA 4558 
I SE—Series V877.” @Item 619-M-6 

1. Colorado — Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: Pagosa Springs quadrangle, Col- 
orado—Archuleta Co. IV. Title: Pagosa Springs, Colo. 
OCLC 10562344 


91-13576 


I 19.81:37107-D 4-TF-024/973 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Colorado]. 37107-D4-TF-024, 
Granite Peak quadrangle, Colorado, 1964 / mapped by the 
Forest Service ; edited and published by the Geological Survey. 
Photoinspected 1973. Scale 1:24,000 ; polyconic proj. (W 
107°30'00"—W = 107°22'30"/N = 37°30'00"—-N_ = 37°22'30"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Granite Peak, Colo. “Map pho- 
toinspected 1973, no major culture or drainage changes ob- 





served.” Map printed 1991. Includes quadrangle location 
map. “DMA 4558 IV NW—Series V877.” @Item 619-M-6 

1. Colorado — Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: Granite Peak quadrangle, Colo- 
rado. IV. Title: Granite Peak, Colo. OCLC 11520845 


91-13577 


I 19.81:37108-F 2-TF-024/971 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Colorado]. 37108-F2-TF-024, 
Clyde Lake quadrangle, Colorado, 1963 / mapped by the Forest 
Service ; edited and published by the Geological Survey. Pho- 
toinspected 1971. Scale 1:24,000 ; polyconic proj. (W 
108°15'00"—W_ = 108°07'30"/N = 37°45'00"—-N = 37°37'30"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Clyde Lake, Colo. “Map pho- 
toinspected 1971, no major culture or drainage changes ob- 
served.” Map printed 1990. Includes quadrangle location 
map. “N3737.5—W10807.5/7.5.” “AMS 4359 II NW—Series 
V877.” @Item 619-M-6 

1. Colorado — Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: Clyde Lake quadrangle, Colora- 
do. IV. Title: Clyde Lake, Colo. OCLC 11520845 


91-13578 


I 19.81:37114-A 1-TF-024/980 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Nevada]. [37114-A1-TF-024], 
Terry Benches, Nevada—Utah—Arizona, 1973 / mapped, 
edited, and published by the Geological Survey. Photoinspected 
1980. Scale 1:24,000 ; tramsverse Mercator proj. (W 
114°07'30"—W_ ~=—114°00’00"/N = 37°907’30"—-N_ _37°00'00"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Terry Benches, Nev.—Utah— 
Ariz. “Map photoinspected 1980, no major culture or drainage 
changes observed.” Map printed 1990. Includes quadrangle 
location map. “N3700—W11400/7.5.” “AMS 3158 II SE— 
Series V896.” @Item 619-M-28 

1. Nevada— Maps, Topographic. 2. Utah— Maps, Topo- 
graphic. I. Title. II. Title: Terry Benches quadrangle, 
Nevada—Utah—Ariz. III. Title: Terry Benches, Nev.— 
Utah—Ariz. OCLC 11456582 


91-13579 


I 19.81:37114-F 6-TF-024/980 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Nevada]. [37114-F6-TF-024], 
Caliente NW quadrangle, Nevada—Lincoln Co., 1970 / 
mapped, edited, and published by the Geological Survey. Pho- 
toinspected 1980. Scale 1:24,000 ; polyconic proj. (W 
114°45'00"—W_ _114°37’30"/N = 37°45'00"—-N__—- 3793730"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Caliente NW, Nev. “Map pho- 
toinspected 1980, no major culture or drainage changes ob- 
served.” Map printed 1990. Includes quadrangle location 
map. “N3737.5—W11437.5/7.5.” “AMS 3059 Il NW—Series 
V896.” @Item 619-M-28 

1. Nevada— Maps, Topographic. I. Title. II. Title: Ca- 
liente NW quadrangle, Nevada—Lincoln Co. III. Title: Ca- 
liente NW, Nev. OCLC 11456582 
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91-13580 


I 19.81:37120-B 6-TF-024/976 


Geological Survey (U.S.) 


7.5 minute series (topographic), [California]. 37120-B6-TF- 
024, Turner Ranch quadrangle, California—Merced Co., 1961 / 
mapped, edited, and published by the Geological Survey ; state 
of California, Department of Water Resources. Photoinspected 
1976. Scale 1:24,000 ; polyconic proj. (W 120°45‘00"—W 
128°37'30"/N 37°15'00"—N 37907'30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Turner Ranch, Calif. “Map 
photoinspected 1976, no major culture or drainage changes ob- 
served.” Map printed 1990. Includes quadrangle location 
map. “DMA 1858 II NW—Series V895.” @lItem 619-M-5 

1. California— Maps, Topographic. I. California. Dept. of 
Water Resources. II. Title. III. Title: Turner Ranch quadran- 
gle, California—Merced Co. IV. Title: Turner Ranch, Calif. 
OCLC 11456418 


91-13581 


I 19.81:38074-E 7-TF-024/977 


Geological Survey (U.S.) 


7.5 minute series (topographic), [New Jersey]. 38074-E7-TF- 
024, Wildwood quadrangle, New Jersey—Cape May Co., 1955 / 
mapped by the Army Map Service ; edited and published by the 
Geological Survey. Photorevised 1972, photoinspected 1977. 
Scale 1:24,000 ; polyconic proj. (W 74°52'30"—W 74°45'00"/N 
39°00'00"—N 38°52’30”). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Depths shown by isolines 
and soundings. Filing title: Wildwood, NJ. “Revisions 
shown in purple compiled by the Geological Survey from aerial 
photographs taken 1972.” “Map photoinspected 1977, no 
major culture or drainage changes observed.” Includes quad- 
rangle location map. “N3852.5—W7445/7.5.” “AMS 6061 IV 
NE—Series V822.” @Item 619-M-30 

1. New Jersey— Maps, Topographic. I. United States. 
Army Map Service. II. Title. III. Title: Wildwood quadran- 
gle, New Jersey—Cape May Co. IV. Title: Wildwood, NJ. 
OCLC 10593237 


91-13582 


I 19.81:38077-E 8-TF-024/981 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Virginia]. 38077-E8-TF-024, 
Brandy Station quadrangle, Virginia, 1966 / mapped, edited, 
and published by the Geological Survey ; commonwealth of 
Virginia, Division of Mineral Resources. Photorevised 1978, 
photoinspected 1981. Scale 1:24,000 ; polyconic proj. (W 
78°00'00"—W 77°52'30"/N 38°37'30"—N 38°30'00”). — Reston, 
Va. : The Survey ; Denver, Colo. : For sale by the Survey ; 
Charlottesville, Va. : Virginia Division of Mineral Resources, 
[19—]- 

maps : col. ; on sheets 74 x 59 cm. or smaller. Relief shown 
by contours and spot heights. Filing title: Brandy Station, Va. 
“Revisions shown in purple and woodland compiled in coopera- 
tion with commonwealth of Virginia agencies from aerial photo- 
gaphs taken 1977 ... map edited 1978.” “Map photoinspected 
1981, no major culture or drainage changes observed.” In- 
cludes quadrangle location map. “N3830—W7752.5/7.5.” 
“AMS 5461 III SW — Series V834.” @Item 619-M-46 

1. Virginia — Maps, Topographic. I. Virginia. Division of 
Mineral Resources. II. Title. III. Title: Brandy Station quad- 
rangle, Virginia. IV. Title: Brandy Station, Va. OCLC 
11394495 
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91-13583 
I 19.81:38090-C 2-TF-024/979 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Illinois]. [38090-C2-TF-024], 
Waterloo quadrangle, Illinois—Monroe Co., 1954 / mapped by 
the Army Map Service ; published for civil use by the Geologi- 
cal Survey. Photorevised 1968 and 1974, photoinspected 1979.1 
Scale 1:24,000 ; polyconic proj. (W 90°15’00"—W 90°07'30"/N 
38°22'30"—N 38°15'00"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey ; Champaign, Ill. : Illinois 
Geological Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Waterloo, Ill. “Revisions shown 
in purple compiled by the Geological Survey from aerial photo- 
graphs taken 1968 and 1974.” “Map photoinspected 1979, no 
major culture or drainage changes observed.” Map printed 
1990. Includes quadrangle location map. “N3815—W9007.5/ 
7.5." “AMS 2960 I SW—Series V863.” @Item 619-M-13 

1. Illinois — Maps, Topographic. I. Title. II. Title: Water- 
loo quadrangle, Illinois—Monroe Co. III. Title: Waterloo, Ill. 
OCLC 18487477 


91-13584 
I 19.81:38092-D 5-TF-024/980 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Missouri]. [38092-D5-TF- 
024], Olean quadrangle, Missouri, 1960 / mapped, edited, and 
published by the Geological Survey ; state of Missouri, Geologi- 
cal Survey and Water Resources. Photoinspected 1980. Scale 
1:24,000 ; polyconic proj. (W 92°37'30"—W 92°30 00°/N 
38°30'00"—N 38°22'30"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Olean, Mo. “Map photoinspect- 
ed 1980, no major culture or drainage changes observed.” Map 
printed 1990. Includes quadrangle location map. “N3822.5- 
W9230/7.5.” @Item 619-M-25 

I. Missouri. Division of Geological Survey and Water Re- 
sources. II. Title. III. Title: Olean quadrangle, Missouri. IV. 
Title: Olean, Mo. OCLC 11483713 


91-13585 
I 19.81:38106-D 1-TF-024/980 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Colorado]. 38106-D1-TF-024, 
Poncha Pass quadrangle, Colorado, 1980 / mapped, edited, and 
published by the Geological Survey. Scale 1:24,000 ; Lambert 
conformal conic proj. (W 106°07'30"—W _  106°00'00"/N 
38°30'00"—N 38°22'30"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Poncha Pass, Colo. “Topogra- 
phy by photogrammetric methods from aerial photographs 
taken 1975, field checked 1976, map edited 1980.” Map printed 
1991. Includes quadrangle location map. “DMA 4760 I NE— 
Series V877." @Item 619-M-6 

1. Colorado— Maps, Topographic. I. Title. Il. Title: 
Poncha Pass quadrangle, Colorado. III. Title: Poncha Pass, 
Colo. OCLC 10562344 


91-13586 
I 19.81:38114-C 8-TF-024/980 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Nevada]. [38114-C8-TF-024], 
Silver King Well quadrangle, Nevada—Lincoln Co., 1971 / 
mapped, edited, and published by the Geological Survey. Pho- 
toinspected 1980. Scale 1:24,000 ; transverse Mercator proj. (W 
114°52’30"—W_ = 114°45’00"/N_ = 38°37’'30"—-N_  38°30'00"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 
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maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Silver King Well, Nev. “Map 
photoinspected 1980, no major culture or drainage changes ob- 
served.” Map printed 1990. Includes quadrangle location 
map. “N3815—W11452.5/7.5.”. “AMS 3060 IV SW-Series 
V896.” @Item 619-M-28 

1. Nevada — Maps, Topographic. I. Title. II. Title: Silver 
King Well quadrangle, Nevada—Lincoln Co. III. Title: Silver 
King Well, Nev. OCLC 11456582 


91-13587 


I 19.81:38114-E 7-TF-024/980 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Nevada]. [38114-E7-TF-024], 
Shingle Pass SE quadrangle, Nevada-—Lincoln Co., 1969 / 
mapped, edited, and published by the Geological Survey. Pho- 
toinspected 1980. Scale 1:24,000 ; polyconic proj. (W 
114°52'30"—W_ = 114°45'00"/N = 38°37’30"—-N  38°30'00"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Shingle Pass, Nev. “Map pho- 
toinspected 1980, no major culture or drainage changes ob- 
served.” Map printed 1990. Includes quadrangle location 
map. “N3830—W11445/7.5.” “AMS 3061 III SE—Series 
V896.” @Item 619-M-28 

1. Nevada — Maps, Topographic. I. Title. II. Title: Shingle 
Pass SE quadrangle, Nevada—Lincoln Co. III. Title: Shingle 
Pass SE, Nev. OCLC 11456582 


91-13588 


I 19.81:38115-D 6-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Nevada]. 38115-D6-TF-024, 
Christian Spring quadrangle, Nevada—Nye Co. / produced by 
the United States Geological Survey. Provisional ed. 1990. 
Scale 1:24,000 ; transverse Mercator proj. (W 115°45'00"—W 
115°37'30"/N 38°30'00"—N 38°22'30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Christian Spring, Nevada. “Pro- 
duced from original manuscript drawings.” “Compiled from 
aerial photographs taken 1958 and 1962, planetable surveys 
1964, limited revision from aerial photographs taken 1986, field 
checked 1988, map edited 1990.” Includes quadrangle location 
map and index to adjoining quadrangles. @Item 619-M-28 

1. Nevada — Maps, Topographic. I. Title. II. Title: Chris- 
tian Spring quadrangle, Nevada—Nye Co. III. Title: Christian 
Spring, Nevada. OCLC 11420087 


91-13589 


I 19.81:38116-C 3-TF-024/980 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Nevada]. [38116-C3-TF-024], 
Tybo SE quadrangle, Nevada—Nye Co., 1967 / mapped, 
edited, and published by the Geological Survey in cooperation 
with the Atomic Energy Commission. Photoinspected 1980. 
Scale 1:24,000 ; polyconic proj. (W 116°22'30"—W 116°15'00"/ 
N 38°22'30"—N 38°15'00").— Reston, Va. : The Survey ; 
Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Tybo SE, Nev. “Map photoin- 
spected 1980, no major culture or drainage changes observed.” 
Map printed 1990. Includes quadrangle location map. 
“N3815—W11615/7.5.”". “AMS 2760 IV SE—Series V896.” 
@ltem 619-M-28 
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1. Nevada— Maps, Topographic. I. U.S. Atomic Energy 
Commision. II. Title. III. Title: Tybo SE quadrangle, 
Nevada—Nye Co. IV. Title: Tybo SE, Nev. OCLC 
11456582 


91-13590 


Title: Amaranth quadrangle, Pennsylvania. IV. Title: Ama- 
ranth, Pa. OCLC 11396366 


91-13593 
I 19,.81:39102-C 2-TF-024/980 
Geological Survey (U.S.) 


I 19.81:38120-D 8-T¥-024/962 7.5 minute series (topographic), [Colorado]. 39102-C2-TF-024, 


Geological Survey (U.S.) 


7.5 minute series (topographic), [California]. 38120-D8-TF- 
024, Irish Hill quadrangle, California—Amador Co., 1962 / 
mapped, edited, and published by the Geological Survey in 
cooperation with California Department of Water Resources. 
Scale 1:24,000 ; polyconic proj. (W 121°00'00"—W 120°52’30"/ 
N 38°30'00"—N 38°22'30").— Reston, Va. : The Survey ; 
Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Irish Hill, Calif. “Topography 
by photogrammetric methods from aerial photographs taken 
1959, field checked 1962.” Map printed 1991. Includes quad- 
rangle location map. “DMA 1860 IV NW —Series V895.” 
@ltem 619-M-5 

1. California — Maps, Topographic. I. California. Dept. of 
Water Resources. II. Title. III. Title: Irish Hill quadrangle, 
California—Amador Co. IV. Title: Irish Hill, Calif. OCLC 
18453101 


91-13591 


I 19.81:39075-C 3-TF-024/977 
Geological Survey (U.S.) 

7.5 minute series (topographic), [New Jersey]. 39075-C3-TF- 
024, Ben Davis Point quadrangle, New Jersey—Delaware, 1972 
/ mapped by U.S. Coast and Geodetic Survey ; edited and 
published by the Geological Survey. Photorevised 1972, pho- 
toinspected 1977. Scale 1:24,000 ; polyconic proj. (W 
74°52'30"—W 74°45'00"/N 39°00'00"—N 38°52'30"). — Reston, 
Va. : The Survey ; Denver, Colo. : For sale by the Survey, 
[19—]- 

maps : col. ; on sheets 69 x 56cm. Depths shown by isolines 
and soundings. Filing title: Ben Davis Point, N.J.—Del. “Re- 
visions shown in purple compiled by the Geological Survey 
from aerial photographs taken 1972.” “Map photoinspected 
1977, no major culture or drainage changes observed.” Map 
printed 1990. Includes quadrangle location map. “DMA 5962 
IV SE—Series V822.” @lItem 619-M-30 

1. New Jersey — Maps, Topographic. 2. Delaware — Maps, 
Topographic. I. U.S. Coast and Geodetic Survey. II. Title. 
III. Title: Ben Davis Point quadrangle, New Jersey—Delaware. 
IV. Title: Ben Davis Point, N.J.—Del. OCLC 10593237 


91-13592 


I 19.81:39078-G 3-TF-024/984 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Pennsylvania]. [39078-G3- 
TF-024], Amaranth quadrangle, Pennsylvania, 1967 / mapped, 
edited, and published by the Geological Survey ; common- 
wealth of Pennsylvania, Department of Environmental Re- 
sources, Topographic and Geologic Survey. Photorevised 1973, 
photoinspected 1984. Scale 1:24,000 ; polyconic proj. (W 
78°22'30"—W 78°15'00"/N 39°52'30"—N 39°45'00"). — Reston, 
Va. : The Survey ; Denver, Colo. : For sale by the Survey, 
[19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Amaranth, Pa. “Revisions 
shown in purple and woodland compiled in cooperation with 
commonwealth of Pennsylvania agencies from aerial photo- 
graphs taken 1973.” “Map photoinspected 1984, no major cul- 
ture or drainage changes observed.” Map printed 1900. In- 
cludes quadrangle location map. “N3945—W7815/7.5.” 
“DMA 5363 IV SE—Series V831.” @Item 619-M-38 

1. Pennsylvania— Maps, Topographic. I. Pennsylvania. 
Bureau of Topographic and Geologic Survey. II. Title. III. 


292-342 0 - 91-6: QL3 


Peconic quadrangle, Colorado—Kit Carson Co., 1969 / mapped, 
edited, and published by the Geological Survey. Photoi 
1980. Scale 1:24,000 ; polyconic proj. (W 102°15'00"—W 
102°07'30"/N 39°22'30"—N 39°15'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Peconic, Colo. “Map photoin- 
spected 1980, no major culture or drainage changes observed.” 
Map printed 1990. Includes quadrangle location map. “DMA 
5562 I SW—Series V877.” @Item 619-M-6 

1. Colorado — Maps, Topographic. I. Title. II. Title: Pe- 
conic quadrangle, Colorado—Kit Carson Co. III. Title: Pe- 
conic, Colo. OCLC 11520845 


91-13594 


I 19.81:39102-C 2-TF-024/988 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Colorado]. 39102-C2-TF-024, 
Peconic quadrangle, Colorado—Kit Carson Co., 1969 / mapped, 
edited, and published by the Geological Survey. Photoinspected 
1980. Scale 1:24,000 ; polyconic proj. (W 102°15'00"—W 
102°07'30"/N 39°22'30"—N 39°15'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Peconic, Colo. “Map photoin- 
spected 1980, no major culture or drainage changes observed.” 
Map printed 1991. Includes quadrangle location map. “DMA 
5562 I SW—Series V877.” @Item 619-M-6 

1. Colorado — Maps, Topographic. I. Title. II. Title: Pe- 
conic quadrangle, Colorado—Kit Carson Co. III. Title: Pe- 
conic, Colo. OCLC 11520845 


91-13595 


I 19,81:39117-G 8-TF-024/990 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Nevada]. 39117-G8-TF-024, 
Humboldt Salt Marsh quadrangle, Nevada—Churchill Co. / 
produced by the United States Geological Survey. Provisional 
ed. 1990. Scale 1:24,000 ; transverse Mercator proj. (W 
118°00’00”—W_ = 1117°52'30"/N = 39°52'30"—-N  39°45’00"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Humboldt Salt Marsh, Nevada. 
“Produced from original manuscript drawings.” “Compiled 
from aerial photographs 1964, revised from aerial photographs 
taken 1987, field checked 1988, map edited 1990.” Includes 
quadrangle location map and index to adjoining quadrangles. 
@ltem 619-M-28 

1. Nevada — Maps, Topographic. I. Title. II. Title: Hum- 
boldt Salt Marsh quadrangle, Nevada—Churchill Co. III. 
Title: Humboldt Salt Marsh, Nevada. OCLC 11420087 


91-13596 


I 19.81:40076-E 4-TF-024/984 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Pennsylvania]. [40076-E4- 
TF-024], Fredericksburg quadrangle, Pennsylvania, 1955 / 
mapped, edited, and published by the Geological Survey ; state 
of Pennsylvania, Department of Environmental Resources, 
Topographic and Geologic Survey. Photorevised 1978, photoin- 
spected 1984. Scale 1:24,000 ; polyconic proj. (W 76°30'00"—W 
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76°22'30"/N 40°30'00"—N 50°22'30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Fredericksburg, Pa. “Revisions 
shown in purple and woodland compiled in cooperation with 
commonwealth of Pennsylvania agencies from aerial photo- 
graphs taken 1977 ... map edited 1978.” “Map photoinspected 
1984, no major culture or drainage changes observed.” Map 
printed 1900. Includes quadrangle location map. “N4022.5— 
W7622.5/7.5.". “AMS 5764 IV NW—Series V831.” @Item 
619-M-38 

1. Pennsylvania— Maps, Topographic. I. Pennsylvania. 
Bureau of Topographic and Geologic Survey. II. Title. III. 
Title: Fredericksburg quadrangle, Pennsylvania. IV. Title: 
Fredericksburg, Pa. OCLC 11396366 


Photorevised 1969, photoinspected 1977. Scale 1:24,000 ; poly- 
conic proj. (W 80°22'30"—W 80°15‘00"/N 40°22'30"—N 
40°15’'00"). — Reston, Va. : The Survey ; Denver, Colo. : For 
sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Midway, Pa. “Revisions shown 
in purple and woodland compiled in cooperation with state of 
Pennsylvania agencies from aerial photographs taken 1969.” 
“Photoinspected 1977, no major culture or drainage changes 
observed.” Map printed 1900. Includes quadrangle location 
map. “N4015—W8015/7.5.” “AMS 4964 IV SE-—Series 
V831.” @Item 619-M-38 

1. Pennsylvania — Maps, Topographic. I. Pennsylvania. II. 
Title. III. Title: Midway quadrangle, Pennsylvania—Washing- 
ton Co. IV. Title: Midway, Pa. OCLC 11396366 


91-13597 
I 19.81:40078-D 6-TF-024/984 91-13600 
Geological Survey (U.S.) 


7.5 minute series (topographic), [Pennsylvania]. [40078-D6- 


I 19.81:40108-A 7-TF-024/972 
Geological Survey (U.S.) 


TF-024], Ebensburg quadrangle, Cambria Co., 1963 / mapped, 
edited, and published by the Geological Survey ; common- 
wealth of Pennsylvania, Department of Environmental Re- 
sources, Topographic and Geologic Survey. Photorevised 1981, 
photoinspected 1984. Scale 1:24,000 ; polyconic proj. (W 
78°45'00"—W 78°37'30"/N 40°30'00"—N 40°22'30"). — Reston, 
Va. : The Survey ; Denver, Colo. : For sale by the Survey, 
[19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Ebensburg, Pa. “Revisions 
shown in purple and woodland compiled in cooperation with 
commonwealth of Pennsylvania agencies from aerial photo- 
graphs taken 1977 ... map edited 1981.” “Map photoinspected 
1984, no major culture or drainage changes observed.” Map 


printed 1900. Includes quadrangle location map. “N4022.5— 
W7837.5/7.5.". “DMA 5264 I NW —Series V831.” @lItem 
619-M-38 

1. Pennsylvania— Maps, Topographic. I. Pennsylvania. 
Bureau of Topographic and Geologic Survey. II. Title. III. 
Title: Ebensburg quadrangle, Pennsylvania—Cambria Co. IV. 
Title: Ebensburg, Pa. OCLC 11396366 


91-13598 
I 19.81:40078-G 2-TF-024/984 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Pennsylvania]. [40078-G2- 
TF-024], Sandy Ridge quadrangle, Pennsylvania, 1958 / 
mapped, edited, and published by the Geological Survey. Pho- 
torevised 1981, photoinspected 1984. Scale 1:24,000 ; polyconic 
proj. (W 78°15'00"—W 78°07'30"/N 40°52'30"—N 40°45'00”). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Sandy Ridge, Pa. “Revisions 


7.5 minute series (topographic), [Colorado]. 40108-A7-TF-024, 
Rangely quadrangle, Colorado—Rio Blanco Co., 1962 / 
mapped, edited, and published by the Geological Survey. Pho- 
toinspected 1972. Scale 1:24,000 ; polyconic proj. (W 
108°52’30"—W_  108°45'00"/N 40°07'30"—N 40°00'00"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Rangely, Colo. “Map photoin- 
spected 1972, no major culture or drainage changes observed.” 
Map printed 1991. Includes quadrangle location map. “DMA 
4264 III SE—Series V877.” @lItem 619-M-6 

1. Colorado — Maps, Topographic. I. Title. II. Title: Ran- 
gely quadrangle, Colorado—Rio Blanco Co. III. Title: Range- 
ly, Colo. OCLC 11520845 


91-13601 


I 19.81:40114-G 7-TF-024/980 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Nevada]. 40114-G7-TF-024, 
Ventosa quadrangle, Nevada—Elko Co., 1968 / mapped, edited, 
and published by the Geological Survey. Photoinspected 1980. 
Scale 1:24,000 ; polyconic proj. (W 114°52'30"—W 114°45'00"/ 
N 40°52’30"—N 40°45'00").— Reston, Va. : The Survey ; 
Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Ventosa, Nev. “Map photoin- 
spected 1980, no major culture or drainage changes observed.” 
Map printed 1990. Includes quadrangle location map. “DMA 
3065 IV SE—Series V896.” @Item 619-M-28 

1. Nevada— Maps, Topographic. I. Title. II. Title: Ven- 
tosa quadrangle, Nevada—Elko Co. III. Title: Ventosa, Nev. 
OCLC 11456582 


shown in purple and woodland compiled in cooperation with 
commonwealth of Pennsylvania agencies from aerial photo- 
graphs taken 1977 ... map edited 1981.” “Photoinspected 1984, 
no major culture or drainage changes observed.” Map printed 
1900. Includes quadrangle location map. “‘N4045—W7807.5/ 
7.5.” “DMA 5365 I SW—Series V831.” @lItem 619-M-38 

1. Pennsylvania — Maps, Topographic. I. Pennsylvania. II. 
Title. III. Title: Sandy Ridge quadrangle, Pennsylvania. IV. 
Title: Sandy Ridge, Pa. OCLC 11396366 


91-13599 


91-13602 
I 19.81:40118-H 5-TM-024/981 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Nevada]. 40118-H5-TM-024, 
Sugarload Knob quadrangle, Nevada—Humboldt Co., 1981 / 
produced by the United States Geological Survey. Scale 
1:24,000 ; transverse Mercator proj. (W_ 118°37'30"—W 
118°30'00"/N 41900'00"—N 40°52'30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Sugarloaf Knob, Nev. “Com- 
piled by photogrammetric methods from aerial photographs 
taken 1974, field checked 1975, map edited 1981.” Includes 
quadrangle location map. “DMA 2265 I NE—Series V896.” 
@ltem 619-M-28 


I 19.81:40080-C 3-TF-024/977 
Geological Survey (U.S.) 
7.5 minute series (topographic), [Pennsylvania]. [40080-C3- 
TF-024], Midway quadrangle, Pennsylvania—Washington Co., 
1954 / mapped, edited, and published by the Geological Survey. 
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1. Nevada — Maps, Topographic. I. Title. II. Title: Sugar- 
loaf Knob quadrangle, Nevada—Humboldt Co. III. Title: Su- 
garloaf Knob, Nev. OCLC 10560515 


91-13603 


I 19.81:41076-A 6-TF-024/983 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Pennsylvania]. [41076-A6- 
TF-024], Washingtonville quadrangle, Pennsylvania, 1969 / 
mapped, edited, and published by the Geological Survey ; com- 
monwealth of Pennsylvania, Department of Environmental Re- 
sources, Topographic and Geologic Survey. Photorevised 1977, 
photoinspected 1983. Scale 1:24,000 ; polyconic proj. (W 
76°45'00"—W 76°37'30"/N 41°07'30"—N 41°00'00”). — Reston, 
Va. : The Survey ; Denver, Colo. : For sale by the Survey, 
[19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Washingtonville, Pa. “Revisions 
shown in purple and woodland compiled in cooperation with 
commonwealth of Pennsylvania agencies from aerial photo- 
graphs taken 1977.” “Map photoinspected 1983, no major cul- 
ture or drainage changes observed.” Map printed 1900. In- 
cludes quadrangle location map. “N4100.5—W7637.5/7.5.” 
“DMA 5666 II SW—Series V831.” @Item 619-M-38 

1. Pennsylvania— Maps, Topographic. I. Pennsylvania. 
Bureau of Topographic and Geologic Survey. II. Title. III. 
Title: Washingtonville quadrangle, Pennsylvania. IV. Title: 
Washingtonville, Pa. OCLC 11396366 


91-13604 


I 19.81:41076-F 1-TF-024/981 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Pennsylvania]. [41076-F1-TF- 
024], Auburn Center quadrangle, Pennsylvania, 1945 / mapped 
the the Geological Survey. Photorevised 1969, photoinspected 
1981. Scale 1:24,000 ; polyconic proj. (W 76°07'30"—W 
76°00'00"/N 41°45'00"—N 41°37'30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Auburn Center, Pa. “Revisions 
shown in purple and woodland compiled in cooperation with 
state of Pennsylvania agencies from aerial photographs taken 
1969.” “Map photoinspected 1981, no major culture or drain- 
age changes observed.” Map printed 1900. Includes quadran- 
gle location map. “N4137.5—W7600/7.5.” “AMS 5767 II 
NE—Series V831.” @lItem 619-M-38 

1. Pennsylvania — Maps, Topographic. I. Pennsylvania. II. 
Title. III. Title: Auburn Center quadrangle, Pennsylvania. 
IV. Title: Auburn Center, Pa. OCLC 11396366 


91-13605 


I 19.81:41080-B 2-TF-024/990 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Pennsylvania]. 41080-B2-TF- 
024, Mercer quadrangle, Pennsylvania—Mercer Co., 1961 / 
mapped, edited, and published by the Geological Survey. Pho- 
torevised 1990. Scale 1:24,000 ; polyconic proj. (W 80°15’00"— 
W 80°07'30"/N 41°15’00"—N 41°07'30"). — Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Mercer, Pa. “Revisions shown 
in purple and woodland compiled in cooperation with common- 
wealth of Pennsylvania agencies from aerial photographs taken 
1987 ... map edited 1990.” “Photoinspected 1977, no major 
culture or drainage changes observed.” Map printed 1900. 
Includes quadrangle location map. “DMA 4966 II NW—Series 
V831.” @Item 619-M-38 

1. Pennsylvania — Maps, Topographic. I. Pennsylvania. II. 
Title. III. Title: Mercer quadrangle, Pennsylvania—Mercer 
Co. IV. Title: Mercer, Pa. OCLC 11396366 


Government Publications — June 1991 


91-13606 


I 19,81:42104-G 1-TF-024/978 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Wyoming]. 42104-G1-TF- 
024, Kirtley quadrangle, Wyoming—Nebraska, 1978 / mapped, 
edited, and published by the Geological Survey. Scale 1:24,000 ; 
transverse Mercator proj. (W 104°07'30"—W _ 104°00'00’/N 
42°52'30"—N 42°45'00"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Kirtley, Wyo.—Nebr. “Topog- 
raphy by photogrammetric methods from aerial photographs 
taken 1973, field checked 1974, map edited 1978.” Map printed 
1991. Includes quadrangle location map. “DMA 5169 I SE— 
Series V874.” @lItem 619-M-50 

1. Wyoming — Maps, Topographic. 2. Nebraska — Maps, 
Topographic. I. Title. II. Title: Kirtley quadrangle, Wyo- 
ming—Nebraska. III. Title: Kirtley, Wyo.—Nebr. OCLC 
11817091 


91-13607 


I 19.81:43071-G 5-TF-024/983 


Geological Survey (U.S.) 


7.5 minute series (topographic), [New Hampshire]. [43071-G5- 
TF-024], Squam Mountains quadrangle, New Hampshire, 1980 / 
mapped, edited, and published by the Geological Survey. Pho- 
torevised 1983. Scale 1:24,000 ; polyconic proj. (W 71°37'30"— 
W 71°30'00"/N 43°52'30"—N 43°45'00’). — Reston, Va. : The 
Survey ; Denver, Colo. ; For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Squam Mountains, N.H. “Map 
photoinspected 1983, no major culture or drainage changes ob- 
served.” Map printed 1990. Includes quadrangle location 
map. “N4345—W7130/7.5.”" “DMA 6671 I SE-—Series 
V812.” @Item 619-M-29 

1. New Hampshire— Maps, Topographic. I. Title. II. 
Title: Squam Mountains quadrangle, New Hampshire. III. 
Title: Squam Mountains, N.H. OCLC 10601985 


91-13608 


I 19,81:43075-C 7-TF-024/980 


Geological Survey (U.S.) 


7.5 minute series (topographic), [New York]. [43075-C7-TF- 
024], Camden West quadrangle, New York, 1960 / mapped, 
edited, and published by the Geological Survey ; state of New 
York, Department of Public Works. Photorevised 1980. Scale 
1:24,000 ; polyconic proj. (W 75°52’30"—W 75°45'00"/N 
43°22'30"—N 43°15’00”). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Camden West, N.Y. “Map pho- 
toinspected 1980, no major culture or drainage changes ob- 
served.” Includes quadrangle location map. “N4315— 
W7545/7.5.” “AMS 5870 IV SE—Series V821.” @Item 619- 
M-32 

1. New York (State)— Maps, Topographic. I. New York 
(State). Dept. of Public Works. II. Title. III. Title: Camden 
West quadrangle, New York. IV. Title: Camden West, N.Y. 
OCLC 11427982 


91-13609 


I 19.81:43076-C 8-TF-024/976 


Geological Survey (U.S.) 


7.5 minute series (topographic), [New York]. [43076-C8-TF- 
024], Sodus Point quadrangle, New York—Wayne Co., 1953 / 
mapped, edited and published by the Geological Survey ; state 
of New York, Department of Public Works. Photorevised 1976. 
Scale 1:24,000 ; polyconic proj. (W 77°00'00"—W 76°52'30"/N 
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43°22'30"—N 43°15'00"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 
maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Depths shown by isolines and soundings. 
Filing title: Sodus Point, N.Y. “Map photoinspected 1976, no 
major culture or drainage changes observed.” Includes quad- 
location map. “N4315—W7652.5/7.5." “AMS 5670 IV 
SW—Series V821.” @Item 619-M-32 
1. New York (State)— Maps, Topographic. I. New York 
(State). Dept. of Public Works. II. Title. III. Title: Sodus 
Point quadrangle, New York—Wayne Co. IV. Title: Sodus 
Point, N.Y. OCLC 11427982 


91-13610 
I 19.81:43109-C 7-TF-024/978 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Wyoming]. 43109-C7-TF- 
024, Green River Lakes quadrangle, Wyoming, 1968 / mapped, 
edited, and published by the Geological Survey. Photoinspected 
1978. Scale 1:24,000 ; polyconic proj. (W 109°52’30°—W 
109°45’00"/N 43°22'30"—N 43°15'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Green River Lakes, Wyo. 
“Map photoinspected 1978, no major culture or drainage 
changes observed.” Map printed 1991. Includes quadrangle 
location map. “DMA 4070 IV SE—Series V874.” @Item 
619-M-50 

1. Wyoming — Maps, Topographic. I. Title. II. Title: 
Green River Lakes quadrangle, Wyoming. III. Title: Green 
River Lakes, Wyo. OCLC 11422799 


91-13611 
I 19.81:43110-E 4-TF-024/979 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Wyoming]. [43110-E4-TF- 
024], Grizzly Lake quadrangle, Wyoming—Teton Co., 1965 / 
mapped, edited, and published by the Geological Survey. Pho- 
toinspected 1979. Scale 1:24,000 ; polyconic proj. (W 
110°30'00"—W_ ~=:110°22'30"/N = 43°37’°30"—N_  43°30'00"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Grizzly Lake, Wyo. “Map pho- 
toinspected 1979, no major culture or drainage changes bo- 
served.” Map printed 1990. Includes quadrangle location 
map. “N4330—W11022.5/7.5.” “AMS 3971 II SW—Series 
V874.” @Item 619-M-50 

1. Wyoming — Maps, Topographic. I. Title. II. Title: Griz- 
zly Lake quadrangle, Wyoming—Teton Co. III. Title: Grizzly 
Lake, Wyo. OCLC 11422799 


91-13612 
I 19.81:43110-G 3-TF-024/979 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Wyoming]. 43110-G3-TF- 
024, Rosies Ridge quadrangle, Wyoming—Teton Co., 1965 / 
mapped, edited, and published by the Geological Survey. Pho- 
toinspected 1979. Scale 1:24,000 polyconic proj. (W 
110°22'30"—W_ = 110°15'00"/N = 43°52'30"—N_  43°45'00"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Rosies Ridge, Wyo. “Map pho- 
toinspected 1979, no major culture or drainage changes bo- 
served.” Map printed 1991. Includes quadrangle location 
map. “DMA 3971 IV NE—Series V874.” @lItem 619-M-50 

1. Wyoming — Maps, Topographic. I. Title. II. Title: 
Rosies Ridge quadrangle, Wyoming—Teton Co. III. Title: 
Rosies Ridge, Wyo. OCLC 11422799 
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91-13613 


I 19,81:43110-H 2-TF-024/979 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Wyoming]. [43110-H2-TF- 
024], Joy Peak quadrangle, Wyoming—Teton Co., 1965 / 
mapped, edited, and published by the Geological Survey. Pho- 
toinspected 1979. Scale 1:24,000 ; polyconic proj. (W 
110°15'00"—W_ = 110°07'30"/N  44°00’00"—-N  43°52'30"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Joy Peak, Wyo. “Map photoin- 
spected 1979, no major culture or drainage changes boserved.” 
Map printed 1990. Includes quadrangle location map. 
“N4352.5—W11007.5/7.5.” “AMS 3971 I NW—Series V874.” 
@ltem 619-M-50 

1. Wyoming — Maps, Topographic. I. Title. II. Title: Joy 
Peak quadrangle, Wyoming—Teton Co. III. Title: Joy Peak, 
Wyo. OCLC 11422799 


91-13614 


I 19,81:44069-E 6-TF-024/988 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Maine]. 44069-E6-TF-024, 
Waterville quadrangle, Maine / produced by the United States 
Geological Survey. Provisional ed. 1982, photoinspected 1988. 
Scale 1:24,000 ; transverse Mercator proj. (W 69°45'00"—W 
69°37'30"/N 44°37'30"°—N 44°30'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Waterville, Maine. “Produced 
from original manuscript drawings.” “Compiled from aerial 
photographs taken 1976, field checked 1979, map edited 1982.” 
“Map photoinspected 1988, no major culture or drainage 
changes observed.” Map printed 1990. Includes quadrangle 
location map and index to adjoining quadrangles. @lItem 619- 
M-19 

1. Maine — Maps, Topographic. I. Title. II. Title: Water- 
ville quadrangle, Maine. III. Title: Waterville, Maine. OCLC 
10534778 


91-13615 


1 19.81:44083-A 8-TF-024/976 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Michigan]. [44083-A8-TF- 
024], Omer SW quadrangle, Michigan—Arenac Co., 1968 / 
mapped, edited, and published by the Geological Survey. Pho- 
toinspected 1976. Scale 1:24,000 ; polyconic proj. (W 
84°00'00"—W 83°52'30"/N 44°07'30"—N 44°00'00"). — Reston, 
Va. : The Survey ; Denver, Colo. : For sale by the Survey, 
[19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Omer SW, Mich. “Map pho- 
toinspected 1976, no major culture or drainage changes ob- 
served.” Map printed 1991. Includes quadrangle location 
map. “N4400—W8352.5/7.5.” “AMS 4272 III SW—Series 
V862.” @Item 619-M-22 

1. Michigan — Maps, Topographic. I. Title. II. Title: Omer 
SW quadrangle, Michigan—Arenac Co. III. Title: Omer SW, 
Mich. OCLC 11394468 


91-13616 


I 19.81:44094-C 1-TF-024/977 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Minnesota]. [44094-C1-TF- 
024], North Star quadrangle, Minnesota, 1965 / mapped, edited, 
and published by the Geological Survey ; state of Minnesota, 
Department of Administration. Photorevised 1977. Scale 
1:24,000 ; polyconic proj. (W 94°07'30"—W 94°00'00"/N 





44°22'30"—N 44°15'00"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: North Star, Minn. “Maps pho- 
toinspected 1977, no major culture or drainage changes ob- 
served.” Includes quadrangle location map. “N4415— 
W9400/7.5.” “AMS 7172 I SE—Series V872.” @lItem 619- 
M-23 

1. Minnesota — Maps, Topographic. I. Minnesota. Dept. of 
Administration. II. Title. III. Title: North Star quadrangle, 
Minnesota. IV. Title: North Star, Minn. OCLC 11427950 


91-13617 


I 19.81:44107-F 7-TF-024/979 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Wyoming]. 44107-F7-TF-024, 
Leavitt Reservoir quadrangle, Wyoming—Bighorn Co., 1960 / 
mapped, edited, and published by the Geological Survey as part 
of the Department of the Interior program for the development 
of the Missouri River Basin. Photoinspected 1979. Scale 
1:24,000 ; polyconic proj. (W 107°52’30"—W_ 107°45'00"/N 
44°45'00"—N 44°37'30"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Leavitt Reservoir, Wyo. “Map 
photoinspected 1979, no major culture or drainage changes bo- 
served.” Map printed 1991. Includes quadrangle location 
map. “DMA 4473 III NE—Series V874.” @Item 619-M-50 

1. Wyoming — Maps, Topographic. I. Title. II. Title: Lea- 
vitt Reservoir quadrangle, Wyoming—Bighorn Co. III. Title: 
Leavitt Reservoir, Wyo. OCLC 11422799 


91-13618 


I 19.81:44108-D 5-TF-024/951 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Wyoming]. 44108-D5-TF- 
024, Y U Bench NE quadrangle, Wyoming / mapped, edited, 
and published by the Geological Survey as part of the Depart- 
ment of the Interior program for the development of the Mis- 
souri River Basin. Scale 1:24,000 ; polyconic proj. (W 
108°37'30"—W  104°22'30"/N 44°30'00"—N 44°22'30"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Y U Bench NE, Wyo. “Topog- 
raphy by photogrammetric methods from aerial photographs 
taken 1948, surveyed 1951, Geological Surveys and Tennessee 
Valley authority 1950.” Map printed 1991. Includes quadran- 
gle location map. “DMA 4272 I NE—Series V874.” @Item 
619-M-50 


Government Publications — June 1991 


1. Montana — Maps, Topographic. I. Title. II. Title: Lima 
Peaks quadrangle, Montana—Beaverhead Co. III. Title: Lima 
Peaks, Mont. OCLC 11456407 


91-13620 


I 19.81:46090-D 2-TF-024/981 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Michigan]. [46090-D2-TF- 
024], Ironwood quadrangle, Michigan—Wisconsin, 1955 / 
mapped, edited, and published by the Geological Survey. Pho- 
torevised 1975, photoinspected 1981. Scale 1:24,000 ; polyconic 
proj. (W 90°15’00"—W 90°07'30"/N 46°30'00"—N 46°22'30"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Ironwood, Mich.—Wis. “Revi- 
sions shown in purple compiled from aerial photographs taken 
1975.” “Map photoinspected 1981, no major culture or drain- 
age changes observed.” Map printed 1977. Includes quadran- 
gle location map. “N4622.5—W9007.5.” “AMS 2976 I Nw— 
Series V861.” @lItem 619-M-22 

1. Michigan — Maps, Topographic. I. Title. II. Title: Iron- 
wood quadrangle, Michigan—Wisconsin. III. Title: Ironwood, 
Mich.—Wis. OCLC 11394468 


91-13621 


I 19.81:46092-H 4-TF-024/981 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Minnesota]. [46092-H4-TF- 
024], Independence quadrangle, Minnesota—St. Louis Co., 1953 
/ mapped, edited, and published by the Geological Survey. 
Photorevised 1969 and 1975, photoinspected 1981. Scale 
1:24,000 ; polyconic proj. (W 92°30'00"—W 92°22'30"/N 
47°00'00"—N 46°52'30"). — Reston, Va. : The Survey ; Denver, 
Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Depths shown by isolines. Filing title: Inde- 
pendence, Minn. “Revisions shown in purple compiled in co- 
operation with the Iron Range Resources and Rehabilitation 
Commission from aerial photographs taken 1969 and 1975.” 
“Map photoinspected 1981, nc major culture or drainage 
changes observed.” Includes quadrangle location map. 
“N4652.5—W9222.5/7.5.” “AMS 7577 IV NW—Series V872.” 
@ltem 619-M-23 

1. Minnesota— Maps, Topographic. I. Minnesota. Iron 
Range Resources and Rehabilitation Commission. II. Title. 
III. Title: Independence quadrangle, Minnesota—St. Louis Co. 
IV. Title: Independence, Minn. OCLC 11427950 


1. Wyoming — Maps, Topographic. I. Title. II. Title: Y U 
Bench NE quadrangle, Wyoming. III. Title: Y U Bench NE, 
Wyo. OCLC 11817091 


91-13619 


91-13622 
I 19,81:46093-C 2-TF-024/980 
Geological Survey (U.S.) 
7.5 minute series (topographic), [Minnesota]. [46093-C2-TF- 


I 19.81:44112-E 5-TF-024/976 


Geological Survey (U.S.) 


7.5 minute series (topographic), [Montana]. 444112-E5-TF-024 
[sic], Lima Peaks quadrangle, Montana—Beaverhead Co., 1965 
/ mapped, edited, and published by the Geological Survey. 
Photoinspected 1976. Scale 1:24,000 ; polyconic proj. (W 
112°37'30"—W_ =—:112°30'00"/N = 44°37’30"—-N_ = 44°30'00"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Lima Peaks, Mont. “Map pho- 
toinspected 1976, no major culture or drainage changes ob- 
served.” Map printed 1991. Includes quadrangle location 
map. “DMA 3473 II SE—Series V894.” @Item 619-M-26 


024], Solana quadrangle, Minnesota—Aitkin Co., 1969 / 
mapped, edited, and published by the Geological Survey ; state 
of Minnesota, Department of Administration. Photorevised 
1980. Scale 1:24,000 ; polyconic proj. (W 93°15'00’—W 
93°07'30"/N 46°22'30"—N 46°15'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Solana, Minn. “Maps photoin- 
spected 1980, no major culture or drainage changes observed.” 
Includes quadrangle location map. “N4615—W9307.5/7.5.” 
“AMS 7376 I SW—Series V872.” @lItem 619-M-23 

1. Minnesota— Maps, Topographic. I. Minnesota. Dept. of 
Administration. II. Title. III. Title: Solana quadrangle, Min- 
nesota—Aitkin Co. IV. Title: Solana, Minn. OCLC 11427950 
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91-13623 
I 19.81:47112-C 5-TF-024/980 
Geological Survey (U.S.) 

7.5 minute series (topographic), [Montana]. 47112-C5-TF-024, 
Steamboat Mountain quadrangle, Montana—Lewis and Clark 
Co., 1970 / mapped, edited, and published by the Geological 
Survey. Photoinspected 1980. Scale 1:24,000 ; polyconic proj. 
(W 112°37'30"—W_ 112°30'00"/N 47°22'30"—N 47°15'00"). — 
Reston, Va. : The Survey ; Denver, Colo. : For sale by the 
Survey, [19—]- 

maps : col. ; on sheets 69 x 56cm. Relief shown by contours 
and spot heights. Filing title: Steamboat Mountain, Mont. 
“Map photoinspected 1980, no major culture or drainage 
changes observed.” Map printed 1991. Includes quadrangle 
location map. “DMA 3478 I SE—Series V894.” @lItem 619- 
M-26 

1. Montana— Maps, Topographic. I. Title. II. Title: 
Steamboat Mountain quadrangle, Montana—Lewis and Clark 
Co. III. Title: Steamboat Mountain, Mont. OCLC 11456407 


Survey in cooperation with state of West Virginia agencies. 
Scale 1:100,000. 1 cm. on the map represents 1 km. on the 
ground ; universal transverse Mercator proj. (W 81°55'30"—W 
81°11'00"/N 38°38'00"—N 37°57'30").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [1990] 

1 map : col. ; 75 x 65 cm., on sheet 81 x 81 cm. (County map 
series (topographic)) Relief shown by contours and spot 
heights. Panel title. Filing title: Kanawha Co., W. Va. Com- 
piled from USGS 1:24 000-scale topographic maps dated 1957- 
1978. Planimetry revised from aerial photographs taken 1984 
and 1986 and other source data. Map edited 1987. “Reprint 
with corrections, 1990”—The Survey. Includes “Location dia- 
gram” and “Index to 1:24 000-scale maps.” Designed to be 
folded to 21 x 11 cm. “38081-C6-CF-100.” @lItem 619-P-48 

1. Kanawha County (W. Va.)— Maps. I. West Virginia. II. 
Title. III. Title: Kanawha Co., W. Va. IV. Series: Geological 
Survey (U.S.). County map series (topographic) OCLC 
23199842 


91-13624 
I 19.98:24082-A 1-TB-250/989 91-13627 
Geological Survey (U.S.) 


Dry Tortugas, Florida, 1989 : 1:250 000-scale metric topo- 


I 19.108:39079-F 8-CF-100/988 
Geological Survey (U.S.) 


graphic-bathymetric map : 1 x 2 degree series (topographic- 
bathymetric) / produced by the United States Geological 
Survey and the National Ocean Service. Scale 1:250,000. 1 cm. 
on the map represents 2.5 km. on the ground ; universal trans- 
verse Mercator proj. (W 84°00'—W 82°00'/N 25°00’'—N 
24°00’). — Reston, Va. : The Survey ; Denver, Colo. : For sale 
by the Survey ; Rockville, Md. : National Ocean Service, [1990] 


1 map : col. ; 45 x 80 cm. Depths shown by isolines and 
gradient tints. “Map edited 1989.” Shipping list no.: 90-482-P. 
Includes location map, index to adjoining maps, hydrographic 
survey index and information, and depth gradients diagram. 
“24082-A1-TB-250.” @lItem 191-B-17 

1. Florida — Maps, Topographic. 2. Florida — Bathymetric 
maps. I. United States. National Ocean Service. II. Title. 
Ill. Title: Dry Tortugas, Florida. OCLC 23183206 


91-13625 
I 19.108:37081-G 2-CF-100/988 
Geological Survey (U.S.) 

Raleigh County, West Virginia, 1988 : 1:100 000-scale topo- 
graphic map / produced by the United States Geological 
Survey in cooperation with state of West Virginia agencies. 
Scale 1:100,000. 1 cm. on the map represents 1 km. on the 
ground ; universal transverse Mercator proj. (W 81°36'00”—W 
80°50'30"/N 38°00'00"—N 37°30'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [1990] 

1 map : col. ; 56 x 67 cm., 61 x 91 cm. (County map series 
(topographic)) Relief shown by contours and spot heights. 
Panel title. Filing title: Raleigh Co., W. Va. Compiled from 
USGS 1:24 000-scale topographic maps dated 1964-1976. Plani- 
metry revised from aerial photographs taken 1982-1984 and 
other source data. Map edited 1988. “Reprint with corrections, 
1990”—The Survey. Includes “Location diagram” and “Index 
to 1:24 000-scale maps.” Designed to be folded to 21 x 11 cm. 
“37081-G2-CF-100.” @Item 619-P-48 

1. Raleigh County (W. Va.)— Maps. I. West Virginia. II. 
Title. III. Title: Raleigh Co., W. Va. IV. Series: Geological 
Survey (U.S.). County map series (topographic) OCLC 
23199858 

91-13626 
I 19.108:38081-C 6-CF-100/987 
Geological Survey (U.S.) 

Kanawha County, West Virginia, 1987 : 1:100 000-scale topo- 

graphic map / produced by the United States Geological 
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Monongalia County, West Virginia, 1988 / produced by the 
United States Geological Survey in cooperation with state of 
West Virginia agencies. Scale 1:100,000. 1 cm. on the map 
represents | km. on the ground ; universal transverse Mercator 
proj. (W 80°27'—W 79°44'/N 39°45’—N 39°25’). — Reston, Va. : 
The Survey ; Denver, Colo. : For sale by the Survey , [1990] 

1 map : col. ; 36 x 62 cm., on sheet 43 x 94 cm. (County map 
series (topographic)) Relief shown by contours and spot 
heights. Filing title: Monongalia Co., W. Va. Compiled from 
USGS 1:24 000-scale topographic maps dated 1957- 1976. Plani- 
metry revised from aerial photographs taken 1982 and 1986 and 
other source data. Map edited 1988. “Reprint with corrections, 
1990”—The Survey. Includes “Location diagram” and “Index 
to 1:24 000-scale maps.” Designed to be folded to 21 x 11 cm. 
“39079-F8-CF-100.” @Item 619-P-48 

1. Monongalia County (W.V.)— Maps. IL. Title. II. Title: 
Monongalia County, West Virginia. III. Title: Monongalia 
Co., W. Va. IV. Series: Geological Survey (U.S.). County map 
series (topographic) OCLC 23199988 


91-13628 


I 19.108:39080-C 3-CF-100/988 


Geological Survey (U.S.) 


Harrison County, West Virginia : 1:100 000-scale topographic 
map / produced by the United States Geological Survey in 
cooperation with state of West Virginia agencies. Scale 
1:100,000. 1 cm. on the map represents 1 km. on the ground ; 
universal transverse Mercator proj. (W 80°38'30"—W 
80°07'30"/N 39°30'00"—N 39°04'00").— Reston, Va. : The 
Survey ; Denver, Colo. : For sale by the Survey, [1990] 

1 map : col. ; 48 x 43 cm., on sheet 61 x 71 cm. (County map 
series (topographic)) Relief shown by contours and spot 
heights. Panel title. Filing title: Harrison Co..W. Va. Com- 
piled from USGS 1:24 000-scale topographic maps dated 1958- 
1978. Planimetry revised from aerial photographs taken 1982-83 
and other source data. Map edited 1988. “Reprint with correc- 
tions, 1990”—The Survey. Includes “Location diagram” and 
“Index to 1:24 000-scale maps.” Designed to be folded to 21 x 
llcm. “39080-C3-CF-100.” @lItem 619-P-48 

1. Harrison County (W. Va.)— Maps. I. West Virginia. II. 
Title. III. Title: Harrison Co., W. Va. IV. Series: Geological 
Survey (U.S.). County map series (topographic) OCLC 
23199825 





RECLAMATION BUREAU 
Interior Dept. 
Washington, DC 20240 


91-13629 
I 27.19/2:En 8/2 
National Environmental Policy Act handbook. — Denver, Colo : 
U.S. Dept. of the Interior, Bureau of Reclamation, [1990] 
1 v. (various pagings) : ill. ; 28 cm. Shipping list no.: 91-060- 
P. “October 1990.” @Item 660-B 
1. Environmental policy— United States — Handbooks, 
manuals, etc. 2. Environmental law — United States — Hand- 
books, manuals, etc. I. United States. Bureau of Reclamation. 
OCLC 23230613 


MINES BUREAU 
Interior Dept. 
Washington, DC 20241 


Unless otherwise indicated, publications are available from the 
Bureau, 4800 Forbes Ave., Pittsburgh, Pa. 15213 


91-13630 
I 28.2:B 39/cutthro/inst. 

Cutthrough ventilation arrangements exercise : instructor’s copy. 
— Lexington, Ky. : Behavioral Research Aspects of Safety and 
Health Group, Institute for Mining and Minerals Research, Uni- 
versity of Kentucky, [1987] 

43, 18, 6, 4 p. : ill. ; 28 cm. Shipping list no.: 90-649-P. 
“September 1987.” Includes bibliographical references (p. 21- 
22, Ist group). “U.S. Bureau of Mines research contract no. 
HO348040.” @Item 637 

1. Mine ventilation — Problems, exercises, etc. 2. Mine acci- 
dents — United States— Problems, exercises, etc. 3. Mine 
safety — United States — Problems, exercises, etc. I. Universi- 
ty of Kentucky. Behavioral Research Aspects of Safety and 
Health Working Group. II. United States. Bureau of Mines. 
OCLC 23189644 


91-13631 
I 28.37/a 2:F 844/988 
Minerals yearbook. Mineral industry of France. 
Minerals yearbook. The mineral industry of France. Washing- 
ton, DC : U.S. Dept. of the Interior, Bureau of Mines, 1988- 
v. ; 28 cm. 
Annual 
1988- Running title: France minerals yearbook Shipping 
list no.: 90-547-P. 1988. @lItem 639-F-1 Continues: Preprint 
from the ... Bureau of Mines Minerals yearbook. Mineral indus- 
try of France 
1. Mineral industries — France — Statistics — Periodicals. I. 
United States. Bureau of Mines. sn-91023294 OCLC 
23200568 


91-13632 
I 28.37/a 2:Un 34 k/988 
Minerals yearbook. Mineral industries of the United Kingdom and 
Ireland. 
Minerals yearbook. The mineral industries of the United 
and Ireland. Washington, DC : U.S. Dept. of the 
Interior, Bureau of Mines, 1988- 
v. ; 28 cm. 
Annual 
1988- Running title: United Kingdom and Ireland minerals 
yearbook Shipping list no.: 90-284-P. 1988. @lItem 639-F-1 
1. Mineral industries — Great Britain — Statistics — Periodi- 
cals. I. United States. Bureau of Mines. sn-91023295 OCLC 
23200715 


Government Publications — June 1991 


NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20013-7127 


91-13633 
I 29.8:V 94/3/trail 
United States. National Park Service. 

Winter trail development : Voyageurs National Park / U.S. 
Department of the Interior, National Park Service. Scale [ca. 
1:159,000]. — [Washington, D.C.?] : The Service, [1989] 

1 map : col. ; 28 x 54 cm. Shows existing and 
trails. “April 1989.” “172/40036H.”. @ltem 651 

1. Trails — Minnesota — Voyageurs National Park — 

I. Title. II. Title: Voyageurs National Park. OCLC 23209894 


91-13634 
I 29.84:20 
Auer, Michael. 

The preservation of historic barns / Michael J. Auer. — 
(Washington, D.C.] : U.S. Dept. of the Interior, National Park 
Service, Preservation Assistance Division : [Supt. of Docs., U.S. 
G.P.O., distributor, 1989] 

12 p. : ill. ; 28 cm. — (Preservation briefs ; 20) Caption title. 
Shipping list no.: 91-099-P. “October 1989”—P. 12. Includes 
bibliographical references (p. 12). @Item 646-J S/N 024-005- 
01054-8 @ GPO ISBN 0-1600-3572-4 : $1.00 

1. Barns — United States. 2. Barns — United States — Con- 
servation and restoration. I. United States. National Park Serv- 
ice. Preservation Assistance Division. II. Title. III. Series. 
OCLC 21212629 


91-13635 
I 29.109:NRUH/NRTR/90/01 
Gardner, Donald E. 

Role of biological control as a management tool in national 
parks and other natural areas / Donald E. Gardner. — Washirg- 
ton, D.C. : U.S. Dept. of the Interior, National Park Service, 
[1990] 

v, 41 p. : ill. ; 28 cm.— (Technical report NPS/NRUH/ 
NRTR ; 90/01) Shipping list no.: 90-777-P. “September 
1990.” Includes bibliographical references (p. 37-40). “NPS 
D-549”—P. [3] of cover. @Item 648-K 

1. Pests — Biological control — United States. 2. Agricultur- 
al pests—Control— United States. 3. Weeds — Biological 
control — United States. I. United States. National Park Serv- 
ice. Il. Title. Ill. Series. OCLC 23228188 


91-13636 
I 29.116:18 
Delgado, James P. 

Submerged cultural resource assessment : Golden Gate Na- 
tional Recreation Area, Gulf of the Farallones National Marine 
Sanctuary, and Point Reyes National Seashore / by James P. 
Delgado and Stephen A. Haller. — Santa Fe, N.M. : [Southwest 
Cultural Resources Center], 1989. 

x, 190 p. : ill, maps ; 28 cm.— (Southwest Cultural Re- 
sources Center professional papers ; no. 18) (Submerged Cultur- 
al Resources Unit report and publication series) Cover title: 
Submerged cultural resources assessment .... “Prepared for the 
United States Department of Commerce, National Oceanic and 
Atmospheric Administration, Gulf of the Farallones National 
Marine Sanctuary and the United States Department of the 
Interior, National Park Service, Golden Gate National Recrea- 
tion Area.” Shipping list no.: 89-490-P. Includes bibliograph- 
ical references (p. 185-190). @Item 646-N-5 

1. Shipwrecks — California — History. 2. Gulf of the Faral- 
lones National Marine Sanctuary (Calif.)— Antiquities. 3. 
Point Reyes National Seashore (Calif.)— Antiquities. 4. 
Golden Gate National Recreation Area (Calif.) — Antiquities. 
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5. Underwater archaeology — California. I. Haller, Stephen A. 1. Waterfowl — North America— Behavior. 2. Waterfowl 
Il. Gulf of the Farallones National Marine Sanctuary (Calif.) management — North America. I. U.S. Fish and Wildlife Serv- 
III. Golden Gate National Recreation Area (Calif.) IV. South- ice. II. Title. III. Title: Life history traits and management of 
west Cultural Resources Center. V. Title. VI. Title: Golden the Gadwall. IV. Series. OCLC 23264199 
Gate National Recreation Area .... VII. Title: Submerged cul- 
tural resources assessment ... VIII. Series. IX. Series. 91-13641 
OCLC 20406957 I 49.14:In 8/small 
01-13637 Attention international travelers [picture] : a ban on elephant ivory 
1 29.116:29 - now in — any ee ae into the jr a 
. Wesley R. (Wesley Robert), 1917- tates is subject to seizure, in ition, violators could be ined 
ws pa emnatien pei at Quarai pueblo and mis- $5,000 under the African Elephant Conservation Act. [Washing- 
sion buildings : Salinas Pueblo Missions National Monument, ton, DC.) : U.S. Dept. of the Interior, Fish and Wildlife 
New Mexico / Wesley R. Hurt. — Santa Fe, N.M. : Division of Service : U.S. Customs Service, [19897] 
History : Division of Anthropology, National Park Service, Gn in x col. ; 22 x 9 cm. Shipping list no.: 89-683-P. 


1990. 
1. African elephant. 2. Endangered species — Africa — Post- 


xv, 241 p. : ill, maps ; 28 cm.— (Southwest Cultural Re- . . } 
sources Center professional papers ; no. 29) Shipping list no.: ers. 3. Foreign trade regulation — United States — Posters. I. 


90-629-P. Includes bibliographical references (p. 236-240). US. Fish and Wildlife Service. II, U.S. Customs Service. III. 
@ltem 624-B Title. OCLC 23190599 

1. Indians of North America— New Mexico — Antiquities. 
2. Excavations (Archaeology) — New Mexico — Salinas Nation- 
al Monument. 3. Salinas National Monument (N.M.) — Antiq- 
uities. I. United States. National Park Service. Division of His- 
tory. II. Southwest Cultural Resources Center. Division of 
Anthropology. III. Title. IV. Title: Salinas Pueblo Missions 
National Monument, New Mexico. V. Title: Excavation 
project at Quarai pueblo and mission buildings. VI. Series. 
OCLC 23238991 


91-13642 
I 49.66:177 
Field manual for the investigation of fish kills / edited by Fred P. 
Meyer and Lee A. Barclay. — Washington, DC : U.S. Dept. of 
the Interior, Fish and Wildlife Service : [For sale by the Supt. 
of Docs., U.S. G.P.O.], 1990. 
vii, 120 : ill. (some col.) ; 26 cm.— (Resource publication ; 
177) Shipping list no.: 91-157-P. Includes bibliographical ref- 
erences. @Item 613-B S/N 024-010-00685 @ GPO ISBN 0- 


91-13638 1602-4686— $12.00 
I 29.116:34 1. Fish kills — United States — Handbooks, manuals, etc. 2. 
Wooster, Robert, 1956- : Fishes — Diseases — United States — Handbooks, manuals, etc. 
History of Fort Davis, Texas / by Robert Wooster. — Santa 3. Fishes — Effect of water pollution on — Handbooks, manuals, 
Fe, N.M. : Division of History, Southwest Cultural Resources etc. I. Meyer, Fred P. Il. Barclay, Lee A. Ill. U.S. Fish 


Center, Southwest Region, National Park Service, Dept. of the and Wildlife Service. IV. Series: Resource publication (U.S. 


Interior, 1990 [i.e. 1991] . --- ae 
v, 412 p. : ill, maps ; 28 cm.— (Southwest Cultural Re- Fish and Wildlife Service) ; 177. OCLC 23171161 


sources Center professional papers ; no. 34) Shipping list no.: 91-13643 
91-190-P. Includes bibliographical references (p. 385-412). 1 49.79/2:9 
@ltem 646-N-5 Mena, Joyes A 
1. Fort Davis (Tex.)— History. 2. National parks and re- 7 ; , i 
serves — Texas. I. Southwest Cultural Resources Center. Divi- re hemeshagic ceptionnia of thes 4 er & a. — 
sion of History. Il. Title. Ill. Series. OCLC 23245014 he oo agp : US. Dept. of the interior, Fish and WEE 
91-13639 1 folded sheet (6 p.) ; 23 x 11 cm.— (Fish health bulletin,. 
I 29.117/3:T 39 ISSN 1044-8187 ; 9) Shipping list no.: 90-801-P. Includes bib- 
Thorstein Veblen farmstead, Nerstrand vicinity, Minnesota. — liographical references (p. 4-5). @Item 616-B-1 
[Washington, DC : Preservation Assistance Division, 19897] 1. Viral hemorrhagic septicemia. 2. Fishes — Virus diseases. 
1 sheet : ill. ; 36 x 22 cm. folded to 27 x 22 cm.— (Land- 3. Fishes — Diseases. I. U.S. Fish and Wildlife Service. II. 
marks at risk) Shipping list no.: 89-696-P. @Item 648-P-1 Title. III. Series: Fish health bulletin ; no. 9. OCLC 23198009 
1. Historic buildings — Minnesota — Rice County — Conser- 
vation and restoration. 2. Veblen, Thorstein, 1857-1929 Homes 
and haunts Minnesota Rice County. 3. Historic farms — Min- LAND MANAGEMENT BUREAU 
nesota — Rice County. I. United States. National Park Service. Interior Dept. 
Preservation Assistance Division. II. Series. OCLC 20665263 Washington, DC 20240 


FISH AND WILDLIFE SERVICE 91-13644 


I 53.11:N 41/2 
Interior Dept. United States. Bureau of Land Management. 


Washington, DC 20240 State of Nevada / United States, Department of the Interior, 
91-13640 Bureau of Land Management. Rev. in 1979. Scale 1:1,000,000. 1 
I 49.13/5:13.1.2 in. equals approx. 16 miles. Lambert conformal conic proj. (W 
Ringelman, James K. (James Kent) 119°—W 114°/N 42°—N 35°).— Reno, Nev. : The Bureau : 
Waterfowl management handbook. 13.1.2, Life history traits BLM, Nevada State Office : Pulication Office, Nevada Bureau 
and management of the Gadwall / James K. Ringelman. — of Mines and Geology, 1990. 
Washington, D.C. : U.S. Dept. of the Interior, Fish and Wild- 1 map : col. ; 79 x 54cm. Relief shown by contours, form 
life Service, 1990. lines, and spot heights. “Surface management status by BLM, 
6 p. : ill, map ; 28 cm.— (Fish and wildlife leaflet ; 13) printed 1990.” “Base map prepared by U.S. i 
Caption title. Shipping list no.: 91-116-P. Includes biblio- Survey, compiled in 1962, revised in 1984.” Shipping list no.: 
graphical references (p. 6). @lItem 616-B-1 91-250-P. Includes population key. @lItem 629-B 
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1. Land use—Nevada— Maps. 2. Nevada— Maps. I. 
Title. OCLC 23294570 


91-13645 
I 53.11:N 42 m/2/990 
United States. Bureau of Land Management. 

State of New Mexico land status map, 1990 / United States 
Department of the Interior, Bureau of Land Management. Scale 
1:1,000,000. 1 in. equals approx. 16 miles ; Lambert conformal 
conic proj., based on standard parallels 33°and 45° (W 109°—W 
103°/N 37°—N 31°). — [Santa Fe, N.M.] : The Bureau, [1990] 

1 map : col. ; 68 x 59 cm. Relief shown by contours and 
spot heights. “This map shows only general ownership status 
and is subject to periodic change.” “Boundaries and land status 
compiled from B.L.M. survey records in the B.L.M. New 
Mexico State Office, Santa Fe, New Mexico in 1971, revised in 
1979.” “Base map with highways and contours prepared by 
U.S.G.S.” Shipping list no.: 91-215-P. Includes township dia- 
gram. @lItem 629-B 

1. Land tenure — New Mexico— Maps. I. Title. II. Title: 
Land status map. III. Title: New Mexico. OCLC 23284834 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Additional entries follow FBI entries. 


91-13646 
J 1,2:F 86/2 
United States. Dept. of Justice. Office of Legal Education. 
Defense procurement fraud / U.S. Department of Justice, 
Office of Legal Education. — Washington, D.C. : The Office, 
[1990] 
1 v. (various pagings) : ill. ; 28 cm. Shipping list no.: 90-708- 
P. “May 21-24, 1990.” Includes bibliographical references. 
@ltem 717 
1. Defense contracts — United States — Corrupt practices. 2. 
Fraud — United States. 3. United States— Armed Forces — 
Procurement — Management. I. Title. OCLC 22865882 


JUSTICE STATISTICS BUREAU 
Justice Dept. 


Washington, DC 20531 


91-13647 
J 29.2:Id 2 
Tien, James M. 

Identifying persons, other than felons, ineligible to purchase 
firearms : a feasibility study / James M. Tien, Thomas F. 
Rich. — Washington, D.C. : U.S. Dept. of Justice, Office of 
Justice Programs, Bureau of Justice Statistics, c1990. 

xx, 120 p. : ill. ; 23 cm. “Report of work performed under 
BJS Contract No. OJP-89-C-006, awarded to ENFORTH Cor- 
poration ....” Shipping list no.: 90-371-P. “May 1990.” In- 
cludes bibliographical references (p. 117-120). @lItem 717-R-1 

1. Firearms ownership— United States. 2. Firearms — 
United States— Purchasing. 3. Gun control — United States. 
I. Rich, Thomas F. II. ENFORTH Corporation. III. United 
States. Bureau of Justice Statistics. IV. Title. OCLC 
22065841 


LABOR DEPARTMENT 
Washington, DC 20210 


91-13648 
L 1.7/2:T 24/991 
United States. Dept. of Labor. 
Temporary duty guide for Department of Labor employees. 
— [Washington, D.C.?} : U.S. Dept. of Labor, Office of the 


Government Publications — June 1991 


Assistant Secretary for Administration and Management, Office 
of the Comptroller, [1991] 

10, [19] p. : ill. ; 22 cm.— (Publication ; 7) Cover title. 
Shipping list no.: 91-159-P. “January 1991.” @lItem 745-A 

1. United States. Dept. of Labor — Officials and employees — 
Travel regulations — Handbooks, manuals, etc. 2. United 
States. Dept. of Labor — Officials and employees — Handbooks, 
manuals, etc. 3. United States — Officials and employees — 
Handbooks, manuals, etc. I. United States. Dept. of Labor. 
Office of the Comptroller. II. Title. III. Series: Publication 
(United States. Dept. of Labor. Office of the Comptroller) ; 7. 
OCLC 23264145 


LABOR STATISTICS BUREAU 


Labor Dept. 
Washington, DC 20212 


91-13649 
L 2.3/8:991 
Bargaining calendar / U.S. Department of Labor, Bureau of 
Labor Statistics. Washington, D.C. : The Bureau : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 
v. ; 28 cm. (Bulletin / U.S. Department of Labor, Bureau of 
Labor Statistics ; 2377) 
Annual 
$2.25 
Began with 1978. Previously classed: L 2.3: Shipping list 
no.: 91-095-P. 1991. Description based on: 1981. @Item 
768-C-17 S/N 029-001-03073-8 @ GPO Continues: Wage cal- 
endar 
1. Collective labor agreements — United States — Statistics — 
Periodicals. I. United States. Bureau of Labor Statistics. II. 
Series: Bulletin of the United States Bureau of Labor Statistics ; 
2377. HD8051.A834b 79-644970 //r903 [HD8064] 331/ 
.0973 s [331.89/0973] OCLC 04763148 


91-13650 
L 2.120:91-41 
News. Productivity by industry. Washington, D.C. : U.S. Dept. of 
Labor, Bureau of Labor Statistics, U.S. Dept. of Labor, 
Bureau of Labor Statistics, Washington, D.C. 20212 
v. ; 28 cm. 
Annual Shipping list no.: 91-200-P. “USDL 91-41.” 1989. 
Description based on: 1989; title from caption. @Item 769-P 
1. Industrial productivity — United States — Statistics — Peri- 
odicals. I. United States. Bureau of Labor Statistics. sn- 
91023074 OCLC 23200385 


91-13651 
L 2.121/12:B 63/990 
Area wage survey. Boise City, Idaho, metropolitan area / U.S. 
Department of Labor, Bureau of Labor Statistics. Washington, 
DC : The Bureau : For sale by the Supt. of Docs., U.S. G.P.O. ; 
Chicago, IL : Bureau of Labor Statistics, Publications Sales 
Center, [distributor], Supt. of Docs., U.S. Govt. Print. Off., 
Washington, DC 20402 Bureau of Labor Statistics, Publications 
Sales Center, P.O. Box 2145, Chicago, IL 60690 
v. ; 21 x 28 cm. (Bulletin ; 3055-33) 
Biennial, (1988-) 
Annual, 1965-198 
Began with July 1965. Previously classed: L 2.3: Shipping 
list no.: 90-795-P. Sept. 1990. Description based on: Sept. 
1988; title from cover. @Item 768-B-12 S/N 829-001-00361-5 
@ GPO Continues: Occupational wage survey. Boise City 
metropolitan area 
1. Wages — Idaho — Boise Metropolitan Area — Statistics — 
Periodicals. I. United States. Bureau of Labor Statistics. II. 
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Labor Statistics Bureau — Labor Dept. 


Series: Bulletin of the United States Bureau of Labor Statistics ; 
3055-33. sn-89023128 OCLC 03460262 


91-13652 
L 2.121/13:3 68/990 
Area wage survey. Joliet, Illinois, metropolitan area / U.S. De- 
partment of Labor, Bureau of Labor Statistics. Washington, DC 
: The Bureau : For sale by the Supt. of Docs., U.S. G.P.O. ; 
Chicago, IL : Bureau of Labor Statistics, Publications Sales 
Center, [distributor, 1989- Supt. of Docs., U.S. Govt. Print. 
Off., Washington, DC 20402 Bureau of Labor Statistics, Publi- 
cations Sales Center, P.O. Box 2145, Chicago, IL 60690 
v. ; 21 x 28 cm. (Bulletin ; 3055-41) 
Biennial 
$1.50 
Nov. 1988- Title from cover. Shipping list no.: 91-160-P. 
Nov. 1990. @Item 768-B-13 S/N 829-001-00369-1 @ GPO 
1. Wages — Illinois — Joliet Metropolitan Area — Statistics — 
Periodicals. I. United States. Bureau of Labor Statistics. II. 
Series: Bulletin of the United States Bureau of Labor Statistics ; 
3055-41. HD4976.J64A73 89-646788 331.2/977325 /20 
OCLC 19645567 


91-13653 
L 2.121/14:In 2/990 
Area wage survey. Indianapolis, Indiana, metropolitan area 

Area wage survey. The Indianapolis, Indiana, metropolitan 
area. Washington, D.C. : U.S. Dept. of Labor, Bureau of Labor 
Statistics : For sale by the Supt. of Docs., U.S. G.P.O. ; Chica- 
go, IL : Bureau of Labor Statistics, Publications Sales Center, 
[distributor], 1966- Supt. of Docs., U.S. Govt. Print. Off., 
Washington, DC 20402 Bureau of Labor Statistics, Publications 
Sales Center, P.O. Box 2145, Chicago, IL 60690 

v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, Bureau 
of Labor Statistics ; 3055-40) 

Biennial, 1990- 

Annual, 1965-1988 

$1.75 

Dec. 1965- Previously classed: L 2.3:, L 2.3/2: and L 2.121/ 
14-3: Shipping list no.: 91-160-P. Oct. 1990. Vols. for 
(1986)-198 distributed to depository libraries in microfiche. 
@ltem 768-B-14 S/N 829-001-00368-2 @ GPO 

1. Wages — Indiana — Indianapolis Metropolitan Area — Sta- 
tistics — Periodicals. I. United States. Bureau of Labor Statis- 
tics. II. Series: Bulletin of the United States Bureau of Labor 
Statistics ; 3055-40. HD8051.A62 subser. | -66000077 //r85 
331.297725 OCLC 02831358 


91-13654 
L 2.121/18:N 42/990 
Area wage survey. New Orleans, Louisiana, metropolitan area 

Area wage survey. The New Orleans, Louisiana, metropolitan 
area. Washington, D.C. : U.S. Dept. of Labor, Bureau of Labor 
Statistics : For sale by the Supt. of Docs., U.S. G.P.O. ; Chica- 
go, IL : Bureau of Labor Statistics, Publications Sales Center, 
[distributor], 1966- Supt. of Docs., U.S. Govt. Print. Off., 
Washington, DC 20402 Bureau of Labor Statistics, Publications 
Sales Center, P.O. Box 2145, Chicago, IL 60690 

v. ; 21 x 28 cm. (Bulletin ; 3055-39) 

Annual 

$2.00 

Feb. 1966- Title varies slightly. Previously classed: L 2.3:, 
L 2.3/2: and L 2.121/18: Shipping list no.: 91-159-P. Oct. 
1990. Jan. 1975 issued as Suppl. 1 to BLS bulletin 1795-15. 
Vols. for (Oct. 1983)-198 distributed to depository libraries in 
microfiche. @lItem 768-B-18 S/N 829-001-00367-4 @ GPO 
ISSN 0161-4800 Continues in part: Occupational wage survey 

1. Wages — Louisiana — New Orleans Metropolitan Area — 
Statistics — Periodicals. I. United States. Bureau of Labor Sta- 
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tistics. II. Series: Bulletin of the United States Bureau of Labor 
Statistics ; 3055-39. NOTIN LC 1 -66000106 //r812 OCLC 
02502968 


91-13655 


L 2.121/21:B 65/990 


Area wage survey. Boston, Massachusetts, metropolitan area / 


U.S. Department of Labor, Bureau of Labor Statistics. [Wash- 
ington, D.C.] : The Bureau : [For sale by the Supt. of Docs., 
U.S. G.P.O. ; Chicago, IL : Bureau of Labor Statistics, Publica- 
tions Sales Center, [distributor], Supt. of Docs., U.S. Govt. 
Print. Off., Washington, DC 20402 Bureau of Labor Statistics, 
Publications Sales Center, P.O. Box 2145, Chicago, IL 60690 

v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, Bureau 
of Labor Statistics ; 3055-38) 

Annual 

$2.25 

Began with Oct. 1965. Previously classed: L 2.3:, L 2.3/2: 
and L 2.121/21-2: Shipping list no.: 91-142-P. Aug. 1990. 
Description based on: 1980; title from cover. Vols. for (Aug. 
1983)-198 distributed to depository libraries in microfiche. 
@ltem 768-B-21 S/N 829-001-00366-6 @ GPO Continues in 
part: Occupational wage survey 

1. Wages — Massachusetts — Boston Metropolitan Area — 
Statistics — Periodicals. I. United States. Bureau of Labor Sta- 
tistics. II. Series: Bulletin of the United States Bureau of Labor 
Statistics ; 3055-38. sn-87042187 OCLC 03043236 


91-13656 


L 2.121/30:B 45/990 


Area wage survey. Bergen-Passaic, New Jersey, metropolitan area 


/ U.S. Department of Labor, Bureau of Labor Statistics. Wash- 
ington, D.C. : The Bureau : For sale by the Supt. of Docs., U.S. 
G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
DC 20402 Bureau of Labor Statistics, Publications Sales Center, 
P.O. Box 2145, Chicago, IL 60690 

v. ; 21 x 28 cm. (Bulletin ; 3055-37) 

Annual 

$2.00 Previously classed: L 2.3: Shipping list no.: 91-142-P. 
Sept. 1990. Description based on: Sept. 1987; title from cover. 
@ltem 768-B-30 S/N 829-001-00365-8 @ GPO Continues in 
part: Occupational wage survey 

1. Wages—New Jersey — Passaic County — Statistics — 
Periodicals. 2. Wages — New Jersey — Bergen County — Sta- 
tistics — Periodicals. I. United States. Bureau of Labor Statis- 
tics. II. Series: Bulletin of the United States Bureau of Labor 
Statistics ; 3055-27. sn-88010290 OCLC 17660663 


91-13657 


L 2.121/32-3:987 


Area wage survey. Poughkeepsie, New York, metropolitan area 


(1985) 

Area wage survey. Poughkeepsie, New York, metropolitan 
area. Washington, D.C. : U.S. Dept. of Labor, Bureau of Labor 
Statistics : Bureau of Labor Statistics, Publications Sales Center 
[distributor], Bureau of Labor Statistics, Publications Sales 
Center, P.O. Box 2145, Chicago, IL 60690 

v. ; 21 x 28 cm. (Bulletin ; 3040-51) 

Biennial, 1987- 

Annual, 1985-1986 

Began with Sept. 1985. No longer available for sale by the 
Supt. of Docs. Shipping list no.: 89-672-P. Oct. 1987. De- 
scription based on: Oct. 1987; title from cover. Vols. for 1985- 
1986 distributed to depository libraries in microfiche. @Item 
768-B-32 S/N 829-001-00194-9 @ GPO Continues: Area 
wage survey. Poughkeepsie-Kingston-Newburgh, New York, 
metropolitan area 

1. Wages — New York (State) — Poughkeepsie Metropolitan 
Area — Statistics — Periodicals. I. United States. Bureau of 





Labor Statistics. II. Series: Bulletin of the United States 
Bureau of Labor Statistics ; 3040-51. sn-91023318 OCLC 
23310180 


91-13658 


L 2.121/35-5:986 

Area wage survey. Dayton, Ohio, metropolitan area / U.S. De- 
partment of Labor, Bureau of Labor Statistics. [Washington, 
D.C.] : The Bureau, -1986] 

v. ; 21 x 28 cm. (Bulletin ; 3035-64) 

Annual 

Began with 1966. 

-1986. No longer available for sale by the Supt. of Docs. 
Previously classed: L 2.3: and L 2.3/2: Dec. 1986. Descrip- 
tion based on: 1980; title from cover. Vols. for (1983)-1986 
distributed to depository libraries in microfiche. @lItem 768-B- 
35 (MF) S/N 829-001-00136-1 @ GPO Continues in part: 
Occupational wage survey Continued by: Area wage survey. 
Dayton-Springfield, OH 

1. Wages — Ohio — Dayton Metropolitan Area — Statistics — 
Periodicals. I. United States. Bureau of Labor Statistics. II. 
Series: Bulletin of the United States Bureau of Labor Statistics ; 
3035-64. HD8051.A62 sn-90012516 [HD4976.D38A37] 
331.297717 OCLC 02237029 


91-13659 


L 2.121/43:D 16/988 
Area wage survey. Dallas-Fort Worth, Texas, metropolitan area / 
U.S. Department of Labor, Bureau of Labor Statistics. [Wash- 
ington, D.C.] : The Bureau : For sale by the Supt. of Docs., 
U.S. G.P.O. ; Chicago, IL : Bureau pof Labor Statistics, Publi- 
cations Sales Center [distributor], 1975- Supt. of Docs., U.S. 
Govt. Print. Off., Washington, DC 20402 Bureau of Labor 
Statistics, Publications Sales Center, P.O. Box 2145, Chicago, IL 
60690 

v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, Bureau 
of Labor Statistics ; 3045-58) 

Annual 

$2.25 

Began with Oct. 1974. Previously classed: L 2.3:, L 2.3/2: 
and L 2.121/43-4: Shipping list no.: 89-165-P. Dec. 1988. 
Description based on: 1975; title from cover. Oct. 1974 issued 
as Suppl. 2 to BLS bulletin 1775-25. Vols. for (Dec. 1983-)- 
198 distributed to depository libraries in microfiche. Formed 
by the union of: Area wage survey. Fort Worth, Texas, metro- 
politan area, and: Area wage survey. Dallas, Texas, metropoli- 
tan area. @Item 768-B-43 S/N 829-001-00263-5 @ GPO 
ISSN 0362-1189 

1. Wages — Texas — Dallas Metropolitan Area — Statistics — 
Periodicals. 2. Wages—Texas— Fort Worth Metropolitan 
Area — Statistics — Periodicals. I. United States. Bureau of 
Labor Statistics. II. Series: Bulletin of the United States 
Bureau of Labor Statistics ; 3045-58. HD4976.D3U53a 76- 
642020 //r812 331.2/9764/2811 OCLC 02302463 


91-13660 


L 2.121/43:D 16/989 

Area wage survey. Dallas-Fort Worth, Texas, metropolitan area / 
U.S. Department of Labor, Bureau of Labor Statistics. [Wash- 
ington, D.C.] : The Bureau : [For sale by the Supt. of Docs., 
U.S. G.P.O.] ; Chicago, IL : Bureau of Labor Statistics, Publica- 
tions Sales Center [distributor], 1975- Supt. of Docs., U.S. 
Govt. Print. Off., Washington, DC 20402 Bureau of Labor 
Statistics, Publications Sales Center, P.O. Box 2145, Chicago, IL 
60690 


v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, Bureau 
of Labor Statistics ; 3050-51) 

Annual 

$2.25 

Began with Oct. 1974. Previously classed: L 2.3:, L 2.3/2: 
and L 2.121/43-4: Shipping list no.: 90-235-P. Dec. 1989. 


Government Publications — June 1991 


Description based on: 1975; title from cover. Oct. 1974 issued 
as Suppl. 2 to BLS bulletin 1775-25. Vols. for (Dec. 1983)-198 
distributed to depository libraries in microfiche. Formed by 
the union of: Area wage survey. Fort Worth, Texas, metropoli- 
tan area, and: Area wage survey. Dallas, Texas, metropolitan 
area. @lItem 768-B-43 S/N 829-001-00318-6 @ GPO ISSN 
0362-1189 

1. Wages — Texas — Dallas Metropolitan Area — Statistics — 
Periodicals. 2. Wages—Texas— Fort Worth Metropolitan 
Area — Statistics — Periodicals. I. United States. Bureau of 
Labor Statistics. II. Series: Bulletin of the United States 
Bureau of Labor Statistics ; 3050-51. HD4976.D3U53a 76- 
642020 //r812 331.2/9764/2811 OCLC 02302463 


91-13661 


L 2.121/43-4:987 


Area wage survey. Dallas-Fort Worth, Texas, metropolitan area / 


U.S. Department of Labor, Bureau of Labor Statistics. [Wash- 
ington, D.C.] : The Bureau, 1975- 

v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, Bureau 
of Labor Statistics ; 3040-53) 

Annual 

Began with Oct. 1974. No longer available for sale by the 
Supt. of Docs. Previously classed: L 2.3: and L 2.3/2: Ship- 
ping list no.: 89-833-P. Dec. 1987. Description based on: 
1975; title from cover. Oct. 1974 issued as Suppl. 2 to BLS 
bulletin 1775-25. Vols. for (Dec. 1983-)-198 distributed to de- 
pository libraries in microfiche. Formed by the union of: Area 
wage survey. Fort Worth, Texas, metropolitan area, and: Area 
wage survey. Dallas, Texas, metropolitan area. @Item 768-B- 
43 S/N 829-001-00196-5 @ GPO ISSN 0362-1189 

1. Wages — Texas — Dallas Metropolitan Area — Statistics — 
Periodicals. 2. Wages—Texas— Fort Worth Metropolitan 
Area — Statistics — Periodicals. I. United States. Bureau of 
Labor Statistics. II. Series: Bulletin of the United States 
Bureau of Labor Statistics ; 3040-53. HD4976.D3U53a 76- 
642020 //r812 331.2/9764/2811 OCLC 02302463 


91-13662 


L 2.122/32:P 86/989 


Area wage survey. Poughkeepsie-Orange County-Kingston, NY / 


U.S. Department of Labor, Bureau of Labor Statistics. [Wash- 
ington, D.C.] : The Bureau, U.S. Dept. of Labor, Bureau of 
Labor Statistics, Washington, DC 20212 

v. ; 21 x 28 cm. 

Annual Shipping list no.: 90-123-P. Summary for Oct. 
1989. Description based on: Feb. 1988; title from caption. 
@ltem 768-B-32 

1. Wages — New York (State) — Poughkeepsie Metropolitan 
Area — Statistics — Periodicals. 2. Wages — New York 
(State) — Orange County — Statistics — Periodicals. 3. 
Wages — New York (State)— Kingston Metropolitan Area — 
Statistics — Periodicals. I. United States. Bureau of Labor Sta- 
tistics. sn-88010371 OCLC 17885584 


91-13663 


L 2.122/47:Sp 6/989 


Area wage survey. Spokane, Wash. / U.S. Department of Labor, 


Bureau of Labor Statistics. Washington, D.C. : The Bureau, 
U.S. Dept. of Labor, Bureau of Labor Statistics, Washington, 
DC 20212 

v. ; 21 x 28 cm. 

Annual Issues for (Sept. 1988-) have title: Area wage 
survey. Spokane, WA. Previously classed: L 2.113:Sp 6/ 
Shipping list no.: 90-010-P. Summary for Sept. 1989. Descrip- 
tion based on: Sept. 1981; title from caption. @lItem 768-B-47 

1. Wages— Washington (State)— Spokane Metropolitan 
Area — Statistics — Periodicals. I. United States. Bureau of 


Page 139 





International Labor Affairs Bureau — Labor Dept. 


Labor Statistics. HD4976.S7A73 88-656324 331.2/979737 / 
19 OCLC 09333512 


INTERNATIONAL LABOR AFFAIRS BUREAU 
Labor Dept. 
Washington, DC 20210 


91-13664 
L 29.16:Au 7/989-90 
Austria (United States. Embassy (Austria)) 

Austria / prepared by American Embassy, Vienna. Washing- 
ton, D.C. : U.S. Dept. of Labor, Bureau of International Labor 
Affairs : For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402-9371 

v. ; 28 cm. (Foreign labor trends ; FLT 90-61) 

Annual 

$1.25 Other title: Labor trends in Austria 19 -(1987) Ship- 
ping list no.: 91-061-P. 1989-1990. Description based on: 
1986-1987; title from cover. Vols. for (1986-1987-) some 
annual issues have chronological designation covering more 
than 1 year (v. called 1987 has a single year chronological 
designation). @lItem 749-E S/N 829-003-00206-9 @ GPO 

1. Working class — Austria— Periodicals. 2. Trade- 
unions — Austria — Periodicals. I. United States. Bureau of 
International Labor Affairs. II. United States. Embassy (Aus- 
tria) III. Series. HD8401.F67 88-659015 //r892 331.1/ 
09436 /19 OCLC 17404706 


91-13665 
L 29.16:D 41/989-90 
Denmark (United States. Embassy (Denmark)) 

Denmark / prepared by American Embassy, Copenhagen. 
Washington, D.C. : U.S. Dept. of Labor, Bureau of Internation- 
al Labor Affairs : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402- 
9371 

v. ; 28 cm. (Foreign labor trends ; FLT 90-56) 

Annual 

$1.25 Caption title: Labor trends in Denmark -1986-1987 
Shipping list no.: 91-061-P. 1989-1990. Description based on: 
1986-1987; title from cover. @Item 749-E S/N 829-003- 
00201-8 @ GPO 

1. Working class — Denmark — Periodicals. 2. Labor 
supply — Denmark — Periodicals. 3. Trade-unions — Den- 
mark — Periodicals. I. United States. Embassy (Denmark) II. 
Uniied States. Bureau of International Labor Affairs. III. 
Series. HD8541.F67 88-659073 //r88 331.1/09489 /19 
OCLC 17758732 


91-13666 
L 29.16:E] 8/989-90 
El Salvador (United States. Embassy (E! Salvador)) 

El Salvador / prepared by American Embassy San Salvador. 
Washington, D.C. : U.S. Dept. of Labor, Bureau of Internation- 
al Labor Affairs : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, DC 20402- 
9371 

v. ; 28 cm. (Foreign labor trends ; FLT 90-62) 

Annual 

$1.25 Caption title: Labor trends in El Salvador 19 -1984- 
1987 Shipping list no.: 91-061-P. 1989-1990. Description 
based on: 1984-1987; title from cover. @Item 749-E S/N 829- 
003-00207-7 @ GPO 

1. Working class—El Salvador — Periodicals. 2. Trade- 
unions — E] Salvador — Periodicals. 1. United States. Embassy 
(El Salvador) II. United States. Bureau of International Labor 
Affairs. III. Series. HD8186.5.E4 88-657090 //r89 331.1/ 
097284 /19 OCLC 18573025 
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91-13667 


L 29.16:G 31/989-90 


Federal Republic of Germany (United States. Embassy (Germany 


: West)) 

Federal Republic of Germany / prepared by American Em- 
bassy, Bonn. [Washington, D.C.] : U.S. Dept. of Labor, Bureau 
of International Affairs, Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402-9371 

v. ; 28 cm. (Foreign labor trends ; FLT 90-54) 

Annual 

$1.75 Other title: Labor trends in the Federal Republic of 
Germany (1986)-1987 Shipping list no.: 91-095-P. 1989-1990. 
Description based on: 1986; title from cover. Vols. for (1988- 
1989-) some annual issues have chronological designation cover- 
ing more than | year. @Item 749-E S/N 829-003-00199-2 @ 
GPO 

1. Working class—Germany (West) — Periodicals. 2. 
Trade-unions— Germany (West)— Periodicals. I. United 
States. Embassy (Germany : West) II. United States. Bureau of 
International Labor Affairs. III. Series. HD8441.F67 87- 
644435 //r892 331.1/0943 /19 OCLC 16728004 


91-13668 


L 29.16:H 12/989-90 


Haiti (United States. Embassy (Haiti)) 


Haiti / prepared by American Embassy, Port-au-Prince. 
Washington, D.C. : U.S. Dept. of Labor, Bureau of Internation- 
al Labor Affairs : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402- 
9371 

v. ; 28 cm. (Foreign labor trends ; FLT 90-64) 

Annual 

$1.00 Caption title: Labor trends in Haiti 19 -198 Shipping 
list no.: 91-174-P. 1989-1990. Description based on: 1987; title 
from cover. None published, 1988. @lItem 749-E S/N 829- 
003-00209-3 @ GPO 

1. Working class — Haiti — Periodicals. 2. Trade-unions — 
Haiti — Periodicals. I. United States. Embassy (Haiti) II. 
United States. Bureau of International Labor Affairs. III. 
Series. HD8211.H35 88-657578 331.1/097294 /19 OCLC 
18333742 


91-13669 


L 29.16:H 75/2/989-90 


Hong Kong (United States. Embassy (Hong Kong)) 


Hong Kong / Prepared by American Embassy, Hong Kong. 
Washington, D.C. : U.S. Dept of Labor, Bureau of International 
Labor Affairs : For sale by Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 

v. ; 28 cm. (Foreign labor trends ; FLT 90-55) 

Annual 

$1.00 Caption title: Labor trends in Hong Kong -1987 
Shipping list no.: 91-061-P. 1989-1990. Description based on: 
1987; title from cover. Vols. for (1988-1989-) some annual 
issues have chronological designation covering more than one 
year. @ltem 749-E S/N 829-003-00200-0 @ GPO 

1. Working class—Hong Kong — Periodicals. 2. Trade- 
unions — Hong Kong — Periodicals. I. United States. Embassy 
(Hong Kong) II. United States. Bureau of International Labor 
Affairs. III. Series. HD8751.H65 88-657572 331.1/0951/25 
/19 OCLC 18298784 


91-13670 


L 29.16:H 75/989 


Honduras (United States. Embassy (Honduras)) 


Honduras / prepared by American Embassy, Tegucigalpa. 
(Washington, D.C.] : U.S. Dept. of Labor, Bureau of Interna- 
tional Labor Affairs, Supt. of Docs., U.S. Govt. Print Off., 
Washington, D.C. 20402-9371 





v. ; 28 cm. (Foreign labor trends ; FLT 90-65) 

Annual 

$1.00 Other title: Labor trends in Honduras 19 -1986 Ship- 
ping list no.: 91-174-P. 1989. Description based on: 1986; title 
from cover. Vols. for (1988-1989-) some annual issues have 
chronological designation covering more than one year. 
@ltem 749-E S/N 829-003-00210-7 @ GPO 

1. Labor supply — Honduras — Periodicals. 2. Working 
class — Honduras — Periodicals. 3. Trade-unions — Hondu- 
ras — Periodicals. 4. Honduras — Commerce — Periodicals. I. 
United States. Embassy (Honduras) II. United States. Bureau 
of International Labor Affairs. III. Series. HD5736.A36 87- 
644430 //r892 331.1/097283 /19 OCLC 16727387 


91-13671 


L 29.16:Is 7/989-90 
Israel (United States. Embassy (Israel)) 

Israel / prepared by American Embassy, Tel Aviv. Washing- 
ton, D.C. : U.S. Dept. of Labor, Bureau of International Labor 
Affairs : For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Wasington, D.C. 20402 

v. ; 28 cm. (Foreign labor trends ; FLT 90-59) 

Annual 

$1.24 Caption title: Labor trends in Israel -198 Shipping list 
no.: 91-061-P. 1989-1990. Description based on: 1985-1987; 
title from cover. @Item 749-E S/N 829-003-00204-2 @ GPO 

1. Working class — Israel — Periodicals. 2. Labor supply — 
Israel — Periodicals. 3. Trade-unions — Israel — Periodicals. 
I. United States. Embassy (Israel) II. United States. Bureau of 
International Labor Affairs. III. Series. HD8660.A18 88- 
659081 //r88 331.1/095694 /19 OCLC 17777674 


91-13672 


L 29.16:N 38/989-90 
Netherlands (United States. Embassy (Netherlands)) 

Netherlands / prepared by American Embassy, The Hague. 
Washington, D.C. : U.S. Dept. of Labor, Bureau of Internation- 
al Labor Affairs : For sale by the Supt. of Does., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402- 
9371 

v. ; 28 cm. (Foreign labor trends ; FLT 90-53) 

Annual 

$1.25 Caption title: Labor trends in the Netherlands 19 - 
(1986-1987) Shipping list no.: 91-095-P. 1989-1990. Descrip- 
tion based on: 1986-1987; title from cover. @Item 749-E S/N 
829-003-00198-4 @ GPO 

1. Labor — Netherlands — Periodicals. 2. Labor supply — 
Netherlands — Periodicals. 3. Trade-unions — Netherlands — 
Periodicals. I. United States. Embassy (Netherlands) II 
United States. Bureau of International Labor Affairs. III. 
Series. HD8511.F67 88-659112 //r912 331.1/09492 /19 
OCLC 17867463 


91-13673 


L 29.16:P 53/989-90 
Philippines (United States. Embassy (Philippines)) 

Philippines / prepared by American Embassy, Manila. Wash- 
ington, D.C. : U.S. Dept. of Labor, Bureau of International 
Labor Affairs : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, DC 20402 

v. ; 28 cm. (Foreign labor trends ; FLT 91-02) 

Annual 

$1.25 Caption title: Labor trends in the Republic of the 
Philippines -198 Shipping list no.: 91-241-P. 1989-1990. De- 
scription based on: 1986; title from cover. Vols. for (1987- 
1988-) each annual issue has chronological designation covering 
2 years. @Item 749-E S/N 829-003-00212-3 @ GPO 

1. Working class — Philippines — Periodicals. 2. Labor 
supply — Philippines — Periodicals. 3. Industrial relations — 
Philippines — Periodicals. I. United States. Embassy (Philip- 


Government Publications — June 1991 


pines) II. United States. Bureau of International Labor Affairs. 
III. Series. HD8711.F67 88-659115 //r88 331.1/09599 /19 
OCLC 17885466 


91-13674 


L 29.16:P 83/989-90 


Portugal (United States. Embassy (Portugal)) 


Portugal / prepared by American Embassy, Lisbon. Washing- 
ton, D.C. : U.S. Dept. of Labor, Bureau of International Labor 
Affairs : For sale by Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 

v. ; 28 cm. (Foreign labor trends ; FLT 90-57) 

Annual 

$1.25 Caption title: Labor trends in Portugal -1986-1987 
Shipping list no.: 91-061-P. 1989-1990. Description based on: 
1986-1987; title from cover. @Item 749-E S/N 829-003- 
00202-6 @ GPO 

1. Working class — Portugal— Periodicals. 2. Trade- 
unions — Portugal — Periodicals. 3. Labor supply — Portu- 
gal — Periodicals. I. United States. Embassy (Portugal) II. 
United States. Bureau of International Labor Affairs. III. 
Series. HD8591.F67 88-659702 //r88 331.1/09469 /19 
OCLC 17987566 


91-13675 


L 29.16:Sp 1/988-90 


Spain (United States. Embassy (Spain)) 


Spain / prepared by American Embassy, Madrid. Washing- 
ton, D.C. : U.S. Dept. of Labor, Bureau of International Labor 
Affairs : For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. G.P.O., Washington, D.C. 20402-9371 

v. ; 28 cm. (Foreign labor trends ; FLT 91-01) 

Annual 

$1.25 Caption title: Labor trends in Spain -1988-1990 Ship- 
ping list no.: 91-241-P. 1988-1990. Description based on: 
1986; title from cover. Vols. for (1987-1988-) some issues have 
chronological designation covering 2 or more years. Some 
issues not published annually. @Item 749-E S/N 829-003- 
00211-5 @ GPO 

1. Working class — Spain — Periodicals. 2. Labor supply — 
Spain — Periodicals. 3. Industrial relations — Spain — Periodi- 
cals. 4. Trade-unions — Spain — Periodicals. I. United States. 
Embassy (Spain) II. United States. Bureau of International 
Labor Affairs. III. Series. HD8581.F67 88-659089 //r882 
331.1/0946 /19 OCLC 17789254 


91-13676 


L 29.16:Sw 3/989 


Sweden (United States. Embassy (Sweden)) 


Sweden / prepared by American Embassy, Stockholm. Wash- 
ington, D.C. : U.S. Dept. of Labor, Bureau of International 
Labor Affairs : For sale by Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 

v. ; 28 cm. (Foreign labor trends ; FLT 90-52) 

Annual 

$1.75 Caption title: Labor trends in Sweden 19 (-1987) 
Shipping list no.: 91-095-P. 1989. Description based on: 1987; 
title from cover. @Item 749-E S/N 829-003-00197-6 @ GPO 

1. Working class — Sweden — Periodicals. 2. Labor 
supply — Sweden — Periodicals. 3. Trade-unions — Sweden — 
Periodicals. I. United States. Embassy (Sweden) II. United 
States. Bureau of International Labor Affairs. III. Series. 
HD8571.F67 88-659705 //r88 332.1/09485 /19 OCLC 
17987484 


91-13677 


L 29.16:T 13/989 


Taiwan (Washington, D.C. : Annual) 


Taiwan / prepared by American Institute in Taiwan. [Wash- 
ington, D.C.] : U.S. Dept. of Labor, Bureau of International 
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Employment and Training Administration — Labor Dept. 


Labor Affairs : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402- 
9371 

v. ; 28 cm. (Foreign labor trends ; FLT 90-58) 

Annual 

$1.00 Other title: Labor trends in Taiwan -1987 Shipping 
list no.: 91-061-P. 1989. Description based on: 1987; title from 
cover. Vols. for (1988-1989-) some annual issues have chrono- 
logical designation covering more than one year. @Item 749-E 
S/N 829-003-00203-4 @ GPO 

1. Working class — Taiwan — Periodicals. 2. Labor 
supply — Taiwan — Periodicals. I. American Institute in 
Taiwan. II. United States. Bureau of International Labor Af- 
fairs. III. Series. HD8746.T35 90-643640 305.5/62/ 
095124905 /20 OCLC 18549047 


91-13678 


L 29.16:Un 3/2/989 
United Kingdom (United States. Embassy (Great Britain)) 

United Kingdom / prepared by American Embassy London. 
Washington, D.C. : U.S. Dept. of Labor, Bureau of Internation- 
al Labor Affairs : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402- 
9371 

v. ; 28 cm. (Foreign labor trends ; FLT 90-63) 

Annual 

$1.75 Caption title: Labor trends in the United Kingdom - 
1987 Shipping list no.: 91-174-P. 1989. Description based 
on: 1987; title from cover. Vols. for (1987-) some annual issues 
have single year chronological designations and others have two 
year designations (i.e. 1988-1989). @Item 749-E S/N 829-003- 
00208-5 @ GPO 

1. Labor — Great Britain — Periodicals. 2. Labor policy — 
Great Britain — Periodicals. 3. Industrial relations — Great 
Britain — Periodicals. 4. Trade-unions — Great Britain — Peri- 
odicals. I. United States. Embassy (Great Britain) II. United 
States. Bureau of International Labor Affairs. III. Series. 
HD8381.U55 90-641088 331/.0941/05 /20 OCLC 19759544 


91-13679 


L 29.16:Z 6/989-90 
Zimbabwe (United States. Embassy (Zimbabwe)) 

Zimbabwe / prepared by American Embassy, Harare. Wash- 
ington, D.C. : U.S. Dept. of Labor, Bureau of International 
Labor Affairs : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402- 
9371 

v. ; 28 cm. (Foreign labor trends ; FLT 90-60) 

Annual 

$1.00 Other title: Labor trends in Zimbabwe f -1987-1988. 
Shipping list no.: 91-061-P. 1989-1990. Description based on: 
1985-1986; title from cover. @Item 749-E S/N 829-003- 
00205-1 @ GPO 

1. Working class — Zimbabwe — Periodicals. I. United 
States. Bureau of International Labor Affairs. II. United 
States. Embassy (Zimbabwe) III. Series. HD8802.A26 88- 
659012 //r88 331.1/096891 /19 OCLC 17399670 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20213 


Employment and Training Administration, Unemployment In- 
surance Service, 1990. 

xviii, 147, 19, 11 p. : ill. ; 28 cm. — (Unemployment insurance 
occasional paper ; 90-3) Shipping list no.: 91-004-P. “Septem- 
ber 1990.” Includes bibliographical references (p. 145-147). 
“Contract no. 99-8-0805-75-071-01 with Mathematica Policy Re- 
search, Inc.”—Prelim. p. “MPR reference no.: 7805.” @lItem 
780-A-10 

1. Unemployed — United States — Statistics. 2. Insurance, 
Unemployment — United States — Statistics. I. | Dynarski, 
Mark, 1956- II. United States. Unemployment Insurance Serv- 
ice. III. Mathematica Policy Research, inc. IV. Title. V. 
Series. OCLC 22868994 


MINE SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 

Arlington, VA 22203 


91-13681 


L 38.15:91-036 


[A 34-year old construction rigger ...]. — [Arlington, Va.?] : U.S. 


Dept. of Labor, Mine Safety and Health Administration, Metal 
and Nonmetal Mine Safety and Health, [1990] 

[1] leaf : ill. ; 28 cm.— (Fatalgram ; 91-036) Shipping list 
no.: 91-041-P. “November 30, 1990.” “MSHA 8000-7, June 
87.” @lItem 637-M 

1. Mine accidents — United States. 2. Mine safety — United 
States. I. United States. Metal and Nonmetal Mine Safety and 
Health. II. Title: Thirty-four year old construction rigger .... 
Ill. Series. OCLC 23200141 


91-13682 


L 38.15:91-039 


[The owner/operator of a sand and gravel operation ...]. — [Ar- 


lington, Va.?] : U.S. Dept. of Labor, Mine Safety and Health 
Administration, Metal and Nonmetal Mine Safety and Health, 
[1991] 

[1] leaf : ill. ; 28 cm.— (Fatalgram ; 91-039) Shipping list 
no.: 91-203-P. “January 24, 1991.” “MSHA 8000-7, June 87.” 
@ltem 637-M 

1. Mine accidents — United States. 2. Mine safety — United 
States. I. United States. Metal and Nonmetal Mine Safety and 
Health. II. Title: Owner/operator of a sand and gravel oper- 
ation .... III. Series. OCLC 23190526 


91-13683 


L 38,15:91-040 


[A dredge operator, age 26, drowned ...]. —[Arlington, Va.?] : 


U.S. Dept. of Labor, Mine Safety and Health Administration, 
Metal and Nonmetal Mine Safety and Health, [1991] 

[1] leaf : ill. ; 28 cm.— (Fatalgram ; 91-040) Shipping list 
no.: 91-203-P. “January 24, 1991.” “MSHA 8000-7, June 87.” 
@ltem 637-M 

1. Mine accidents — United States. 2. Mine safety — United 
States. I. United States. Metal and Nonmetal Mine Safety and 
Health. II. Title: Dredge operator, age twenty six, drowned 
..]. TDL Series. OCLC 23190641 


91-13684 


L 38,15:91-041 


[A 47 year old class-1 mechanic with 2 years mining experience 
...]. —[Arlington, Va.?] : U.S. Dept. of Labor, Mine Safety and 
Health Administration, Metal and Nonmetal Mine Safety and 
Health, [1991] 

[1] leaf : ill. ; 28 cm.— (Fatalgram ; 91-041) Shipping list 
no.: 91-203-P. “January 24, 1991.” “MSHA 8000-7, June 87.” 
@ltem 637-M 


91-13680 
L 37.20:90-3 
Corson, Walter. 
A study of unemployment insurance recipients and exhaustees 
: findings from a national survey / authors, Walter Corson and 
Mark Dynarski.— Washington, D.C. : U.S. Dept. of Labor, 
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1. Mine accidents — United States. 2. Mine safety — United 
States. I. United States. Metal and Nonmetal Mine Safety and 
Health. II. Title: Fourty-seven year old class-one mechanic 
with 2 years mining experience ..]. III. Series. OCLC 
23190476 


91-13685 
L 38.15:91-042 
[A 24-year old construction rigger ...]. —[Arlington, Va.?] : U.S. 
Dept. of Labor, Mine Safety and Health Administration, Metal 
and Nonmetal Mine Safety and Health, [1991] 

[1] leaf : ill. ; 28 cm.— (Fatalgram ; 91-042) Shipping list 
no.: 91-203-P. “January 24, 1991.” “MSHA 8000-7, June 87.” 
@ltem 637-M 

1. Mine accidents — United States. 2. Mine safety — United 
States. I. United States. Metal and Nonmetal Mine Safety and 
Health. II. Title: Twenty-four year old construction rigger .... 
III. Series. OCLC 23190357 


91-13686 
L 38.15:91-043 
[A 51-year-old primary welder, with .13-years mining experience 
...]. —[Arlington, Va.?] : U.S. Dept. of Labor, Mine Safety and 
Health Administration, Metal and Nonmetal Mine Safety and 
Health, [1991] 
[1] leaf : ill. 
no.: 91-203-P. 
@ltem 637-M 
1. Mine accidents — United States. 2. Mine safety — United 
States. I. United States. Metal and Nonmetal Mine Safety and 
Health. II. Title: Fifty-one year-old primary welder, with 13- 
years mining experience ...]. III. Series. OCLC 23190711 


LIBRARY OF CONGRESS 
Washington, DC 20540 
Additional entries follow Copyright Office entries. 
91-13687 


; 28 cm.— (Fatalgram ; 91-043) Shipping list 
“January 24, 1991.” “MSHA 8000-7, June 87.” 


LC 1.2:B 64/12 
Rutland, Robert Allen, 1922- 

“Well acquainted with books” : the founding framers of 1787 
: with James Madison’s list of books for Congress / by Robert 
A. Rutland. — Washington : Library of Congress, 1987. 

95 p. : facsim. ; 23 cm. “A publication of the Center for the 
Book in the Library of Congress”—T.p. verso. Not distributed 
to depository libraries. Includes bibliographical references (p. 
23-24). ISBN 0-8444-0561-/ (pbk.) 

1. Legislators — United States — Books and reading — Histo- 
ry— 18th century. 2. United States — Constitution — Sign- 
ers — Books and reading. 3. Madison, James, 1751-1836 Books 
and reading. 4. Books and reading — United States — Histo- 
ry — 18th century. 5. Libraries, Governmental, administrative, 
etc. — Book lists. 6. Bibliography — Early printed books — 
18th century. 7. Bibliography — Best books. 8. Library of 
Congress — - L. Center for the Book. Il. Title. 
Z1039.L4R87 1987 87-002805 028.7/024328 /19 OCLC 

15591261 


COPYRIGHT OFFICE 
Library of Congress 
Washington, DC 20559 


LC 3.4/2:22/991 
How to investigate the copyright status of a work. — Washing- 
ton, D.C. : Copyright Office, Library of Congress, [1991] 
9, [3] p. : ill. ; 28 cm. — (Circular ; 22) Shipping list no.: 91- 
174-P. “January 1991”—P. [12]. @lItem 802-A 


91-13688 


Government Publications — June 1991 


1. Copyright — United States. I. Library of Congress. Copy- 
right Office. II. Series: Circular (Library of Congress. Copy- 
right Office) ; 22. OCLC 23232571 


91-13689 
LC 3.4/2:106/991 
In answer to your qoay : copyright el oe me of poetry 
Washington, D.C. : Copyright Office, Library od Cam Congeem, 
[1991] 
[2] p. ; 28 cm. Caption title. Shipping list no.: 91-189-P. 
“January 1991”—P. [1]. “FL 106.” @Item 802-A 
1. Copyright — United States. I. Library of Congress. Copy- 
right Office. II. Title: Copyright registration of poetry. 
OCLC 23279742 


91-13690 
LC 3.4/2:107/991 
In answer to your query : registration of photographs. — Wash- 
ington, D.C. : Copyright Office, Library of Congress, [1991] 
[2] p. ; 28 cm. Caption title. Shipping list no.: 91-189-P. 
“January 1991”—P. [1]. “FL 107.” @ltem 802-A 
1. Copyright — Photographs — United States. I. Library of 
Congress. Copyright Office. II. Title: Registration of photo- 
graphs. OCLC 23279891 


91-13691 
LC on 
In answer to your query : games. — Washington, D.C. : Copy- 
right Office, Library of Congress, [1991] 
[2] p. ; 28 cm. Caption title. Shi list no.: 91 189-P. 
“January 1991”—P. [1]. “FL 108.” @lItem 802-A 
1. Copyright — United States. 2. Games — United States. I. 
Library of Congress. Copyright Office. OCLC 23280144 


NATIONAL LIBRARY SERVICE FOR THE 
BLIND AND PHYSICALLY HANDICAPPED 
Washington, DC 20540 


91-13692 
LC 19.4/2:90-3 

Building a library collection on blindness and physical disabilities : 
basic materials and resources. — Washington, DC : National 
Library Service for the Blind and Physically Handicapped, The 
Library of Congress, [1990] 

46 p. ; 28 cm.— (Reference circular ; no. 90-3) Caption 

title. Shipping list no.: 91-075-P. “December 1990.” @Item 
806-A-11 


Catalogs. 
I. Library of Congress. National Library Service for the Blind 


and Physically Handicapped. II. Series. OCLC 23245072 


SUBJECT CATALOGING DIVISION 
Washington, DC 20540 


91-13693 
LC 30.27/2:991 
Library of Congress. Cataloging Distribution Service. 
The complete catalog / Cataloging Distribution Service. 
Washington, D.C. : The Service, [1991- Library of Congress, 
Customer Services Section 


- 


Running title: Library of Congress, the complete cata- 
log Title from cover. Shipping list no.: 91-119-P. 1991. 
@ltem 815-H Continues: Library of Congress. Cataloging Dis- 
tribution Service. Access CDS 
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Science Technology Division 


1. Library of Congress. Cataloging Distribution Service — 
Bibliography — Catalogs. 2. Library catalogs — United 
States — Bibliography — Catalogs — Periodicals. 3. Catalog- 
ing — Bibliography — Catalogs — Periodicals. 4. Government 
publications — United States — Bibliography — Catalogs — Peri- 
odicals. I. Title. sn-91023104 OCLC 23273691 


SCIENCE TECHNOLOGY DIVISION 


tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: L-16308 GPO 
abridged cataloging. 

1. Astronautics — Optical communication systems. 2. Laser 
communication systems. I. De Young, R. J. II. United States. 
National Aeronautics and Space Administration. Scientific and 
Technical Information Office. III. Series. OCLC 23228351 


91-13698 


Washington, DC 20540 


3694 NAS 1.15:4003 
6 Ferris, James C. 


LC 33.10:90-2 ; 
Low-speed wind-tunnel results for symmetrical NASA LS(1)- 


Carter, Constance. 


Environmental science projects / compiled by Constance 
Carter. — Washington, D.C. : Science Reference Section, Sci- 
ence and Technology Division, Library of Congress, [1990] 

20 p. ; 28 cm. — (LC science tracer bullet,. ISSN 0090-5232 ; 
TB 90-2) Caption title. Shipping list no.: 90-641-P. “May 
1990.” @Item 818-A-2 

1. Science projects — Bibliography. 2. Environmental pro- 
tection — United States. I. Library of Congress. Science and 
Technology Division. Reference Section. II. Title. III. 
Series. OCLC 23274212 


91-13695 
LC 33.10:90-5 
Cadoree, Michelle. 

The crisis in science education / compiled by Michelle Ca- 
doree. — Washington, D.C. : Science Reference Section, Sci- 
ence and Technology Division, Library of Congress, [1990] 

14 p. ; 28 cm. — (LC science tracer bullet ; TB 90-5) Cap- 
tion title. Shipping list no. 90-726-P. “August 1990.” @Item 
818-A-2 

1. Science — Study and teaching — United States — Bibliogra- 
phy. I. Library of Congress. Science and Technology Divi- 
sion. Reference Section. II. Title. III. Series. OCLC 
22945619 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 


91-13696 
NAS 1.15:4001 
Kerley, James J. 

An application of retroduction to analyzing and testing the 
backing off of nuts and bolts during dynamic loading [micro- 
form] / James J. Kerley. — [Washington, DC] : National Aero- 
nautics and Space Administration, Scientific and Technical In- 
formation Office ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1987. 

1 v.— (NASA technical memorandum ; 4001) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-D (MF) STRN: 84 F 0269 GPO 
abridged cataloging. 

1. Bolts and nuts. I. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. II. Title. III. Series. OCLC 23228274 


91-13697 
NAS 1.15:4002 
Preliminary design and cost of a 1-megawatt solar-pumped iodide 
laser space-to-space transmission station [microform] / R.J. De 
Young ... [et al.].—[Washington, DC] : National Aeronautics 
and Space Administration, Scientific and Technical Information 
Office ; [Springfield, Va. : For sale by the National Technical 
Information Service], 1987. 
1 v.— (NASA technical memorandum ; 4002) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
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0013 airfoil [microform] / James C. Ferris, Robert J. McGhee, 
and Richard W. Barnwell. — [Washington, DC] : National Aer- 
onautics and Space Administration, Scientific and Technical In- 
formation Office ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1987. 

1 v.— (NASA technical memorandum ; 4003) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: L-16279 GPO 
abridged cataloging. 

1. Aerofoils. I. McGhee, Robert J. II. Barnwell, Richard 
D. III. United States. National Aeronautics and Space Admin- 
istration. Scientific and Technical Information Office. IV. 
Title. V. Title: Low speed wind tunnel results for symmetrical 
NASA LS(1)-0013 airfoil. VI. Series. OCLC 23228473 


91-13699 


NAS 1.15:4004 


Operational performance of vapor-screen systems for in-flight vis- 


ualization of leading-edge vortices on the F-106B aircraft [mi- 
croform] / Lohn E. Lamar ... [et al.]—[Washington, DC] : 
National Aeronautics and Space Administration, Scientific and 
Technical Information Office ; [Springfield, Va. : For sale by 
the National Technical Information Service], 1987. 

1 v.— (NASA technical memorandum ; 4004) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: L-16306 GPO 
abridged cataloging. 

1. Flow visualization. 2. Fighter planes. I. Lamar, John E. 
II. United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Office. III. Series. 
OCLC 23228404 


91-13700 


NAS 1.15:4013 


Tuttle, Marie H. 


Cryogenic wind tunnels [microform] : a selected, annotated 
bibliography / Marie H. Tuttle, Robert A. Kilgore and Karen 
L. Cole. — [Washington, DC] : National Aeronautics and Space 
Administration, Scientific and Technical Information Office ; 
(Springfield, Va. : For sale by the National Technical Informa- 
tion Service], 1987. 

1 v.— (NASA technical memorandum ; 4013) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: L-16367 GPO 
abridged cataloging. 

1. Low temperature engineering. 2. Wind tunnels. I. Kil- 
gore, Robert A. II. Cole, Karen L. III. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Office. IV. Title. V. Series. OCLC 
23236579 





91-13701 


NAS 1.15:4014 


Susko, Michael 


Analysis of the bivariate parameter wind differences between 
Jimsphere and Windsonde [microform] / Michael Susko. — 
(Washington, DC] : National Aeronautics and Space Adminis- 
tration, Scientific and Technical Information Office ; [Spring- 
field, Va. : For sale by the National Technical Information 
Service], 1987. 

1 v.— (NASA technical memorandum ; 4014) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 

1. Winds — Measurement. I. United States. National Aero- 
nautics and Space Administration. Scientific and Technical In- 
formation Office. II. Title. III. Series. OCLC 23236440 


91-13702 


NAS 1.15:4019 
An improved model of the earth’s gravitational field [microform] : 
GEM-T1 / J.G. Marsh ... [et al.]. — [Greenbelt, Md.?] : Nation- 
al Aeronautics and Space Administration, Goddard Space 
Flight Center ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1987. 

1 v.— (NASA technical memorandum ; 4019) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 4 microfiches. Distributed to depository libraries 
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91-13705 


NAS 1.15:58280 


Results of the life sciences DSOs conducted aboard the space 


shuttle 1981-1986 [microform.] — Houston, Tex. : National Aer- 
onautics and Space Administration, Lyndon B. Johnson Space 
Center ; [Springfield, Va. : For sale by the National Technical 
Information Service, 1987] 

1 v.— (NASA technical memorandum ; 58280) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 2 microfiches. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: S-561 GPO 
abridged cataloging. 

1. Space biology. 2. Space medicine. I. Lyndon B. Johnson 
Space Center. II. Series. OCLC 23236740 


91-13706 


NAS 1.15:86298 


Chapman, Andrew J. 


Standard test evaluation of graphite fiber/resin matrix com- 
posite materials for improved toughness [microform] / Andrew 
J. Chapman. — Hampton, Va. : National Aeronautics and Space 
Administration, Langley Research Center ; [Springfield, Va. : 
For sale by the National Technical Information Service, 1984] 

1 v.— (NASA technical memorandum ; 86298) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 

1. Composite materials — Testing. I. Langley Research 
Center. II. Title. III. Series. OCLC 23346759 


in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 
1. Gravitational fields. I. Marsh, J. G. II. Goddard Space 
Flight Center. III. Series. OCLC 23236683 


91-13707 
NAS 1.15:86323 
Goslee, J. W. 


91-13703 Electrostatic forming and testing of polymer films on a 16- 


NAS 1.15:58278 

The effect of exercise on venous gas emboli and decompression 
sickness in human subjects at 4.3 psia [microform] / Johnny 
Conkin ... [et al.]. — [Washington, DC] : National Aeronautics 
and Space Administration, Scientific and Technical Information 
Branch ; (Springfield, Va. : For sale by the National Technical 
Information Service], 1987. 

1 v.— (NASA technical memorandum ; 58278) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: S-558 GPO 
abridged cataloging. 

1. Decompression sickness. 2. Exercise therapy. I. Conkin, 
Johnny. II. United States. National Aeronautics and Space Ad- 
ministration. Scientific and Technical Information Branch. III. 
Series. OCLC 23236910 


91-13704 


NAS 1,15:58279 

Quality requirements for reclaimed/recycled water [microform] / 
Daniel S. Janik ... [et al]. — Houston, Tex. : National Aeronau- 
tics and Space Administration, Lyndon B. Johnson Space 
Center ; [Springfield, Va. : For sale by the National Technical 
Information Service, 1987] 

1 v.— (NASA technical memorandum ; 58279) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: S-559 GPO 
abridged cataloging. 

1. Space vehicles — Water-supply. I. Janik, Daniel S. II. 
Lyndon B. Johnson Space Center. III. Series. OCLC 
23236299 


foot diameter test fixture [microform] / J.W. Goslee, W.F. 
Hinson, and W.T. Davis. — Hampton, Va. : National Aeronau- 
tics and Space Administration, Langley Research Center, [1985] 


1 v.— (NASA technical memorandum ; 86328) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1985. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 

1. Antennas, Reflector. I. Hinson, W. F. II. Davis, W. T. 
III. Langley Research Center. IV. Title. V. Series. OCLC 
23195208 


91-13708 


NAS 1.15:86372 


Fales, Carl L. 


Electroacoustical imaging technique for encoding incoherent 
radiance fields as Gabor elementary signals [microform] / C.L. 
Fales and F.O. Huck. — Hampton, Va. : National Aeronautics 
and Space Administration, Langley Research Center, [1985] 

1 v.— (NASA technical memorandum ; 86372) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1985. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 

1. Acoustic imaging. I. Huck, Friedrich O. II. Langley Re- 
search Center. III. Title. IV. Series. OCLC 23237830 


91-13709 


NAS 1.15:86392 


Dunn, H. J., 1947- 


UNAERO, a package of FORTRAN subroutines for approxi- 
mating unsteady aerodynamics in the time domain [microform] 
/ HJ. Dunn. — [Washington, DC] : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. : For sale by the National Technical 
Information Service], 1985. 
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v.— (NASA technical memorandum ; 86392) Microfiche. pository libraries in microfiche. @Item 830-D (MF) GPO 

[Weshingoon, D.C.? : National Aeronautics and Space Adminis- abridged cataloging. 

tration], 1987. 1 microfiche. Distributed to depository libraries 1. Electric fault location — Data processing. I. Wang, Caro- 

in microfiche. @lItem 830-D (MF) GPO abridged cataloging. line. II. George C. Marshall Space Flight Center. III. Series: 
1. Unsteady flow (Aerodynamics) — Computer simulation. I. NASA technical memorandum ; 86593. OCLC 23348639 

United States. National Aeronautics and Space Administration. 

Scientific and Technical Information Branch. Il. Title. III.  91-13714 

Title: Package of FORTRAN subroutines for approximating 

unsteady aerodynamics in the time domain. IV. Series. 

OCLC 23347837 


91-13710 


NAS 1,15:86594 
Edgemon, George E. 

Characterization and hardware modification of linear momen- 
tum exchange devices [microform] / George D. Edgemon, Sally 
Curtis, and Henry B. Waites. — [Marshall Space Flight Center, 
Ala.] : National Aeronautics and Space Administration, George 
C. Marshall Space Flight Center ; [Springfield, Va. : For sale by 
the National Technical Information Service, 1987] 

1 v.— (NASA technical memorandum ; NASA TM-86594) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1987. 1 microfiche. Distributed to de- 
[Washington D.C.? : National Aeronautics and Space Adminis- pository libraries in microfiche. @Item 830-D (MF) GPO 
tration], 1985. 1 microfiche. Distributed to depository libraries abridged cataloging. 
in microfiche. @Item 830-D (MF) GPO abridged cataloging. 1. Large space structures (Astronautics) — Stability. I. 

1. Blackbody radiation. 2. Lasers. I. Langley Research Curtis, Sally. II. Waites, Henry B. III. George C. Marshall 
Center. II. Title. III. Series. OCLC 23195897 Space Flight Center. IV. Title. V. Series: NASA technical 

91-13711 memorandum ; 86594. OCLC 23327612 


NAS 1.15:86395 
De Young, R. J. 
Scaling blackbody laser to high powers [microform] / RJ. 
De Young. — Hampton, Va. : National Aeronautics and Space 
Seppe Langley Research Center, [1985] 
v.— (NASA technical memorandum ; 86395) Microfiche. 


NAS 1.15:86422 
Fulton, Robert E. 91-13715 
IPAD, a unique approach to government/industry coopera- 


tion for technology development and transfer [microfiche] / 


NAS 1.15:86595 
Montano, J. W. 


Robert E. Fulton and George C. Salley.— Hampton, Va. : 
National Aeronautics and Space Administration, Langley Re- 
search Center, [1985] 

1 v.— (NASA technical memorandum ; 86422) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 2 microfiches. Distributed to depository libraries 
in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 

1. Technology transfer — Data processing. I. Salley, George 
C. Il. Langley Research Center. III. Title. IV. Title: 
Unique approach to government/industry cooperation for tech- 
nology development and transfer. V. Series. OCLC 23348715 


91-13712 


NAS 1.15:86503 


Nunes, A. C. 


A comparison of the physics of gas tungsten arc welding 
(GTAW), electron beam welding (BBW), and laser beam weld- 
ing [microform] / by A.C. Nunes, Jr.— [Marshall Space Flight 
Center, Ala.] : National Aeronautics and Space Administration, 
George C. Marshall Space Flight Center ; (Springfield, Va. : 
For sale by National Technical Information Service, 1985] 

1 v.— (NASA technical memorandum ; NASA TM-86503) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @Item 830-D (MF) GPO 
abridged cataloging. 

1. Welding. I. George C. Marshall Space Flight Center. II. 
Title. III. Series: NASA technical memorandum ; 86503. 
OCLC 23237917 


91-13713 


NAS 1.15:86593 
Automatic detection of electric power troubles (AI application) 
[microform] / Caroline Wang ... [et al.].— [Marshall Space 
Flight Center, Ala.] : National Aeronautics and Space Adminis- 
tration, George C. Marshall Space Flight Center ; [Springfield, 
Va. : For sale by the National Technical Information Service, 
1987] 

1 v.— (NASA technical memorandum ; NASA TM-86593) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1987. 1 microfiche. Distributed to de- 
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A preliminary mechanical property and stress corrosion eval- 
uation of VIM-VAR work strengthened and direct aged inconel 
718 bar material [microform] / by J.W. Montano. — [Marshall 
Space Flight Center, Ala.] : National Aeronautics and Space 
Administration, George C. Marshall Space Flight Center ; 
(Springfield, Va. : For sale by the National Technical Informa- 
tion Service, 1987] 

1 v.— (NASA technical memorandum ; NASA TM-86595) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1987. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-D (MF) GPO 
abridged cataloging. 

1. Stress corrosion. 2. Heat resistant alloys. I. George C. 
Marshall Space Flight Center. II. Title. III. Series: NASA 
technical memorandum ; 86596. OCLC 23297453 


91-13716 


NAS 1.15:86759 


Allmaras, Stephen R. (Stephen Richard) 


On blockage corrections for two-dimensional wind tunnel 
tests using the wall-pressure signature method [microform] / 
S.R. Allmaras. — Moffett Field, Calif. : National Aeronautics 
and Space Administration, Ames Research Center ; (Springfield, 
Va. : For sale by the National Technical Information Service, 
1986] 

1 v.— (NASA technical memorandum ; 86759) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to libraries 
in microfiche. @Item 830-D (MF) STRN: A-86267 GPO 
abridged cataloging. 

1. Wall pressure (Aerodynamics) I. Ames Research Center. 
Il. Title. III. Series. OCLC 23297312 


91-13717 


NAS 1.15:86771 


Tauber, Michael E. 


Transonic rotor tip design using numerical optimization [mi- 
croform] / Michael E. Turner, Ronald G. Langhi. — Moffett 
Field, Calif. : National Aeronautics and Space Administration, 
Ames Research Center ; [Springfield, Va. : For sale by the 
National Technical Information Service, 1985] 
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1 v.— (NASA technical memorandum ; 86771) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 

1. Rotors (Helicopters) — Aerodynamics. I. Langhi, Ronald 
G. Il. Ames Research Center. III. Title. IV. Series. 
OCLC 23296709 


91-13718 


1. Reduced gravity environments. 2. Life sciences. I. Cor- 
coran, Meryl Lee. II. Ames Research Center. III. Title. IV. 
Series. OCLC 23353713 


91-13722 
NAS 1.15:88290 
Gupta, Kajal K. 
Implementation of a block Lanczos algorithm for eigenprob- 
lem solution of gyroscopic systems [microform] / Kajal K. 
Gupta, Charles L. Lawson. — Edwards, Calif. : National Aero- 
nautics and Space Administration, Ames Research Center, 


NAS 1,15:86982 
Orientation and temperature dependence of some mechanical 


properties of the single-crystal nickel-base superalloy Rene N4. 
III, Tension-compression anisotropy [microfiche] / R.V. Miner 
.. fet al.].—[Washington, DC] : National Aeronautics and 
Space Administration, [1985] 


Dryden Flight Research Facility ; [Springfield, Va. : For sale 
by the National Technical Information Service], 1987. 

1 v.— (NASA technical memorandum ; 88290) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 


1 v.— (NASA technical memorandum ; 86982) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1985. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 

1. Nickel alloys. 2. Anisotropy. I. Miner, R. V. II. United 
States. National Aeronautics and Space Administration. III. 
Series. OCLC 23352610 


91-13719 


tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: H-1404 GPO 
abridged cataloging. 

1. Structural dynamics — Mathematical models. I. Lawson, 
Charles L. II. Dryden Flight Research Facility. III. Title. 
IV. Series. OCLC 23228242 


91-13723 
NAS 1.15:88315 
NAS 1.15:87476 
Evaluation of experimental epoxy monomers [microform] / W.T. 


Nasu, Ken-ichi. 
Tilt-rotor flutter control in cruise flight [microform] / Ken- 


Hodges ... [et al.].——[Washington, DC : National Aeronautics 
and Space Administration e, 1985] 

1 v.— (NASA-TM ; 87476) Microfiche. [Washington, 
D.C.? : National Aeronautics and Space Administration], 1985. 1 
microfiche. Distributed to depository libraries in microfiche. 
@ltem 830-D (MF) GPO abridged cataloging. 

1. Monomers. 2. Epoxy resins. I. Hodges, W. T. (W. 
Todd) II. United States. National Aeronautics and Space Ad- 
ministration. III. Series: NASA technical memorandum ; 
87476. OCLC 23195968 


91-13720 


NAS 1,15:88210 
Smeltzer, Donald B. 

Top-mounted inlet performance for a V/STOL fighter/attack 
aircraft configuration [microform] / Donald B. Smeltzer. — 
Moffett Field, Calif. : National Aeronautics and Space Adminis- 
tration, Ames Research Center ; [Springfield, Va. : For sale by 
the National Technical Information Service, 1987] 

1 v.— (NASA technical memorandum ; 88210) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 3 microfiches. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: A-8611 GPO 
abridged cataloging. 

1. Vertically rising aircraft. I. Ames Research Center. II. 
Title. III. Title: Top mounted inlet performance for a V/ 
STOL fighter/attack aircraft configuration. IV. Series. 
OCLC 23228172 


91-13721 


NAS 1.15:88249 
NASA Workshop on Animal Gravity-Sensing Systems (1985 : 
Pacific Grove, Calif.) 

NASA Workshop on Animal Gravity-Sensing systems, Pacif- 
ic Grove, California, February 1985 [microform] / editor: Meryl 
Lee Corcoran. — Moffett Field, Calif. : National Aeronautics 
and Space Administration, Ames Research Center ; [Springfield, 
Va. : For sale by the National Technical Information Service, 
1986] 

1 v.— (NASA technical memorandum ; 88249) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1986. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: A-86233 GPO 
abridged cataloging. 


ichi Nasu. — Moffett Field, Calif. : National Aeronautics and 
Space Administration, Ames Research Center ; [Springfield, Va. 
: For sale by the National Technical Information Service, 1986] 


1 v.— (NASA technical memorandum ; 88315) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: A-86286 GPO 
abridged cataloging. 

1. Rotors — Vibration. 2. Flutter (Aerodynamics) I. Ames 
Research Center. II. Title. III. Title: Tilt rotor flutter control 
in cruise flight. IV. Series. OCLC 23228211 


91-13724 


NAS 1.15:88766 


Ribner, Herbert S. 


Spectra of noise and amplified turbulence emanating from 
shock-turbulence interaction [microform] : two scenarios / by 
Herbert S. Ribner. — [Toronto] : University of Toronto, [1986] 


1 v.— (NASA TM ; 88766) (UTIAS technical note ; no. 260) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1986. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @Item 830-D (MF) GPO 
abridged cataloging. 

1. Shock waves. I. United States. National Aeronautics and 
Space Administration. II. Title. III. Series. IV. Series: 
NASA technical memorandum ; 88766. OCLC 23195163 


91-13725 


NAS 1,15:88806 


Salik, Joshua. 


Stability of surface nucleation [microform] / Joshua Salik. — 
[Washington, DC] : National Aeronautics and Space Adminis- 
tration ; [Springfield, Va. : For sale by the National Technical 
Information Service, 1986] 

1 v.— (NASA technical memorandum ; 88806) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1986. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: E-3154 GPO 
abridged cataloging. 

1. Nucleation. 2. Coatings. I. United States. National Aero- 
nautics and Space Administration. II. Title. III. Series. 
OCLC 23195823 
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National Aeronautics and Space Administration 


91-13726 


NAS 1.,15:88809 
May, Charles E. 

Fugacity and concentration gradients in a gravity field [mi- 
croform] / Charles E. May. —[Washington, DC] : National 
Aeronautics and Space Administration ; [Springfield, Va. : For 
sale by the National Technical Information Service, 1986] 

1 v.— (NASA technical memorandum ; 88809) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1986. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF)I STRN: E-3157 GPO 
abridged cataloging. 

1. Gravity. I. United States. National Aeronautics and Space 
Administration. II. Title. III. Series. OCLC 23195787 


91-13730 


NAS 1.15:89389 


Johnson, Marjory J. 


Fairness of channel access for non-time-critical traffic using 
the FDDI token ring protocol [microform] / Marjory J. John- 
son. — [Moffett Field, Calif.] : Research Institute for Advanced 
Computer Science, [1986] 

1 v.— (NASA-TM ; 89389) (RIACS TR ; 86.9) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1986. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 

1. Computer network protocols. I. Research Institute for 
Advanced Computer Science (U.S.) II. Title. III. Series: 
NASA technical memorandum ; 89389. IV. Series: RIACS 
technical report ; TR 86-9. OCLC 23195435 


91-13727 
91-13731 

NAS 1,15:88822 

Richter, G. Paul. NAS 1.15:89395 


Proven, long-life hydrogen/oxygen thrust chambers for space Partridge, Herry. 


station propulsion [microform] / G. Paul Richter and Harold G. 
Price. — [Washington, DC] : National Aeronautics and Space 
Administration ; [Springfield, Va. : For sale by the National 
Technical Information Service, 1986] 

1 v.— (NASA technical memorandum ; 88822) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1986. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-D (MF) STRN: E-3171 GPO 
abridged cataloging. 


Algorithms vs. architectures for computational chemistry [mi- 
croform] / Harry Partridge, Charles W. Bauschlicher, Jr. — 
[Moffett Field, Calif.] : Research Institute for Advanced Com- 
puter Science, [1986] 

1 v.— (NASA-TM ; 89395) (RIACS TR ; 86.3) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1986. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 

1. Quantum chemistry. I. Bauschlicher, Charles W. II. Re- 
search Institute for Advanced Computer Science (U.S.) III. 


1. Space stations. 2. Space vehicles — Propulsion systems. Title. IV. Series: NASA technical report ; 89395. V. Series: 


I. Price, Harold G. II. United States. National Aeronautics and : . 

Space Administration. III. Title. IV. Title: Proven, long life SR pe, EE ES. SE eee 
hydrogen oxygen thrust chambers for space station propulsion. 91-13732 
V. Series. OCLC 23195504 NAS 1.15:89396 

Sevcik, Kenneth C. 

Workload characterization for the space station data commu- 
nications system [microform] / Kenneth C. Sevcik. — [Moffett 
Field, Calif.] : Research Institute for Advanced Computer Sci- 
ence, [1986] 

1 v.— (NASA-TM ; 89396) (RIACS TR ; 86.4) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 

Aeronautics and Space Administration ; [Springfield, Va. : For tration], 1986. 1 microfiche. Distributed to depository libraries 
sale by the National Technical Information Service, 1986] in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 
1 v.— (NASA technical memorandum ; 88842) Microfiche. 1. Space stations Communication systems. 2. Computer 
(Washington, D.C.? : National Aeronautics and Space Adminis- networks — Workload. I. Research Institute for Advanced 
tration], 1986. 1 microfiche. Distributed to depository libraries Computer Science (U.S.) II. Title. III. Series: NASA techni- 
in microfiche. @Item 830-D (MF) STRN: E-3227 GPO cal memorandum ; 89396. IV. Series: RIACS technical report ; 
abridged cataloging. TR 86-4. OCLC 23195278 
1. Metals — Creep. 2. Electron beam welding. I. Moore, T. 91-13733 
J. IL T. L. Grobstein. III. United States. National Aeronau- 
tics and Space Administration. IV. Title. V. Series. OCLC 
23195741 


91-13728 
NAS 1.15:88842 
Titran, Robert. H. 
Creep properties of PWC-11 base metal and weldments as 
affected by heat treatment [microform] / R.H. Titran, T-J. 
Moore, and T.L. Grobstein.—[Washington, DC] : National 


NAS 1.15:89397 
Leiner, Barry M. 

Access control and privacy in large distributed systems [mi- 
croform] / Barry M. Leiner, Matt Bishop. — [Moffett Field, 
Calif.?] : Research Institute for Advanced Computer Science, 
[1986] 

1 v.— (NASA-TM ; 89397) (RIACS TR ; 86.6) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1986. 1 microfiche. Distributed to depository libraries 

sale by the National Technical Information Service, 1987] 7 Ny or: = phat oy gee 
1 v.— (NASA technical memorandum ; 88877) Microfiche. aiaeate a Soe Aieinand Pas “aie lee: (U.S.) at 
(Washington, D.C.? : National Aeronautics and Space Adminis- Title. IV. Series: NASA technical se neeer , 9397. V. 


tration], 1987. 1 microfiche. Distributed to depository libraries Hi : : 
in microfiche. @Item 830-D (MF) STRN: E-3285 GPO Series: RIACS technical report ; TR 86-6. OCLC 23195342 
91-13734 


abridged cataloging. 

1. Space stations. 2. Space vehicles — Propulsion systems. 
I. United States. National Aeronautics and Space Administra- 
tion. Il. Title. III. Title: High and low thrust propulsion sys- 
tems for the space station. IV. Series. OCLC 23195653 


91-13729 
NAS 1.15:88877 
Jones, Robert E. (Robert Ewing), 1932- 
High- and low-thrust propulsion systems for the space station 
[microform] / Robert E. Jones. — [Washington, DC] : National 
Aeronautics and Space Administration ; (Springfield, Va. : For 


NAS 1,15:89398 
Bruno, John. 
Report on the feasibility of hypercube concurrent processing 
systems in computational fluid dynamics [microform] / John 
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Bruno. — [Moffett Field, Calif.?] : Research Institute for Ad- 
vanced Computer Science, [1986] 

1 v.— (NASA-TM ; 89398) (RIACS technical report ; 86.7) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1986. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @Item 830-D (MF) GPO 
abridged cataloging. 

1. Fluid dynamics — Computer simulation. I. Research Insti- 
tute for Advanced Computer Science (U.S.) II. Title. III. 
Series: NASA technical memorandum ; 89398. IV. Series: 
RIACS technical report ; TR 86-7. OCLC 23195315 


91-13735 


NAS 1,15:89402 


Kanerva, Pentti. 


Parallel structures in human and computer memory [micro- 
form] / Pentti Kanerva. — Moffett Field, Calif. : Research Insti- 
tute for Advanced Computer Science, [1986] 

1 v.— (NASA-TM ; 89402) (RIACS TR ; 86.2) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1986. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-D (MF) GPO abridged cataloging. 


United States. National Aeronautics and Space Administration. 
Scientific and Technical Information Division. II. Series. sc- 
89012182 OCLC 18076490 


91-13738 


NAS 1.26:3898 


Emmitt, G. D. 


Convective storm downdraft outflows detected by NASA/ 
MSFC’s airborne 10.6 [micro]m pulsed Doppler lidar system 
[microform] / G.D. Emmitt. —[Washington, DC] : National 
Aeronautics and Space Administration, Scientific and Technical 
Information Branch ; (Springfield, Va. : For sale by the Nation- 
al Technical Information Service], 1985. 

1 v.— (NASA contractor report ; 3898) Microfiche. [Wash- 
ington, D.C.? : National Aeronautics and Space Administration], 
1985. 1 microfiche. Distributed to depository libraries in 
microfiche. @lItem 830-H-14 (MF) GPO abridged cataloging. 

1. Turbulence. 2. Weather forecasting. I. United States. 
National Aeronautics and Space Administration. Scientific and 


1. Memory — Computer simulation. I. Research Institute for 
Advanced Computer Science (U.S.) II. Title. III. Series: 
NASA technical memorandum ; 89402. IV. Series: RIACS 
technical report ; TR-86-2. OCLC 23195586 


91-13736 


Technical Information Branch. II. Title. III. Series: NASA 
contractor report ; NASA CR-3898. OCLC 23185556 


91-13739 
NAS 1.26:4246 

Nixon, David. 

- Space Station Wardroom habitability and equipment study 

[microform] / David Nixon, Christopher Miller, and Regis Fau- 
— [Washington, DC : Na- quet. — [Washington, DC] : National Aeronautics and Space 
Administration, Scientific and Technical Information Division ; 
(Springfield, Va. : For sale by the National Technical Informa- 
tion Service], 1989. 

1 v.— (NASA technical memorandum ; 101352) Micro- 1 v.— (NASA contractor report ; 4246) Microfiche. [Wash- 
fiche. [Washington, D.C.? : National Aeronautics and Space ington, D.C.? : National Aeronautics and Space Administration], 
Administration], 1989. 1 microfiche. Distributed to depository 1990. 2 microfiches. Distributed to depository libraries in 
libraries in microfiche. @Item 830-D (MF) STRN: E-4379 microfiche. Item 830-H-14 (MF); cat/rtw] @lItem 830-H-14 
GPO abridged cataloging. (MF) GPO abridged cataloging. 

1. Space vehicles — Propulsion systems. I. United States. 1. Space stations — Design and construction. 2. Space sta- 
National Aeronautics and Space Administration. II. Title. III. tions — Equipment and supplies. 3. Human engineering. I. 
Title: Leakage predictions for Rayleigh step, helium-purge seals. Miller, Christopher. II. Fauquet, Regis. III. United States. 
IV. Series. OCLC 23352899 National Aeronautics and Space Administration. Scientific and 

91-13737 Technical Information Division. IV. Title. V. Series: NASA 
contractor report ; NASA CR-4246. OCLC 23348162 


91-13740 


NAS 1,15:101352 


Proctor, Margaret P. 

Leakage predictions for Rayleigh-step, helium-purge seals 
[microform] / Margaret P. Proctor. 
tional Aeronautics and Space Administration ; [Springfield, Va. 
: For sale by the National Technical Information Service, 1988] 


NAS 1.21:7063 (02) 
NAS 1.21:7063 (03) NAS 1.26:165937 
Knauber, R. N. 

Computer program for prediction of capture maneuver proba- 
bility for an on-off reaction controlled upper stage [microform] 
NASA scientific and technical publications. Washington, DC / R.N. Knauber.— Hampton, Va. : National Aeronautics and 

: Scientific and Technical Information Division, National Aero- Space Administration, Langley Research Center, [1982] 

nautics and Space Administration ; Springfield, Va. : Available 1 v.— (NASA contractor report ; 165937) Microfiche. 
from the National Technical Information Service, 1987- Na- [Washington, D.C.? : National Aeronautics and Space Adminis- 
tional Technical Information Service, 5285 Port Royal Rd., tration}, 1985. 2 microfiches. Distributed to depository libraries 
Springfield, VA 22161 in microfiche. @lItem 830-H-14 (MF) GPO abridged catalog- 

v. ; 28 cm. (NASA SP ; 7063 (02)-7063 (04)) ing. 

Annual ; ; 

1977-1986- Spine title: NASA scientific and technical publi- tan i sm se Porny ar ee = 
cations catalog 1987- “A catalog of special publications, refer- Ill. Series: NASA contractor report ; NASA CR-165937. 
ence publications, conference publications, and technical OCLC 23185806 
papers.” Shipping list no.: 88-369-P (1987); 89-452-P (1988); 91- 
024-P (1989). 1987-1989. First issue covers 1977-1986; suc- 91-13741 
ceeding issues cover single years. Vols. for (1977-1986-) some 
issues distributed to depository libraries in microfiche. @Item 
830-J-12 S/N PR-828 (1987) @ NTIS ; PR-849 (1988) @ 
NTIS ; PR-869 (1989) @ NTIS 

1. United States. National Aeronautics and Space Administra- 
tion — Bibliography — Catalogs. 2. Aeronautics — Bibliogra- 


NAS 1.21:7063 (04) 
NASA scientific and technical publications (1987) 


NAS 1.,26:166571 
McKeown, W. L. 

Investigation of imaging and flight guidance concepts for 
rotorcraft zero visibility approach and landing [microform] / 
W.L. McKeown. — Moffett Field, Calif. : National Aeronautics 
and Space Administration, Ames Research Center ; [Springfield, 
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National Aeronautics and Space Administration 


Va. : For sale by the National Technical Information Service, 
1985] 

1 v.— (NASA contractor report ; 166571) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1985. 2 microfiches. Distributed to depository libraries 
in microfiche. @lItem 830-H-14 (MF) GPO abridged catalog- 
ing. 

1. Helicopters — Landing — Computer simulation. 2. Navi- 
gation (Aeronautics)—Computer simulation. I. Ames Re- 
search Center. II. Title. III. Series: NASA contractor report 
; NASA CR-166571. OCLC 23200636 


Maijigi, P.R. Gliebe. — [Washington, DC] : National Aeronau- 
tics and Space Administration, [1986] 

1 v.— (NASA-CR ; 174850) Microfiche. [Washington, 
D.C.? : National Aeronautics and Space Administration], 1987. 1 
microfiche. Distributed to depository libraries in microfiche. 
@ltem 830-H-14 (MF) GPO abridged cataloging. 

1. Aerodynamics. I. Gliebe, P. R. II. United States. Na- 
tional Aeronautics and Space Administration. III. Title. IV. 
Series: NASA contractor report ; NASA CR-174850. OCLC 
23353549 


91-13746 
91-13742 NAS 1.26:176346 


NAS 1.26:172087 Federal government provision of third-party liability insurance to 


Velocity deltas for LEO to L2, L3, L4, & L5, and LLO to LI & 
L2 [microform.] — Houston, Tex. : Eagle Engineering, Inc., 
[1988] 

1 v.— (NASA-CR 172087) Microfiche. [Washington, 
D.C.? : National Aeronautics and Space Administration], 1989. 1 
microfiche. Header title: User and technical documentation. 
Distributed to depository libraries in microfiche. @lItem 830- 
H-14 (MF) GPO abridged cataloging. 

1. Space trajectories— Computer programs. 2. Speed — 
Computer programs. I. United States. National Aeronautics 
and Space Administration. II. Title: User and technical docu- 
mentation. III. Series: NASA contractor report ; NASA CR- 
172087. OCLC 23183032 


91-13743 
NAS 1.26:172540 
Wang, Pi-huan. 

Development of algorithms for using satellite and meteorolog- 
ical data sets to study global transport of stratospheric aerosols 
and ozone [microform] / Pi-Huan Wang and Adarsh Deepak. — 
Hampton, Va. : National Aeronautics and Space Administra- 
tion, Langley Research Center ; [Springfield, Va. : For sale by 
the National Technical Information Service, 1985] 

1 v.— (NASA contractor report ; 172540) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1985. 2 microfiches. Distributed to depository libraries 
in microfiche. @lItem 830-H-14 (MF) GPO abridged catalog- 
ing. 

1. Stratosphere — Mathematical models. 2. Aerosols — Envi- 
ronmental aspects — Mathematical models. 3. Ozone layer de- 
pletion — Mathematical models. I. Deepak, Adarsh. II. Lang- 
ley Research Center. III. Title. IV. Series: NASA contractor 
report ; NASA CR-172540. OCLC 23194696 


91-13744 
NAS 1.26:172573 
Maday, Yvon. 

Analysis of spectral operators in one-dimensional domains 
[microform] / Yvon Maday. — Hampton, Va. : National Aero- 
nautics and Space Administration, Langley Research Center ; 
(Springfield, Va. : For sale by the National Technical Informa- 
tion Service, 1985] 

1 v.— (NASA contractor report ; 172573) (ICASE report ; 
no. 85-17) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1985. 1 microfiche. Distributed 
to depository libraries in microfiche. @lItem 830-H-14 (MF) 
GPO abridged cataloging. 

1. Numerical analysis. 2. Differential equations, Partial. 3. 
Spectral theory (Mathematics) I. Langley Research Center. 
II. Title. III. Series. IV. Series: NASA contractor report ; 
NASA CR-172573. OCLC 23190582 


91-13745 
NAS 1.26:174850-Vol-2 
Maijjigi, R. K. 
Development of a rotor wake/vortex model. Volume II, 
User’s manual for computer program [microform] / by R.K. 
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space vehicle users [microform] : final report / prepared by 
ECON, Inc. — Alexandria, VA : The Corporation, [1986] 

1 v.— (NASA-CR ; 176346) Microfiche. [Washington, 
D.C.? : National Aeronautics and Space Administration], 1986. 2 
microfiches. Distributed to depository libraries in microfiche. 
@ltem 830-H-14 (MF) GPO abridged cataloging. 

1. Space flight. 2. Insurance, Liability. I. ECON, Incorpo- 
rated (Alexandria, Va.) II. United States. National Aeronautics 
and Space Administration. III. Title: Federal government pro- 
vision of third party liability insurance to space vehicle users. 
IV. Series: NASA contractor report ; NASA CR-176346. 
OCLC 23237008 


91-13747 


NAS 1.26:177026 


Dynamics insulation systems [microform] / W.E.W. Chen ... [et 


al.].— Los Angeles, CA : School of Engineering and Applied 
Science, Chemicl Engineering Dept., University of California, 
[1985] 

1 v.— (NASA-CR ; 177026) Microfiche. [Washington, 
D.C.? : National Aeronautics and Space Administration], 1986. 1 
microfiche. Distributed to depository libraries in microfiche. 
@ltem 830-H-14 (MF) GPO abridged cataloging. 

1. Thermodynamics. I. Chen, W. E. W. II. United States. 
National Aeronautics and Space Administration. III. Series: 
NASA contractor report ; NASA _ CR-177026. OCLC 
23346932 


91-13748 


NAS 1.26:177955 


Noonan, Robert E. 


The parser generator as a general purpose tool [microform] / 
Robert E. Noonan, W. Robert Collins. —- Hampton, Va. : Na- 
tional Aeronautics and Space Administration, Langley Research 
Center ; [Springfield, Va. : For sale by the National Technical 
Information Service, 1985] 

1 v.— (NASA contractor report ; 177955) (ICASE report ; 
no. 85-36) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1985. 1 microfiche. Distributed 
to depository libraries in microfiche. @Item 830-H-14 (MF) 
GPO abridged cataloging. 

1. Programming languages (Electronic computers) 2. Parsing 
(Computer grammar) I. Collins, W. Robert. II. Langley Re- 
search Center. III. Title. IV. Series. V. Series: NASA con- 
tractor report ; NASA CR-177955. OCLC 23226623 


91-13749 


NAS 1.26:177961 


Adams, Loyce M. 


Reordering computations for parallel execution [microform] / 
Loyce Adams.— Hampton, Va. : National Aeronautics and 
Space Administration, Langley Research Center ; [Springfield, 
Va. : For sale by the National Technical Information Service, 
1985] 

1 v.— (NASA contractor report ; 177961) (ICASE report ; 
no. 85-35) Microfiche. [Washington, D.C.? : National Aeronau- 





tics and Space Administration], 1985. 1 microfiche. Distributed 
to depository libraries in microfiche. @lItem 830-H-14 (MF) 
GPO abridged cataloging. 

1. Parallel processing (Electronic computers) 2. Numerical 
analysis. I. Langley Research Center. II. Title. III. Series. 
IV. Series: NASA contractor report ; NASA CR-177961. 
OCLC 23226810 


91-13750 


NAS 1.26:177977 
Hall, Philip. 

An asymptotic investigation of the stationary modes of insta- 
bility of the boundary layer on a rotating disc [microform] / 
Philip Hall. — Hampton, Va. : National Aeronautics and Space 
Administration, Langley Research Center ; [Springfield, Va. : 
For sale by the National Technical Information Service, 1985] 

1 v.— (NASA contractor report ; 177977) (ICASE report ; 
no. 85-40) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1985. 1 microfiche. Distributed 
to depository libraries in microfiche. @lItem 830-H-14 (MF) 
GPO abridged cataloging. 

1. Boundary layer. 2. Magnetohydrodynamic instabilities. 
I. Langley Research Center. II. Title. III. Series. IV. Series: 
NASA contractor report ; NASA _ CR-177977. OCLC 
23227495 


91-13751 


NAS 1.26:178310 

Guidelines for noise and vibration levels for the space station 
[microform] / Committee on Hearing, Bioacoustics, and Biome- 
chanics, Commission on Behavioral and Social Sciences and 
Education, National Research Council. —[Washington, DC] : 
National Aeronautics and Space Administration ; [Springfield, 
Va. : For sale by the National Technical Information Service, 
1987] 

1 v.— (NASA contractor report ; 178310) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-H-14 (MF) GPO abridged catalog- 
ing. 

1. Space stations — Noise. 2. Space stations — Vibration. I. 
National Research Council (U.S.). Committee on Hearing, Bioa- 
coustics, and Biomechanics. II. Langley Research Center. 
III. Series: NASA contractor report ; NASA CR-178310. 
OCLC 23233937 


91-13752 


NAS 1.26:178353 
Halyo, Nesim. 

Combined optimization of image-gathering and image-process- 
ing systems for scene feature detection [microform] / Nesim 
Halyo, Robert F. Arduini, Richard W. Samms. — Hampton, Va. 
: National Aeronautics and Space Administration, Langley Re- 
search Center ; [Springfield, Va. : For sale by the National 
Technical Information Service, 1987] 

1 v.— (NASA contractor report ; 178353) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-H-14 (MF) STRN: FR 687101 
GPO abridged cataloging. 

1. Computer vision. 2. Image processing. I. Arduini, R. F. 
II. Samms, Richard W. III. Langley Research Center. IV. 
Title. V. Title: Combined optimization of image gathering and 
image processing systems for scene feature detection. VI. 
Series: NASA contractor report ; NASA CR-178353. OCLC 
23184959 


Government Publications — June 1991 


91-13753 


NAS 1.26:178354 


Geer, James F. 


A hybrid perturbation Galerkin technique with applications to 
slender body theory [microform] / James F. Geer and Carl M. 
Andersen. — Hampton, Va. : National Aeronautics and Space 
Administration, Langley Research Center ; [Springfield, Va. : 
For sale by the National Technical Information Service, 1987] 

1 v.— (NASA contractor report ; 178354) (ICASE report ; 
no. 87-55) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1987. 1 microfiche. Distributed 
to depository libraries in microfiche. @lItem 830-H-14 (MF) 
GPO abridged cataloging. 

1. Perturbation (Mathematics) 2. Galerkin methods. I. An- 
dersen, Carl M. (Carl Marius), 1930- II. Langley Research 
Center. III. Title. IV. Series. V. Series: NASA contractor 
report ; NASA CR-178354. OCLC 23185250 


91-13754 


NAS 1.26:178358 


Parker, David H. 


High angle of attack position sensing for the Southampton 
University Magnetic Suspension and Balance System [micro- 
form] / David H. Parker. — Hampton, Va. : National Aeronau- 
tics and Space Administration, Langley Research Center ; 
(Springfield, Va. : For sale by the National Technical Informa- 
tion Service, 1987] 

1 v.— (NASA contractor report ; 178358) (AASU memoran- 
dum ; 87/3) Microfiche. [Washington, D.C.? : National Aero- 
nautics and Space Administration], 1987. 1 microfiche. Distrib- 
uted to depository libraries in microfiche. @lItem 830-H-14 
(MF) GPO abridged cataloging. 

1. Magnetic suspension. 2. Remote sensing. I. Langley Re- 
search Center. II. Title. III. Series: NASA contractor report 
; NASA CR-178358. OCLC 23188796 


91-13755 


NAS 1.26:178361 


Bingel, Bradford. 


Transferable Output ASCII Data (TOAD) file format de- 
scription [microform] / Bradford Bingel and Dana Ham- 
mond. — Hampton, Va. : National Aeronautics and Space Ad- 
ministration, Langley Research Center ; [Springfield, Va. : For 
sale by the National Technical Information Service, 1987] 

1 v.— (NASA contractor report ; 178361) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-H-14 (MF) GPO abridged catalog- 
ing. 

1. Computer programs. 2. Programming (Electronic comput- 
ers) I. Hamnmond, Dana. II. Langley Research Center. III. 
Title. IV. Series: NASA contractor report ; NASA CR- 
178361. OCLC 23189542 


91-13756 


NAS 1.26:178362 


Harten, Ami. 


ENO schemes with subcell resolution [microform] / Ami 
Harten. — Hampton, Va. : National Aeronautics and Space Ad- 
ministration, Langley Research Center, [1987] 

1 v.— (NASA contractor report ; 178362) (ICASE report ; 
no. 87-56) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1987. 1 microfiche. Distributed 
to depository libraries in microfiche. @Item 830-H-14 (MF) 
GPO abridged cataloging. 
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Title. III. Series. IV. Series: NASA contractor report ; 
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Keeling, Stephen L. 


Keeling, Stephen L. 
Galerkin/Runge-Kutta discretizations for parabolic equations 


On implicit Runge-Kutta methods for parallel computations 


[microform] / Stephen L. Keeling. — Hampton, Va. : National 
Aeronautics and Space Administration, Langley Research 
Center, [1987] 

1 v.— (ICASE report ; no. 87-58) (NASA contractor report 
; 178366) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1987. 1 microfiche. Distributed 
to depository libraries in microfiche. @lItem 830-H-14 (MF) 
GPO abridged cataloging. 

1. Runge-Kutta formulas. 2. Parallel computers. I. Langley 
Research Center. II. Title. III. Title: On implicit Runge 
Kutta methods for parallel computations. IV. Series. V. 
Series: NASA contractor report ; NASA CR-178366. OCLC 
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with time dependent coefficients [microform] / Stephen L. 
Keeling. — Hampton, Va. : National Aeronautics and Space Ad- 
ministration, Langley Research Center, [1987] 

1 v.— (NASA contractor report ; 178372) (ICASE report ; 
no. 87-61) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1987. 1 microfiche. Distributed 
to depository libraries in microfiche. @lItem 830-H-14 (MF) 
GPO abridged cataloging. 
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Runge-Kutta formulas. I. Langley Research Center. II. Title. 
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Analysis and synthesis of abstract data types through general- Hussaini, M. Yousuff. 


ization from examples [microform] / Christian Wild. — Norfolk, 
VA : Dept. of Computer Science, Old Dominion University, 
[1987] 

1 v.— (NASA contractor report ; 178369) (ICASE report ; 
no. 87-59) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1987. 1 microfiche. Distributed 
to depository libraries in microfiche. @lItem 830-H-14 (MF) 
GPO abridged cataloging. 
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I. United States. National Aeronautics and Space Administra- 
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al turbulent flows [microform] / C. Foias, O. Manley and R. 
Temam. — Hampton, Va. : National Aeronautics and Space Ad- 
ministration, Langley Research Center, [1987] 

1 v.— (NASA contractor report ; 178370) (ICASE report ; 
no. 87-60) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1987. 1 microfiche. Distributed 
to depository libraries in microfiche. @lItem 830-H-14 (MF) 
GPO abridged cataloging. 
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The physics of charge separation preceding lightning strokes 
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National Aeronautics and Space Administration, Langley Re- 
search Center ; [Springfield, Va. : For sale by the National 
Technical Information Service, 1987] 

1 v.— (NASA contractor report ; 178371) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1987. 1 microfiche. Distributed to depository libraries 
in microfiche. @Item 830-H-14 (MF) STRN: EMA-87-R-67 
GPO abridged cataloging. 

1. Lightning. 2. Atmospheric electricity. I. Langley Re- 
search Center. II. Title. III. Series: NASA contractor report 
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D.A. Kopriva, A.T. Patera.— Hampton, Va. : National Aero- 
nautics and Space Administration, Langley Research Center, 
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1 v.— (NASA contractor report ; 178373) (ICASE report ; 
no. 87-62) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1987. 1 microfiche. Distributed 
to depository libraries in microfiche. @lItem 830-H-14 (MF) 
GPO abridged cataloging. 

1. Collocation methods. I. Kopriva, D. A. II. Patera, A. T. 
III. Langley Research Center. IV. Title. V. Series. VI. 
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23225921 
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Roe, P. L. 


Discontinuous solutions to hyperbolic systems under operator 
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Aeronautics and Space Administration, Langley Research 
Center, [1987] 

1 v.— (NASA contractor report ; 178375) (ICASE report ; 
no. 87-64) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1987. 1 microfiche. Distributed 
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GPO abridged cataloging. 
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Polynomial approximation of functions of matrices and its 
application to the solution of a general system of linear equa- 
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Aeronautics and Space Administration, Langley Research 
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no. 87-63) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1987. 1 microfiche. Distributed 
to depository libraries in microfiche. @lItem 830-H-14 (MF) 
GPO abridged cataloging. 
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System technology analysis of aeroassisted orbital transfer vehi- 
cles. Volume IB, Part I, Study results [microform] : moderate 
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Re-entry Systems Operations, General Electric, [1985] 
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Aeronautics and Space Administration, Langley Research 
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Shin, Kyung-Sup. 


An initial approach to the utilization of VAS satellite sound- 
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Oden, J. Tinsley (John Tinsley), 1936- 
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al Aeronautics and Space Administration. II. Title. III. 
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phia, PA : Re-entry Systems Operations, General Electric, 
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1 v.— (NASA-CR ; 179140) Microfiche. [Washington, 
D.C.? : National Aeronautics and Space Administration], 1987. 1 
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[Washington, DC? : National Aeronautics and Space Adminis- 
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Tadmor, Eitan. 


Semi-discrete approximations to nonlinear systems of conser- 
vation laws [microform] consistency and L [symbol for infinity]- 
stability imply convergence / Eitan Tadmor. — Hampton, Va. : 
National Aeronautics and Space Administration, Langley Re- 
search Center, [1988] 
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181683) Microfiche. [Washington, DC? : National Aeronautics 
and Space Administration], 1988. 1 microfiche. Distributed to 
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Nicol, David M. 


Analytical Research Services, Inc., [1987] 
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D.C.? : National Aeronautics and Space Administration], 1988. 1 
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States. National Aeronautics and Space Administration. III. 
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GE Aircraft Engines, GE36 Project Department. — [Washing- 
ton, D.C.] : National Aeronautics and Space Administration, 
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D.C.? : National Aeronautics and Space Administration], 1989. 4 
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An analysis of scatter decomposition [microform] / David M. 
Nicol, Joel H. Saltz. — Hampton, Va. : National Aeronautics 
and Space Administration, Langley Research Center, [1990] 

1 v.— (ICASE report ; no. 90-4) (NASA contractor report ; 
181978) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1990. 1 microfiche. Distributed 
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Perthame, Benoit. 


A kinetic equation with kinetic entropy functions for scalar 
conservation laws [microform] / Benoit Perthame, Eitan 
Tadmor.— Hampton, Va. : National Aeronautics and Space 
Administration, Langley Research Center, [1990] 

1 v.— (ICASE report ; no. 90-11) (NASA contractor report 
; 181985) Microfiche. [Washington, D.C.? : National Aeronau- 
tics and Space Administration], 1990. 1 microfiche. Distributed 
to depository libraries in microfiche. @lItem 830-H-14 (MF) 
GPO abridged cataloging. 
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National Research Council (U.S.). Committee on the Status and NAS 1.26:182119 


Kirby, Mark S. 


Viability of Composite Materials for Aircraft Structures. 

Advanced organic composite materials for aircraft structures 
[microform] : future program / Committee on the Status and 
Viability of Composite Materials for Aircraft Structures, Aero- 
nautics and Space Engineering Board, Commission on Engineer- 
ing and Technical Systems, National Research Council. — 
Washington, D.C. : National Academy Press, 1987. 
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microfiches. Distributed to depository libraries in microfiche. 
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An experimental and theoretical study of the ice accretion 
process during artificial and natural icing conditions [micro- 
form] / Mark S. Kirby and R. John Hansman. — [Washington, 
DC] : National Aeronautics and Space Administration : Dept. of 
Transportation, Federal Aviation Administration ; [Springfield, 
Va. : For sale by the National Technical Information Service, 
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1 v.— (NASA contractor report ; 182119) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1988. 2 microfiches. Distributed to depository libraries 
in microfiche. @lItem 830-H-14 (MF) GPO abridged catalog- 
ing. 
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final report, 15 Jun. 1986 - 14 Jun. 1989. —[Washington, DC : 
National Aeronautics and Space Administration ; Springfield, 
Va. : For sale by the National Technical Information Service, 
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NAS 1.26:182520 
Null, George W. 


Deep space target location with Hubble Space Telescope and 
Hipparcos data [microform] / George W. Null. — Pasadena, 
Calif. : National Aeronautics and Space Administration, Jet Pro- 
pulsion Laboratory, California Institute of Technology, [1988] 

1 v.— (NASA-CR ; 182520) Microfiche. [Washington, 
D.C.? : National Aeronautics and Space Administration], 1988. 1 


1989] 

1 v.— (NASA-CR ; 182961) Microfiche. [Washington, 
D.C.? : National Aeronautics and Space Administration], 1990. 1 
microfiche. Distributed to depository libraries in microfiche. 
@ltem 830-H-14 GPO abridged cataloging. 


microfiche. Distributed to depository libraries in microfiche. 1. Stars. I. United States. National Aeronautics and Space 
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Propulsion Laboratory (U.S.) II. Title. III. Series: NASA 
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Proceedings of the Mobile Satellite Conference, May 3-5, 
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TABLET [microform] : the personal computer of the year 2000 / 


Bartlett W. Mel ... [et al.]. — [Urbana, IL] : Coordinated Science 
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Murthy, V. R. 
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[microform] : status report / by V.R. Murthy. — Syracuse, N.Y. 
: Syracuse University, Dept. of Mechanical and Aerospace En- 
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D.C.? : National Aeronautics and Space Administration], 1988. 2 
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@ltem 830-H-14 (MF) GPO abridged cataloging. 
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MECA Symposium on Mars: Evolution of its Climate and Atmos- 
phere (1986 : Washington, D.C.) 

MECA Symposium on Mars [microform] : evolution of its 
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Houston, Tex. : Lunar and Planetary Institute, [1987] 

1 v.— (LPI technical report ; 87-01) Microfiche. [Washing- 
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1. Mars (Planet) — Climate — Congresses. 2. Meteorology — 
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and Planetary Institute. III. Title. IV. Series. OCLC 
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tional Aeronautics and Space Administration, Jet Propulsion 
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microfiches. Distributed to depository libraries in microfiche. 
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Applications of artificial intelligence to space station and 
automated software techniques [microform] : high level robot 
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Space Flight Center, Ala. : Marshall Space Flight Center, Na- 
tional Aeronautics and Space Administration, [1989] 

1 v.— (NASA-CR ; 182997) (UAH research report ; 803) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
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23195121 


91-13788 


NAS 1.26:183148 


Use of remote sensing for land use policy formulation [microform] 
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Space Administration, [1987] 
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D.C.? : National Aeronautics and Space Administration], 1990. 1 
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1 v.— (NASA-CR ; 183733) Microfiche. [Washington, 
D.C.? : National Aeronautics and Space Administration], 1990. 1 
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1. Multispectral photography — Congresses. I. Vane, Gregg. 
II. Jet Propulsion Laboratory (U.S.) Ill. Title. IV. Series: 
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(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1990. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-H-14 (MF) GPO abridged catalog- 
ing. 

1. Solid propellant rockets. I. Crain, W. K. II. United 
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fiche. [Washington, DC? : National Aeronautics and Space Ad- 
ministration], 1990. 1 microfiche. Distributed to depository li- 
braries in microfiche. @lItem 830-H-14 (MF) GPO abridged 
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[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1990. 1 microfiche. Distributed to depository libraries 
in microfiche. @lItem 830-H-14 (MF) GPO abridged catalog- 
ing. 
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space travel [microform] / by Paul N. Walker. — [Washington, 
DC : National Aeronautics and Space Administration, 1989] 

1 v.— (NASA-CR ; 186124) Microfiche. [Washington, 
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Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem $30-H-21 (MF) GPO 
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cal discharges [microform] / M. Suzuki, M. Miyazaki and S. 
Takahashi. — Washington, DC National Aeronautics and 
Space Administration, [1988] 

1 v.— (NASA technical translation ; NASA TT-20240) 
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Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
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pov. — Washington, DC : National Aeronautics and Space Ad- 
ministration, [1988] 

1 v.— (NASA technical translation ; NASA TT-20282) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @ltem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Nucleation. I. United States. National Aeronautics and 
Space Administration. II. Title. III. Series: NASA technical 
translation ; 20286. OCLC 23193809 


91-13825 
NAS 1.77:20292 
Kostrov, Yu. A. 

Interaction of vinylidene fluoride - tetrafluoroethylene copol- 
ymer with ammonia [microform] / Yu. A. Kostrov. — Washing- 
ton, DC : National Aeronautics and Space Administration, 
[1988] 

1 v.— (NASA technical translation ; NASA TT-20292) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Polymers. 2. Chemical reactions. I. United States. Na- 
tional Aeronautics and Space Administration. II. Title. III. 
Series: NASA technical translation ; 20292. OCLC 23193831 


91-13826 
NAS 1.77:20294 
Kato, Eiji. 

Effect of Zr or Cr content on the fracture toughness of high 
purity Al-Zn-Mg alloys [microform] / Eiji Kato, Yoshisada 
Ueda, Hideshi Mori. — Washington, DC : National Aeronautics 
and Space Administration, [1988] 

1 v.— (NASA technical translation ; NASA TT-20294) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @Item 830-H-21 (MF) GPO 
abridged cataloging. 

1. Alumi Z zinc alloys. I. Ueda, Yoshisada. 
II. Mori, Hideshi. III. United States. National Aeronautics and 
Space Administration. IV. Title. V. Series: NASA technical 
translation ; 20294. OCLC 23194768 





(NASA technical translation ; NASA TT-20299) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Flame— Measurement. I. Guenther, R. IJ. United 
States. National Aeronautics and Space Administration. III. 
Title. IV. Series: NASA technical translation ; 20299. OCLC 
23193735 


91-13829 


NAS 1.77:20300 


Teipel, Ingolf. 


A characteristic method for calculating the generalized flat 
flutter aerodynamic forces [microform] / Ingolf Teipel. — 
Washington, DC : National Aeronautics and Space Administra- 
tion, [1988] 

1 v.— (NASA technical translation ; NASA TT-20300) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Aerodynamic load. 2. Flutter (Aerodynamics) I. United 
States. National Aeronautics and Space Administration. II. 
Title. III. Series: NASA technical translation ; 20300. OCLC 
23193542 


91-13830 


NAS 1.,77:20301 


Levin, I. M. 


Remote determination of chlorophyll concentration in the 
ocean using an optical pulse radar [microform] / I. M. Levin 
and K. S. Shifrin. — Washington, DC : National Aeronautics 
and Space Administration, [1988] 

1 v.— (NASA technical translation ; NASA TT-20301) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @Item 830-H-21 (MF) GPO 
abridged cataloging. 

1. Marine biology. 2. Chlorophyll. I. Shifrin, K. S. II. 
United States. National Aeronautics and Space Administration. 
III. Title. IV. Series: NASA technical translation ; 20301. 
OCLC 23226048 


91-13827 
NAS 1.77:20296 91-13831 
Hato, Masakatsu. 


Employment of porous polytetraflouroethylene membrane 


NAS 1.77:20302 
Asseng, E. 


with a hydropphilic and hydrophobic spatial structure for con- 
struction of an enzyme electrode [microform] / Masakatsu Hata 
and Tsukasa Sakai. — Washington, DC : National Aeronautics 
and Space Administration, [1988] 

1 v.— (NASA technical translation ; NASA TT-20296) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Electrodes, Enzyme. I. Sakai, Tsukasa. II. United States. 
National Aeronautics and Space Administration. III. Title. 
IV. Series: NASA technical translation ; 20296. OCLC 
23194838 
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Studies of error in temperature measurement with thermistors 
in the range between continual and free-molecule flows [micro- 
form] / E. Asseng. — Washington, DC : National Aeronautics 
and Space Administration, [1988] 

1 v.— (NASA technical translation ; NASA TT-20302) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Thermistors. 2. Nusselt number. I. United States. Na- 
tional Aeronautics and Space Administration. II. Title. III. 
Series: NASA technical translation ; 20302. OCLC 23226110 





91-13832 


NAS 1.77:20311 

Carbon analysis in natural olivine crystals of deep origin [micro- 
form] / S. N. Shilobreyeva ... [et al.].— Washington, DC : 
National Aeronautics and Space Administration, [1988] 

1 v.— (NASA technical translation ; NASA TT-20311) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Solid state physics. I. Shilobreyeva, S. N. II. United 
States. National Aeronautics and Space Administration. III. 
Title. IV. Series: NASA technical translation ; 20311. OCLC 
23226027 


91-13833 


NAS 1.77:20313 


Malek, A. 


Ammonia boiling in long tubes [microform] : heat transfer 
and charge loss in vertical and horizontal tubes / A. Malek, R. 
Colin. — Washington, DC : National Aeronautics and Space 
Administration, [1988] 

1 v.— (NASA technical translation ; NASA TT-20313) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Ammonia. 2. Nusselt number. I. Colin, R. II. United 
States. National Aeronautics and Space Administration. III. 
Title. IV. Series: NASA technical translation ; 20313. OCLC 
23226118 


91-13834 


NAS 1.77:20326 

Recent development of surface modification processing [micro- 
form] / N. Yasunaga, T. Miyazaki, S. Miyake. — Washington, 
DC : National Aeronautics and Space Administration, [1989] 

1 v.— (NASA technical translation ; NASA TT-20326) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Thin films. 2. Diamond thin films. I. Miyazaki, T. II. 
Miyake, S. III. United States. National Aeronautics and Space 
Administration. IV. Title. V. Series: NASA technical transla- 
tion ; 20326. OCLC 23266121 


91-13835 


NAS 1.77:20342 
Zhenyan, Zhao. 

A digital simulation technique for the Dryden atmospheric 
model [microform] / Zhao Zhenyan, Xiao Yelun and Shi 
Yijian. — Washington, DC : National Aeronautics and Space 
Administration, [1988] 

1 v.— (NASA technical translation ; NASA TT-20342) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Astmospheric turbulence. 2. Mathematical models. I. 
Yelun, Xiao. II. Yijian, Shi. III. United States. National Aer- 
onautics and Space Administration. IV. Title. V. Series: 
NASA technical translation ; 20342. OCLC 23183950 
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1 v.— (NASA technical translation ; NASA TT-20343) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Cavitation. 2. Bubbles. 3. Nucleation. I. United States. 
National Aeronautics and Space Administration. II. Title. III. 
Series: NASA technical translation ; 20343. OCLC 23184040 


91-13837 


NAS 1.77:20347 


Determination of the specific area of liquid gas and the velocity of 


weak pressure waves in aqueous foams [microform] / Jean 
Saint-Cloud ... [et al.].— Washington, DC : National Aeronau- 
tics and Space Administration, [1988] 

1 v.— (NASA technical translation ; NASA TT-20347) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Fluid mechanics. I. Saint-Cloud, Jean. II. United States. 
National Aeronautics and Space Administration. III. Title. 
IV. Series: NASA technical translation ; 20347. OCLC 
23352305 


91-13838 


NAS 1.77:20349 


Xuejian, Xia. 


A preliminary investigation of drag reduction and mechanism 
for a blunt body of revolution with slanted base [microform] / 
Xia Xuejian, Yu Xiaoshen. — Washington, DC : National Aero- 
nautics and Space Administration, [1988] 

1 v.— (NASA technical translation ; NASA TT-20349.) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1988. 1 microfiche. Distributed to de- 
pository libraries in microfiche. @lItem 830-H-21 (MF) GPO 
abridged cataloging. 

1. Drag (Aerodynamics) I. Xiaoshen, Yu. II. United States. 
National Aeronautics and Space Administration. III. Title. 
IV. Series: NASA technical translation ; 20349. OCLC 
23184053 


NATIONAL ENDOWMENT FOR THE ARTS 
National Foundation on the Arts and the Humanities 


Washington, DC 20506 


91-13839 


NF 2.2:C 28 


McIntosh, Phyllis Lehmann, 1944- 


From commas to cathedrals : design at work / by Phyllis 
Lehmann McIntosh. — New York City : Pub. Center for Cul- 
tural Resources, 1988. 

65 p. : ill. ; 23 cm. “Commissioned by Design Arts Program, 
National Endowment for the Arts.” Shipping list no.: 91-187- 
P. @ltem 831-B-2 ISBN 0-8906-2233— (pbk.) 

1. Design — United States. I. National Endowment for the 
Arts. Design Arts Program. II. Title. NC703.M35 1988 87- 
012866 745.4/4973 /19 OCLC 15792270 


91-13840 


NF 2.2:D 46/4 


91-13836 
Drabelle, Dennis. 
Design America / by Dennis Drabelle. — Washington, D.C. : 
Partners for Livable Places, [1990] 
64 p.: ill. ; 23 cm. “Projects created by state arts agencies.” 
“Design Arts Program, National Endowment for the Arts.” 
Shipping list no.: 91-187-P. “June 1990.” @Item 831-B-2 
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NAS 1.77:20343 
Matsumoto, Y. 

Studies on pressure response of gas bubbles contributions of 
condensed droplets in bubbles generated by a uniform nuclea- 
tion [microform] / Y. Matsumoto. — Washington, DC : National 
Aeronautics and Space Administration, [1988] 


292-342 0 - 91-7: QL3 





National Endowment for the Humanities — National Foundation on the Arts and the Humanities 


1. Architectural design. 2. Design — United States. I. Na- 
tional Endowment for the Arts. Design Arts Program. II. 
Title. OCLC 23175692 


91-13841 
NF 2.8/2-12:992/93 
Opera-musical theater / National Endowment for the Arts. [Wash- 
ington, D.C.] : The Endowment, Opera-Musical Theater Pro- 
gram, Rm. 703, National Endowment for the Arts, Nancy 
Hanks Center, 1100 Pennsylvania Ave., N.W., Washington, 
D.C. 20506 

v. ; 28 cm. 

Annual 

Began with 1979/80. At head of title: Application guide- 
lines. Previously classed: NF 2.8:Op 2/2/ Shipping list no.: 
91-238-P. “OMB No. 3135-0057”—P. [2] of cover. 1992/93 
performance season. Description based on: Fiscal years 1982 
and 1983, 1982/83 and 1983/84 performance seasons; title from 
cover. Report covers fiscal year. @Item 831-B-2 ISSN 
8756-856X Continues: Opera orchestra 

1. Opera — Scholarships, fellowships, etc. — United States — 
Periodicals. I. National Endowment for the Arts. 
ML1699.064 85-648113 /MN_782/.079 /19 OCLC 
04799307 


91-13842 
NF 2.8/2-24:992 
Arts administration fellows program / National Endowment for 
the Arts. Washington, D.C. : The Endowment, Arts adminis- 
tration fellows program, Rm. 217, National Endowment for the 
Arts, Nancy Hanks Center, 1100 Pennsylvania Ave., N.W., 
a D.C. 20506 
; 28 cm. 
prt a Other title: Application guidelines At head of title, 
(1988-): Application guidelines. Shipping list no.: 91-256-P. 
“OMB No. 3135-0064”—P. [2] of cover. Fiscal year 1992. 
Description based on: Fiscal year 1988; title from cover. 
@ltem 831-B-2 
1. Arts — Management — Scholarships, fellowships, etc. — 
United States — Periodicals. I. National Endowment for the 
Arts. sn-87042756 OCLC 15996484 


NATIONAL ENDOWMENT FOR THE 
HUMANITIES 
National Foundation on the Arts and the Humanities 
Washington, DC 20506 


NF 3.8/2-7:991 
Guidelines and application forms (National Endowment for the 
Humanities. Faculty Graduate Study Program) 

Guidelines and application forms / Faculty Graduate Study 
Program. [Washington, D.C.] : Division of Fellowships and 
Seminars, [1989?- National Endowment for the Humanities, 
Division of Fellowships and Seminars, Rm. 316, 1100 Pennsyl- 
vania Ave., N.W., Washington, D.C. 20506 

v. : forms ; 28 cm. 

Annual 

Mar. 15, 1989- Cover title: Faculty graduate study program 
for historically Black colleges and universities Shipping list 
no.: 91-050-P. “OMB No. 3136-0060.” Mar. 15, 1991. 
@ltem 831-B-1 Continues: Faculty graduate study program for 
historically Black colleges and universities 

1. Afro-American college teachers — Scholarships, fellow- 
ships, etc.— United States — Periodicals. 2. Humanities — 
Scholarships, fellowships, etc.— United States — Periodicals. 
I. National Endowment for the Humanities. Division of Fellow- 
ships and Seminars. II. National Endowment for the Human- 
ities. Faculty Graduate Study Program. sn-88040333 OCLC 
18782842 
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91-13843 


91-13844 


NF 3.13/3-2:991 


Summer seminars for school teachers. Guidelines and application 


form for participants. [Washington, D.C.] : National Endow- 
ment for the Humanities, Division of Fellowships and Seminars, 
[1987- National Endowment for the Humanities, Division of 
Fellowships and Seminars, Rm. 316, Washington, D.C. 20506 

v. : ill. ; 28 cm. 

Annual 

1988- Title from cover. Shipping list no.: 91-122-P. 
“OMB No. 3136-0097”—P. [3] of cover. 1991. @Item 831-B- 
1 Continues: Summer seminars for secondary school teachers. 
Guidelines and application form for participants 

1. Teachers — Training of — United States — Periodicals. I. 
National Endowment for the Humanities. Division of Fellow- 
ships and Seminars. sn-88040218 OCLC 17485706 


91-13845 


NF 3.17:991 


Division of Education Programs / National Endowment for the 


Humanities. [Washington, D.C.] : The Division, National En- 
dowment for the Humanities, Division of Education Programs, 
Rm. 302, 1100 Pennsylvania Ave., N.W., Washington, D.C. 
20506 

v. ; 23-28 cm. 

Annual At head of title, (1985)-198 : Guidelines and appli- 
cations; {1990-) : Applications, instructions, and forms. Previ- 
ously classed: NF 3.8:Ed 8/ Shipping list no.: 91-095-P. Jan. 
1991. Description based on: 1985; title from cover. @Item 
831-B-1 Continues: National Endowment for the Humanities. 
Division of Education Programs. Guidelines 

1. National Endowment for the Humanities — Periodicals. 2. 
Education, Humanistic — United States — Periodicals. 3. En- 
dowments —- United States — Periodicals. I. National Endow- 
ment for the Humanities. Division of Education Programs. sn- 
87043328 OCLC 12531125 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


91-13846 


NS 1.51/2:989-2 


Arctic research of the United States. [Washington, D.C.] : Inter- 


agency Arctic Research Policy Committee, [1987- IARPC 
Staff, Division of Polar Programs, Rm. 620, National Science 
Foundation, Washington, D.C. 20550 

v. : ill. ; 28 cm. 

Semiannual 

Vol. 1 (fall 1987)- Title from cover. Shipping list no.: 91- 
166-P. Vol. 3, fall 1989. Indexed by: GeoRef ISSN 0197-7482 
Vols. for 1988- lack complete numeric designation, both issues 
for year called v. 2- (i.e. v. 2, spring 1988 and v. 2, fall 1988). 
@ltem 834-C-14 ISSN 1045-4764 

1. Arctic regions — Research — United States — Periodicals. 
2. Interagency Arctic Research Policy Committee (U.S.)— 
Periodicals. 3. United States. Arctic Research Commission — 
Periodicals. I. Interagency Arctic Research Policy Committee 
(U.S.) G615.A74 88-656205 508.311/3 /20 OCLC 
17367136 





PERSONNEL MANAGEMENT OFFICE 
Washington, DC 20415 


PM 1.2:L 11/3 
United States. Office of Personnel Management. Office of Em- 
ployee and Labor Relations. 

Employee and labor relations information systems and re- 
sources / prepared by U.S. Office of Personnel Management, 
Personnel Systems and Oversight Group, Office of Employee 
and Labor Relations. — Washington, D.C. : U.S. Office of Per- 
sonnel Management, [1990] 

29 leaves ; 28 cm.— (PSOG/OELR ; 90-4) Shipping list 
no.: 90-569-P. “July 1990.” Includes bibliographical refer- 
ences (leaves 4-7). @lItem 295 

1. United States. Office of Personnel Management — Informa- 
tion services. 2. Employee-management relations in govern- 
ment — United States — Information services — Directories. I. 
Title. II. Series: Pamphlet (United States. Office of Personnel 
Management) ; 90-4. OCLC 22549223 


91-13848 


91-13847 


PM 1.8/2:990 
Handbook of occupational groups and series. Washington, DC : 

U.S. Office of Personnel Management, Office of Classification : 
For sale by the Supt. of Docs., U.S. G.P.O., 1989- Supt. of 
Docs., U.S. Govt. Print. Off., Washington, DC 20402 

v. ; 28 cm. 

Annual 

$3.50 

Aug. 1989- Shipping list no.: 91-185-P. Oct. 1990. @lItem 
296 S/N 006-000-01348-1 @ GPO Continues: Handbook of 
occupational groups and series of classes 

1. Civil service positions — United States — Classification — 
Handbooks, manuals, etc. I. United States. Office of Personnel 
Management. Office of Classification. JK671.H36 90-643323 
353.001/03 /20 OCLC 21721354 


91-13849 
PM 1.10:WPS-5 
Limited resources— unlimited ideas! : explore new horizons— 
suggest a better way. —[Washington, D.C. : U.S. Office of 
Personnel Management, 1989] 
1 folded sheet (8 p.) : ill. ; 21 x 10 cm.— (WPS ; 5) 
Shipping list no.: 89-763-P. “9/89”—P. [8]. @lItem 299 
1. Suggestion systems — United States. 2. Incentives in in- 
dustry — United States. I. United States. Office of Personnel 
Management. II. Series: Pamphlet (United States. Office of 
Personnel Management) ; 5. OCLC 21936557 


91-13850 
PM 1.28/2:990 

Equal employment opportunity, general personnel management, 
personnel staffing, special personnel programs / Personnel Man- 
agement Training Division I. Washington, D.C. : The Division, 
Washington Training and Development Services, Personnel 
Management Training Division I, 1900 E. St. NW, Washington, 
DC 20415 

v. : ill. ; 28 cm. 

Annual Other title: Personnel Management Training Divi- 
sion I Shipping list no.: 90-015-P. “WTDS-2010 7/89.” 
Fiscal year 1990 ed. Description based on: Fiscal year 1990 
ed.; title from cover. Vols. for (1990-) have chronological 
designation (fiscal year 1990 ed.-) @lItem 300-A 

1. Washington Area Service Center (U.S.). Personnel Man- 
agement Training Division I — Curricula — Periodicals. 2. 
Personnel management — United States— Study and teach- 
ing — Periodicals. 3. United States. Office of Personnel Man- 
agement — Officials and employees — Training of — Periodicals. 
I. Washington Area Service Center (U.S.). Personnel Manage- 
ment Training Division I. sn-91023111 OCLC 23284009 
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PRESIDENT OF THE UNITED STATES 
Washington, DC 20500 


91-13851 


Pr 41,9:991 


United States. President. 


[Economic report of the President transmitted to the Con- 
gress (Dept. ed.)] Economic report of the President transmit- 
ted to the Congress. [Dept. ed.] Washington : G.P.O. : For sale 
by Supt. of Docs., U.S. G.P.O., 1950- Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v.: ill ; 24 cm. 

Annual 

$12.00 

Jan. 6, 1950- Reports for 1950-1953 include: The annual eco- 
nomic review by the Council of Economic Advisers (July issue 
has title: The economic situation at midyear); 1954- include: The 
annual report of the Council of Economic Advisers (title varies 
slightly). Previously classed: Pr 40.9: Shipping list no.: 91- 
0190-P. Indexed by: Predicasts Vols. for 1950-(1952) accom- 
panied by a supplementary report, dated July, with title: The 
midyear economic report. @lItem 848 S/N 040-000-00554-4 
@ GPO ISSN 0193-1180 Continues: United States. President. 
Economic report of the President to the Congress 

1. United States — Economic policy — Periodicals. 2. United 
States — Economic conditions — 1945- — Periodicals. I. Coun- 
cil of Economic Advisers (U.S.) Key Title: Economic report 
of the President transmitted to the Congress II. Title. 
HC106.5.A272 47-032975 //r512 330.973 OCLC 01193149 


EXECUTIVE OFFICE OF THE PRESIDENT 
Washington, DC 20500 


91-13852 


PrEx 1.2:Sp 1/990 


National Space Council (U.S.) 


Report to the President. Washington, D.C. : National Space 
Council, [1991- National Space Council, Old Executive Office 
Bldg., Washington, DC 20500 

v. : col. ill. ; 28 cm. 

Annual 

1990- Title from cover. Shipping list no.: 91-137-P. 1990. 
@ltem 766-C-3 

1. National Space Council (U.S.) — Periodicals. 2. Astronau- 
tics and state — United States — Periodicals. 3. Outer space — 
Exploration — United States— Periodicals. I. Title. sn- 
91023313 OCLC 23271712 


MANAGEMENT AND BUDGET OFFICE 
Executive Office of the President 
Washington, DC 20503 


91-13853 


PrEx 2.24/15:3 


Procurement regulatory activity report. [Washington, D.C.?] : 


Office of Federal Procurement Policy, Office of Management 
and Budget, Executive Office of the President, [1989- Publica- 
tions Service, Executive Office of the President, 725 17th St. 
NW, Washington, D.C. 20503 

v. ; 28 cm. 

Semiannual 

[No. 1] (June 1989)- Shipping list no.: 90-548-P. No. 3, 
June 1990. @lItem 854-C-1 

1. Government purchasing — United States. 2. Public con- 
tracts — United States. I. United States. Office of Federal Pro- 
curement Policy. IN PROCESS 90-655083 OCLC 20487328 
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Central Intelligence Agency — Executive Office of the President 


CENTRAL INTELLIGENCE AGENCY 
Executive Office of the President 
Washington, DC 20505 


PrEx 3.10/4:G 93/8 
United States. Central Intelligence Agency. 

Guam (United States). Scale [ca. 1:280,000] (E 144°40'—E 
144°50'/N 13°40’—N_ 13°20’). —[Washington, D.C.? : Central 
Intelligence Agency, 1991] 

1 map : col. ; 20 x 17 cm. Shipping list no.: 91-0225-P. 
Inset: location map. “Base 801622 (£00281) 1-91.” @lItem 
856-A-1 

1. Guam — Maps. 


91-13855 


91-13854 


I. Title. OCLC 23243868 


PrEx 3.10/4:G 93/9 
United States. Central Intelligence Agency. 

Guam (United States). Scale [ca. 1:280,000] (E 144°40'—E 
144°50'/N 13°40’—N_ 13°20’). —[Washington, D.C.? : Central 
Intelligence Agency, 1991] 

1 map : col. ; 20x 17cm. Relief shown by shading and spot 
heights. Shipping list no.: 91-0225-P. Inset: location map. 
“Base 801623 (B00281) 1-91.” @Item 856-A-1 

1. Guam — Maps. IL. Title. OCLC 23243841 


91-13856 
PrEx 3.10/4:M 58/23 
United States. Central Intelligence Agency. 

The Middle East. Scale 1:4,500,000 ; Lambert conformal 
conic proj., standard parallels 38°N and 12°N (E 20°—E 65°/N 
40°°—N 10°).—[Washington, D.C.? Central Intelligence 
Agency, 1990] 

1 map : col. ; 86 x 96 cm. “Map data 1981 except for 
depiction of international-related features, updated as of 1 De- 
cember 1990.” Shipping list no.: 91-0215-P. Includes inset of 
a comparative area map showing radial distances from Jerusa- 
lem. “504716 (543987) 1-81.” @Item 856-A-1 

1. Middle East — Maps. I. Title. OCLC 23258190 


RAILROAD RETIREMENT BOARD 
Chicago, IL 60611 


91-13857 
RR 1.6/2:H 34/990 
Your medicare handbook for railroad retirement beneficiaries. 
Chicago, IL : U.S. Railroad Retirement Board, U.S. Railroad 
Retirement Board, 844 Rush St., Chicago, IL 60611 

v. ; 27 cm. 

Irregular Shipping list no.: 90-267-P. “RB-23”—P. [4] of 
cover. 1990. Description based on: 1990; title from cover. 
@ltem 859-A 

1. United States. Railroad Retirement Board — Handbooks, 
manuals, etc. 2. Medicare — Handbooks, manuals, etc. 3. 
Railroads — Employees — Medical care— United States — 
Handbooks, manuals, etc. I. United States. Railroad Retire- 
ment Board. sn-91023006 OCLC 21943265 


STATE DEPARTMENT 
Washington, DC 20520 


S 1.1/4:985 
Report of the Visa Office. Washington, D.C. : U.S. Dept. of State, 
Bureau of Security and Consular Affairs, 

v. : ill. ; 27 cm. ((1975)-1983: Department of State publica- 
tion. Department and Foreign Service series) (Department of 
State publication ; 9498) 

Annual 1985. Description based on: 1969; title from cover. 
Reports for (1969)-197 end June 30; (1963)-196 and (197 -) end 
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91-13858 


Sept. 30. Vols. for (1985-) distributed to depository libraries in 
microfiche. Vols. for (1978)-19 issued by: the Visa Office sub- 
ordinate to the Bureau of Consular Affairs; (1985-) by: U.S. 
Dept. of State. Bureau of Consular Affairs. @lItem 863 (MF) 
ISSN 0566-0637 

1. United States. Visa Office — Statistics — Periodicals. 2. 
United States— Emigration and immigration — Statistics — 
Periodicals. 3. Visas— United States — Statistics — Periodi- 
cals. I. United States. Bureau of Security and Consular Affairs. 
II. United States. Visa Office. III. United States. Bureau of 
Consular Affairs. IV. Series. V. Series: Department of State 
publication. Department and Foreign Service _ series. 
JV6415.5.A36 85-641816 //r87 325.73 /19 OCLC 01768687 


91-13859 
S 1.2:F 21 
Family Liaison Office. — [Washington, DC] : U.S. Dept. of State, 
1990. 
1 folded sheet (6 p.) ; 22 x 10 cm. Shipping list no.: 90-399- 
P. Includes bibliographical references (p. 4). @lItem 876 
1. United States. Dept. of State. Family Liaison Office. 2. 
United States— Diplomatic and consular service. I. United 
States. Dept. of State. OCLC 23227732 


91-13860 
S 1.2:N 16/3 
International narcotics control strategy report / prepared by 
Bureau of International Narcotics Matters, Dept. of State. 
(Washington, D.C.?] : The Bureau, 

v. ; 28 cm. 

Annual Mar. 1, 1988. Description based on: 1985. Vols. 
for 1985-198 kept up to date by mid-year updates. Vols. for 
Mar. 1, 1988- distributed to depository libraries in microfiche. 
@ltem 876 (MF) 

1. Narcotics, Control of — Statistics — Periodicals. 2. Nar- 
cotics, Control of — International cooperation — Statistics — 
Periodicals. I. United States. Dept. of State. Bureau of Inter- 
national Narcotics Matters. sn-91023049 OCLC 12951391 


91-13861 
S 1.123:N 35/990 
Background notes, Nepal. — Washington, DC : U.S. Dept. of 
State, Bureau of Public Affairs, Office of Public Communication 
: For sale by the Supt. of Docs., US G.P.O., [1990] 

7 p. : maps ; 28 cm.— (Department of State publication ; 
7904. Background notes series) Caption title. Shipping list 
no.: 91-257-P. “August 1990.” Includes bibliographical refer- 
ences (p. 6). @lItem 862-B S/N 844-002-10351-7 @ GPO 
ISBN 0-1603-1100-4 : $1.00 

1. Nepal — Description and travel. I. United States. Dept. of 
State. Office of Public Communication. II. Series: Department 
of State publication ; 7904. III. Series: Department of State 
publication. Background notes series. OCLC 23354034 


91-13862 
S 1.123:T 84/991 
Background notes, Turkey. — Washington, DC : U.S. Dept. of 
State, Bureav of Public Affairs, Office of Public Communication 
: For sale by the Supt. of Docs., US G.P.O., [1991] 

7, [1] p. : ill., maps ; 28 cm. — (Department of State publica- 
tion ; 7850. Background notes series) Caption title. Shipping 
list no.: 91-257-P. “January 1991.” Includes bibliographical 
references (p. [8]). @lItem 862-B S/N 844-002-10352-5 @ 
GPO ISBN 0-1603-1101-2 : $1.00 

1. Turkey — Description and travel. I. United States. Dept. 
of State. Office of Public Communication. II. Series: Depart- 
ment of State publication ; 7850. III. Series: Department of 
State publication. Background notes series. OCLC 23353738 





91-13863 
S 1.127:C 82/2 
Cote d’Ivoire, post report. — [Washington, D.C.?] : U.S. Dept. of 
State, [1990] 
20 p. : ill., maps ; 28 cm. — (Department of State publication 
; 9215) Cover title. Shipping list no.: 90-247-P. “January 
1990.” Includes bibliographical references (p. 20). @Item 
869-C 
1. Ivory Coast — Description and travel. 
Diplomatic and consular service—Ivory Coast. 
States. Dept. of State. II. Series. OCLC 21365147 


2. United States — 
I. United 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


91-13864 
SBA 1.2:M 66/4/v.1-2 
Minority small business and capital ownership development pro- 
gram. — [Washington, D.C.?] : U.S. Small Business Administra- 
tion, Office of Minority Small Business and Capital Ownership 
Development : [For sale by the Supt. of Docs., U.S. G.P.O., 
1990] 
2 v.: ill. ; 28 cm. Cover title. “SOP cancelled: SOP 80 05 
1, dated Apr. 27, 1987”—P. 1. Shipping list no.: 90-737-P. 
“SOP 80 05 2.” @Item 901-B S/N 045-000-00262-4 @ GPO 
ISBN 0-1602-7829-5 : $33.00 
1. Minority business enterprises— United States — Hand- 
books, manuals, etc. 2. Federal aid to minority business enter- 
prises — United States — Handbooks, manuals, etc. 3. Minority 
Small Business and Capital Ownership Development Program 
(U.S.) — Handbooks, manuals, etc. I. United States. Small 
Business Administration. Office of Minority Small Business and 
Capital Ownership Development. OCLC 22855974 


CUSTOMS SERVICE 


Treasury Dept. 
Washington, DC 20229 


91-13865 
T 17.2:C 96/5/990 
U.S. Customs Service. 

United States Customs hints for visitors (nonresidents). — 
Rev. Nov. 1990. — Washington, D.C. : Dept. of the Treasury, 
U.S. Customs Service, 1990. 

16 p. : col. ill. ; 22 x 10 cm.— (Publication ; no. 511-A) 
Shipping list no.: 91-224-P. @lItem 950 

1. Customs administration and tourists— United States. 2. 
Visitors, Foreign — United States. I. Title. II. Series: Cus- 
toms publication ; no. 511. OCLC 23245773 


91-13866 
T 17.2:Im 7/2/990 
United States import requirements. — Rev. Nov. 1990. — Wash- 
ington, D.C. : Dept. of the Treasury, U.S. Customs Service, 
1990. 
11 p. ; 22 x 9 cm.— (Customs publication ; no. 517) Ship- 
ping list no.: 91-227-P. @lItem 950 
1. Customs administration — United States. 2. Foreign trade 
regulation — United States. 3. United States — Commercial 
policy. I. U.S. Customs Service. II. Series. OCLC 23244055 


Government Publications — June 1991 


INTERNAL REVENUE SERVICE 
Treasury Dept. 
Washington, DC 20224 


91-13867 
T 22.2:C 68/7 
Colleges offer tax classes for small businesses. — [Washington, 
D.C.? : Treasury Dept., Internal Revenue Service, 19907] 
[1] leaf ; 28 cm. Caption title. Shipping list no.: 90-€74-P. 
@ltem 956 
1. Small business — Taxation — United States. I. 
States. Internal Revenue Service. OCLC 23203088 


United 


91-13868 
T 22.2/15:6023/991 
Group exemption roster. — Rev. 2-91.—[Washington, D.C.] : 
Dept. of the Treasury, Internal Revenue Service, 1991. 
103, 38 p. ; 28 cm.— (Document ; 6023) Shipping list no.: 
91-225-P. @lItem 956-J 
1. Corporations, Nonprofit — United States. 2. Taxation, Ex- 
emption from — United States. I. United States. Internal Reve- 
nue Service. II. Series: Document (United States. Internal 
Revenue Service) ; 6023. OCLC 23244229 


91-13869 
T 22.2/15:7302 
The Impact of the Tax Reform Act of 1986 : did it improve 
fairness and simplicity? : research conference, Washington, 
D.C., November 16-17, 1989. —Rev. 3-90. — [Washington, 
D.C.?] : Dept. of the Treasury, Internal Revenue Service, [1990] 


iii, 164 p. : ill. ; 28 cm.— (Document ; 7302) “Conference 
report”—Cover. Shipping list no.: 90-186-P. @lItem 956-J 

1. Taxation— Law and legislation— United States — Con- 
gresses. 2. Income tax—Law and _ legislation — United 
States — Congresses. I. United States. Internal Revenue Serv- 
ice. II. Series: Document (United States. Internal Revenue 
Service) ; 7302. 90-600760 OCLC 21769646 


91-13870 
T 22.2/15:7405 
Management Achievement Program (MAP) : managers handbook. 
— Rev. 1-91. —[Washington, D.C.?] : Dept. of the Treasury, 
Internal Revenue Service, [1991] 
78 p. : ill. ; 28 cm. — (Document ; 7405) Cover title. Ship- 
ping list no.: 91-153-P. Includes index. @Item 956-J 
1. United States. Internal Revenue Service — Personnel man- 
agement — Handbooks, manuals, etc. 2. Assessment centers 
(Personnel management procedure) — Handbooks, manuals, etc. 
3. Government executives — United States — Handbooks, manu- 
als, etc. I. United States. Internal Revenue Service. II. Series: 
Document (United States. Internal Revenue Service) ; 7405. 
OCLC 23183169 


91-13871 
T 22.44/2:493/991 
United States. Internal Revenue Service. 

Alternative tax withholding methods and tables (including 
tables for withholding from qualified total distributions). — 
Rev. Jan. 1991. — [Washington, D.C.?] : Dept. of the Treasury, 
Internal Revenue Service, 1991. 

41 p. ; 28 cm. — (Publication ; 493) Caption title. “Supple- 
ment to Circular E, Employer’s tax guide (Publication 15)”—P. 
[1]. Shipping list no.: 91-136-P. @Item 964-B 

1. Withholding tax — United States — Rates and tables. I. 
Title. II. Series: Publication (United States. Internal Revenue 
Service) ; 493. OCLC 23198680 
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Internal Revenue Service — Treasury Dept. 


91-13872 


T 22.44/2:505/990 


United States. Internal Revenue Service. 


Tax withholding and estimated tax. —Rev. Dec. 90.— 
[Washington, D.C.?] : Dept. of the Treasury, Internal Revenue 
Service, 1990. 

39 p. : ill. ; 28 cm.— (Publication ; 505) Caption title. 
Shipping list no.: 91-099-P. Includes index. @Item 964-B S/ 
N Catalog no. 15008 E @ IRS 

1. Withholding tax — United States. 2. Tax revenue estimat- 
ing — United States. I. Title. II. Series: Publication (United 
States. Internal Revenue Service) ; 505. OCLC 23173518 


91-13873 


T 22,44/2:516/990 


United States. Internal Revenue Service. 


Tax information for U.S. government civilian employees sta- 
tioned abroad. —Rev. Dec. 1990.—([Washington, D.C.?] : 
Dept. of the Treasury, Internal Revenue Service, 1990. 

7 p. ; 28 cm. — (Publication ; 516) Caption title. Shipping 
list no.: 91-136-P. Includes index. @Item 964-B S/N Cata- 
log no. 15020 M @ IRS 

1. Americans — Taxation — Foreign countries. 2. Income 
tax — United States. I. Title. II. Title: Tax information for 
US government civilian employees stationed abroad. III. 
Series: Publication (United States. Internal Revenue Service) ; 
516. OCLC 23192470 


91-13874 


T 22,44/2:524/990 


United States. Internal Revenue Service. 


Credit for the elderly or the disabled. — [Washington, D.C.?] 
: Dept. of the Treasury, Internal Revenue Service, [1990] 

10 p. : ill. ; 28 cm.— (Publication ; 524) Caption title. 
Shipping list no.: 90-816-P. “For use in preparing 1990 re- 
turns.” @Item 964-B 

1. Tax credits— United States. 2. Aged — Taxation — 
United States. 3. Handicapped — Taxation — United States. 
I. Title. Il. Series: Publication (United States. Internal Reve- 
nue Service) ; 524. OCLC 23235990 


91-13875 


T 22,44/2:529/990 


United States. Internal Revenue Service. 


Miscellaneous deductions : for use in preparing 1990 returns. 
— (Washington, D.C.?] : Dept. of the Treasury, Internal Reve- 
nue Service, [1990] 

11 p. : ill. ; 28 cm.— (Publication ; 529) Caption title. 
Shipping list no.: 90-762-P. Includes index. @Item 964-B S/ 
N Catalog no. 15056 O @ IRS 

1. Income tax — United States — Deductions — Expenses. 2. 
Expense accounts and taxation — United States. I. Title. II. 
Series: Publication (United States. Internal Revenue Service) ; 
529. OCLC 22941125 


91-13876 


T 22.44/2:571/990 


United States. Internal Revenue Service. 


Tax-sheltered annuity programs for employees of public 
schools and certain tax-exempt organizations. — Rev. Dec. 
1990. — [Washington, D.C.?] : Dept. of the Treasury, Internal 
Revenue Service, 1990. 

15 p. : ill. ; 28 cm.— (Publication ; 571) Caption title. 
Shipping list no.: 91-136-P. Includes index. @Item 964-B S/ 
N Catalog no. 46581 C @ IRS 

1. Annuities — Taxation — United States. 2. Tax shelters — 
United States. I. Title. II. Title: Tax sheltered annuity pro- 
grams for employees of public schools and certain tax-exempt 
organizations. III. Series: Publication (United States. Internal 
Revenue Service) ; 571. OCLC 23192356 
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91-13877 
T 22.44/2:583/990 
United States. Internal Revenue Service. 

Taxpayers starting a business. — Rev. Dec. 1990. — [Wash- 
ington, D.C.?] : Dept. of the Treasury, Internal Revenue Serv- 
ice, 1990. 

16 p. : ill. ; 28 cm.— (Publication ; 583) Caption title. 
Shipping list no.: 91-136-P. @Item 964-B S/N Catalog no. 
15150 B @ IRS 

1. Business enterprises — Taxation — United States. I. Title. 
II. Series: Publication (United States. Internal Revenue Service) 
; 583. OCLC 23188730 


91-13878 
T 22.44/2:596/990 
United States. Internal Revenue Service. 
Earned income credit. — [Washington, D.C.?] : Dept. of the 
Treasury, Internal Revenue Service, [1990] 
12 p. : ill. ; 28 cm. — (Publication ; 596) Caption title. For 
use in preparing 1990 returns. Shipping list no.: 91-136-P. 
@ltem 964-B S/N Catalog no. 15173 A @ IRS 
1. Earned income tax credit— United States. 2. Income 
tax — United States. I. Title. II. Series: Publication (United 
States. Internal Revenue Service) ; 596. OCLC 23188744 


91-13879 
T 22.44/2:1212/990 
United States. Internal Revenue Service. 

List of original issue discount instruments. — Rev. Oct. 90. — 
(Washington, D.C.?] : Dept. of the Treasury, Internal Revenue 
Service, [1990] 

77 p. ; 28 cm.— (Publication ; 1212) Caption title. “For 
use in preparing 1990 returns.” Shipping list no.: 91-159-P. 
@ltem 964-B S/N Catalog no. 61273 T @ GPO 

1. Income tax — United States — Deductions — Interest. I. 
Title. II. Series: Publication (United States. Internal Revenue 
Service) ; 1212. OCLC 23225607 


91-13880 
T 22.44/2:1273/989 
United States. Internal Revenue Service. 

Guide to the Internal Revenue Service : for congressional 
staff. — Rev. 12-89. —[Washington, D.C.? : U.S. Dept. of the 
Treasury, Internal Revenue Service, 1989 i.e. 1990] 

75 p. : ill, map ; 28 cm. — (Publication ; 1273) Cover title. 
“December 1989.” @Item 964-B S/N Cat. no. 62977C @ 
IRS 

1. Taxation — United States. 2. Income tax — United States. 
3. United States. Internal Revenue Service — Directories. I. 
Title. II. Series: Publication (United States. Internal Revenue 
Service) ; 1273. OCLC 23289958 


91-13881 
T 22.51:990-PF /inst./990 
United States. Internal Revenue Service. 

1990 instructions for Form 990-PF : return of private founda- 
tion or section 4947 (a)(1) charitable trust treated as a private 
foundation. —[Washington, D.C.?] : Dept. of the Treasury, 
Internal Revenue Service, [1990] 

22 p. ; 28 cm. Caption title. Shipping list no.: 91-124-P. 
@ltem 624-E 

1. Taxation, Exemption from — United States. 2. Corpora- 
tions, Nonprofit — Taxation— United States. 3. Charitable 
uses, trusts, and foundations — Taxation — United States. 4. 
Tax administration and procedure — United States. I. Title. 
II. Title: Return of private foundation or section 4947 (a)(1) 
charitable trust treated as a private foundation. OCLC 
23239356 





91-13882 
T 22.51:990-T/inst./990 
United States. Internal Revenue Service. 

1990 instructions for Form 990-T : exempt organization busi- 
ness income tax return. — [Washington, D.C.?] : Dept. of the 
Treasury, Internal Revenue Service, [1990] 

12 p. ; 28 cm. Caption title. Shipping list no.: 91-076-P. 
@ltem 964-E 

1. Taxation, Exemption from — United States. 2. Corpora- 
tions, Nonprofit — Taxation — United States. 3. Expense ac- 
counts and taxation — United States. 4. Tax administration and 
procedure — United States. I. Title. II. Title: Exempt organi- 
zation business income tax return. OCLC 23209654 


91-13883 
T 22.51:990-1/package/990 
United States. Internal Revenue Service. 

1990 returns for organizations exempt from income tax : 
under section 501(c) of the Internal Revenue Code (other than 
sections 501(c)(3) and (c)(4)). —([Rancho Cordova, CA.] : 
Dept. of the Treasury, Internal Revenue Service, [1991] 

1 v. (various pagings) : ill. ; 28 cm. Caption title. Shipping 
list no.: 91-153-P. “Package 990-1”—P. [1] (ist group). 
@ltem 964-E 

1. Taxation, Exemption from — United States. 2. Corpora- 
tions, Nonprofit — Taxation — United States. 3. Tax adminis- 
tration and procedure— United States. I. Title. OCLC 
23209948 


91-13884 


T 22.51:1040 A/sch.3/990/ inst. 
United States. Internal Revenue Service. 
1990 instructions for schedule 3 (form 1040A) : credit for the 
elderly or the disabled for form 1040A filers. — [Washington, 
D.C.?] : Dept. of the Treasury, Internal Revenue Service, [1990] 


4 p. ; 28 cm. Caption title. 
@ltem 964-E 

1. Income tax— United States. 2. Tax credits — United 
States. 3. Tax administration and procedure — United States. 
I. Title. OCLC 23235984 


91-13885 


Shipping list no.: 90-779-P. 


T 22.51:1040 A-1/990/inst. 
United States. Internal Revenue Service. 

1990, 1040A forms and instructions. — [Washington, D.C.?] : 
Dept. of the Treasury, Internal Revenue Service, [1990] 

64 p.: ill. ; 28 cm. Caption title. Shipping list no.: 90-816- 
P. Includes index. @Item 964-E 

1. Income tax — United States. 2. Tax administration and 
procedure — United States. I. Title. II. Title: 1040A forms 
and instructions. OCLC 23245902 


91-13886 
T 22.51:1040 A-2/990/package 
United States. Internal Revenue Service. 
1990, 1040A forms and instructions. — (Bloomington, IL] : 
Dept. of the Treasury, Internal Revenue Service, [1990] 
64 p. : ill. ; 28 cm. Caption title. Shipping list no.: 91-34-P. 
Includes index. “Package 1040A-2”—P. [1]. @lItem 964-E 
1. Income tax— United States. 2. Tax administration and 
procedure — United States. I. Title. II. Title: 1040A forms 
and instructions. OCLC 23239427 


91-13887 
T 22.51:1040 C/inst./991 
United States. Internal Revenue Service. 

1991 instructions for Form 1040C : U.S. departing alien 
income tax return. — [Washington, D.C.?] : Dept. of the Treas- 
ury, Internal Revenue Service, [1991] 

4 p.: ill. ; 28cm. Caption title. 
@ltem 964-E 


Shipping list no.: 91-180-P. 


Government Publications — June 1991 


1. Taxation of aliens — United States. 2. Income tax— 
United States. 3. Tax administration and ge ey SO: ong 
States. I. Title. II. Title: U.S. departing alien income tax 
return. OCLC 23239253 


91-13888 
T 22.51:1040 EZ/990/inst. 
United States. Internal Revenue Service. 
Instructions for Form 1040EZ, 1990. —[Washington, D.C.7] 
: Dept. of the Treasury, Internal Revenue Service, [1990] 
24 p. : ill. ; 28 cm. Caption title. Shipping list no.: 90-176- 
P. Includes index. @lItem 964-E 
1. Income tax— United States. 2. Tax administration and 
procedure — United States. I. Title. OCLC 23245845 


91-13889 
T 22.51:1040/990/Pack 4 
United States. Internal Revenue Service. 
1990 1040 forms and instructions. mF heres D.C.7] : 
Dept. of the Treasury, Internal Revenue Service, 1990. 
52 p. : ill. ; 28 cm. Caption title. Shipping list no.: 90-818- 
P. Includes index. @ltem 964-E 
1. Tax administration and procedure — United States. 2. 
Income tax— United States. 3. Tax deductions — United 
States. 4. Tax returns— United States. I. Title. IL. Title: 
1040 forms and instructions. OCLC 23235994 


91-13890 
T 22.51:2106/inst./990 
United States. Internal Revenue Service. 
1990 instructions for form 2106 : employee business expenses. 
— [Washington, D.C.?] : Dept. of the Treasury, Internal Reve- 
nue Service, [1990] 
4p.:ill.; 28cm. Shipping list no.: 90-760-P. @Item 964-E 
1. Business enterprises — Taxation — United States. 2. Ex- 
pense accounts and taxation — United States. 3. Tax adminis- 
tration and procedure — United States. I. Title. II. Title: Em- 
ployee business expenses. OCLC 23197957 


91-13891 
T 22.51:3800/inst./990 
United States. Internal Revenue Service. 

1990 instructions for Form 3800 : general business credit. — 
[Washington, D.C.?] : Dept. of the Treasury, Internal Revenue 
Service, [1990] 

2 p. ; 28 cm. Caption title. 
@ltem 964-E 

1. Commercial credit— United States. 2. Tax credits — 
United States. 3. Tax administration and procedure — United 
States. I. Title. II. Title: General business credit. OCLC 
23183048 


91-13892 


Shipping list no.: 91-076-P. 


T 22.51:5329/inst./990 
United States. Internal Revenue Service. 

1990 instructions for Form 5329 : return for additional taxes 
attributable to qualified retirement plans (including IRAs), annu- 
ities, and modified endowment contracts. — [Washington, 
D.C.?] : Dept. of the Treasury, Internal Revenue Service, [1990] 


6 p. ; 28 cm. Caption title. 
@ltem 964-E 

1. Income tax — United States. 2. Individual retirement ac- 
counts — Taxation — United States. I. Title. OCLC 23188674 


91-13893 


Shipping list no.: 91-117-P. 


T 22.51:5500-C/R/inst./990 
United States. Internal Revenue Service. 
1990 instructions for Form 5500-C/R : return/report of em- 
ployee benefit plan (with fewer than 100 participants). — 
[Washington, D.C.?] : Dept. of the Treasury, Internal Revenue 


Page 167 





Financial Management Service — Treasury Dept. 


Service : Dept. of Labor, Pension and Welfare Benefits Admin- 
istration : Pension Benefit Guaranty Corporation, [19907] 
19 p. ; 28 cm. Caption title. Shipping list no.: 91-099-P. 
@ltem 964-E 
1. Employee fringe benefits — Taxation — United States. 2. 
Tax administration and procedure — United States. I. United 
States. Dept. of Labor. Pension and Welfare Benefits Adminis- 
tration. II. Pension Benefit Guaranty Corporation. III. Title. Federal Home Loan Bank Board, 
IV. Title: Return/report of employee benefit plan (with fewer v. ; 28 cm. 
than 100 participants). OCLC 23209893 Annual 
Began with 1952. Previously classed: FHL 1.11: Shipping 
list no.: 90-096-P. 1988. Description based on: 1977; title from 
T 22.51:5500 EZ/inst./990 cover. Vols. for 1952-55 issued by: Home Loan Bank Board; 
United States. Internal Revenue Service. (1977)-19 Federal Home Loan Bank Board; (1988-) by: Office 
1990 instructions for Form 5500EZ : annual return of one- of Thrift Supervision. Vol. for 1970 issued with: FHLB system 


OFFICE OF THRIFT SUPERVISION 


Treasury Dept. 
Washington, DC 20552 


91-13898 
T 71.17:988 
Savings & home financing source book. Washington, D.C. : U.S. 


91-13894 


participant (owners and their spouses) pension benefit plan. — 
[Washington, D.C.?] : Dept. of the Treasury, Internal Revenue 
Service, [1990] 

4 p.: ill. ; 28 cm. Caption title. Shipping list no.: 91-82-P. 
@ltem 964-E 

1. Pensions — Taxation — United States. 2. Tax administra- 
tion and procedure— United States. I. Title. OCLC 
23188689 


S & LA’s combined financial statements; 1971 with: FSLIC- 
insured S & LA’s combined financial statements. @lItem 597- 
A-1 Continues: Statistical summary (United States. Home 
Loan Bank Board) 

1. Savings and loan associations — United States — Statis- 
tics — Periodicals. I. United States. Federal Home Loan Bank 
Board. II. United States. Office of Thrift Supervision. 
HG2150.A384 53-063519 //r894 332.32 OCLC 00997489 


91-13895 TRANSPORTATION DEPARTMENT 


Washington, DC 20590 


T 22.51:5500/inst./990 
United States. Internal Revenue Service. 
1990 instructions for Form 5500 : annual return/report of 
employee benefit plan (with 100 or more participants). — 
(Washington, D.C.?] : Dept. of the Treasury, Internal Revenue 


91-13899 
TD 1.20/2:90-1 
Program solicitation (United States. Dept. of Transportation. 


Service : Dept. of Labor, Pension and Welfare Benefits Admin- 
istration : Pension Benefit Guaranty Corporation, [19917] 

20 p. ; 28 cm. Caption title. Shipping list no.: 91-117-P. 
@ltem 964-E 

1. Employee fringe benefits — Taxation — United States. I. 
Title. Il. Title: Annual return/report of employee benefit plan. 
OCLC 23248520 


FINANCIAL MANAGEMENT SERVICE 
Treasury Dept. 
Washington, DC 20226 


91-13896 


T 63.123:C 41/5 
U.S. government check deadlines. — [Washington, DC : Financial 
Management Service, Dept. of the Treasury, 19897] 

[1] leaf : ill. ; 28 cm.— (Fact sheet ; FS-G) Caption title. 
Shipping list no.: 89-605-P. @lItem 928-E 

1. Checks — United States. I. United States. Dept. of the 
Treasury. Financial Management Service. II. Title: Help 
spread the word about the brand new U.S. government check. 
Ill. Title: US government check deadlines IV. Series: Fact 
sheet (United States. Dept. of the Treasury. Financial Manage- 
ment Service) ; FS-G. OCLC 23273580 


SBIR Program Office) 

Program solicitation / Small Business Innovation Research 
Program. Cambridge, MA : DOT SBIR Program Office, U.S. 
Dept. of Transportation, Research and Special Programs Ad- 
ministration, Transportation, Transportation Systems Center, 
SBIR Program Office, DTS-23, U.S. Dept. of Transportation, 
Reseach and Special Programs Administration, Transportation 
Systems Center, Kendall Square, Cambridge, MA 02142 

v. ; 28 cm. 

Annual 

Began with 1983. Cover title: Small business innovation re- 
search program solicitation Shipping list no.: 90-149-P. 
“DOT-TSC-OST-90-1.” “SBIR-90-1.” Closing date, May 1, 
1990. Description based on: Closing date, May 1, 1990. 
@ltem 982-1-5 

1. United States. Dept. of Transportation. SBIR Program 
Office — Periodicals. 2. Transportation — Research — United 
States — Periodicals. 3. Small business— Research grants — 
United States — Periodicals. 4. Research and development 
contracts, | Government— United States — Periodicals. I. 
United States. Dept. of Transportation. SBIR Program Office. 
sn-91023047 OCLC 14248959 


FEDERAL HIGHWAY ADMINISTRATION 
Transportation Dept. 


91-13897 ashin 20590 

T 63.123:C 41/6 Washingfen, BC 

U.S. government check deadlines. — [Washington, DC] : Finan- 
cial Management Service, Dept. of the Treasury, [19897] 


[1] leaf : ill. ; 28 cm.— (Fact sheet ; FS-A) Caption title. 


91-13900 
TD 2.40:55-11 
Baker, Robert Fulton, 1917- 


Shipping list no.: 89-605-P. @lItem 928-E 

1. Checks — United States. I. United States. Dept. of the 
Treasury. Financial Management Service. II. Title: Help 
spread the word about the brand new U.S. government check. 
Ill. Title: US government check deadlines. IV. Series: Fact 
sheet (United States. Dept. of the Treasury. Financial Manage- 
ment Service) ; FS-A. OCLC 23273861 
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Asphalt emulsions for highway construction : Burlington and 
Somerset counties, New Jersey. — Washington, D.C. : U.S. 
Dept. of Transportation, Federal Highway Administration, 
Demonstration Projects Program, [1987] 

ix, 52 p. : ill., maps ; 28 cm.— (Demonstration project ; no. 
55) Initial report. Cover title. Title on technical rept. p.: 
Asphalt emulsion slurry seal. “Performing organization, New 





Jersey Department of Transportation, Division of Research and 
Demonstration”—Technical rept. documentation p. Distribut- 
ed to depository libraries in microfiche. “February 1987.” In- 
cludes bibliographical references (p. 34). “FHWA-DP-55-11.” 
Federal Highway Administration, Office of Highway Oper- 
ations, Demonstration Projects Division. Contract No.: 
DTFH71-81-55-NJ-02. @Item 982-G-25 (MF) STRN: 
FHWA/N5J-86-011 

1. Pavements — New Jersey — Maintenance and repair. 2. 
Pavements, Asphalt—New Jersey— Testing. 3. Asphalt 
emulsion mixtures — Testing. I. New Jersey. Dept. of Trans- 
portation. Division of Research and Demonstration. II. United 
States. Federal Highway Administration. Demonstration 
Projects Division. III. Title. IV. Title: Asphalt emulsion 
slurry seal. V. Series: Demonstration project (United States. 
Federal Highway Administration) ; no. 55. OCLC 17490053 


FEDERAL AVIATION ADMINISTRATION 


Transportation Dept. 
Washington, DC 20591 


91-13901 


TD 4.2/10:986 


United States. Federal Aviation Administration. 


National Airspace System Plan. Facilities equipment and asso- 
ciated development / U.S. Department of Transportation, Fed- 
eral Aviation Administration. [Washington, D.C.] : The Admin- 
istration, 

v. : ill, maps ; 28 cm. 

Annual No longer available for sale by the Supt. of Docs. 
Previously classed: TD 4.2:N 21/7/ June 1986. Description 
based on: Apr. 1984; title from cover. Vols. for (1986-) dis- 
tributed to depository libraries in microfiche. @Item 431-C-29 
(MF) S/N 050-007-00743-4 @ GPO ISSN 0747-9751 

1. United States. Federal Aviation Administration — Periodi- 
cals. 2. Air traffic control — United States — Periodicals. 3. 
Airways — United States — Periodicals. I. Title. 
TL725.3.T7U674b 84-644673 387.7/4042 /19 OCLC 
10813341 


Government Publications — June 1991 


North Atlantic Region — Handbooks, manuals, etc. I. United 
States. Federal Aviation Administration. OCLC 23127880 


91-13904 


TD 4.8/5:65-13 K 


FAA inspection authorization directory. [Oklahoma City, OK?] : 


U.S. Dept. of Transportation, Federal Aviation Administration, 
Aviation Standards National Field Office ; Washington, DC : 
Supt. of Docs., U.S. G.P.O., distributor, Supt. of Docs., U.S. 
Govt. Print. Off., Washington, DC 20402 

v. ; 28 cm. (AC ; 65-13 K) 

Irregular 

$12.00 Each vol. supersedes previous vol. Shipping list no.: 
88-478-P. 6/28/88. Description based on: 6/28/88; title from 
cover. @lItem 431-A-27 S/N 050-007-00800-7 @ GPO 

1. Aviation mechanics (Persons) — United States — Directo- 
ries. I. United States. Aviation Standards National Field 
Office. II. Title. III. Series: United States. Federal Aviation 
Administration. Advisory circular ; 65-13 K. sn-91023109 
OCLC 23277036 


COAST GUARD 
Transportation Dept. 
Washington, DC 20593 


91-13905 


TD 5.2:M 53/12/990/v.1-2 


Navigation problems. — [Washington, DC] : U.S. Dept. of Trans- 


portation, U.S. Coast Guard, [1990] 

2 v. : ill. ; 28 cm. — (Merchant marine examination questions 
; 5) (COMDTPUB ; P 16721.25 A) Cover title. “This publi- 
cation contains questions used in examinations for merchant 
marine licenses and documents.” Shipping list no.: 91-097-P (v. 
1), 91-122-P (v. 2). “September 1990.” @Item 934 

1. United States. Coast Guard — Examinations. 2. Naviga- 
tion — United States — Examinations, questions, etc. 3. Mer- 
chant marine — United States — Examinations, questions, etc. 
I. United States. Coast Guard. II. Series. III. Series. OCLC 
23106677 


91-13902 
TD 4.6:13/979 91-13906 


United States. Federal Aviation Administration. TD 5.8:N 22/7/990 


United States. Coast Guard. 


Federal aviation regulations. Part 13, Investigative and en- 
forcement procedures. — Rev. Nov. 5, 1979, consolidated re- 
print incorporates: changes 1 through 11 as of 8/2/90. — Wash- 
ington, D.C. : U.S. Dept. of Transportation, Federal Aviation 
Administration : [For sale by the Supt. of Docs., U.S. G.P.O., 
1990- ] 

1 v. (loose-leaf) ; 28 cm. Shipping list no.: 90-767-P. @Item 
431-C-13 S/N 950-008-00000-8 @ GPO ISBN 0-1601-7320— 
$30.00 (Subscription) 

1. Aeronautics —Law and legislation— United States. I. 
Title. II. Title: Investigative and enforcement procedures. 
OCLC 23232256 


91-13903 


TD 4.8:Av 5/6 

North Atlantic international general aviation operations manual / 
U.S. Department of Transportation, Federal Aviation Adminis- 
tration. — lst ed. — Washington : The Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., 1990. 

vi, 33 p. : ill., maps ; 28 cm. Cover title. Shipping list no.: 
90-767-P. “October 1990.” Includes bibliographical references 
(p. 29). @Item 431-C-4 S/N 050-007-00886-4 @ GPO ISBN 
0-1602-7644-6 : $2.25 

1. Aeronautics — North Atlantic Region — Safety measures — 
Handbooks, manuals, etc. 2. Private flying — North Atlantic 
Region — Handbooks, manuals, etc. 3. Aeronautics, Military — 


Aids to navigation : technical. — [Washington, D.C.] : U.S. 
Dept. of Transportation, U.S. Coast Guard, [1990] 

1 v. (various pagings) : ill. (some col.) ; 28 cm.— (COMD- 
TINST ; M 16500.3 A) Cover title. Cancels COMDTINST 
M16500.3. Shipping list no.: 91-121-P. Includes index. 
@ltem 934-A 

1. Aids to navigation — United States — Handbooks, manuals, 
etc. 2. Buoys — United States — Handbooks, manuals, etc. I. 
Title. II. Series. OCLC 23263175 


URBAN MASS TRANSPORTATION 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


91-13907 


TD 7.11/2:986 


National urban mass transportation statistics : annual report, sec- 


tion 15 reporting system / prepared for U.S. Department of 
Transportation, Urban Mass Transportation Administration, 
Office of Transportation Management. Washington, D.C. : The 
Office, 1981- 

v. ; 28 cm. 

Annual 





National Highway Traffic Safety Administration — Transportation Dept. 


Ist (fiscal years ending between July 1, 1978 and June 30, 
1979)- Running title: Section 15 annual report (1981/82-) 
Title from cover. No longer available for sale by the Supt. of 
Docs. Previously classed: TD 7.11:MA-06-0107- “"UMTA- 
VA-06-0127-88-1.” 8th, 1986. Statistics of financial and oper- 
ating data submitted annually to the Urban Mass Transportation 
Administration by public transit operators in the U.S. pursuant 
to Section 15 of the Urban Mass Transportation Act. Vols. for 
1981/82- lack numerical designation. Reports for 1978/79- 
1981/82 cover fiscal years ending between Jul.-Jun.; Jul.-Dec. 
1982 not covered; reports for 1983- cover fiscal years ending 
between Jan.-Dec. Vols. for 1978/79, 1985- distributed to de- 
pository libraries in microfiche. Vols. for 1978/79-{1981/82) 
prepared by: Transportation Systems Center; (1986-) by: 
Compex Corporation. Vols. for (1981/82)-19 issued by: the 
UMTA Technical Assistance Program; (1986-) by: U.S. Dept. 
of Transportation. Urban Mass Transportation Administration. 
UMTA Office of Grants Management. Complemented by: 
Compendium of national urban mass transportation statistics. 
@ltem 982-H-8 (MF) S/N 050-000-00524-1 @ GPO ISSN 
0737-2981 

1. Local transit — United States — Statistics — Periodicals. I. 
United States. Urban Mass Transportation Administration. 
Office of Transportation Management. II. Transportation Sys- 
tems Center. III. Compex Corporation. IV. United States. 
Urban Mass Transportation Administration. Technical Assist- 
ance Program. V. United States. Urban Mass Transportation 
Administration. Office of Grants Management. HE4401.N37 
83-641959 //r88 338.4/0973 /19 OCLC 07580933 


NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 


Transportation Dept. 
Washington, DC 20590 


91-13908 


TD 8.6/2:989 
United States. National Highway Traffic Safety Administration. 

Federal motor vehicle safety standards and regulations : with 
amendments and interpretations issued through December 1989. 
— [Washington, D.C.] : U.S. Dept. of Transportation, National 
Highway Traffic Safety Administration : [For sale by the Supt. 
of Docs., U.S. G.P.O., 1991- ] 

1 v. (loose-leaf) : ill. ; 28 cm. Cover title. Shipping list no. 
91-101-P. Includes bibliographical references. @Item 982-D-3 
S/N 950-031-00029-8 @ GPO ISBN 0-1601-8027-9 : $134.00 
(subscription) 

1. Motor vehicles —Standards—Law and legislation — 
United States. I. Title. OCLC 23193568 


DEPARTMENT OF VETERANS AFFAIRS 
Washington, DC 20420 


91-13909 


VA 1.38:20-90-8 

AFPS hand held computer user guide / Department of Veterans 
Affairs. — [Washington, D.C.?] : Veterans Benefits Administra- 
tion, [1990] 

[1], 8 p. ; 28 cm. “One of three training guides providing 
information to field stations on AFPS (Automated Folder Proc- 
essing System)”—P. [1} (Ist group). Shipping list no.: 91-189-P. 
os 31, 1990." “TG-20-90-8.” @Item 989-A 

United States. Veterans Benefits Administration — Hand- 
cathe aietetitend 2. United States. Veterans Benefits Ad- 
ministration — Records and correspondence — Data process- 
ing — Handbooks, manuals, etc. 3. Portable computers — Pro- 
gramming — Handbooks, manuals, etc. I. United States. Veter- 
ans Benefits Administration. OCLC 23193157 
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91-13910 


VA 1.52:989 


United States. Dept. of Veterans Affairs. Voluntary Service. Na- 


tional Advisory Committee. 

Annual meeting report / Voluntary Service, National Adviso- 
ry Committee. Washington, D.C. : Veterans Health Services 
and Research Administration, [1989- Dept. of Veterans Affairs, 
Veterans Health Services and Research Administration, Wash- 
ington, DC 20420 

v. : ill. ; 28 cm. (IB ; 13-20) 

Annual 

Oct. 28-30, 1988- Title from cover. Shipping list no.: 90- 
620-P. Oct. 26-29. 1989, Portland, Or. @lItem 985-C Contin- 
ues: United States. Veterans Administration. Voluntary Service. 
National Advisory Committee. Annual meeting report ISSN 
0196-495X 

1. United States. Dept. of Veterans Affairs. Voluntary Serv- 
ice. National Advisory Committee — Congresses. 2. Veter- 
ans — Medical care — United States— Congresses. 3. Volun- 
teer workers in hospitals — United States — Congresses. I. 
United States. Veterans Health Services and Research Adminis- 
tration. II. Title. III. Series: Information bulletin (United 
States. Dept. of Veterans Affairs) ; 13-20 sn-91023086 OCLC 
22753714 


91-13911 


VA 1.84:985 


Managing clinical costs : an information tool for hospital manag- 


ers. Washington, DC : Veterans Administration, Dept. of Medi- 
cine and Surgery, Pathology Service, 

v. : ill. ; 28 cm. 

Annual 3rd ed., FY 1985. Description based on: 3rd ed. 
(FY 1985). Vols. for (1985-) distributed to depository libraries 
in microfiche. @lItem 987-H (MF) 

1. Hospitals, Veterans’— United States— Cost control — 
Periodicals. 2. Hospitals, Veterans’ — United States — Admin- 
istration — Periodicals. 3. United States. Veterans Administra- 
tion. Dept. of Medicine and Surgery — Periodicals. I. United 
States. Veterans Administration. Pathology Service. sn- 
91023031 OCLC 23238983 


CONGRESS 


91-13912 


XJH:100-2/pt.2 


United States. Congress. House. 


Journal of the House of Representatives of the United States. 
Washington : U.S. G.P.O., 

v. ; 23-30 cm. 

Annual 

Began with ist Congress (Mar. 4/Sept. 29, 1789). Spine title: 
House journal {(1979-) Vols. for -1953 issued in congressional 
serial set binding. Shipping list no.: 91-0150-P. 100th Con- 
gress, 2nd session, pt. 2, Jan. 25, 1988. Description based on: 
96th Congress, Ist session (1979). Contents: pt. 2. Journal of 
the House of Representatives, Proceedings of the House Subse- 
quent to Sine Die adjournment, Rules of the House of Repre- 
sentatives. Some vols. include supplemental journals of “such 
proceedings of the sessions, as, during the time they were de- 
pending, were ordered to be kept secret, and respecting which 
the injunction of secrecy was afterwards taken off by the order 
of the House”. @ltem 1030-A, 1030-B (MF) 

1. United States. Congress. House — Periodicals. 2. Legisla- 
tion — United States — Periodicals. 3. United States — Politics 
and government — Periodicals. I. Title. KF46.A22 31- 
005736 //r82 328.73/01 OCLC 08632633 





91-13913 
XJS:101-2 
United States. Congress. Senate. 
Journal of the Senate of the United States of America. [Wash- 
ington, D.C.? : U.S. G.P.O., 
v. ; 24-30 cm. ({1989)-19 : S. pub.) 
Annual 
Began with Ist Congress, Mar.4/Sept. 1789. Spine title: 
Senate journal Shipping list no.: 91-222-P. 101st Congress, 
2nd session (Jan. 23, 1990). Description based on: 96th Con- 
gress, 2nd session (1980). Vols. for (1982-) distributed to some 
depository libraries in microfiche. @lItem 1047-A, 1047-B 


F) 

1. Legislation — United States— Periodicals. 2. United 
States — Politics and government — Periodicals. I. Title. II. 
Series: S. pub. KF45.A22 55-052001 //r82 328.73/01 
OCLC 07913890 


SENATE REPORTS 


Senate reports are available from the Senate Document Room 
unless otherwise indicated. 


91-13914 
Y 1,1/5:101-234/corr. 
United States. Congress. Senate. Committee on Banking, Housing, 
and Urban Affairs. 

Monetary policy report for ... from the Committee on Bank- 
ing, Housing, and Urban Affairs, United States Senate : a report 
together with additional views submitted pursuant to Public 
Law 95-523. Washington : U.S. G.P.O., 

v. ; 24 cm. (Report / 101st Congress, Ist session, Senate ; 101- 
234) 

Annual Title varies slightly. Shipping list no.: 90-152-P. 
“Star print.” 1989. Description based on: 198i, Ist. Vols. 
for (1989-) also called: (101st Congress, Ist session-) Vols. for 
(1983-) distributed to some depository libraries in microfiche. 
@ltem 1008-C, 1008-D (MF) ISSN 0270-4005 Continues: 
United States. Congress. Senate. Committee on Banking, Hous- 
ing, and Urban Affairs. Report on the conduct of monetary 
policy from the Committee on Banking, Housing, and Urban 
Affairs, United States Senate 

1. Monetary policy— United States — Periodicals. Key 
Title: Monetary policy report from the Committee on Banking, 
Housing, and Urban Affairs, United States Senate I. Title. II. 
Series: United States. Congress. Senate. Report ; 101-234. 
HG540.U54a 80-643894 //r82 332.4/973 OCLC 05211234 


91-13915 
Y 1,1/5:101-236 
United States. Congress. Senate. Select Committee on Intelligence. 

Report of the Select Committee on Intelligence, United States 
Senate. Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1983- Supt. of 
Docs., Congressional Sales Office, U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 

v. ; 24 cm. (Report / 101st Congress, 2d session, Senate ; 101- 
236) 

Biennial 

Jan. 1, 1981 to Dec. 31, 1982- Title from cover. Shipping 
list no.: 90-152-P. Jan. 1, 1985 to Dec. 31, 1986. Vols. for 
{1981-1982-) distributed to some depository libraries in micro- 
fiche. @lItem 1008-C, 1008-D (MF) ISSN 0741-9007 Con- 
tinues: United States. Congress. Senate. Select Committee on 
Intelligence. Report to the Senate of the Select Committee on 
Intelligence, United States Senate, covering the period ... to- 
gether with additional views 

1. United States. Congress. Senate. Select Committee on Intel- 
ligence — Periodicals. 2. Intelligence service — United 
States — Periodicals. I. Title. II. Series: United States. Con- 


Government Publications — June 1991 


gress. Senate. Report ; 101-236. K¥F31.3.1577 83-647715 
328.73/07658 /19 OCLC 09341686 


91-13916 


Y 1.1/5:101-393 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

Television Decoder Circuitry Act of 1990 : report of the 
Senate Committee on Commerce, Science, and Transportation 
on S. 1974. — Washington, D.C. : U.S. G.P.O., 1990. 

ii, 11 p. ; 24 cm.— (Report / 101st Congress, 2d session, 
Senate ; 101-393) Distributed to some depository libraries in 
microfiche. Shipping list no.: 90-552-P. “July 25 ... 1990.” 
@ltem 1008-C, 1008-D (MF) 

1. Television — Law and legislation — United States. 2. De- 
coders (Electronics) 3. Closed caption television — Govern- 
ment policy — United States. 4. Deaf — Services for — United 
States. I. Title. II. Series: United States. Congress. Senate. 
Report ; 101-393. OCLC 22779988 


91-13917 


Y 1,1/5:101-400 

Report on the visit to Eastern Europe of the senate delegation led 
by Senator John Heinz : political and economic developments in 
Central and Eastern Europe and their implications for United 
States foreign economic policy. — Washington : U.S. G.P.O., 
1990. 


iii, 45 p. ; 24 cm.— (S. rept. / 101st Congress, 2d session ; 
101-400) Distributed to some depository libraries in micro- 
fiche. Shipping list no.: 90-551-P. “July 27 ... 1990." @lItem 
1008-C, 1008-D (MF) 

1. Human rights — Europe, Eastern. 2. Europe, Eastern — 
Politics and government — 1989- 3. Europe, Eastern — Eco- 
nomic conditions — 1989- 4. Europe, Eastern — Foreign eco- 
nomic relations — United States. 5. United States — Foreign 
economic relations — Europe, Eastern. I. United States. Con- 
gress. Senate. Committee on Banking, Housing, and Urban Af- 
fairs. II. Title. III. Series: United States. Congress. Senate. 
Report ; 101-400. OCLC 23105301 


91-13918 


Y 1,1/5:102-2 


United States. Congress. Senate. Committee on Finance. 


Extention of time for performing certain acts for individuals 
who are part of Desert Shield Operations : report (to accompa- 
ny S. 251). — Washington : U.S. G.P.O., 1991. 

7 p. ; 24cm. — (Report / 102d Congress, Ist session, Senate ; 
102-2) Distributed to some depository libraries in microfiche. 
Shipping list no.: 91-267-P. “January 23 ... 1991.” @Item 
1008-C, 1008-D (MF) 

1. United States — Armed Forces — Personnel management. 
2. Tax administration and procedure — United States. 3. Oper- 
ation Desert Shield, 1990- 4. Iraq-Kuwait Crisis, 1990- I. 
Title. II. Series: United States. Congress. Senate. Report ; 102- 
2. OCLC 23351943 


91-13919 


Y 1,1/5:102-10 


United States. Congress. Senate. Committee on Agriculture, Nutri- 


tion, and Forestry. 

Authorizing funds to the Committee on Agriculture, Nutri- 
tion, and Forestry during the period March 1, 1991, through 
February 28, 1993 : report (to accompany S. Res. 36). — 
[Washington, D.C.? : U.S. G.P.O., 1991] 

4 p. ; 24cm. — (Report / 102d Congress, Ist session, Senate ; 
102-10) Caption title. “February 5 ... 1991.” @lItem 1008-C, 
1008-D (MF) 

1. United States. Congress. Senate. Committee on Agricul- 
ture, Nutrition, and Forestry — Appropriations and expendi- 
tures. 2. United States— Appropriations and expenditures, 
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House Documents 


1991. I. Title. II. Series: United States. Congress. Senate. 
Report ; 102-10. OCLC 23351917 


91-13920 
Y 1,1/5:102-14 
United States. Congress. Senate. Committee on Agriculture, Nutri- 
tion, and Forestry. 

Report to the Senate on the jurisdiction and a summary of 
activities of the Committee on Agriculture, Nutrition, and For- 
estry for the 101st Congress : report. —[Washington, D.C.? : 
U.S. G.P.O., 1991] 

16 p. ; 24cm. — (Report / 102d Congress, Ist session, Senate 
; 102-14) Caption title. Distributed to some depository librar- 
ies in microfiche. Shipping list no.: 91-263-P. “February 19 ... 
1991.” @lItem 1008-C, 1008-D (MF) 

1. United States. Congress. Senate. Committee on Agricul- 
ture, Nutrition, and Forestry. I. Title. II. Series: United 
States. Congress. Senate. Report ; 102-14. OCLC 23351950 


HOUSE DOCUMENTS 


House documents are available from the House Documents Room 
unless otherwise indicated. 


91-13921 
Y 1.1/7:101-168 
Dedication by the Congress of a bust of Lajos (Louis) Kossuth : 
proceedings in the U.S. Capitol Rotunda, March 15, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
[19907] 

xvii, 90 p. : ill. (some col.) ; 23 cm.— (House doc. / 101st 
Congress, 2d session ; 101-168) Cover title: Dedication of a 
bust of Lajos (Louis) Kossuth. “Joint Committee on the Li- 
brary”—P. [iv]. Distributed to some depository libraries in 
microfiche. Shipping list no.: 90-781-P. Includes bibliograph- 
ical references (p. 87-90). @Item 996-A, 996-B (MF) S/N 
052-071-00910-8 @ GPO ISBN 0-1602-6361-1 : $5.00 

1. Kossuth, Lajos, 1802-1894. 2. Hungary — History — Up- 
rising of 1848-1849. 3. Hungary — Foreign relations — United 
States. 4. United States— Foreign relations — Hungary. I. 
United States. Congress. Joint Committee on the Library. II. 
Title: Dedication of a bust of Lajos (Louis) Kossuth. III. 
Series: House document (United States. Congress. House) ; 101- 
168. OCLC 23182867 


91-13922 
Y 1.1/7:101-240/corr. 

Unveiling of a portrait of the Honorable William D. Ford a 
representative in Congress from the fifteenth district of Michi- 
gan since November 3, 1964, elected to eighty-ninth and all 
succeeding Congresses, chairman, House Committee on Post 
Office and Civil Service : proceedings before the Committee on 
Post Office and Civil Service, Wednesday March 21, 1990. — 
[Corr. print.] — Washington : U.S. G.P.O., 1990. 

ix, 16 p. : ill. ; 24 cm.— (House document / 101st Congress, 
2d session ; no. 101-240) “Star print.” Distributed to some 
depository libraries in microfiche. Shipping list no.: 90-761-P. 
@liem 996-A, 996-B (MF) 

1. Ford, William D. Portraits. I. United States. Congress. 
House. Committee on Post Office and Civil Service. II. Series: 
House document (United States. Congress. House) ; 101-240. 
OCLC 23182884 


91-13923 
Y 1.1/7:102-2 
United States. President. 

[Economic report of the President transmitted to the Con- 
gress (Doc. ed.)] Economic report of the President transmitted 
to the Congress. Doc. ed. Washington : U.S. G.P.O., 

v. : ill. ; 24 cm. (House document / 102d Congress, Ist session 
; no. 102-2) 


Page 172 


Annual 

Began with 1979. Information incorrect in publication as to 
sale by the Supt. of Docs.; only dept. ed. for sale. Shipping list 
no.: 91-201-P. Feb. 1991. Description based on: 1981. Re- 
ports for (1984-) include: The annual report of the Council of 
Economic Advisers. Vols. for (1983-) distributed to some de- 
pository libraries in microfiche. @Item 996-A, 996-B (MF) 
Continues: United States. President. Economic report of the 
President 

1. United States — Economic policy — Periodicals. 2. United 
States — Economic conditions — 1945-— Periodicals. I. Coun- 
cil of Economic Advisers (U.S.) II. Title. III. Series: House 
document (United States. Congress. House) ; 102-2. sn- 
87042042 OCLC 08198980 


91-13924 


Y 1.1/7:102-24 


United States. President (1989- : Bush) 


Deferrals and revised deferrals of budget authority : message 
from the President of the United States transmitting a report of 
two new deferrals and four revised deferrals of budget authority 
which affect programs in international security assistance, and 
the departments of Agriculture, State, and Transportation, pur- 
suant to 2 U.S.C. 684(a), 685(c). — Washington : U.S. G.P.O., 
1991. 

15 p. : ill. ; 24 cm. — (House document / 102d Congress, Ist 
session ; 102-24) “Referred to the Committee on Foreign Af- 
fairs.” Distributed to some depository libraries in microfiche. 
Shipping list no.: 91-138-P. “January 9, 1991.” @Item 996-A, 
996-B (MF) 

1. United States— Appropriations and expenditures. 2. 
Budget — United States. I. Bush, George, 1924- II. United 
States. Congress. House. Committee on Appropriations. III. 
Title. IV. Series: House document (United States. Congress. 
House) ; 102-24. OCLC 23192832 


91-13925 


Y 1,1/7:102-25 


Veterans of World War I of the U.S.A. National Convention. 


Proceedings of the annual National Convention of the Veter- 
ans of World War I of the United States, Inc. Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., Supt. of Docs., Congressional Sales Off., 
U.S. Govt. Print. Off., Washington, D.C. 20402 

v. : ports. ; 24 cm. (House document / 102d Congress, Ist 
session ; 102-25) 

Annual Shipping list no.: 91-201-P. Aug. 18-30, 1990. De- 
scription based on: 36th (Aug. 26-30, 1988). Vols. for {1989-) 
distributed to some depository libraries in microfiche. @Item 
996-A, 996-B (MF) Continues: Veterans of World War I of the 
U.S.A. Proceedings of the ... National Convention of the Veter- 
ans of World War I of the United States, Inc. 

1. Veterans of World War I of the U.S.A. — Periodicals. I. 
Title. II. Series: House document (United States. Congress. 
House) ; 102-25. D570.A15V39 89-643758 940.4/1273 /20 
OCLC 20155905 


91-13926 


Y 1.1/7:102-30 


United States. President (1989- : Bush) 


Use of military force against Iraq : communication from the 
President of the United States transmitting his notification di- 
recting U.S. armed forces to commence combat operations on 
January 16, 1991, against Iraqi forces and military targets in 
Iraq and Kuwait, consistent with the war powers resolution. — 
Washington : U.S. G.P.O., 1991. 

1 p. ; 24 cm.— (House document / 102d Congress, Ist 
session ; 102-30) “Referred to the Committee on Foreign Af- 
fairs.” Distributed to some depository libraries in microfiche. 





Shipping list no.: 91-266-P. “January 18, 1991.” @lItem 996- 
A, 996-B (MF) 

1. War, Declaration of— United States. 2. Iraq-Kuwait 
Crisis, 1990- 3. Operation Desert Shield, 1990- 4. War and 
emergency powers— United States. 5. United States — Na- 
tional security. I. Bush, George, 1924- II. United States. Con- 
gress. House. Committee on Foreign Affairs. III. Title. IV. 
Series: House document (United States. Congress. House) ; 102- 
30. OCLC 23351927 


91-13927 
Y 1.1/7:102-43 
United States. President (1989- : Bush) 

Supplemental appropriations for the Department of Defense : 
communication from the President of the United States transmit- 
ting a request for fiscal year 1991 supplemental appropriations 
for the Department of Defense in support of Operation Desert 
Sheild/Desert Storm, pursuant to 31 U.S.C. 1107. — Washing- 
ton : U.S. G.P.O., 1991. 

121 p. ; 24 cm.— (House document / 102d Congress, Ist 
session ; 102-43) Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-265-P. “February 25, 1991.” 
@ltem 996-A, 996-B (MF) 

1. United States. Dept. of Defense — Appropriations and ex- 
penditures. 2. Operation Desert Shield, 1990- 3. Iraq-Kuwait 
Crisis, 1990- I. Bush, George, 1924- II. Title. III. Series: 
House document (United States. Congress. House) ; 102-43. 
OCLC 23351914 


91-13928 
Y 1.1/7:102-44 
United States. President (1989- : Bush) 

Supplemental non-defense appropriations request for fiscal 
year 1991 : communication from the President of the United 
States transmitting his request for emergency fiscal year 1991 
supplemental appropriations for various civilian executive 
branch agencies, pursuant to 31 U.S.C. 1107. — Washington : 
U.S. G.P.O., 1991. 

27 p. : ill. ; 24 cm. — (House document / 102d Congress, Ist 
session ; 102-44) “Referred to the Committee on Appropria- 
tions.” Distributed to some depository libraries in microfiche. 
Shipping list no.: 91-267-P. “February 25, 1991.” @lItem 996- 
A, 996-B (MF) 

1. United States — Appropriations and expenditures, 1991. 2. 
Budget — United States. I. Bush, George, 1924- II. United 
States. Congress. House. Committee on Appropriations. III. 
Title. IV. Series: House document (United States. Congress. 
House) ; 102-44. OCLC 23351921 


HOUSE REPORTS 


House reports are available from the House Documents Room 
unless otherwise indicated. 


91-13929 
Y 1,1/8:101-892/corr. 
United States. Congress (101st, 2nd session : 1990) 

Making appropriations for the Department of Transportation 
and related agencies, for the fiscal year ending September 30, 
1991, and for other purposes : conference report (to accompany 
HR. 5229). —([Corr. print.].—[Washington, D.C.? : U.S. 
G.P.O., 1990] 

55 p. ; 24 cm. — (Report / 101st Congress, 2d session, House 
of Representatives ; 101-892) Caption title. Star print. Dis- 
tributed to some depository libraries in microfiche. Shipping 
list no.: 91-114-P. “October 16, 1990.” @ltem 1008-C, 1008- 
D (MF) 

1. United States. Dept. of Transportation — Appropriations 
and expenditures. 2. United States — Appropriations and ex- 
penditures, 1991. I. Title. II. Series: United States. Congress. 
House. Report ; 101-892. OCLC 23196177 
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91-13930 


Y 1,1/8:101-910 


United States. Congress. House. Committee on Energy and Com- 


merce. 

Interstate Greyhound Racing Act of 1990 : report together 
with dissenting views (to accompany H.R. 3429) (including cost 
estimate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. 'G.P.O., 1990] 

— (Report / 101st Congress, 2d session, House of Represent- 
atives ; 101-910) Capiion title. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-043-P. “October 
21, 1990.” @Item 1008-C, 1008-D (MF) . 

1. Greyhound racing — Law and legislation — United States. 
2. Pari-mutuel betting — Law and legislation — United States. 
3. Interstate commerce — United States. I. Title. II. Series: 
United States. Congress. House. Report ; 101-910. OCLC 
23195224 


91-13931 


Y 1.1/8:101-938 


United States. Congress (10st, 2nd session : 1990) 


Making appropriations for the Department of Defense : con- 
ference report (to accompany H.R. 5803). — [Washington, 
D.C.? : U.S. G.P.O., 1990] 

145 p. ; 24 cm.— (Report / 10ist Congress, 2d session, 
House of Representatives ; 101-938) Caption title. Distributed 
to some depository libraries in microfiche. Shipping list no.: 
90-742-P. “October 24, 1990.” @Item 1008-C, 1008-D (MF) 

1. United States. Dept. of Defense — Appropriations and ex- 
penditures. 2. United States— Appropriations and expendi- 
tures. I. Title. II. Series: United States. Congress. House. 
Report ; 101-938. OCLC 23195573 


91-13932 


Y 1,1/8:191-956 


United States. Congress (101st, 2nd session : 1990) 


Trauma Care Systems Planning and Development Act of 
1990 : conference report (to accompany H.R. 1602). — [Wash- 
ington, D.C.? : U.S. G.P.O., 1990] 

23 p. ; 24 cm.— (Report / 10lst Congress, 2nd session, 
House of Representatives ; 101-956) Caption title. Distributed 
to some depository libraries in microfiche. Shipping list no.: 
91-036-P. “October 26, 1990.” @lItem 1008-C, 1008-D (MF) 

1. Emergency medical services—Law and legislation — 
United States. 2. Trauma centers— Law and legislation — 
United States. I. Title. II. Series: United States. Congress. 
House. Report ; 101-956. OCLC 23193952 


91-13933 


Y 1,1/8:101-965 


United States. Congress (101st, 2nd session : 1990) 


Making appropriations for the legislative branch for the fiscal 
year ending September 30, 1991, and for other purposes : con- 
ference report (to accompany H.R. 5399). — [Washington, 
D.C.? : U.S. G.P.O., 1990] ; 

16 p. ; 24cm. — (Report / 10ist Congress, 2d session, House 
of Representatives ; 101-965) Caption title. Distributed to 
some depository libraries in microfiche. “October 27, 1990.” 
Shipping list no.: 91-043-P. @lItem 1008-C, 1088-D (MF) 

1. United States — Appropriations and expenditures, 1991. I. 
Title. II. Series: United States. Congress. House. Report ; 101- 
965. OCLC 23175595 


91-13934 


Y 1,1/8:101-1026 


United States. Congress. House. Committee on Science, Space, 


and Technology. 

Summary of activities of the Committee on Science, Space, 
and Technology, House of Representatives, for the One Hun- 
dred First Congress. — Washington : U.S. G.P.O., 1991. 
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House of Representatives 


ix, 1161 p. ; 23 cm.— (House report / 10lst Congress, 2d 
session ; 101-1026) Spine title: Summary of activities of the 
Committee on Science, Space, and Technology. Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
209-P. “January 3, 1991.” @ltem 1008-C, 1008-D (MF) 

1. United States. Congress. House. Committee on Science, 


ADVISORY COMMISSION ON 
INTERGOVERNMENTAL RELATIONS 
Washington, DC, 20575 


91-13938 
Y 3.Ad 9/8:18/990/v.2 


Space, and Technology. 2. Legislation — United States. I. 
Title. Il. Title: Summary of activities of the Committee on 
Science, Space, and Technology. III. Series: United States. 
Congress. House. Report ; 101-1026. OCLC 23189738 


91-13935 


Y 1,1/8:102-8 
United States. Congress. House. Committee on Banking, Finance, 
and Urban Affairs. 

Report of the Committee on Banking, Finance and Urban 
Affairs pursuant to section 302(b) of the Congressional Budget 
Act of 1974. — Washington : U.S. G.P.O., 1991. 

ii, [1] p. ; 24 cm.— (Report / 102d Congress, Ist session, 
House of Representatives ; 102-8) Distributed to some deposi- 
tory libraries in microfiche. Shipping list no.: 91-263-P. 
“March 5, 1991.” @Item 1008-C, 1008-D (MF) 

1. United States. Congress. House. Committee on Banking, 
Finance, and Urban Affairs — Appropriations and expenditures. 
2. United States — Appropriations and expenditures. I. Title. 
II. Series: United States. Congress. House. Report ; 102-8. 
OCLC 23351962 


91-13936 


Y 1.1/8:102-12 
United States. Congress. House. Committee on Rules. 

Waiving certain points of order against consideration of H.R. 
1283 : report (to accompany H. Res. 104). — [Washington, 
D.C.? : U.S. G.P.O., 1991] 

[1] leaf ; 24 cm.— (Report / 102d Congress, Ist session, 
House of Representatives ; 102-12) Caption title. Distributed 
to some depository libraries in microfiche. Shipping list no.: 
91-263-P. “March 6, 1991.” @Item 1008-C, 1008-D (MF) 

1. Bills, Legislative— United States. I. Title. II. Series: 
United States. Congress. House. Report 102-12. OCLC 
23351954 


Significant features of fiscal federalism. Washington, D.C. : Advi- 


sory Commission on Intergovernmental Relations, 1976- Advi- 
sory Commission of Intergovernmental Relations, Washington, 
D.C. 20575 

v. : ill. ; 27 cm. 

Annual 

1976- Previously classed: Y 3.Ad 9/8:2 F 31/6/ Shipping 
list no.: 90-574-P. “M-169-II.” 1990, v. 2. Issue for 1976/77 
published in 3 vols. @lItem 1049-D ISSN 0146-9002 

1. Intergovernmental fiscal relations — United States — Peri- 
odicals. 2. Grants-in-aid — United States — Periodicals. 3. Fi- 
nance, Public — United States — Periodicals. I. United States. 
Advisory Commission on _ Intergovernmental Relations. 
HJ275.US2a 77-647862 //t882 336.1/85/0973 OCLC 
03049237 


91-13939 


Y 3.Ad 9/8:18/991/v.1 


Significant features of fiscal federalism. Washington, D.C. : Advi- 


sory Commission on Intergovernmental Relations, 1976- Advi- 
sory Commission of Intergovernmental Relations, 1111 20th St., 
NW, Washington, DC 20575 

v. : ill. ; 27 cm. 

Annual 

1976- Previously classed: Y 3.Ad 9/8:2 F 31/6/ Shipping 
list no.: 91-233-P. “M-176.” 1991, v. 1. Contents: v. 1. 
Budget processes and tax systems. Issue for 1976/77 published 
in 3 vols. @lItem 1049-D ISSN 0146-9002 

1. Intergovernmental fiscal relations — United States — Peri- 
odicals. 2. Grants-in-aid — United States — Periodicals. 3. Fi- 
nance, Public — United States — Periodicals. I. United States. 
Advisory Commission on _ Intergovernmental Relations. 
HJ275.U52a 77-647862 //t882 336.1/85/0973 OCLC 
03049237 


UNITED STATES HOLOCAUST MEMORIAL 
COUNCIL 
Washington, DC 20036 


91-13940 


HOUSE OF REPRESENTATIVES, Y 3.H 74:2 H 74/2/991 
Holocaust Remembrance Day. — [Washington, D.C. : U.S. Holo- 


Washington, DC 20515 
caust Memorial Council, 19917] 


91-13937 [2] p. ; 19 cm. Caption title. “Holocaust Remembrance 
Y 1.2:R 86/2/991 Day, 1991-2000”—P. [2]. Shipping list no.: 91-076-P. @lItem 
United States. Congress. House. 1070-K-1 


The rules of the House of Representatives, of the United 
States, as amended and adopted at the ... session of the ... 
Congress. [Washington, DC : s.n.] : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., Supt. of 
Docs., Congressional Sales Off., U.S. Govt. Print. Off., Wash- 
ington, DC 20402 

v. ; 19-28 cm. 

Biennial Title varies slightly. Shipping list no.: 91-230-P. 
102nd, Congress, published in 1991. Description based on: 26th 
Congress, Ist session (Apr. 3, 1840). @lItem 998 

1. United States. Congress. House — Rules and practice — 
Periodicals. I. Title. JK1436 01-009242 //r90 OCLC 
20282130 


Page 174 


1. Holocaust Remembrance Day. 2. Holocaust, Jewish 
(1939-1945) — Anniversaries, etc. I. United States Holocaust 
Memorial Council. II. Title: Holocaust Remembrance Day, 
1991-2000. OCLC 23230553 


NUCLEAR REGULATORY COMMISSION 
Washington, DC 20555 


91-13941 


Y 3.N 88:25/5075 


Hall, T. E. (Thomas Edward) 


The SAFT-UT real-time inspection system : operational prin- 
ciples and implementation / prepared by T.E. Hall, L.D. Reid, 
S.R. Doctor. — Washington, DC : Division of Engineering, 
Office of Nuclear Regulatory Research, U.S. Nuclear Regula- 
tory Commission, 1988. 





1 v. (various pagings) : ill. ; 28 cm. Technical. 1983 - 1987. 
“Pacific Northwest Laboratory.” Distributed to depository li- 
braries in microfiche. “Date published: June 1988.” Includes 
bibliographical references (p. 2-34—2-37). “NUREG/CR- 
5075.” “PNL-6413.” Grant No.: FIN B2467. @lItem 1051- 
H-11 (MF) 

1. Light water reactors — United States — Testing. 2. Syn- 
thetic apertures. 3. Signal processing — Digital techniques. 4. 
Ultrasonic testing. I. Reid, L. D. (Larry Dean) 1950- IL. 
Doctor, S. R. III. U.S. Nuclear Regulatory Commission. 
Office of Nuclear Regulatory Research. Division of Engineer- 
ing. IV. Pacific Northwest Laboratory. V. Title. VI. Title: 
SAFT-UT real time inspection system. OCLC 23182705 


91-13942 
Y 3.N 88:25/5097 
Yeh, T. C. (T.-C. Jim) 

Simulation of liquid and vapor movement in unsaturated frac- 
tured rock at the Apache Leap Tuff Site : models and strategies 
/ prepared by T.C. Yeh, T.C. Rasmussen, D.D. Evans. — Wash- 
ington, DC : Division of Engineering, Office of Nuclear Regu- 
latory Research, U.S. Nuclear Regulatory Commission, 1988. 

ix, 73 p. : ill. ; 28 cm. Technical. February i987 - February 
1988. “Department of Hydrology and Water Resources, Uni- 
versity of Arizona.” Distributed to depository libraries in 
microfiche. “Date published: March 1988.” Includes biblio- 
graphical references (p. 58-73). “NUREG/CR-5097.” “RW.” 
Contract No.: NRC-04-86-114. Grant No.: FIN D1662. @Item 
1051-H-11 (MF) 

1. Hydrogeology — Arizona — Simulation methods. 2. Frac- 
ture mechanics — Simulation methods. 3. Volcanic ash, tuff, 
etc.— Arizona. I. Rasmussen, T. C. (Todd C.) II. Evans, 
Daniel D., 1920- III. U.S. Nuclear Regulatory Commission. 
Office of Nuclear Regulatory Research. Division of Engineer- 
ing. IV. University of Arizona. Dept. of Hydrology and Water 
Resources. OCLC 19793851 


UNITED STATES INSTITUTE OF PEACE 
Washington, DC 20503 


Y 3.P 31:16/24 
Alternative U.S. policy approaches to third world conflicts. — 
[Washington, D.C.? : U.S. Institute of Peace, 1991] 

[4] p. ; 28 cm. — (United States Institute of Peace in brief ; 
no. 24) Caption title. Shipping list no.: 90-368-P. “January 
1991.” “IB11249101”—P. [4]. @lItem 1063-K-8 

1. World politics— 20th century. 2. Ethnic relations. 3. 
United States — Foreign relations. I. United States Institute of 
Peace. II. Title: Alternative US policy approaches to third 
world conflicts. III. Series. OCLC 23284481 


91-13944 


91-13943 


Y 3.P 31:16/25 
Systemic changes and the third world : the future of conflict. — 
(Washington, D.C.? : U.S. Institute of Peace, 1991] 

[4] p. ; 28 cm. — (United States Institute of Peace in brief ; 
no. 25) Caption title. Shipping list no.: 91-186-P. “January 
1991.” “IB11259101”—P. [4]. @Item 1063-K-8 

1. World politics— 20th century. 2. Ethnic relations. I. 
United States Institute of Peace. II. Series. OCLC 23284772 


91-13945 
Y 3.P 31:16/26 
The art of pre-negotiation : opening new doors to negotiations. — 
[Washington, D.C.? : U.S. Institute of Peace, 1991] 

[4] p. ; 28 cm.— (United States Institute of Peace in brief ; 
no. 26) Caption title. Shipping list no.: 91-186-P. “January 
1991.” “IB11269101”—P. [4]. @Item 1063-K-8 

1. World politics — 20th century. 2. Ethnic relations. I. 
United States Institute of Peace. II. Series. OCLC 23284895 


Government Publications — June 1991 


RESOLUTION TRUST CORPORATION 
Washington, DC 20409 


91-13946 
Y 3.R 31/2:15/990-3/v.1 


Y 3.R 31/2:15/990-3/v.2/pt.1-4 


Y 3.R 31/2:15/990-3/v.3 
Real estate asset inventory. Washington, DC : Resolution Trust 

Corp., [1989- 

v. ; 28 cm. 

Semiannual 

Dec. 31, 1989- Title from cover. Contents: v. 1. Commer- 
cial properties — v. 2, pt. 1. Residential properties. All states 
except Texas — v. 2, pt. 2. Residential properties. Texas — v. 2, 
pt. 3. Residential properties. Multifamily — v. 2, pt. 4. Residen- 
tial properties. Condominiums, duplexes, triplexes, quads, mobile 
homes — v. 3. Land. Issues for Dec. 31, 1989- published in 4 
v. (v. 1 and 3 are combined in some semiannual issues, i.e. v. 1. 
Commercial properties/land). Vol. 4 published quarterly. 
Vol. 2 issued in 2 or more pts., 1989- @lItem 1061-K-1 

1. Real property — United States — Catalogs — Periodicals. 
2. Commercial buildings — United States — Catalogs — Periodi- 
cals. 3. Housing — United States — Catalogs — Periodicals. 4. 
Real estate listings — United States — Catalogs — Periodicals. 
I. Resolution Trust Corporation (U.S.) sn-90023694 OCLC 
21010292 


TECHNOLOGY ASSESSMENT OFFICE 
Washington, DC 20510 


91-13947 
Y 3.T 22/2:2 C 58/3 
Complex cleanup : the environmental legacy of nuclear weapons 
production. — Washington, DC : Congress of the U.S., Office 
of Technology Assessment : For sale by the Supt. of Docs., 
U.S. G.P.O., [1991] 

viii, 212 p. : ill. ; 26 cm. Shipping list no.: 91-204-P. “Feb- 
ruary 1991”—P. [4] of cover. Includes bibliographical refer- 
ences. “OTA-O-484”—P. [4] of cover. @lItem 1070-M S/N 
052-003-01222-7 @ GPO _ ISBN 0-1602-9162-3 : $10.00 

1. Nuclear weapons industry — Environmental aspects — 
United States. 2. Nuclear facilities — Environmental aspects — 
United States. 3. Environmental policy — United States. 4. 
United States. Dept. of Energy. I. United States. Congress. 
Office of Technology Assessment. II. Title: Environmental 
legacy of nuclear weapons production. OCLC 23236016 


91-13948 
Y 3.T 22/2:2 C 58/3/sum. 

Complex cleanup : the environmental legacy of nuclear weapons 
production : summary. — Washington, DC : Congress of the 
U.S., Office of Technology Assessment : For sale by the Supt. 
of Docs., U.S. G.P.O., [1991] 

vii, 18 p. : il. ; 26cm. Shipping list no.: 91-201-P. “Febru- 
ary 1991”—P. [4] of cover. Includes bibliographical references. 
“OTA-O-485”—P. [4] of cover. @Item 1070-M 

1. Nuclear weapons industry — Environmental aspects — 
United States. 2. Nuclear facilities — Environmental aspects — 
United States. 3. Hazardous waste sites — Government 
policy — United States. 4. Environmental policy — United 
States. 5. United States. Dept. of Energy. I. United States. 
Congress. Office of Technology Assessment. II. Title: Envi- 
ronmental legacy of nuclear weapons production, summary. 
OCLC 23236008 
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Aging, Special Committee on — Senate 


91-13949 91-13953 
Y 3.T 22/2:2 D 36/3/sum. 


Changing by degrees : steps to reduce greenhouse gases : summa- 


Y 4.Ag 4:S.prt.102-4 
An Ounce of prevention : health care guide for older Americans : 


ry. — Washington, DC : Congress of the U.S., Office of Tech- 
nology Assessment : For sale by the Supt. of Docs., U.S. 
G.P.O., [1991] 

viii, 42 p. : iL, maps ; 26 cm. Shipping list no.: 91-204-P. 
“February 1991”—P. [4] of cover. “OTA-O-483”—P. [4] of 
cover. @lItem 1070-M S/N 052-003-01224-3 @ GPO ISBN 
0-1602-9335-9 : $2.75 

1. Greenhouse effect, Atmospheric. 2. Global warming. 3. 
Climatic changes. 4. Environmental policy — United States. 
I. United States. Congress. Office of Technology Assessment. 
II. Title: Steps to reduce greenhouse gases. OCLC 23236022 


AGING, Special Committee on, 
Senate 
Washington, DC 20510 


91-13950 


Y 4.Ag 4:S.hrg.101-1143 
United States. Congress. Senate. Special Committee on Aging. 

Retirement and health planning : hearing before the Special 
Committee on Aging, United States Senate, One Hundred First 
Congress, second session, St. Petersburg, FL, May 30, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1990. 

iii, 36 p. ; 24 cm. — (S. hrg. ; 101-1107) Distributed to some 
depository libraries in microfiche. Shipping list no.: 91-201-P. 
“Serial no. 101-22.” @ltem 1009-B-1, 1009-C-1 (MF) 

1. Retirement — United States— Planning. 2. Health plan- 
ning — United States. 3. Aged — United States — Insurance re- 
quirements. 4. Aged — Services for — United States. I. Title. 
II. Series: United States. Congress. Senate. S. hrg. ; 101-1143. 
OCLC 23230442 


91-13951 


Y 4.Ag 4:S.prt.101-130 


an information paper / prepared for use by the Special Commit- 
tee on Aging, United States Senate.— Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

vi, 35 p. ; 24 cm. — (S. prt. ; 102-4) At head of title: 102d 
Congress, Ist session. Committee print. “January 1991.” In- 
cludes bibliographical references. “Serial no. 102-B.” @lItem 
1009-B-1, 1009-C-1 (MF) 

1. Aged — Health and hygiene — United States. 2. Aged — 
Medical care — United States. 3. Aged — United States — In- 
surance requirements. 4. Aged — Services for — United States. 
I. United States. Congress. Senate. Special Committee on 
Aging. II. Series. OCLC 23202909 


AGING, Select Committee on, 
House 
Washington, DC 20515 


91-13954 


Y 4.Ag 4/2:R 31/24 


United States. Congress. House. Select Committee on Aging. Sub- 


committee on Retirement Income and Employment. 

Retirement income for women : hearing before the Subcom- 
mittee on Retirement Income and Employment of the Select 
Committee on Aging, House of Representatives, One Hundred 
First Congress, second session, July 2, 1990, Cedar Rapids, IA. 
— Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1990. 

iii, 105 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-201-P. Includes 
bibliographical references (p. 84). “Comm. pub. no. 101-789.” 
@ltem 1009-B-2, 1009-C-2 (MF) 

1. Women — Pensions— United States. 2. Retirement 
income — United States. I. Title. OCLC 23188661 


Understanding 1991 Medicare : a guide for children of aging 91-13955 
parents / prepared by the Republican staff of the Special Com- 
mittee on Aging, United States Senate, Senator John Heinz. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1990. 

v, 27 p. ; 24 cm. — (S. prt. ; 101-131 [ie. 101-130]) At head 
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United States. Congress. House. Select Committee on Aging. 
Access to services for rural elderly New Mexicans : hearing 
before the Select Committee on Aging, House of Representa- 

tives, One Hundred First Congress, second session, June 23, 

of title: 101st Congress, 2d session. Committee print. Distribut- 1990, Santa Fe, NM. — Washington : U.S. G.P.O. : For sale by 

ed to some depository libraries in microfiche. Shipping list no.: the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 

91-201-P. “January 1991.” “Serial no. 101-T.” @lItem 1009- 1991. 

B-1, 1009-C-2 (MF) iii, 117 p. : ill., map ; 24cm. Distributed to some depository 

1. Medicare. 2. Aged — Medical care — United States. I. libraries in microfiche. Shipping list no.: 91-213-P. “Comm. 

United States. Congress. Senate. Special Committee on Aging. pub. no. 100-790.” @ltem 1009-B-2, 1009-C-2 (MF) 

II. Series: S. prt. ; 101-130. OCLC 23230605 1. Rural aged — Medical care—New Mexico. 2. Rural 
91-13952 aged — Services for—New Mexico. 3. Rural aged — New 
Mexico — Transportation. 4. Rural health services — New 
Mexico. I. Title. OCLC 23209945 


91-13956 


Y 4.Ag 4:S.prt.102-3 
Protecting older Americans against overpayment of income taxes : 
(deductions you are entitled to use for 1990) : an information 
paper / prepared for use by the Special Committee on Aging, 
United States Senate. — Washington : U.S. G.P.O. : For sale by 


Y 4.Ag 4/2:So 1/43 
United States. Congress. House. Select Committee on Aging. Sub- 


the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1991. 

ix, 29 p. : ill. ; 24 cm. — (S. prt. ; 102-3) At head of title: 
102d Congress, Ist session. Committee print. Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
201-P. “January 1991.” “Serial no. 102-A.” @lItem 1009-B- 
1, 1009-C-1 (MF) 

1. Aged — Taxation— United States. 2. Aged — Services 
for — United States. 3. Income tax — United States — Deduc- 
tions. I. United States. Congress. Senate. Special Committee 
on Aging. II. Title. III. Series. OCLC 23202905 
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committee on Retirement Income and Employment. 

Social security, disability process, and the Zebley Supreme 
Court decision : hearing before the Subcommittee on Retire- 
ment Income and Employment of the Select Committee on 
Aging, House of Representatives, One Hundred First Congress, 
second session, September 12, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1990 [i.e. 1991] 

iii, 113 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-181-P. “Comm. pub. no. 101- 
787.” @ltem 1009-B-2, 1009-C-2 (MF) 





1. Disability evaluation — United States. 2. Insurance, Dis- 
ability — United States. 3. Appellate procedure — United 
States. I. Title. OCLC 23190324 
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Y 4.Ag 8/1:101-30/pt.13-15 
United States. Congress. House. Committee on Agriculture. 

Formulation of the 1990 farm bill : hearings before the Com- 
mittee on Agriculture, House of Representatives, One Hundred 
First Congress, first session. — Washington : U.S. G.P.O. : For 
sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1990- 

v. : ill, maps ; 24cm. Pt. 13 subtitle: Conservation title. Pt. 
14 subtitle: Peanut program. Pt. 15 subtitle: Dairy, honey, 
wool, and mohair programs. “Subcommittee on Conservation, 
Credit, and Rural Development”—Pt. 13. “Subcommittee on 
Tobacco and Peanuts”—Pt. 14. “Subcommittee on Livestock, 
Dairy, and Poultry”—Pt. 15. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-233-P (pt. 13), 91- 
235-P (pt. 14), 91-266-P (pt. 15). “Second session, March 8, 
1990”—Pt. 13. “First and second sessions, October 16, 1989, 
Headland, AL; December 1, 1989, Tarboro, NC; and February 
27, 1990”—Pt. 14. “Second session, January 8, 1990, Modesto, 
CA ... March 8, 1990”—Pt. 15. “Final”—Pt. 15. Includes bib- 
liographical references. “Serial no. 101-30.” @lItem 1010-A, 
1010-B (MF) 

1. Agricultural laws and legislation — United States. 2. Farm 
law — United States. 3. Agriculture— Economic aspects — 
United States. I. Title. OCLC 21338700 


91-13958 


Y 4.Ag 8/1:101-42 
United States. Congress. House. Committee on Agriculture. Sub- 
committee on Forests, Family Farms, and Energy. 

National forest management : hearings before the Subcommit- 
tee on Forests, Family Farms, and Energy of the Committee on 
Agriculture, House of Representatives, One Hundred First Con- 
gress, first and second sessions, November 9, 1989, status of 
national forest lands ... March 6, 1990, national forest timber 
supply .... — Washington : U.S. G.P.O. : For sale by the Supt. 
of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

v, 661 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-241-P. Includes 
bibliographical references (p. 218-225). “Serial no. 101-42.” 
@ltem 1010-A, 1010-B (MF) 

1. United States. Forest Service. 2. Forest management — 
United States. 3. Forest policy — United States. 4. Log- 
ging — United States. I. Title. OCLC 23346792 


91-13959 


Y 4.Ag 8/1:101-45 
United States. Congress. House. Committee on Agriculture. Sub- 
committee on Livestock, Dairy, and Poultry. 

Review of producer-funded checkoff programs : hearing 
before the Subcommittee on Livestock, Dairy, and Poultry of 
the Committee on Agriculture, House of Representatives, One 
Hundred First Congress, second session, March 27, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

iv, 310 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-184-P. Includes 
bibliographical references. “Serial no. 101-45.” @lItem 1010- 
A, 1010-B (MF) 

1. Farm produce — United States. 2. Food adulteration and 
inspection — United States. 3. Consumer protection — United 
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States. I. Title. II. Title: Review of producer funded checkoff 
programs. OCLC 23192819 


91-13960 


Y 4.Ag 8/1:101-47 


United States. Congress. House. Committee on Agriculture. Sub- 


committee on Conservation, Credit, and Rural Development. 

Review of the Farmers Home Administration (FmHA) farm 
loan programs : hearing before the Subcommittee on Conserva- 
tion, Credit, and Rural Development of the Committee on Agri- 
culture, House of Representatives, One Hundred First Congress, 
second session, January 25, 1990. — Washington : U.S. G.P.O. : 
For sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991. 

iii, 266 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-202-P. Includes 
bibliographical references. “Serial no. 101-47.” @Item 1010- 
A, 1010-B (MF) 

1. United States. Farmers Home Administration. 2. Agricul- 
tural credit— United States. 3. Farm mortgages — United 
States. 4. Agriculture— Economic aspects— United States. 
I. Title. OCLC 23230417 


91-13961 


Y 4.Ag 8/1:101-56 


United States. Congress. House. Committee on Agriculture. Sub- 


committee on Domestic Marketing, Consumer Relations, and 
Nutrition. 

Proposed organic certification program : joint hearing before 
the Subcommittee on Domestic Marketing, Consumer Relations, 
and Nutrition and the Subcommittee on Department Operations, 
Research, and Foreign Agriculture of the Committee on Agri- 
culture, House of Representatives, One Hundred First Congress, 
second session, June 19, 1990. — Washington : U.S. G.P.O. : 
For sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991. 

iv, 262 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-216-P. “Serial no. 
101-56.” @lItem 1010-A, 1010-B (MF) 

1. Organic farming — Law and legislation — United States. 
2. Natural foods — Certification— United States. I. United 
States. Congress. House. Committee on Agriculture. Subcom- 
mittee on Department Operations, Research, and Foreign Agri- 
culture. II. Title. OCLC 23346576 


91-13962 


Y 4.Ag 8/1:101-60 


United States. Congress. House. Committee on Agriculture. Sub- 


committee on Forests, Family Farms, and Energy. 

Review of the implementation of Section 318 of the 1990 
Interior Appropriations Act (old-growth forests of the Pacific 
Northwest) : joint hearing before the Subcommittee on Forests, 
Family Farms, and Energy of the Committee on Agriculture, 
and the Subcommittee on National Parks and Public Lands of 
the Committee on Interior and Insular Affairs, and the Subcom- 
mittee on Fisheries and Wildlife Conservation and the Environ- 
ment of the Committee on Merchant Marine and Fisheries, 
House of Representatives, One Hundred First Congress, second 
session, April 4, 1990. — Washington : U.S. G.P.O. : For sale 
by the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1991. 

iii, 192 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-235-P. Includes bibliograph- 
ical references. “Serial no. 101-60 (Committee on Agricul- 
ture).” “Serial no. 101-123 (Committee on Merchant Marine 
and Fisheries).” @lItem 1010-A, 1010-B (MF) 

1. Forestry law and legislation — United States. 2. Forest 
management — United States. 3. Endangered species — Law 
and legislation— United States. 4. United States — Public 
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lands. I. United States. Congress. House. Committee on Interi- 
or and Insular Affairs. Subcommittee on National Parks and 
Public Lands. II. United States. Congress. House. Committee 
on Merchant Marine and Fisheries. Subcommittee on Fisheries 
and Wildlife Conservation and the Environment. III. Title. 
OCLC 23282044 


91-13963 


Y 4.Ag 8/1:101-62 

United States. Congress. House. Committee on Agriculture. Sub- 
committee on Department Operations, Research, and Foreign 
Agriculture. 

Farm Animal and Research Facilities Protection Act of 1989 : 
hearing before the Subcommittee on Department Operations, 
Research, and Foreign Agriculture and the Subcommittee on 
Forests, Family Farms, and Energy of the Committee on Agri- 
culture, House of Representatives, One Hundred First Congress, 
second session, on H.R. 3270, July 17, 1990. — Washington : 
U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., 1991. 

vii, 306 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-206-P. Includes 
bibliographical references. “Serial no. 101-62.” @Item 1010- 
A, 1010-B (MF) 

1. Domestic animals — United States. 2. Animal welfare — 
United States. 3. Animal experimentation — Law and legisla- 
tion — United States. I. Title. OCLC 23271782 


91-13964 


Y 4.Ag 8/1:101-63 
United States. Congress. House. Committee on Agriculture. Sub- 
committee on Conservation, Credit, and Rural Development. 

Reforming the Federal Crop Insurance Program : hearings 
before the Subcommittee on Conservation, Credit, and Rural 
Development of the Committee on Agriculture, House of Rep- 
resentatives, One Hundred First Congress, first and second ses- 
sions, on H.R. 4360 ... H.R. 4592 ... H.R. 4642 ... H.R. 4679 ... 
September 20, 1989, March 28, April 3, and May 1, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

v, 708 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-243-P. Includes 
bibliographical references. “Serial no. 101-63.” @Item 1010- 
A, 1010-B (MF) 

1. Federal Crop Insurance Corporation. 2. Insurance, Agri- 
cultural —Crops— Law and legislation— United States. I. 
Title. OCLC 23346866 


91-13965 


Y 4.Ag 8/1:101-64 
United States. Congress. House. Committee on Agriculture. Sub- 
committee on Conservation, Credit, and Rural Development. 

Review of the farm credit issues : hearing before the Subcom- 
mittee on Conservation, Credit, and Rural Development of the 
Committee on Agriculture, House of Representatives, One Hun- 
dred First Congress, second session, March 7, 1990. — Wash- 
ington : U.S. G.P.O. : For sale by the Supt. of Docs., Congres- 
sional Sales Office, U.S. G.P.O., 1991. 

iii, 166 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-213-P. “Serial no. 101-64.” 
@ltem 1010-A, 1010-B (MF) 

1. United States. Farmers Home Administration. 2. Agricul- 
tural credit— United States. 3. Farm mortgages — United 
States. 4. Agriculture— Economic aspects— United States. 
I. Title. OCLC 23263214 
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Y 4.Ag 8/1:101-65 


United States. Congress. House. Committee on Agriculture. Sub- 


committee on Forests, Family Farms, and Energy. 

Administration’s proposed below-cost commercial timber sale 
pilot test : hearing before the Subcommittee on Forests, Family 
Farms, and Energy of the Committee on Agriculture, House of 
Representatives, One Hundred First Congress, second session, 
March 1, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 188 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-242-P. “Serial no. 101-65.” 
@item 1010-A, 1010-B (MF) 

1. Timber — Marketing — Government policy — United 
States. 2. Lumber trade — United States. 3. Forest manage- 
ment -— United States. I. Title. II. Title: Administration’s pro- 
posed below cost commercial timber sale pilot test. OCLC 
23346550 


91-13967 


Y 4.Ag 8/1:101-66 


United States. Congress. House. Committee on Agriculture. Sub- 


committee on Forests, Family Farms, and Energy. 

Review of the fiscal year 1991 budget of the Forest Service, 
U.S. Department of Agriculture : hearing before the Subcom- 
mittee on Forests, Family Farms, and Energy of the Committee 
on Agriculture, House of Representatives, One Hundred First 
Congress, second session, February 6, 1990. — Washington : 
U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., 1991. 

iii, 192 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-210-P. “Serial no. 101-66.” 
@ltem 1010-A, 1010-B (MF) 

1. United States. Forest Service — Appropriations and ex- 
penditures. 2. United States— Appropriations and expendi- 
tures, 1991. I. Title. OCLC 23263224 


91-13968 


Y 4.Ag 8/1:101-67 


United States. Congress. House. Committee on Agriculture. Sub- 


committee on Forests, Family Farms, and Energy. 

Miscellaneous forestry : hearings before the Subcommittee on 
Forests, Family Farms, and Energy of the Committee on Agri- 
culture, House of Representatives, One Hundred First Congress, 
second session, March 14, 1990 ... H.R. 3454 Forest Stewardship 
Assistance Act of 1989 ... September 27, 1990 H.R. 3617 Fish- 
lake National Forest Enlargement Act .... — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

vi, 491 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-235-P. “Serial no. 
101-67.” @lItem 1010-A, 1010-B (MF) 

1. Forestry law and legislation — United States. 2. Wilder- 
ness areas— Law and legislation — United States. 3. United 
States — Public lands. I. Title. OCLC 23282139 
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United States. Congress. Senate. Committee on Agriculture, Nutri- 


tion, and Forestry. 

Preparation for the 1990 farm bill : hearing before the Com- 
mittee on Agriculture, Nutrition, and Forestry, United States 
Senate, One Hundred First Congress, first session, on the admin- 
istration views concerning the 1990 farm bill. — Washington : 
U.S. G.P.O. : [Supt. of Docs., U.S. G.P.O., distributor], 1989- 





v. : ill. ; 24 cm. — (S. hrg. ; 101-259) “Second session on S. 
2227 to amend the Federal Insecticide, Fungicide, and Rodenti- 
cide Act ...”—Pt. 15. Distributed to some depository libraries 
in microfiche. Shipping list no.: 91-114-P (pt. 15). “March 28, 
1990”—Pt. 15. Includes bibliographical references. @Item 
1032-C, 1032-D (MF) 

1. Agricultural laws and legislation — United States. 2. Pesti- 
cides— Law and legislation— United States. I. Title. II. 
Series: United States. Congress. Senate. S. hrg. ; 101-259. 
KF26.A35 1989b 89-603384 343.73/076/0262 
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Y 4.Ag 8/3:S.hrg.101-898 
United States. Congress. Senate. Committee on Agriculture, Nutri- 
tion, and Forestry. 

Disaster assistance : hearing before the Committee on Agri- 
culture, Nutrition, and Forestry, United States Senate, One 
Hundred First Congress, first session, on crop production losses 
caused by extreme weather, July 13, 1989. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iv, 149 p. : ill, maps ; 24 cm. — (S. hrg. ; 101-898) Distrib- 
uted to some depository libraries in microfiche. Shipping list 
no.: 91-239-P. Includes bibliographical references. @Item 
1032-C, 1032-D (MF) 

1. Disaster relief — United States. 2. Drought relief — 
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nomic assistance, Domestic— United States. I. Title. II. 
Series: United States. Congress. Senate. S. hrg. ; 101-898. 
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Y 4.Ap 6/1:In 8/6/992/pt.1-4 


United States. Congress. House. Committee on Appropriations. 


Subcommittee on Dept. of the Interior and Related Agencies. 

Department of the Interior and related agencies appropria- 
tions for 1992 : hearings before a subcommittee of the Commit- 
tee on Appropriations, House of Representatives, One Hundred 
Second Congress, first session / Subcommittee on the Depart- 
ment of the Interior and Related Agencies. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991- 

v. : ill, maps ; 24cm. Spine title: Interior and related agen- 
cies appropriations for 1992. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-263-P (pts. 1-2), 91- 
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the budget estimates, Bureau of Land Management ... — pt. 2. 
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1. United States. Dept. of the Interior — Appropriations and 
expenditures. 2. United States — Appropriations and expendi- 
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appropriations for 1992. OCLC 23351858 


OCLC 23289450 
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Y 4.Ap 6/1:M 59/6/992/pt.1-3 
United States. Congress. House. Committee on Appropriations. 
Subcommittee on Military Construction Appropriations. 
Military construction apprepriations for 1992 : hearings before 


Y 4.Ag 8/3:S.hrg.101-1135 
United States. Congress. Senate. Committee on Agriculture, Nutri- 


tion, and Forestry. 

Global Climate Change Prevention Act of 1989—S. 1610 : 
hearing before the Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, One Hundred First Congress, 
first session, on S. 1610 ... November 6, 1989. — Washington : 
U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., 1991. 

iii, 96 p. ; 24 cm. — (S. hrg. ; 101-1135) Distributed to some 
depository libraries in microfiche. Shipping list no.: 91-097-P. 
@ltem 1032-C, 1032-D (MF) 
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2. Reforestation — Law and legislation — United States. 3. En- 
vironmental law — United States. 4. Agricultural laws and leg- 


a subcommittee of the Committee on Appropriations, House of 
Representatives, One Hundred Second Congress, first session / 
Subcommittee on Military Construction Appropriations. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991- 

v. : ill., maps ; 24cm. Distributed to some depository librar- 
ies in microfiche. Shipping list no.: 91-230-P (pts. 1-2), 91-243- 
P (pt. 3). Contents: pt. 1. Justification of the budget estimates, 
Army — pt. 2. Justification of the budget estimates, Navy, 
Defense agencies, and NATO — pt. 3. Justification of the 
budget estimates, Air Force. @lItem 1011, 1011-A (MF) 

1. United States. Dept. of Defense — Appropriations and ex- 


penditures. 2. United States— Armed Forces — Military con- 
struction operations — Law and legislation. 3. United States — 
Appropriations and expenditures, 1992. I. Title. OCLC 
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islation — United States. I. Title. II. Series: United States. 
Congress. Senate. S. hrg. ; 101-1135. OCLC 23257703 
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Y 4.Ag 8/3:S.hrg.101-1151 
United States. Congress. Senate. Committee on Agriculture, Nutri- 
tion, and Forestry. 
Puerto Rico Status Referendum Act—S. 712 : hearing before 


91-13975 
Y 4.Ap 6/1:V 64/4/991 
United States. Congress. House. Committee on Appropriations. 


the Committee on Agriculture, Nutrition, and Forestry, United 
States Senate, One Hundred First Congress, first session, on S. 
712 ... November 9, 1989. — Washington : U.S. G.P.O. : For 
sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991. 

iii, 272 p. : ill. ; 24. cm. — (S. hrg. ; 101-1151) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
187-P. Includes bibliographical references. @lItem 1032-C, 
1032-D (MF) 
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States — Territories and possessions. 3. Statehood (American 
politics) 4. Representative government and representation — 
Puerto Rico. I. Title. II. Series: United States. Congress. 
Senate. S. hrg. ; 101-1151. OCLC 23202954 


Subcommittee on VA, HUD, and Independent Agencies. 

Departments of Veterans Affairs and Housing and Urban 
Development, and independent agencies appropriations for 1991 
: hearings before a subcommittee of the Committee on Appro- 
priations, House of Representatives, One Hundred First Con- 
gress, second session / Subcommittee on VA, HUD, and Inde- 
pendent Agencies. — Washington : U.S. G.P.O. : For sale by 
the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1991. 

ii, 287, p. i: ill. ; 24cm. Spine title: VA, HUD, & independ- 
ent agencies appropriations for 1991. Distributed to some de- 
pository libraries in microfiche. Shipping list no.: 91-232-P. 
Includes bibliographical references and indexes. @Item 1011, 
1011-A (MF) 


Page 179 





Appropriations, Committee on — Senate 


1. United States. Dept. of Veterans Affairs — Appropriations 
and expenditures. 2. United States. Dept. of Housing and 
Urban Development — Appropriations and expenditures. 3. 
United States— Appropriations and expenditures, 1991. I. 
Title. I. Title: VA, HUD, & independent agencies appropria- 
tions for 1991. OCLC 23244177 


APPROPRIATIONS, Committee on, 
Senate 
Washington, DC 20510 


Y 4.Ap 6/2:C 86/2 
United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on Transportation and Related Agencies. 

Crime in mass transit : hearing before a subcommittee of the 
the Committee on Appropriations, United States Senate, One 
Hundred First Congress, second session : special hearing. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 53 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-230-P. @lItem 1033, 1033-A 
(MF) 

1. Local transit crime — New York (N.Y.) 2. Crime preven- 
tion — New York (N.Y.) 3. Federal aid to transportation — 
New York (N.Y.) IL. Title. OCLC 23289472 


91-13976 


91-13977 


Y 4.Ap 6/2:S.hrg.101-713/pt.4 

United States. Congress. Senate. Committee on Appropriations. 
Subcommittee on Departments of Labor, Health and Human 
Services, Education, and Related Agencies. 

Departments of Labor, Health and Human Services, Educa- 
tion, and related agencies appropriations for fiscal year 1991 : 
hearings before a subcommittee of the Committee on Appro- 
priations, United States Senate, One Hundred First Congress, 
second session, on H.R. 5257 .... — Washington : U.S. G.P.O. : 
For sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1990- 
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Shipping list no.: 91-238-P (pt. 2). Contents: pt. 2. Nondepart- 
mental witnesses. Includes indexes. @Item 1033, 1033-A 
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opment — United States. 5. United States — Appropriations 
and expenditures, 1991. I. Title. II. Title: Energy and water 
development appropriations, fiscal year 1991. III. Title: 
Energy and water development appropriations, 1991 (H.R. 
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1012-B (MF) 

1. Pensions, Military — Law and legislation — United States. 
2. Divorced people — Legal status, laws, etc. — United States. 
3. Divorced women — Legal status, laws, etc. — United States. 
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dustry : field hearing before the Subcommittee on Financial 
Institutions Supervision, Regulation and Insurance of the Com- 
mittee on Banking, Finance and Urban Affairs, House of Repre- 
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ing before the Subcommittee on Financial Institutions Supervi- 
sion, Regulation and Insurance of the Committee on Banking, 
Finance and Urban Affairs, House of Representatives, One Hun- 
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uted to some depository libraries in microfiche. @lItem 1035-B- 
1, 1035-B-2 (MF) 

1. Budget — United States — Periodicals. I. United States. 
Congress. House. Committee on the Budget. sn-90020073 
OCLC 21186273 


91-14001 CHILDREN, YOUTH, AND FAMILIES, 
Select Committee on, 
House, 


Washington DC 20515 


Y 4.B 85/3:101-4-8 
United States. Congress. House. Committee on the Budget. Task 
Force on Urgent Fiscal Issues. 

Savings and loan crisis : major examination and supervision 
problems in the Federal Home Loan Bank system : hearing 
before the Task Force on Urgent Fiscal Issues of the Committee 
on the Budget, House of Representatives, One Hundred First 


91-14005 
Y 4.C 43/2:B 11 
United States. Congress. House. Select Committee on Children, 


Congress, second session, November 13, 1990. — Washington : 
U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., 1990. 

iii, 160 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-187-P. “Serial no. 4-8.” 
@ltem 1035-B-1, 1035-B-2 (MF) 

1. Savings and loan associations — United States. 2. Banks 
and banking — United States —- Government guaranty of depos- 
its. 3. United States. Federal Home Loan Bank Administra- 
tion — Management. I. Title. OCLC 23202957 


91-14002 


Y 4.B 85/3:101-5-14 
United States. Congress. House. Committee on the Budget. Task 
Force on Human Resources. 

Health care crisis : problems of cost and access for children 
of color : hearing before the Task Force on Human Resources 
of the Committee on the Budget, House of Representatives, One 
Hundred First Congress, second session, November 19, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 82 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-198-P. Includes bibliograph- 
ical references. “Serial no. 5-14.” @Item 1035-B-2 (MF) 

1. Children, Black — Medical care — United States. 2. Medi- 
cal care, Cost of — United States. 3. Health facilities — United 
States. 4. Public health— United States. I. Title. OCLC 
23248453 


91-14003 


Y 4.B 85/3:101-14 
United States. Congress. House. Committe: on the Budget. 

The economic and budget outlook : hearing before the Com- 
mittee on the Budget, House of Representatives, One Hundred 
First Congress, second session, Thursday December 6, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1990 [i.e. 1991] 

iii, 99 p. : ill. ; 24cm. Distributed to some depository librar- 
ies in microfiche. Shipping list no.: 91-226-P. “Serial no. 101- 
14.” @Item 1035-B-1, 1035-B-2 (MF) 

1. Budget — United States. 2. United States — Appropria- 
tions and expenditures. 3. United States — Economic condi- 
tions — 1981- 4. United States — Economic policy — 1981- I. 
Title. OCLC 23303117 


Youth, and Families. 

Ensuring healthy babies in upstate New York : pressing prob- 
lems, promising strategies : hearing before the Select Committee 
on Children, Youth, and Families, House of Representatives, 
One Hundred First Congress, second session, hearing held in 
Syracuse, NY, July 16, 1990. — Washington : U.S. G.P.O. : For 
sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1990 fie. 1991] 

iv, 199 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-209-P. @lItem 
1009-B-10, 1009-C-10 

1. Infants — Health and hygiene — New York (State) 2. Ma- 
ternal and infant welfare — New York (State) 3. Federal aid to 
child health services— New York (State) I. Title. OCLC 
23263211 


91-14006 


Y 4.C 43/2:C 43/7/990 


Federal programs affecting children and their families, 1990 : a 


report, together with additional minority views, of the Select 
Committee on Children, Youth, and Families, House of Repre- 
sentatives, One Hundred First Congress, second session. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., U.S. 
G.P.O., 1990. 

ix, 287 p. : ill. ; 27 cm. At head of title: Committee print. 
10ist Congress, 2d session. House of Representatives. Distrib- 
uted to some depository libraries in microfiche. Shipping list 
no.: 90-336-P. @lItem 1009-B-10, 1009-C-10 (MF) S/N 052- 
070-06655-5 @ GPO ISBN 0-1602-1029-1 : $14.00 

1. Federal aid to child welfare — United States. 2. Child 
welfare — United States. 3. Children — Government policy — 
United States. 4. Youth— Government policy — United 
States. 5. Family policy — United States. I. United States. 
Congress. House. Select Committee on Children, Youth, and 
Families. 90-601433 OCLC 21894953 


COMMERCE, SCIENCE, AND 
TRANSPORTATION, 
Committee on, Senate 
Washington, DC 20510 


91-14007 
91-14004 Y 4.C 73/7:S.hrg.101-1027 
United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 


Y 4.B 85/3:102-1 
United States. Congress. House. Committee on the Budget. 


Briefing on Operation Desert Shield : costs and contributions 
: hearing before the Committee on the Budget, House of Repre- 
sentatives, One Hundred Second Congress, first session, January 
4, 1991. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 76 p. : ill. ; 24cm. Distributed to some depository librar- 
ies in microfiche. Shipping list no.: 91-248-P. Includes biblio- 
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Nomination—ICC : hearing before the Committee on Com- 
merce, Science, and Transportation, United States Senate, One 
Hundred First Congress, second session, on Gail Clements 
oe to be a commissioner, Interstate Commerce Com- 

mission, September 20, 1990. — Washington : U.S. G.P.O. : For 
sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1990. 





iii, 23 p. ; 24 cm. — (S. hrg. ; 101-1027) Distributed to some 
depository libraries in microfiche. Shipping list no.: 91-039-P. 
@ltem 1041-A, 1041-B (MF) 

1. McDonald, Gail Clements, 1944- 2. United States. Inter- 
state Commerce Commission — Officials and employees — Se- 
lection and appointment. I. Title. II. Series: United States. 
Congress. Senate. S. hrg. ; 101-1027. OCLC 23134028 


91-14008 


Y 4.C 73/7:S.hrg.101-1074 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. Subcommittee on the Consumer. 

Consumer energy price increases : hearing before the Sub- 
committee on the Consumer of the Committee on Commerce, 
Science, and Transportation, United States Senate, One Hun- 
dred First Congress, second session, on the effects on consumer 
prices of recent Middle East disturbances, August 7, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1990. 

iii, 136 p. : ill. ; 24 cm. — (S. hrg. ; 101-1074) Distributed to 
some depository libraries in microfiche Shipping list no.: 91-97- 
P. @ltem 1041-A, 1041-B (MF) 

1. Gasoline — Prices. 2. Gasoline supply. 3. Consumer pro- 
tection. I. Title. II. Series: United States. Congress. Senate. S. 
hrg. ; 101-1074. OCLC 23002048 
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Office, U.S. G.P.O., Supt. of Docs., Congressional Sales Off., 
U.S. Govt. Print. Off., Washi D.C. 20402 

v. ; 29 cm. (S. prt. ; 101-135) 

Annual, 1986- 

Irregular, {1981)-1985 

Began with 95th Congress, no. 1. Shipping list no.: 91-257-P. 
101st Congress, no. 2, Dec. 31, 1990. Description based on: 
96th Congress, no. 6 (Jan. 2, 1981); title from cover. Indexed 
by: CIS/Index to publications of the United States Congress 
ISSN 0007-8514 Vols. for (1981-) cumulate from the begin- 
ning of each Congress, culminating in a final ed. Vols. for 
(1986-) distributed to some depository libraries in microfiche. 
Merger of: United States. Congress. Senate. Committee on 
Aeronautical and Space Science. Legislative calendar; and, 
United States. Congress. Senate. Committee on Commerce. Sub- 
committee on Surface Transportation. Legislative calendar. 
@ltem 1041-A, 1041-B (MF) 

1. United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation — Periodicals. I. Title. II. Series. 
KF21.C694 81-644226 328.73/07652 OCLC 03455617 


JOINT ECONOMIC COMMITTEE 
Washington, DC 20510 


91-14012 
91-14009 Y 4.Ec 7:M 31 
United States. Congress. Joint Economic Committee. 


Manufacturing extension programs : hearing before the Joint 


Y 4.C 73/7:S.hrg.101-1094 
United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. Subcommittee on the Consumer. 

Hotel and Motel Fire Safety Act of 1989 : hearing before the 
Subcommittee on the Consumer of the Committee on Com- 
merce, Science, and Transportation, United States Senate, One 
Hundred First Congress, second session on H.R. 94 ... April 19, 
1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1990. 

iii, 93 p. ; 24 cm. — (S. hrg. ; 101-1094) Distributed to some 
depository libraries in microfiche. Shipping list no.: 91-102-P. 
@ltem 1041-A, 1041-B (MF) 

1. Hotels, taverns, etc. — Fires and fire prevention — Law 
and legislation — United States. 2. Motels — Fires and fire pre- 
vention — Law and legislation — United States. 3. Fire sprin- 
klers— Law and legislation— United States. I. Title. II. 
Series: United States. Congress. Senate. S. hrg. ; 101-1094. 
OCLC 23291862 


91-14010 


Y 4.C 73/7:S.hrg.101-1138 
United States. Congress. Senate. National Ocean Policy Study. 

Coral bleaching : hearing before the National Ocean Policy 
Study of the Committee on Commerce, Science, and Transpor- 
tation, United States Senate, One Hundred First Congress, 
second session ... October 11, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iii, 70 p. : ill., maps ; 24 cm. — (S. hrg. ; 101-1138) Distrib- 
uted to some depository libraries in microfiche. Shipping list 
no.: 91-201-P. @lItem 1041-A, 1041-B (MF) 

1. Coral reef ecology — United States. 2. Coral reef conser- 
vation — United States. 3. Marine resources conservation — 
United States. I. Title. II. Series: United States. Congress. 
Senate. S. hrg. ; 101-1138. OCLC 23230446 


Economic Committee, Congress of the United States, One Hun- 
dred First Congress, second session, May 1, 1990. — Washing- 
ton : U.S. G.P.O. : For sale by the Supt. of Docs., Congression- 
al Sales Office, U.S. G.P.O., 1991 . 

iii, 135 p. : ill., ; 24 cm. — (S. hrg. ; 101-1134) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
134-P. @ltem 1000-B, 1000-C (MF) 

1. Foreign trade promotion— United States. 2. United 
States — Manufactures. I. Title. II. Series: United States. 
Congress. Senate. S. hrg. ; 101-1134. OCLC 23353479 


91-14013 


Y 4.Ec 7:3St 2/11 


United States. Congress. Joint Economic Committee. Subcommit- 


tee on Investment, Jobs, and Prices. 

The economic status of African-Americans : hearing before 
the Subcommittee on Investment, Jobs, and Prices of the Joint 
Economic Committee, Congress of the United States, One Hun- 
dred First Congress, second session, May 24, 1990. — Washing- 
ton : U.S. G.P.O. : For sale by the Supt. of Docs., Congression- 
al Sales Office, U.S. G.P.O., 1991. 

iii, 136 p. : ill. ; 24 cm. — (S. hrg. ; 101-1126) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
153-P. Includes bibliographical references (p.117-119). @Item 
1000-B, 1000-C (MF) 

1. Afro-Americans— Economic conditions. I. Title. II. 
Series: United States. Congress. Senate. S. hrg. ; 101-1126. 
OCLC 23250644 


EDUCATION AND LABOR, Committee on, 
House 
Washington, DC 20515 


91-14011 91-14014 
Y 4.Ed 8/1:101-130 


United States. Congress. House. Committee on Education and 


Y 4.C 73/7:S.prt.101-135 
United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

Legislative calendar / Committee on Commerce, Science, and 
Transportation, United States Senate. [Washington, D.C.] : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 


Labor. Subcommittee on Elementary, Secondary, and Vocation- 
al Education. 

Oversight hearing on education reform and American busi- 
ness and the implementation of the Hawkins-Stafford Amend- 
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Energy and Natural Resources — Committee on, Senate 


ments of 1988 : hearing before the Subcommittee on Select 
Education of the Committee on Education and Labor, House of 
Representatives, One Hundred First Congress, second session, 
hearing held in Washington, DC, November 20, 1990. — Wash- 
ington : U.S. G.P.O. : For sale by the Supt. of Docs., Congres- 
sional Sales Office, U.S. G.P.O., 1991. 

iii, 161 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-209-P. Includes bibliograph- 
ical references. “Serial no. 101-130.” @lItem 1015-A, 1015-B 


F) 

1. Industry and education — United States. 2. Educational 
innovations — United States. 3. Educational law and _legisla- 
tion — United States. I. Title. OCLC 23303139 


91-14015 


Y 4.Ed 8/1:101-131 

United States. Congress. House. Committee on Education and 
Labor. Subcommittee on Elementary, Secondary, and Vocation- 
al Education. 

Field hearing on parental choice : hearing before the Subcom- 
mittee on Elementary, Secondary, and Vocational Education of 
the Committee on Education and Labor, House of Representa- 
tives, One Hundred First Congress, second session, hearing held 
in Milwaukee, WI, November 16, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iv, 218 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-209-P. “Serial no. 
101-131.” @ltem 1015-A, 1015-B (MF) 


188-P (pt. 2). “Second session ... September 13, 1990”—Pt. 2. 
Includes bibliographical references. @lItem 1040-A, 1040-B 
(MF) 

1. Mining law — United States. 2. Mining claims — United 
States. I. Title. II. Series: United States. Congress. Senate. S. 
hrg. ; 101-205. KF26.E5554 1989b 89-603264 343.73/0775/ 
0262 [347.3037750262] /20 OCLC 20568573 


91-14018 


¥ 4.En 2:S.hrg.101-963 


United States. Congress. Senate. Committee on Energy and Natu- 


ral Resources. Subcommittee on Energy Research and Develop- 
ment. 

Natural Gas Cofiring Promotion Act of 1989 : hearing before 
the Subcommittee on Energy Research and Development of the 
Committee on Energy and Natural Resources, United States 
Senate, One Hundred First Congress, second session on S. 1848, 
Natural Gas Cofiring Promotion Act of 1989, May 8, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1990. 

iii, 254 p. : ill. ; 24 cm. — (S. hrg. ; 101-963) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
008-P. Includes bibliographical references. [Item 1040-A, 
1040-B (MF); class:yl/cat:jmn] @lItem 1040-A, 1040-B (MF) 

1. Gas, Natural— Law and legislation — United States. I. 
Title. II. Series: United States. Congress. Senate. S. hrg. ; 101- 
963. OCLC 23298270 


1. Public schools — Wisconsin. 2. Private schools — Wiscon- 91-14019 
sin. 3. Education— Wisconsin. 4. Discrimination in educa- 


tion — Wisconsin. I. Title. OCLC 23228481 
91-14016 


Y 4.En 2:S.hrg.101-1060 
United States. Congress. Senate. Committee on Energy and Natu- 
ral Resources. Subcommittee on Water and Power. 
Miscellaneous reclamation legislation : hearing before the 
Subcommittee on Water and Power of the Committee on 
Energy and Natural Resources, United States Senate, One Hun- 


Y 4.Ed 8/1:101-133 
United States. Congress. House. Committee on Education and 


Labor. Subcommittee on Employment Opportunities. 

Oversight hearing on U.S. employment services : hearing 
before the Subcommittee on Employment Opportunities of the 
Committee on Education and Labor, House of Representatives, 
One Hundred First Congress, second session, hearing held in 
Washington, DC, October 16, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iii, 27 p. ; 23 cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-179-P. Includes bibliograph- 
ical references. “Serial no. 101-133.” @lItem 1015-A, 1015-B 
(MF) 

1. Employment agencies — United States — States. 2. Em- 
ployees — United States — Recruiting. 3. United States — Full 
employment policies. I. Title. II. Title: Oversight hearing on 
US employment services. OCLC 23190252 


ENERGY AND NATURAL RESOURCES, 
Committee on, Senate 
Washington, DC 20510 


Y 4.En 2:S.hrg.101-205/pt.2 

United States. Congress. Senate. Committee on Energy and Natu- 
ral Resources. Subcommittee on Mineral Resources Develop- 
ment and Production. 

Mining laws of 1872 and 1989 : hearing before the Subcom- 
mittee on Mineral Resources Development and Production of 
the Committee on Energy and Natural Resources, United States 
Senate, One Hundred First Congress, first session, on S. 1126 .... 
— Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1989- 

v. : ill, maps ; 24 cm.— (S. hrg. ; 101-205) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 


91-14017 
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dred First Congress, second session, on H.R. 3694, S. 1118, S. 
1932, S. 1590, S. 2716, July 24, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1990. 

iii, 297 p. : ill., map ; 24 cm. — (S. hrg. ; 101-1060) Distrib- 
uted to some depository libraries in microfiche. Shipping list 
no.: 91-100-P. @lItem 1040-A, 1040-B (MF) 

1. Reclamation of land—Law and legislation — United 
States. 2. Water resources development — Law and legisla- 
tion — United States. 3. United States— Public lands. I. 
Title. II. Series: United States. Congress. Senate. S. hrg. ; 101- 
1060. OCLC 23192822 


91-14020 


Y 4.En 2:S.hrg.101-1136 


United States. Congress. Senate. Committee on Energy and Natu- 


ral Resources. Subcommittee on Mineral Resources Develop- 
ment and Production. 

Strategic and Critical Minerals Act of 1990 : hearing before 
the Subcommittee on Mineral Resources Development and Pro- 
duction of the Committee on Energy and Natural Resources, 
United States Senate, One Hundred First Congress, second ses- 
sion, on H.R. 4111 ... September 21, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iii, 16 p. ; 24 cm. — (S. hrg. ; 101-1136) Distributed to some 
depository libraries in microfiche. Shipping list no.: 91-160-P. 
@ltem 1040-A, 1040-B (MF) 

1. Mines and mineral resources — Research — Law and legis- 
lation — United States. 2. Strategic materials — Law and legis- 
lation — United States. 3. Research institutes — Law and legis- 
lation — United States. I. Title. II. Series: United States. Con- 
gress. Senate. S. hrg. ; 101-1136. OCLC 23153097 





91-14021 


Y 4.En 2:S.hrg.101-1147 

United States. Congress. Senate. Committee on Energy, and Natu- 
ral Resources. Subcommittee on Public Lands, National Parks, 
and Forests. 

Miscellaneous national parks measures : hearing before the 
Subcommittee on Public Lands, National Parks, and Forests of 
the Committee on Energy and Natural Resources, United States 
Senate, One Hundred First Congress, second session, on S. 
2771, S. 2802, S. 2809, H.R. 3863, S. 2818, H.R. 4834, HLR. 
5084, September 20, 1990. — Washington : U.S. G.P.O. : For 
sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991. 

iii, 106 p. ; 24 cm.— (S. hrg. ; 101-1147) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
184-P. @lItem 1040-A, 1040-B (MF) 

1. National parks and reserves—Law and legislation — 
Washington (State) 2. Historic sites — Law and legislation — 
United States. 3. Underground railroad. 4. United States. Na- 
tional Park Service— Appropriations and expenditures. I. 
Title. II. Series: United States. Congress. Senate. S. hrg. ; 101- 
1147. OCLC 23198854 


91-14022 


Y 4.En 2:S.hrg.101-1159 

United States. Congress. Senate. Committee on Energy and Natu- 
ral Resources. Subcommittee on Public Lands, National Parks, 
and Forests. 

Miscellaneous Bureau of Land Management and Forest Serv- 
ice legislation : hearing before the Subcommittee on Public 
Lands, National Parks, and Forests of the Committee on Energy 
and Natural Resources, United States Senate, One Hundred 
First Congress, second session, on S. 2472, S. 2543, S. 2815, S. 
2816, S. 2891, H.R. 2566, H.R. 3888, September 26, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 245 p. : ill. ; 24 cm. — (S. hrg. ; 101-1159) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
187-P. @lItem 1040-A, 1040-B (MF) 

1. Land titles — Registration and transfer — United States. 2. 
Forestry law and legislation — United States. 3. United States. 
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91-14024 


Y 4.En 2:S.hrg.101-1181 


United States. Congress. Senate. Committee on Energy and Natu- 


ral Resources. Subcommittee on Water and Power. 

Reclamation Wastewater and Groundwater Study Act and 
Reclamation Projects Authorization and Adjustment Act of 
1990 : hearing before the Subcommittee on Water and Power of 
the Committee on Energy and Natural Resources, United States 
Senate, One Hundred First Congress, second session, on S. 2657 
.. H.R. 2567 ... September 27, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iii, 72 p. : ill, maps ; 24 cm. — (S. hrg. ; 101-1181) Distrib- 
uted to some depository libraries in microfiche. Shipping list 
no.: 91-213-P. @ltem 1040-A, 1040-B (MF) 

1. Water resources development — Law and legislation — 
United States. 2. Water reuse — United States. 3. Irrigation 
laws — United States. I. Title. II. Series: United States. Con- 
gress. Senate. S. hrg. ; 101-1181. OCLC 23346814 


91-14025 


Y 4.En 2:S.hrg.101-1182 


United States. Congress. Senate. Committee on Energy and Natu- 


ral Resources. Subcommittee on Public Lands, National Parks, 
and Forests. 

Indiana Dunes National Lakeshore access and Enhancement 
Act and amending the Illinois and Michigan Corridor Act : 
hearing before the Subcommittee on Public Lands, National 
Parks, and Forests of the Committee on Energy and Natural 
Resources, United States Senate, One Hundred First Congress, 
second session, on S. 2882 and H.R. 3209 ... S. 3048 ... Septem- 
ber 27, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iti, 335 p. : ill. ; 24 cm. — (S. hrg. ; 101-1182) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
239-P. @ltem 1040-A, 1040-B (MF) 

1. Indiana Dunes National Lakeshore (Ind.) — Boundaries. 
2. National parks and reserves — Law and legislation — Indiana. 
3. Historic sites— Law and legislation — Illinois. 4. Historic 
sites — Law and legislation — Michigan. I. Title. II. Series: 
United States. Congress. Senate. S. hrg. ; 101-1182. OCLC 
23282133 


Bureau of Land Management. 4. United States. Forest Service. 91-14026 
I. Title. II. Series: United States. Congress. Senate. S. hrg. ; 


101-1159. OCLC 23202927 


Y 4.En 2:S.hrg.101-1183 
United States. Congress. Senate. Committee on Energy and Natu- 
ral Resources. 
Key elements of a national energy policy : hearing before the 
Committee on Energy and Natural Resources, United States 
Senate, One Hundred First Congress, second session ... October 


91-14023 
Y 4.En 2:S.hrg.101-1174 
United States. Congress. Senate. Committee on Energy and Natu- 


ral Resources. Subcommittee on Water and Power. 

Reclamation Reform Act amendments of 1990 and Title 
XVI—double subsidies : hearing before the Subcommittee on 
Water and Power of the Committee on Energy and Natural 
Resources, United States Senate, One Hundred First Congress, 
second session, on S. 2659 ... H.R. 2567 ... Tuesday, July 31, 
1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 198 p. ; 24 cm.— (S. hrg. ; 101-1174) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
210-P. Includes bibliographical references (p. 114). @Item 
1040-A, 1040-B (MF) 

1. Irrigation laws — United States. 2. Reclamation of land — 
Law and legislation — United States. 3. Subsidies — Law and 
legislation — United States. 4. Water — Law and legislation — 
United States. I. Title. II. Series: United States. Congress. 
Senate. S. hrg. ; 101-1174. OCLC 23263219 


2, 1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 189 p. : ill. ; 24 cm. — (S. hrg. ; 101-1183) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
243-P. Includes bibliographical references (p. 29). @lItem 
1040-A, 1040-B (MF) 

1. Energy policy — United States. 2. Strategic materials — 
United States. 3. Power resources — United States. I. Title. 
II. Series: United States. Congress. Senate. S. hrg. ; 101-1183. 
OCLC 23346806 


91-14027 


Y 4.En 2:S.prt.101-102 


United States. Congress. Senate. Committee on Energy and Natu- 


ral Resources. 

Publications list / prepared by the Committee on Energy and 
Natural Resources, United States Senate. Washington, D.C. : 
U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
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Energy and Commerce — Committee on, House 


Sales Office, U.S. G.P.O., Supt. of Docs., Congressional Sales 
Office, U.S. Govt. Print. Off., Washington, D.C. 20402 

v. ; 24 cm. (S. prt. ; 101-102) 

Bimonthly At head of title: 101st Congress, 2d session. Com- 
mittee print. Previously classed: Y 4.En 2:P 96/ Shipping list 
no.: 90-443-P. For the 99th, 100th, and 101st Congresses, June 
1990. Description based on: Nov. 1980; title from cover. 
Vols. for (1985-) distributed to some depository libraries in 
microfiche. @lItem 1040-A, 1040-B (MF) 

1. Power resources — United States — Bibliography — Peri- 
odicals. 2. Natural resources— United States — Bibliogra- 
phy — Periodicals. I. Title. II. Series. Z5853.P83U52a 82- 
646244 [TJ163.25.U6] 016.3337/0973 /19 OCLC 04993810 


91-14028 


Y 4.En 2:S.prt.101-109 
United States. Congress. Senate. Committee on Energy and Natu- 
ral Resources. 

Publications list / prepared by the Committee on Energy and 
Natural Resources, United States Senate. Washington, D.C. : 
U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., Supt. of Docs., Congressional Sales 
Off., U.S. Govt. Print. Off., Washington, D.C. 20402 

v. ; 24 cm. (S. prt. ; 101-109) 

Bimonthly At head of title: 101st Congress, 2d session. Com- 
mittee print. Previously classed: Y 4.En 2:P 96/ Shipping list 
no.: 90-545-P. For 100th and 10ist Congresses, Aug. 1990. 
Description based on: Nov. 1980; title from cover. Vols. for 
(1985-) distributed to some depository libraries in microfiche. 
@ltem 1040-A, 1040-B (MF) 

1. Power resources — United States — Bibliography — Peri- 
odicals. 2. Natural resources— United States — Bibliogra- 
phy — Periodicals. I. Title. II. Series. Z5853.P83U52a §82- 
646244 [TJ163.25.U6] 016.3337/0973 /19 OCLC 04993810 


91-14029 


Y 4.En 2:S.prt.102-4 
United States. Congress. Senate. Committee on Energy and Natu- 
ral Resources. 

Rules, membership, and jurisdiction of the Committee on 
Energy and Natural Resources, United States Senate. — Wash- 
ington, DC : GPO : For sale by the Supt. of Docs., Congres- 
sional Sales Office, U.S. G.P.O., [1991] 

ii, 21 p. ; 18 cm.— (S. prt. ; 102-8) Distributed to some 
depository libraries in microfiche. Shipping list no.: 91-239-P. 
@ltem 1040-A, 1040-B.(MF) 

1. United States. Congress. Senate. Committee on Energy and 
Natural Resources— Rules and practice. 2. United States. 
Congress. Senate. Committee on Energy and Natural Re- 


phy — Periodicals. I. Title. II. Series. Z5853.P83U52a 82- 
646244 [TJ163.25.U6] 016.3337/0973 /19 OCLC 04993810 


ENERGY AND COMMERCE, 
Committee on, House 
Washington, DC 20515 


91-14031 


Y 4.En 2/3:101-190 


United States. Congress. House. Committee on Energy and Com- 


merce. Subcommittee on Transportation and Hazardous Materi- 
als. 

Asbestos school hazard abatement : hearing before the Sub- 
committee on Transportation and Hazardous Materials of the 
Committee on Energy and Commerce, House of Representa- 
tives, One Hundred First Congress, second session on H.R. 3677 
.. June 19, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 198 p. : ill. ; 24 cm. Distributed to some depository 


libraries in microfiche. Shipping list no.: 91-164-P. Includes 
bibliographical references (p. 164-166). “Serial no. 101-190.” 
@ltem 1019-A, 1019-B (MF) 

1. Asbestos—Law and legislation— United States. 2. 
School buildings — United States. I. Title. OCLC 23298258 


91-14032 


Y 4.En 2/3:101-194 


United States. Congress. House. Committee on Energy and Com- 


merce. Subcommittee on Commerce, Consumer Protection, and 
Competitiveness. 

Foreign investment in the United States : hearings before the 
Subcommittee on Commerce, Consumer Protection, and Com- 
petitiveness of the Committee on Energy and Commerce, House 
of Representatives, One Hundred First Congress, second ses- 
sion, on H.R. 5, H.R. 4520, H.R. 4608, and H.R. 5225 ... June 13 
and July 31, 1990. — Washington : U.S. G.P.O. : For sale by 
the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1991. 

iii, 350 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-217-P. Includes 
bibliographical references. “Serial no. 101-194.” @lItem 1019- 
A, 1019-B (MF) 

1. Investments, Foreign — Economic aspects — United States. 
2. Corporations, Foreign — United States. 3. United States — 
National security. I. Title. OCLC 23271747 


sources — Officials and employees. I. Title. II. Series. 
OCLC 23346747 


91-14030 


91-14033 
Y 4.En 2/3:101-195 
United States. Congress. House. Committee on Energy and Com- 
merce. Subcommittee on Telecc ications and Finance. 
FCC telephone price caps : hearing before the Subcommittee 
on Telecc ications and Finance of the Committee on 


Y 4.En 2:S.prt.102-9 
United States. Congress. Senate. Committee on Energy and Natu- 
ral Resources. 








Publications list / prepared by the Committee on Energy and 
Natural Resources, United States Senate. Washington, D.C. : 
U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., Supt. of Docs., Congressional Sales 
Office, U.S. Govt. Print. Off., Washington, D.C. 20402 

v. ; 24cm. (S. prt. ; 102-9) 

Bimonthly At head of title: 102d Congress, Ist session. Com- 
mittee print. Previously classed: Y 4.En 2:P 96/ and Y 4.En 2: 
Shipping list no.: 91-240-P. Feb. 1991, For 100th, 101st and 
102nd Congresses. Description based on: Nov. 1980; title from 
cover. Vols. for (1985-) distributed to some depository librar- 
ies in microfiche. @lItem 1040-A, 1040-B (MF) 

1. Power resources— United States — Bibliography — Peri- 
odicals. 2. Natural resources— United States — Bibliogra- 
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Energy and Commerce, House of Representatives, One Hun- 
dred First Congress .... — Washington : U.S. G.P.O. : For sale 
by the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1989- 

v. : ill, map ; 24 cm. Distributed to some depository librar- 
ies in microfiche. Shipping list no.: 91-201-P (pt. 2). “Second 
session, August 2, 1990”—Pt. 2. Includes bibliographical refer- 
ences. “Serial no. 101-195”—Pt. 2. @lItem 1019-A, 1019-B 
(MF) 

1. United States. Federal Communications Commission. 2. 
Telephone — Rates — Government policy — United States. I. 
Title. KF27.E555 1989 89-602270 384.6/3/0973 /20 
OCLC 19933913 





91-14034 
Y 4.En 2/3:101-196 
United States. Congress. House. Committee on Energy and Com- 
merce. Subcommittee on Telecx ications and Finance. 
Expanding auditor responsibility : hearing before the Subcom- 
mittee on Telecc ications and Finance of the Committee 
on Energy and Commerce, House of Representatives, One Hun- 
dred First Congress, second session, August 2, 1990. — Wash- 
ington : U.S. G.P.O. : For sale by the Supt. of Docs., Congres- 
sional Sales Office, U.S. G.P.O., 1991. 
iii, 149 p.; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-205-P. Includes bibliograph- 
ical references. “Serial no. 101-196.” @lItem 1019-A, 1019-B 








F) 

1. Auditors — Professional ethics — United States. 2. Securi- 
ties fraud — United States. 3. Securities — United States — Au- 
diting. 4. Investing banking — United States — Auditing. 5. 
Auditing, Internal — United States. I. Title. OCLC 23193613 


91-14035 


Y 4.En 2/3:101-199 

United States. Congress. House. Committee on Energy and Com- 
merce. Subcommittee on Transportation and Hazardous Materi- 
als. 

Railroad safety : hearing before the Subcommittee on Trans- 
portation and Hazardous Materials of the Committee on Energy 
and Commerce, House of Representatives, One Hundred First 
Congress, second session, October 5, 1990. — Washington : 
U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., 1991. 

iii, 186 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-226-P. Includes 
bibliographical references. “Serial no. 101-199.” @lItem 1019- 
A, 1019-B (MF) 

1. United States. Federal Railroad Administration. 2. Rail- 
roads — United States— Safety measures. I. Title. OCLC 
23248281 


91-14036 


Y 4.En 2/3:101-201 
United States. Congress. House. Committee on Energy and Com- 
merce. Subcommittee on Health and the Environment. 

HHS authority over immigration and public health : hearing 
before the Subcommittee on Health and the Environment of the 
Committee on Energy and Commerce, House of Representa- 
tives, One Hundred First Congress, second session, on H.R. 
4506 ... June 27, 1990. — Washington : U.S. G.P.O. : For sale 
by the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1991. 

iii, 114 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-217-P. Includes bibliograph- 
ical references. “Serial no. 101-201.” @lItem 1019-A, 1019-B 


F) 

1. Aliens — United States. 2. HIV (Viruses) 3. Communica- 
ble diseases— United States. 4. United States — Emigration 
and immigration. 5. Public health — United States. I. Title. 
OCLC 23271823 


Government Publications — June 1991 


iii, 27 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-209-P. “Serial no. 101-207.” 
@ltem 1019-A, 1019-B (MF) 

1. International economic relations. 2. Competition, Interna- 
tional. 3. Exports. I. United States. Dept. of Commerce. II. 
Title. III. Title: US trade negotiations. OCLC 23303017 


91-14038 


Y 4.En 2/3-11:991-92 


United States. Congress. House. Committee on Energy and Com- 


merce. 

Rules for the Committee on Energy and Commerce. [Wash- 
ington, D.C.] : The Committee : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., Supt. of Docs., Con- 
gressional Sales Off., U.S. Govt. Print. Off., Washington, D.C. 
20402 

v.; 14cm. 

Biennial Previously classed: Y 4.En 2/3:R 86/ Shipping list 
no.: 91-225-P. 102nd Congress, 1991-92. Description based 
on: 99th Congress (1985-86); title from cover. Vols. for (1985- 
86-) distributed to some depository libraries in microfiche. 
@ltem 1019-A, 1019-B (MF) 

1. United States. Congress. House. Committee on Energy and 
Commerce — Rules and practice — Periodicals. I. Title. sn- 
87042583 OCLC 11960919 


ETHICS, Select Committee on, 
Senate 
Washington, DC 20510 


91-14039 


Y 4.Et 3/4:S.hrg.101-1190/pt.1-4 


United States. Congress. Senate. Select Committee on Ethics. 


Preliminary inquiry into allegations regarding Senators Cran- 
ston, DeConcini, Glenn, McCain, and Riegle, and Lincoln Sav- 
ings and Loan : open session hearings before the Select Commit- 
tee on Ethics, United States Senate, One Hundred First Con- 
gress, second session, November 15, 1990, through January 16, 
1991. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991- 

v. ; 24 cm.— (S. hrg. ; 101-1190) Distributed to some de- 
pository libraries in microfiche. Shipping list no.: 91-219-P (pt. 
1), 91-216-P (pt. 2), 91-224-P (pt. 3), 91-230-P (pt. 4). @Item 
1009-B-4, 1009-C-4 (MF) 

1. Cranston, Alan MacGregor. 2. DeConcini, Dennis. 3. 
Glenn, John, 1921- 4. McCain, John, 1936- 5. Riegle, Donald 
W., 1938- 6. Keating, Charles H. 7. Lincoln Savings & Loan 
Association. 8. Misconduct in office — United States. I. Title. 
II. Series: United States. Congress. Senate. S. hrg. ; 101-1190. 
OCLC 23279001 


FINANCE, Committee on, 
Senate 
Washington, DC 20510 


91-14040 
91-14037 Y 4.F 49:S.hrg.101-1168 
United States. Congress. Senate. Committee on Finance. Subcom- 


mittee on Medicare and Long-Term Care. 


Y 4.En 2/3:101-207 
United States. Congress. House. Committee on Energy and Com- 


merce. Subcommittee on Commerce, Consumer Protection, and 
Competitiveness. 

U.S. trade negotiations : hearing before the Subcommittee on 
Commerce, Consumer Protection, and Competitiveness of the 
Committee on Energy and Commerce, House of Representa- 
tives, One Hundred First Congress, second session, July 18, 
1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Coongressional Sales Office, U.S. G.P.O., 1991. 


Living wills : hearing before the Subcommittee on Medicare 
and Long-Term Care of the Committee on Finance, United 
States Senate, One Hundred First Congress, second session, on 
S. 1766, July 20, 1990. — Washington : U.S. G.P.O. : For sale 
by the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1991. 

iv, 187 p. : ill. ; 23 cm. — (S. hrg. ; 101-1168) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
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Foreign Affairs, Committee on — House 


210-P. Includes bibliographical references. @Item 1038-A, 
1038-B (MF) 

1. Patients— Legal status, laws, etc.— United States — 
States. 2. Right to die — United States — States. 3. Informed 
consent (Medical law) — United States — States. I. Title. II. 
Series: United States. Congress. Senate. S. hrg. ; 101-1168. 
OCLC 23188833 


91-14041 


Y 4.F 49:S.hrg.101-1185 
United States. Congress. Senate. Committee on Finance. 

Textile, Apparel and Footwear Trade Act of 1990 : hearing 
before the Committee on Finance, One Hundred First Congress, 
second session, on S. 2411, June 7, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iv, 97 p. ; 24cm. — (S. hrg. ; 101-1185) Distributed to some 
desposity libraries in microfiche. Shipping list no.: 91-239-P. 
Includes bibliographical references. @Item 1038-A, 1038-B 
(MF) 

1. Textile industry — United States. 2. Footwear industry — 
United States. 3. Clothing trade — United States. 4. Competi- 
tion, International. I. Title. II. Series: United States. Con- 
gress. Senate. S. hrg. ; 101-1185. OCLC 23264484 


91-14042 


Y 4.F 49:S.prt.102-7 
United States. Congress. Senate. Committee on Finance. 

Rules of procedure / Committee on Finance, United States 
Senate. [Washington, D.C. : U.S. G.P.O. : For sale by the Supt. 
of Docs., Congressional Sales Office, U.S. G.P.O., Supt. of 
Docs., Congressional Sales Off., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 

v. ; 18 cm. (S. prt. ; 102-7) 

Biennial Previously classed: Y 4.F 49:R 86/ Shipping list 
no.: 91-239-P. Adopted Jan. 23, 1991. Description based on: 
Jan. 30, 1979. Vols. for (1985-) distributed to some depository 
libraries in microfiche. @lItem 1038-A, 1038-B (MF) 

1. United States. Congress. Senate. Committee on Finance — 
Rules and practice — Periodicals. I. Title. II. Series. sn- 
87042502 OCLC 04484768 


FOREIGN AFFAIRS, Committee on, 
House 
Washington, DC 20515 


91-14043 


Y 4.F 76/1:An 2/2 
United States. Congress. House. Committee on Foreign Affairs. 

Compliance by the executive branch with legislative require- 
ments and the future of the Andean Initiative : hearing before 
the Committee Foreign Affairs, House of Representatives, One 
Hundred First Congress, second session, October 10, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 92 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-201-P. @ltem 1017-A, 1017- 
B (MF) 

1. Narcotics, Control of — United States. 2. Narcotics, Con- 
trol of — Andes Region. 3. Narcotics, Control of — Interna- 
tional cooperation. I. Title. OCLC 23202918 


91-14044 


Y 4.F 76/1:Ar 5/40 

United States. Congress. House. Committee on Foreign Affairs. 
Subcommittee on Arms Control, International Security, and Sci- 
ence. 

Roundtable discussion on United States-Soviet relations and 
the future of arms control : hearing before the Subcommittees 
on Arms Control, International Security and Science, and on 
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Europe and the Middle East of the Committtee on Foreign 
Affairs, House of Representatives, One Hundred First Congress, 
first session, November 15, 1989. — Washington : U.S. G.P.O. : 
For sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991. 

iii, 31 p. ; 24 cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-230-P. @lItem 1017-A, 1017- 
B (MF) 

1. Arms control. 2. Europe — Politics and government. 3. 
Soviet Union — Foreign relations — United States. 4. United 
States — Foreign relations — Soviet Union. I. United States. 
Congress. House. Committee on Foreign Affairs. Subcommittee 
on Europe and the Middle East. II. Title. III. Title: Roundta- 
ble discussion on United States Soviet relations and the future of 
arms control. OCLC 23271788 


91-14045 


Y 4.F 76/1:En 8/3 


United States. Congress. House. Committee on Foreign Affairs. 


Subcommittee on Human Rights and International Organiza- 
tions. 

Recent environmental activities of the Agency for Interna- 
tional Development : hearing before the Subcommittee on 
Human Rights and International Organizations of the Commit- 
tee on Foreign Affairs, House of Representatives, One Hundred 
First Congress, second session, September 26, 1990. — Wash- 
ington : U.S. G.P.O. : For sale by the Supt. of Docs., Congres- 
sional Sales Office, U.S. G.P.O., 1991. 

iii, 64 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-206-P. @lItem 1017-A, 1017- 
B (MF) 

1. United States. Agency for International Development. 2. 
Environmental protection — International cooperation. I. Title. 
OCLC 23230422 


91-14046 


Y 4.F 76/1:M 57/7/990 


Mexico-United States Interparliamentary Conference : report of 


the United States House of Representatives and Senate Delega- 
tions. Washington, D.C. : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., Supt. of 
Docs., Congressional Sales Off., U.S. Govt. Print. Off., Wash- 
ington, DC 20402 

v. ; 24cm. 

Annual At head of title: Joint committee print. “Printed 
for the use of the Committee on Foreign Affairs and the Com- 
mittee on Foreign Relations of the House of Representatives 
and the Senate respectively.” Shipping list no.: 91-198-P. 
May 24-27, 1990, Boston, MA. Description based on: 21st 
(June 12-13, 1981); title from cover. Vols. for (1989-) distrib- 
uted to some depository libraries in microfiche. @lItem 1017- 
A, 1017-B (MF) 

1. Mexico-United States Interparliamentary Conference Peri- 
odicals. 2. Mexico — Foreign relations — United States — Con- 
gresses. 3. United States — Foreign relations — Mexico — Con- 
gresses. I. United States. Delegation to the Mexico-United 
States Interparliamentary Conference. II. United States. Con- 
gress. House. Committee on Foreign Affairs. III. United 
States. Congress. Senate. Committee on Foreign Relations. 
E183.8.M6M479 88-645039 327.73072 /20 OCLC 10175097 


91-14047 


Y 4.F 76/1:M 58/20/990/3 


United States. Congress. House. Committee on Foreign Affairs. 


Subcommittee on Europe and the Middle East. 

Developments in the Middle East, July 1990 : hearing before 
the Subcommittee on Europe and the Middle East of the Com- 
mittee on Foreign Affairs, House of Representatives, One Hun- 
dred First Congress, second session, July 31, 1990. — Washing- 





ton : U.S. G.P.O. : For sale by the Supt. of Docs., Congression- 
al Sales Office, U.S. G.P.O., 1991. 

iii, 97 p. ; 23 cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-213-P. @lItem 1017-A, 1017- 
B (MF) 

1. Middle East — Politics and governmert — 1979- 2. United 
States — Foreign relations — Middle East. 3. Middle East — 
Foreign relations — United States. 4. Persian Gulf Region. I. 
Title. OCLC 23228396 


91-14048 


Y 4.F 76/1:M 58/30 
United States. Congress. House. Committee on Foreign Affairs. 
Subcommittee on Europe and the Middle East. 

The Middle East in the 1990’s : hearing before the Subcom- 
mittee on Europe and the Middle East of the Committee on 
Foreign Affairs, House of Representatives, One Hundred First 
Congress, second session, April 4; May 8; June 26; and July 17, 
1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 332 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-235-P. Includes 
bibliographical references. @lItem 1017-A, 1017-B (MF) 

1. Middle East — Politics and government — 1979- 2. United 
States — Foreign relations — Middle East. 3. Middle East — 
Foreign relations — United States. 4. Middle East — Strategic 
aspects. I. Title. OCLC 23289467 


91-14049 


Y 4.F 76/1:N 16/29 
United States. Congress. House. Committee on Foreign Affairs. 

Narcotics control efforts in Southeast Asia : business as usuai 

: report of a staff study mission to CINCPAC, the 
Singapore, Thailand, Laos, Hong Kong, and the People’s Re- 
public of China, November 2-26, 1990 to the Committee on 
Foreign Affairs, U.S. House of Representatives. — Washington 
: U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., 1991. 

ix, 51 p.; 24cm. At head of title: 101st Congress, 2d session. 
Committee print. Distributed to some itory libraries in 
microfiche. Shipping list no.: 91-257-P. “February 1991.” 
Includes bibliographical references. @Item 1017-A, 1017-B 
(MF) 

1. Narcotics, Control of — United States. 2. Narcotics, Con- 
trol of — Asia, Southeastern. 3. Narcotics, Control of — Inter- 
national cooperation. I. Title. OCLC 23346790 


91-14050 


Y 4.F 76/1:P 43/13 
United States. Congress. House. Committee on Foreign Affairs. 

Update on the situation in the Persian Gulf : hearings before 
the Committee on Foreign Affairs, and the Subcommittees on 
Arms Control, International Security and Science, and on 

and the Middle East, House of Representatives, One 

Hundred First Congress, second session, September 26 and De- 
cember 6, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iv, 73 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-198-P. @lItem 1017-A, 1017- 
B (MF) 

1. Iraq-Kuwait Crisis, 1990- 2. Iraq — International relations. 
3. United States — Foreign relations — Persian Gulf Region. 4. 
Persian Gulf Region — Foreign relations — United States. I. 
United States. Congress. House. Committee on Foreign Affairs. 
Subcommittee on Arms Control, International Security, and Sci- 
ence. II. United States. Congress. House. Committee on For- 
eign Affairs. on Europe and the Middle East. 
III. Title. OCLC 23198781 


Government Publications — June 1991 


91-14051 


Y 4.F 76/1:P 43/14 


United States. Congress. House. Committee on Foreign Affairs. 


Consideration of draft legislation on the situation in the Per- 
sian Gulf : markup before the Committee on Foreign Affairs, 
House of Representatives, One Hundred Second Congress, first 
session, on H. Con. Res. 1, January 9, 1991. — Washington : 
U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., 1991. 

iii, 37 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-230-P. @ltem 1017-A, 1017- 
B (MF) 

1. Persian Gulf Region— Strategic aspects. 2. United 
States — National security. 3. Iraq-Kuwait Crisis, 1990- 4. 
Operation Desert Sheild, 1990- I. Title. OCLC 23282084 


91-14052 


Y 4.F 76/1:P 94/4 


United States. Congress. House. Committee on Foreign Affairs. 


Proliferation and arms control : hearings before the Commit- 
tee on Foreign Affairs and its Subcommittee on Arms Control, 
International Security and Science, House of Representatives, 
One Hundred First Congress, second session, May 17 and July 
11, 1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iv, 404 p. : ill., maps ; 24cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-225-P. Includes 
bibliographical references. @Item 1017-A, 1017-B (MF) 

1. Arms control. 2. Arms race. 3. Nuclear nonprolifera- 
tion — International cooperation. 4. United States — National 
security. I. United States. Congress. House. Committee on 
Foreign Affairs. Subcommittee on Arms Control, International 
Security and Science. II. Title. OCLC 23294730 


91-14053 


Y 4.F 76/1:Sa 8/6 


United States. Congress. House. Committee on Foreign Affairs. 


Subcommittee on Arms Control, International Security, and Sci- 
ence. 

Proposed sales and upgrades of major defense equipment to 
Saudi Arabia : hearing before the Subcommittees on Arms Con- 
trol, International Security, and Science, and on Europe and the 
Middle East of the Committee on Foreign Affairs, House of 
Representatives, One Hundred First Congress, second session, 
June 19, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 65 p. : ill. ; 23 cm. Distributed to some depository librar- 
ies in microfiche. Shipping list no.: 91-239-P. Item 1017-A, 
1017-B (MF); class:yl/cat:bj] @lItem 1017-A, 1017-B (MF) 

1. Military assistance, American — Saudi Arabia. 2. United 
States — Military relations — Saudi Arabia. 3. Saudi Arabia — 
Miltary relations — United States. I. United States. Congress. 
House. Committee on Foreign Affairs. Subcommittee on Europe 
and the Middle East. II. Title. OCLC 23282215 


91-14054 


Y 4.F 76/1:Un 35/99 


United States. Congress. House. Committee on Foreign Affairs. 


Subcommittee on Human Rights and International Organiza- 
tions. 

Current developments in the United Nations system : hearing 
before the Subcommittees on Human Rights and International 


Congress, second session, September 19, 1990. — Wash- 
ington : U.S. G.P.O. : For sale by the Supt. of Docs., Congres- 
sional Sales Office, U.S. G.P.O., 1991. 
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Foreign Relations, Committee on — Senate 


iii, 74 p. ; 24 cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-198-P. @lItem 1017-A, 1017- 
B (MF) 

1. United Nations. 2. United Nations — Economic assistance. 
3. International organization. 4. Europe — Politics and govern- 
ment — 20th century. 5. Middle East — Politics and govern- 
ment, — 1979- I. United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on International Operations. 
II. Title. OCLC 23209806 


91-14055 
Y 4.F 76/1-15:990 
Country reports on human rights practices (Washington, D.C. : 
1979) 

Country reports on human rights practices : report submitted 
to the Committee on Foreign Relations, U.S. Senate and Com- 
mittee on Foreign Affairs, U.S. House of Representatives by the 
Department of State in accordance with sections 116(d) and 
502B(b) of the Foreign Assistance Act of 1961, as amended. 
Washington, D.C. : U.S. G.P.O. : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24 cm. (S. prt. ; 102-5) 

Annual 

$34.00 

Began with 1979. At head of title: 102nd Congress, Ist ses- 
sion. Joint committee print. Title varies slightly. Previously 
classed: Y 4.F 76/2:H 88/12/ and Y 4.F 76/1:H 88/10/ Ship- 
ping list no.: 91-190-P. 1990. Description based on: 1980. 
Vols. for (1986-) distributed to some depository libraries in 
microfiche. Reviewed by: Critique of the Department of 
State’s country reports on human rights practices for ... , 1980- 
1981, and: Critique (New York, N.Y. : 1983), 1982- @lItem 
1017-A, 1017-B (MF) S/N 052-070-06712-8 @ GPO ISSN 
0198-9669 Continues: Report on human rights practices in 
countries receiving U.S. aid 

1. Human rights — Periodicals. 2. Civil rights — Periodicals. 
I. United States. Dept. of State. II. United States. Congress. 
House. Committee on Foreign Affairs. III. United States. Con- 
gress. Senate. Committee on Foreign Relations. IV. Series. 
JCS71.U48a 80-643581 //r832 323.4/05 OCLC 06026722 


FOREIGN RELATIONS, Committee on, 
Senate 
Washington, DC 20510 


91-14056 
Y 4.F 76/2:S.hrg.101-1122 
United States. Congress. Senate. Committee on Foreign Relations. 

The Central American Democracy and Development Act, S. 
3041 : hearing before the Committee on Foreign Relations, 
United States Senate, One Hundred First Congress, second ses- 
sion, September 18, 1990. — Washington : U.S. G.P.O. : For 
sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991. 

iii, 19 p. ; 24 cm. — (S. hrg. ; 101-1122) Distributed to some 
depository libraries in microfiche. Shipping list no.: class:yl/ 
cat:jmn] @lItem 1039-A, 1039-B (MF) 

1. Central America — Politics and government. 2. Central 
America— Economic policy. 3. Central America — Social 
policy. IL. Title. Il. Series: United States. Congress. Senate. S. 
hrg. ; 101-1122. OCLC 23234005 


91-14057 
Y 4.F 76/2:S.hrg.101-1125 
United States. Congress. Senate. Committee on Foreign Relations. 
Subcommittee on East Asian and Pacific Affairs. 
Sino-American relations : one year after the massacre at Tian- 
anmen Square : hearing before the Subcommittee on East Asian 
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and Pacific Affairs of the Committee on Foreign Relations, 
United States Senate, One Hundred First Congress, second ses- 
sion, June 6, 1990. — Washington : U.S. G.P.O. : For sale by 
the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1991. 

iii, 605 p. : ill. ; 24 cm. — (S. hrg. ; 101-1125) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
201-P. @ltem 1039-A, 1039-B (MF) 

1. China— Politics and government — 1976- 2. Human 
rights — China. 3. China — Foreign relations — United States. 
4. United States — Foreign relations — Cambodia. I. Title. II. 
Series: United States. Congress. Senate. S. hrg. ; 101-1125. 
OCLC 23230437 


91-14058 


Y 4.F 76/2:S.hrg.101-1128/pt.1-2 


United States. Congress. Senate. Committee on Foreign Relations. 


U.S. policy in the Persian Gulf : hearings before the Commit- 
tee on Foreign Relations, United States Senate, One Hundred 
First Congress, second session .... — Washington : U.S. G.P.O. : 
For sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991- 

v. ; 24cm. — (S. hrg ; 101-1128) Distributed to some depos- 
itory libraries in microfiche. Shipping list no.: 91-133-P (pt. 1), 
91-205 (pt. 2). “December 4 and 5, 1990”—Pt. 1. “December 
6, 12 and 13, 1990”—Pt. 2. Includes bibliographical references. 
@ltem 1039-A, 1039-B (MF) 

1. Persian Gulf Region— Strategic aspects. 2. United 
States — Military relations — Persian Gulf Region. 3. Persian 
Gulf Region— Military relations — United States. 4. Iraq- 
Kuwait Crisis, 1990- 5. Operation Desert Shield, 1990- I. 
Title. Il. Title: US policy in the Persian Gulf. III. Series: 
United States. Congress. Senate. S. hrg. ; 101-1128. OCLC 
23116397 


91-14059 


Y 4.F 76/2:S.hrg.101-1163 


United States. Congress. Senate. Committee on Foreign Relations. 


Subcommittee on African Affairs. 

Emergency situations in Sudan and Liberia : hearing before 
the Subcommittee on African Affairs of the Committee on For- 
eign Relations, United States Senate, One Hundred First Con- 
gress, second session, November 27, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iii, 93 p. : ill. ; 24 cm. — (S. hrg. ; 101-1163) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
213-P. @lItem 1039-A, 1039-B (MF) 

1. Famines— Sudan. 2. Food relief, American — Sudan. 3. 
Sudan — Politics and government — 1956- 4. Sudan — Foreign 
relations — United States. 5. United States— Foreign rela- 
tions — Sudan. 6. Liberia — Politics and government — 1980- 
7. United States — Foreign relations — Liberia. 8. Liberia x 
Foreign relations — United States. I. Title. II. Series: United 
States. Congress. Senate. S. hrg. ; 101-1163. OCLC 23282156 


GOVERNMENT OPERATIONS, Committee on, 
House 


Washington, DC 20515 


Y 4.G 74/7:Ab 9 


91-14060 


United States. Congress. House. Committee on Government Oper- 


ations. Employment and Housing Subcommittee. 

Abuses in the administration of the Passaic, NJ Housing Au- 
thority : hearings before the Employment and Housing Subcom- 
mittee of the Committee on Government Operations, House of 
Representatives, One Hundred First Congress, second session, 
February 6, and March 9, 1990. — Washington : U.S. G.P.O. : 





For sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991. 

iii, 295 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-205-P. @lItem 1016-A, 1016- 
B (MF) 

1. Housing Authority of the City of Passaic, N.J. — Corrupt 
practices. 2. United States. Dept. of Housing and Urban De- 
velopment. 3. Public housing—New Jersey — Passaic. 4. 
Housing policy — United States. I. Title. OCLC 23257752 


91-14061 


Y 4.G 74/7:C 42/pt.2 
United States. Congress. House. Committee on Government Oper- 
ations. Employment and Housing Subcommittee. 

Adequacy of OSHA protections for chemical workers : hear- 
ing before the Employment and Housing Subcommittee of the 
Committee on Government Operations, House of Representa- 
tives, One Hundred First Congress .... — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1990- 

v. : ill. ; 24 cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-201-P (pt. 2). “Second ses- 
sion, July 23, 1990”—Pt. 2. Includes bibliographical references. 
@ltem 1016-A, 1016-B (MF) 

1. Industrial safety — United States. 2. Chemicals — United 
States — Safety measures. 3. United States. Occupational 
Safety and Health Administration. I. Title. KF27.G653 1989e 
90-600344 363.11/966/00973 /20 OCLC 21110226 


91-14062 


Y 4.G 74/7:G 76/11 

United States. Congress. House. Committee on Government Oper- 
ations. Government Information, Justice, and Agriculture Sub- 
committee. 

Grant programs administered by the Department of Justice : 
hearings before the Government Information, Justice, and Agri- 
culture Subcommittee of the Committee on Government Oper- 
ations, House of Representatives, One Hundred First Congress, 
second session, April 18, 24; and May 24, 1990. — Washington : 
U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., 1990. 

iv, 240 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-184-P. @lItem 
1016-A, 1016-B (MF) 

1. United States. Dept. of Justice. 2. Narcotics, Control of — 
United States. 3. Federal aid to law enforcement agencies — 
United States. 4. Grants-in-aid— United States. I. Title. 
OCLC 23197935 


91-14063 


Y 4.G 74/7:H 15/8 

United States. Congress. House. Committee on Government Oper- 
ations. Human Resources and Intergovernmental Relations Sub- 
committee. 

Mismanagement in programs for the homeless in Washington, 
DC : hearing before the Human Resources and Intergovernmen- 
tal Relations Subcommittee of the Committee on Government 
Operations, House of Representatives, One Hundred First Con- 
gress, second session, June 12, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iv, 474 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-238-P. Includes 
bibliographical references (p. 30-31). @lItem 1016-A, 1016-B 
(MF) 

1. Homelessness — Washington (D.C.) 2. Homeless _per- 
sons — Washington (D.C.) 3. Housing policy — United States. 
I. Title. OCLC 23282065 
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91-14064 


Y 4.G 74/7:N 21/3/990 


United States. Congress. House. Committee on Government Oper- 


ations. Employment and Housing Subcommittee. 

1990 oversight hearing on the National Labor Relations 
Board : hearing before the Employment and Housing Subcom- 
mittee of the Committee on Government Operations, House of 
Representatives, One Hundred First Congress, second session, 
October 3, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 137 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-210-P. Includes 
bibliographical references. @lItem 1016-A, 1016-B (MF) 

1. United States. National Labor Relations Board. 2. Labor 
disputes — United States. 3. Unfair labor practices — United 
States. 4. Collective bargaining — Local officials and employ- 
ees — United States. 5. Labor policy — United States. I. 
Title. OCLC 23193785 


91-14065 


Y 4.G 74/7:P 94/20 


United States. Congress. House. Committee on Government Oper- 


ations. Government Information, Justice, and Agriculture Sub- 
committee. 

Exercise of federal prosecutorial authority in a changing legal 
environment : hearing before the Government Information, Jus- 
tice, and Agriculture Subcommittee of the Committee on Gov- 
ernment Operations, House of Representatives, One Hundred 
First Congress, second session, May 10, 1990. — Washington : 
U.S. G.P.O. For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iii, 429 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-225-P. Includes 
bibliographical references. @Item 1016-A, 1016-B (MF) 

1. Criminal justice, Administration of — United States. 2. 
Prosecution — United States. 3. Narcotics, Control of — 
United States. I. Title. OCLC 23294705 


91-14066 


Y 4.G 74/7Sa 8/3 


United States. Congress. House. Committee on Government Oper- 


ations. Commerce, Consumer, and Monetary Affairs Subcom- 
mittee. 

U.S. government controls on sales to Iraq : hearing before the 
Commerce, Consumer, and Monetary Affuirs Subcommittee of 
the Committee on Government Operations, House of Represent- 
atives, One Hundred First Congress, second session, September 
27, 1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iv, 343 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-217-P. @lItem 
1016-A, 1016-B (MF) 

1. Export controls — United States. 2. Foreign trade regula- 
tion — United States. 3. Security, International. 4. Iraq — 
Foreign relations — United States. 5. United States — Foreign 
relations —Iraq. I. Title. II. Title: US government controls 
on sales to Iraq. OCLC 23248011 


91-14067 


Y 4.G 74/7:W 89/5 


United States. Congress. House. Committee on Government Oper- 


ations. Employment and Housing Subcommittee. 

First amendment rights of federal workers : hearing before 
the Employment and Housing Subcon:mittee of the Committee 
on Government Operations, House of Representatives, One 
Hundred First Congress, second session, February 14, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 
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Governmental Affairs, Committee on — Senate 


iii, 295 p : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-202-P. @Item 
1016-A, 1016-B (MF) 

1. Freedom of speech — United States. 2. Civil rights — 
United States. 3. United States — Officials and employees. I. 
Title. OCLC 23230411 


GOVERNMENTAL AFFAIRS, Committee on, 
Senate 
Washington, DC 20510 


Y 4.G 74/9:B 66/989 
United States. Congress. Senate. Committee on Governmental Af- 
fairs. 

A guide to the bound publications of the Committee on Gov- 
ernmental Affairs, United States Senate for the ... congress. 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., Supt. of Docs., Con- 
gressional Sales Office, U.S. Govt. Print. Off., Washington, 
D.C. 20402 

v. ; 24 cm. At head of title: 10lst Congress, Ist session. 
Confidential committee print. Shipping list no.: 90-053-P. 
100th Congress. Description based on: 100th congress, pub- 
lished 1989; title from cover. @Item 1037-B 

1. United States. Congress. Senate. Committee on Govern- 
mental Affairs — Bibliography — Periodicals. I. Title. sn- 
90014675 OCLC 05212924 


91-14068 


91-14069 


Y 4.G 74/9:S.hrg.101-659/ pt.3-4 
United States. Congress. Senate. Committee on Governmental Af- 
fairs. Permanent Subcommittee on Investigations. 

Abuses in federal student aid programs : hearings before the 
Permanent Subcommittee on Investigations of the Committee on 
Governmental Affairs, United States Senate, One Hundred First 
Congress, second session .... — Washington : U.S. G.P.O. : For 
sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1990- 

v. : ill. ; 24 cm.— (S. hrg. ; 101-659) Distributed to some 
depository libraries in microfiche. Shipping list no.: 91-149-P 
(pt. 3), 91-205-P (pt. 4). “September 25, 26, 1990”—Pt. 3. 
“October 10, 1990”—Pt. 4. Includes bibliographical references. 
Contents: pt. 3. Lenders, guarantee agencies, loan servicers, and 
the secondary market — pt. 4. [Without special title]. @lItem 
1037-B, 1037-C (MF) 

1. Student loan funds — United States. 2. Student financial 
aid administration — United States. 3. Trade schools — United 
States — Finance — Corrupt practices. 4. Default (Finance) — 
United States. 5. Fraud — United States. 6. Waste in govern- 
ment spending — United States. I. Title. II. Series: United 
States. Congress. Senate. S. hrg. ; 101-659. KF26.G674 1990 
90-601781 378.3/62/0973 /20 OCLC 22140685 


91-14070 


Y 4.G 74/9:S.hrg.101-913 
United States. Congress. Senate. Committee on Governmental Af- 
fairs. 

Trade and Technology Promotion Act : hearings before the 
Committee on Governmental Affairs, United States Senate, One 
Hundred First Congress, second session, on S. 1978 ... June 12, 
27, 1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1990. 

iv, 544 p. : ill. ; 23 cm.— (S. hrg. ; 101-913) Distributed to 
some depository libraries in microfiche. Shipping list no.: 90- 
723. Includes bibliographical references. 

1. Technology and state— United States. I. Title. II. 
Series: United States. Congress. Senate. S. hrg. ; 101-913. 
OCLC 22937510 
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91-14071 


Y 4.G 74/9:S.hrg.101-1129 


United States. Congress. Senate. Committee on Governmental Af- 


fairs. Subcommittee on Oversight of Government Management. 

Oversight of U.S. position in GATT negotiations affecting 
American manufacturing jobs : hearing before the Subcommit- 
tee on Oversight of Government Management of the Committee 
on Government Affairs, United States Senate, One Hundred 
First Congress, second session, September 26, 1990. — Wash- 
ington : U.S. G.P.O. : For sale by the Supt. of Docs., , Congres- 
sional Sales Office, U.S. G.P.O., 1991. 

iv, 130 p. : ill. ; 24 cm. — (S. hrg. ; 101-1129) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
135-P. @ltem 1037-B, 1037-C (MF) 

1. General Agreement on Tariffs and Trade (Organization) 
2. Manufactures. 3. Exports — United States. 4. Foreign trade 
regulation — United States. I. Title. II. Series: United States. 
Congress. Senate. S. hrg. ; 101-1129. OCLC 23161260 


91-14072 


Y 4.G 74/9S.hrg.101-1152 


United States. Congress. Senate. Committee on Governmental Af- 


fairs. 

OMB’s response to government management failures : hearing 
before the Committee on Governmental Affairs, United States 
Senate, One Hundred First Congress, second session, October 3, 
11, 1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iv, 131 p. ; 24 cm.— (S. hrg. ; 101-1152) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
186-P. @lItem 1037-B, 1037-C (MF) 

1. United States. Office of Management and Budget. 2. 
Budget — United States. 3. Executive departments — United 
States— Management. 4. Government spending policy — 
United States. I. Title. II. Series: United States. Congress. 
Senate. S. hrg. ; 101-1152. OCLC 23198913 


91-14073 


Y 4.G 74/9:S.hrg.101-1165 


United States. Congress. Senate. Committee on Governmental Af- 


fairs. 

Collecting unpaid taxes : why can’t the IRS do better? : 
hearing before the Committee on Governmental Affairs, United 
States Senate, One Hundred First Congress, second session, 
August 1, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 210 p. : ill. ; 23 cm.— (S. hrg. ; 101-1165) Includes 
bibliographical references. @lItem 1037-B, 1037-C (MF) 

1. United States. Internal Revenue Service. 2. Tax collec- 
tion — United States. 3. Tax administration and procedure — 
United States. 4. Taxpayer compliance — United States. I. 
Title. II. Series: United States. Congress. Senate. S. hrg. ; 101- 
1165. OCLC 23197922 


91-14074 


Y 4.G 74/9:S.hrg.101-1166 


United States. Congress. Senate. Committee on Governmental Af- 


fairs. 

Regulation of all-terrain vehicles : hearing before the Com- 
mittee on Governmental Affairs, United States Senate, One 
Hundred First Congress, second session, July 27, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

iv, 322 p. : ill. ; 24 cm.— (S. hrg. ; 101-1166) Includes 
bibliographical references. @lItem 1037-B, 1037-C (MF) 

1. All terrain vehicles — Safety regulations — United States. 
2. Consumer protection — United States. I. Title. II. Title: 
Regulation of all terrain vehicles. III. Series: United States. 
Congress. Senate. S. hrg. ; 101-1166. OCLC 23230427 





91-14075 


Y 4.G 74/9:S.hrg.101-1172 

United States. Congress. Senate. Committee on Governmental Af- 
fairs. Subcommittee on Federal Services, Post Office, and Civil 
Service. 

Annual report of the Postmaster General : hearing before the 
Subcommittee on Federal Services, Post Office, and Civil Serv- 
ice of the Committee on Governmental Affairs, United States 
Senate, One Hundred First Congress, second session, April 27, 
1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1990 [i.e. 1991] 


iii, 272 p. : ill. ; 24 cm.— (S. hrg. ; 101-1172) Includes 
bibliographical references. @Item 1037-B, 1037-C (MF) 

1. United States. Postmaster General. 2. United States Postal 
Service. 3. Postal service— United States. I. Title. II. 
Series: United States. Congress. Senate. S. hrg. ; 101-1172. 
OCLC 23189050 


91-14076 


Y 4.G 74/9:S.hrg.101-1173 

United States. Congress. Senate. Committee on Governmental Af- 
fairs. Subcommittee on Federal Services, Post Office, and Civil 
Service. 

Oversight of Resolution Trust Corporation contracting : hear- 
ing before the Subcommittee on Federal Services, Post Office, 
and Civil Service of the Committee on Governmental Affairs, 
United States Senate, One Hundred First Congress, second ses- 
sion. September 24, 1990. — Washington : U.S. G.P.O. : For 
sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991. 

iii, 110 p. : ill. ; 24 cm. — (S. hrg. ; 101-1173) Distributed to 


some depository libraries in microfiche. @Item 1037-B, 1037-C 
(MF) 

1. Resolution Trust Corporation (U.S.) 2. Public contracts — 
United States. 3. Savings and loan associations — United 
States. I. Title. II. Series: United States. Congress. Senate. S. 
hrg. ; 101-1173. OCLC 23234094 


91-14077 


Y 4.G 74/9:S.hrg.101-1177 
United States. Congress. Senate. Committee on Governmental Af- 
fairs. 

Nominations of Thomas F. Kranz, Todd W. Dillard, and 
Antonio C. Amador : hearing before the Committee on Govern- 
mental Affairs, United States Senate, One Hundred First Con- 
gress, second session, on nominations of Thomas F. Kranz, to be 
Associate Director, Federal Emergency Management Agency; 
Todd W. Dillard, to be U.S. Marshal for the Superior Court ... 
and Antonio C. Amador ... Merit Systems Protection Board, 
October 19, 1990. — Washington : U.S. G.P.O. : For sale by 
the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1991. 

iii, 69 p. ; 24 cm. — (S. hrg. ; 101-1177) Distributed to some 
depository libraries in microfiche. Shipping list no.: 91-209-P. 
@ltem 1037-B, 1037-C (MF) 

1. Kranz, Thomas Francis, 1938- 2. Dillard, Todd Walther, 
1934- 3. Amador, Antonio Candia, 1943- 4. United States. 
Federal Emergency Management Agency — Officials and em- 
ployees — Selection and appointment. 5. District of Columbia. 
Superior Court — Officials and employees — Selection and ap- 
pointment. 6. United States. Merit Systems Protection 
Board — Officials and employees — Selection and appointment. 
I. Title. II. Series: United States. Congress. Senate. S. hrg. ; 
101-1177. OCLC 23230690 
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91-14078 


Y 4.G 74/9:S.prt.101-125 


United States. Congress. Senate. Committee on Governmental Af- 


fairs. 

Legislative calendar / Committee on Governmental Affairs, 
United States Senate. [Washington, D.C.] : U.S. G.P.O. : For 
sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., Supt. of Docs., Congressional Sales Office, U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 29 cm. (S. prt. ; 101-125) 

Annual, Dec. 31, 1986- 

Irregular, 19 -1985 

Began with 95th Cong., Ist sess., Jan. 4, 1977. Previously 
classed: Y 4.G 74/9: Shipping list no.: 91-197-P. 101st Con- 
gress, no. 2, Dec. 31, 1990. Description based on: 96th Con- 
gress, no. 1 (Apr. 10, 1979); title from cover. Indexed by: CIS/ 
Index to publications of the United States Congress ISSN 0007- 
8514 Vols. for (Dec. 31, 1986-) cumulate the previous issue 
from the beginning of each Congress, culminating in a final 
calendar. Vols. for (Dec. 31, 1986-) distributed to some 
itory libraries in microfiche. @Item 1037-B, 1037-C (MF) 
ISSN 0147-6572 Continues: United States. Congress. Senate. 
Committee on Government Operations. Legislative calendar 
ISSN 0364-4251 

1. United States. Congress. Senate. Committee on Govern- 
mental Affairs — Periodicals. Key Title: Legislative calendar - 
United States Senate. Committee on Governmental Affairs I. 
Title. II. Series. JK1240.E8A34 77-646796 //r832 328.73/ 
07/65 OCLC 03214304 


91-14079 


Y 4.G 74/9-10:988/supp. 


Supplement to ... Organization of federal executive departments 


and agencies / prepared by the Office of the Federal Register, 
National Archives and Records Service, General Services Ad- 
ministration for the Committee on Governmental Affairs, 
United States Senate. Washington, D.C. : U.S. G.P.O. : For sale 
by the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
Supt. of Docs., Congressional Sales Off., U.S. Govt. Print. Off., 
Washington, DC 20402 

v. ; 24 cm. (S. prt. ; 100-103) 

Annual 

Began with 1977. At head of title: 100th Congress, 2nd 
session, Committee print. Previously:classed: Y 4.G 74/9:S.prt. 
and Y 4.G 74/9-10: Shipping list no.: 88-270-P. 1988. De- 
scription based on: 1978; title from cover. Vol. for (1988-) 
covers: (1987-) changes. Vols. for (1982-) distributed to some 
depository libraries in microfiche. @lItem 1037-B, 1037-C (MF) 
ISSN 0730-983X 

1. Administrative agencies — United States — Periodicals. 2. 
Executive  departments— United § States— Periodicals. I. 
United States. Office of the Federal Register. II. United States. 
Congress. Senate. Committee on Governmental Affairs. Organi- 
zation of federal executive departments and agencies. III. 
Series. JK646.A3 suppl 82-640366 353.04/05 OCLC 
04164566 





House Administration, Committee on — House 


HOUSE ADMINISTRATION, Committee on, 91-14083 
House 


Washington, DC 20515 


Y 4.H 89:101-23 
United States. Congress. House. Select Committee on Hunger. 

Strategies for overcoming hunger : from goals to implementa- 
tion : hearing before the Select Committee on Hunger, House of 
Representatives, One Hundred First Congress, second session, 
hearing held in Washington, DC, September 26, 1990. — Wash- 
ington : U.S. G.P.O. : For sale by the Supt. of Docs., Congres- 
sional Sales Office, U.S. G.P.O., 1991. 

iii, 112 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-227-P. Includes 
bibliographical references. “Serial no. 101-23.” @lItem 1009- 
B-11, 1009-C-11 (MF) 


91-14080 
Y 4.H 81/3:G 94 

Committee records guidelines : guidelines for standing and select 
committees in the preparation, filing, archiving, and disposal of 
committee records / prepared for the Committee on House 
Administration of the U.S. House of Representatives. — Wash- 
ington : U.S. G.P.O. : For sale by the Supt. of Docs., Congres- 
sional Sales Office, U.S. G.P.O., 1990. 

v, 59 p.: ill. ; 24cm. At head of title: 101st Congress, 2d 
session, Committee print. Distributed to some depository li- 1. Food relief, American — Developing countries. 2. Eco- 
braries in microfiche. Shipping list no.: 91-553-P. “June nomic assistance, American — Developing countries. 3. Eco- 
1990.” Includes bibliographical references. @Item 1018-A, nomic assistance, Domestic— United States. 4. United 
1018-B (MF) States — Foreign economic relations. I. Title. OCLC 

1. United States. Congress. House — Records and correspond- 23281986 
ence. I. United States. Congress. House. Committee on House 
Administration. II. Title: Guidelines for standing and select 
committees in the preparation, filing, archiving, and disposal of 
committee records. OCLC 23182859 


INDIAN AFFAIRS, 
Select Committee on, Senate 
Washington, DC 20510 

91-14081 
Y 4.H 81/3:Sa 1 
United States. Congress. House. Committee on House Administra- 
tion. Subcommittee on Procurement and Printing. 


91-14084 
Y 4.In 2/11:S.hrg.101-1164 
United States. Congress. Senate. Select Committee on Indian Af- 


Oversight on the U.S. Government Printing Office general 
sales program : hearings held before the Subcommittee on Pro- 
curement and Printing of the Committee on House Administra- 
tion, U.S. House of Representatives, One Hundred First Con- 
gress, second session, July 26 and 27, 1990, Washington, DC. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

iv, 645 p. : ill. ; 23 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-187-P. Includes 
bibliographical references. @ltem 1018-A, 1018-B (MF) 

1. United States. Government Printing Office — Management. 
2. United States. Superintendent of Documents. 3. Govern- 
ment information— United States. 4. Government publica- 
tions — United States — Costs. I. Title. II. Title: U.S. Gov- 
ernment Printing Office general sales program. OCLC 
23189411 


HUNGER, Select Committee on, House 
Washington, DC 20515 


fairs. 

BIA management and operation of Indian irrigation projects : 
hearing before the Select Committee on Indian Affairs, United 
States Senate, One Hundred First Congress, second session ... 
July 12, 1990, Washington, DC. — Washington : U.S. G.P.O. : 
For sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991. 

iv, 232 p. ; 24 cm.— (S. hrg. ; 101-1164) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
197-P. Includes bibliographical references. @lItem 1009-B-5, 
1009-C-5 (MF) 

1. Indians of North America — Irrigation. 2. Irrigation — 
Government policy — United States. 3. United States. Bureau 
of Indian Affairs— Management. I. Title. II. Series: United 
States. Congress. Senate. S. hrg. ; 101-1164. OCLC 23197929 


INTERIOR AND INSULAR AFFAIRS, 
Committee on, House 


eee Washington, DC 20515 


Y 4.H 89:In 3/2 
Infant mortality within minority and rural communities : a global 
perspective on causes and solutions : a symposium / sponsored 


91-14085 
Y 4.In 8/14:100-80 
United States. Congress. House. Committee on Interior and Insu- 


by the Select Committee on Hunger, U.S. House of Representa- 
tives and the National Commission to Prevent Infant Mortali- 
ty. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

v, 70 p.; 24cm. At head of title: 101st Congress, 2d session. 
Committee print. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-185-P. “October 15, 1990.” 
Includes bibliographical references (p. 70). @Item 1009-B, 
1009-C (MF) 

1. Infants — United States — Mortality. 2. Maternal health 
services — United States. 3. Maternal and infant welfare — 
United States. 4. Federal aid to maternal health services — 
United States. I. United States. Congress. House. Select Com- 
mittee on Hunger. II. National Commission to Prevent Infant 
Mortality (U.S.) OCLC 23192885 
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lar Affairs. Subcommittee on Insular and International Affairs. 

Insular areas budget request for fiscal year 1988 : oversight 
hearing before the Subcommittee on Insular and International 
Affairs of the Committee on Interior and Insular Affairs, House 
of Representatives, One Hundredth Congress, first session ... 
hearing held in Washington, DC, February 26, 1987. — Wash- 
ington : U.S. G.P.O. : For sale by the Supt. of Docs., Congres- 
sional Sales Office, U.S. G.P.O., 1991. 

iii, 358 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-202-P. “Serial no. 
100-80.” @lItem 1023-A, 1023-B (MF) 

1. United States — Insular possessions. 2. United States — 
Appropriations and expenditures, 1988. I. Title. OCLC 
23187990 





91-14086 


Y 4.In 8/14:100-84 
United States. Congress. House. Committee on Interior and Insu- 
lar Affairs. Subcommittee on Insular and International Affairs. 

Secretary of the Interior’s report on Water Island : oversight 
hearings before the Subcommittee on Insular and International 
Affairs of the Committee on Interior and Insular Affairs, House 
of Representatives, One Hundredth Congress, first session ... 
hearings held in St. Thomas, VI, November 13, 1987, November 
14, 1987. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 274 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-202-P. “Serial no. 100-84.” 
@ltem 1023-A, 1023-B (MF) 

1. Water Island (V.I.) 2. Leases— Virgin Islands of the 
United States — Water Island. 3. United States. Dept. of the 
Interior. 4. Betterments— Virgin Islands of the United 
States — Water Island. 5. Land titles — Registration and trans- 
fer — Virgin Islands. 6. United States— Insular possessions. 
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91-14089 


Y 4.1In 8/14:101-76 


United States. Congress. House. Committee on Interior and Insu- 


lar Affairs. Subcommittee on Insular and International Affairs. 

Implementation of the compact of 1985 : oversight hearing 
before the Subcommittee on Insular and International Affairs of 
the Committee on Interior and Insular Affairs, House of Repre- 
sentatives, One Hundred First Congress, first session ... hearing 
held in Washington, DC, July 18, 1989. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iii, 406 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-226-P. Includes 
bibliographical references. “Serial no. 101-76.” @lItem 1023- 
A, 1023-B (MF) 

1. Self-determination, National. 2. United States — Foreign 
relations — Marshall Islands. 3. Marshail Islands — Foreign re- 
lations — United States. 4. United States — Foreign relations — 


Micronesia (Federated States) 5. Micronesia (Federated 
States) — Foreign relations — United States. I. Title. OCLC 
23264434 


I. Title. OCLC 23230402 


91-14087 
Y 4.1In 8/14:100-87 
United States. Congress. House. Committee on Interior and Insu- 
lar Affairs. Subcommittee on Insular and International Affairs. 
Insular areas budget request for fiscal year 1989 : oversight 


91-14090 
Y 4.In 8/14:101-79 
United States. Congress. House. Committee on Interior and Insu- 


hearings before the Subcommittee on Insular and International 
Affairs of the Committee on Interior and Insular Affairs, House 
of Representatives, One Hundredth Congress, second session ... 
hearings held in Washington, DC, February 18, 1988, February 
25, 1988. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iv, 899 p. : ill, maps ; 24 cm. Serial no. 100-87 (United 
States. Congress. House. Committee on Interior and Insular 
Affairs) Distributed to some depository libraries in microfiche. 
Shipping list no.: 91-223-P. Includes bibliographical references. 
“Serial no. 100-87.” @lItem 1023-A, 1023-B (MF) 

1. United States— Insular possessions. 2. United States — 
Appropriations and expenditures, 1989. I. Title. OCLC 
23251054 


91-14088 


Y 4.In 8/14:101-10/pt.2-3 

United States. Congress. House. Committee on Interior and Insu- 
lar Affairs. Subcommittee on Water, Power, and Offshore 
Energy Resources. 

Review of offshore oil and gas programs and laws : hearing 
before the Subcommittee on Water, Power, and Offshore 
Energy Resources of the Committee on Interior and Insular 
Affairs, House of Representatives, One Hundred First Congress, 
first session, on oversight on effectiveness of the current off- 
shore drilling .... — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1990- 

v. : ill, maps ; 24cm. Distributed to some depository librar- 
ies in microfiche. Shipping list no.: 91-188-P (pt. 2), 91-205-P 
(pt. 3). “Second session, oversight ... H.R. 2029 ... H.R. 3751 ... 
May 11, 1990: Seattle, WA; May 12, 1990: Portland, OR”—Pt. 
2. “Second session, oversight ... H.R. 3751 ... H.R. 3861 ... 
Wilmington, NC; May 18, 1990”—Pt. 3. Includes bibliograph- 
ical references. “Serial no. 101-10”—Pts. 2-3. @lItem 1023-A, 
1023-B (MF) 

1. Oil well drilling, Submarine — Government policy — 
United States. 2. Gas, Natural, in submerged lands — Law and 
legislation — United States. 3. Petroleum law and legislation — 
United States. 4. Oil and gas leases — United States. I. Title. 
OCLC 22398790 


lar Affairs. Subcommittee on Insular and International Affairs. 

Briefing on Puerto Rico political status by the General Ac- 
counting Office (GAO) and Congressional Research Service 
(CRS) : oversight hearing before the Subcommittee on Insular 
and International Affairs of the Committee on Interior and 
Insular Affairs, House of Representatives, One Hundred First 
Congress, second session ... hearing held in Washington, DC, 
May 30, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 51 p. ; 24 cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-209-P. “Serial no. 101-79.” 
@ltem 1023-A, 1023-B (MF) 

1. Puerto Rico — Politics and government — 1952- 2. State- 
hood (American politics) I. Title. OCLC 23237538 


INTELLIGENCE, Select Committee on, 
Senate 
Washington, DC 20510 


91-14091 


Y 4.In 8/19:S.hrg.101-1083 


United States. Congress. Senate. Select Committee on Intelligence. 


Nomination of Frederick P. Hitz : hearing before the Select 
Committee on Intelligence of the United States Senate, One 
Hundred First Congress, second session on nomination of Fred- 
erick P. Hitz, to be inspector general of the Central Intelligence, 
September 25, 1990. — Washington : U.S. G.P.O. : For sale by 
the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1991. 

iii, 46 p. : ill. ; 23 cm. — (S. hrg. ; 101-1083) Distributed to 
some depository libraries in microfiche. Shipping list no.: 90- 
145-P. @ltem 1009-B-7, 1009-C-7 

1. Hitz, Frederick Porter, 1939- 2. United States. Central 
Intelligence Agency — Officials and employees — Selection and 
appointment. I. Title. II. Series: United States. Congress. 
Senate. S. hrg. : 101-1083. OCLC 23192870 





Judiciary, Committee on the — House 


JUDICIARY, Committee on the, 
House 


Washington, DC 20515 


Y 4.3 89/1:101-99 

United States. Congress. House. Committee on the Judiciary. Sub- 
committee on Courts, Intellectual Property, and the Administra- 
tion of Justice. 

Incarcerated Veterans Rehabilitation and Readjustment Act 
of 1989 : hearing before the Subcommittee on Courts, Intellectu- 
al Property, and the Administration of Justice of the Committee 
on the Judiciary, House of Representatives, One Hundred First 
Congress, second session, on H.R. 3453 ... April 24, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1990. 

iv, 164 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 90-797-P. Includes 
bibliographical references. “Serial no. 99.” @lItem 1020-A, 
1020-B (MF) 

1. Veterans — Disabled — Rehabilitation — United States. I. 
Title. OCLC 23238522 


91-14092 


91-14093 


Y 4.J 89/1:101/113 

United States. Congress. House. Committee on the Judiciary. Sub- 
committee on Courts, Intellectual Property, and the Administra- 
tion of Justice. 

Computer Software Rental Amendments Act : hearing before 
the Subcommittee on Courts, Intellectual Property, and the 
Administration of Justice of the Committee on the Judiciary, 
House of Representatives, One Hundred First Congress, second 
session, on H.R. 2740, S. 198, and H.R. 5297 ... July 30, 1990. 
— Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1990. 

v, 234 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-103-P. Includes bibliograph- 
ical references. “Serial no. 113.” @lItem 1020-A, 1020-B 
(MF) 

1. Computer software. 2. Computer industry — United 
States. 3. Lease and rental services — Law and legislation — 
United States. I. Title. OCLC 23098212 


91-14094 


Y 4.3 89/1:101/125 
United States. Congress. House. Committee on the Judiciary. Sub- 
committee on Civil and Constitutional Rights. 

Death penalty legislation and the Racial Justice Act : hearing 
before the Subcommittee on Civil and Constitutional Rights of 
the Committee on the Judiciary, House of Representatives, One 
Hundred First Congress, second session, on H.R. 4618 ... and 
H.R. 105, H.R. 380, H.R. 598, H.R. 1197, H.R. 1464, H.R. 1477, 
H.R. 2196, Title I of H.R. 2709, and Titles I and II of H.R. 3119 
.. May 3 and 9, 1990. — Washington : U.S. G.P.O. : For sale 
by the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1991. 

iv, 574 p. : ill. ; 23 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-188-P. Includes 
bibliographical references. “Serial no. 125.” @lItem 1020-A, 
1020-B (MF) 

1. Capital punishment — Government policy — United States. 
2. Sentences (Criminal procedure)— United States. 3. Race 
discrimination — United States. I. Title. OCLC 23197911 


91-14095 


Y¥ 4.J 89/1:101-126 
United States. Congress. House. Committee on the Judiciary. Sub- 
committee on Criminal Justice. 

Oversight hearings on emerging criminal justice issues : hear- 
ings before the Subcommittee on Criminal Justice of the Com- 
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mittee on the Judiciary, House of Representatives, One Hun- 
dred First Congress, second session, March 27, April 19, July 
23, and August 15, 1990. — Washington : U.S. G.P.O. : For 
sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991. 

iv, 468 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-205-P. Includes 
bibliographical references. “Serial no. 126.” @Item 1020-A, 
1020-B (MF) 

1. Narcotics and crime — United States. 2. Criminals — 
United States — Drug use. 3. Criminal justice, Administration 
of — United States. I. Title. OCLC 23236001 


91-14096 


Y¥ 4.5 89/1:101/127 


United States. Congress. House. Committee on the Judiciary. Sub- 


committee on Administrative Law and Governmental Relations. 

Legal Services Corporation reauthorization : hearings before 
the Subcommittee on Administrative Law and Governmental 
Relations of the Committee on the Judiciary, House of Repre- 
sentatives, One Hundred First Congress, second session, May 9 
and 23, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iv, 396 p.; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-205-P. “Serial no. 127.” 
@ltem 1020-A, 1020-B (MF) 

1. Legal Services Corporation — Appropriations and expendi- 
tures. I. Title. OCLC 23230396 


91-14097 


Y 4.5 89/1:101-128 


United States. Congress. House. Committee on the Judiciary. Sub- 


committee on Criminal Justice. 

Federal Contract Crimes Sentencing Act of 1990 : hearing 
before the Subcommittee on Criminal Justice of the Committee 
on the Judiciary, House of Representatives, One Hundred First 
Congress, second session, on H.R. 4795 ... October 11, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 53 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-206-P. “Serial no. 128.” 
@ltem 1020-A, 1020-B (MF) 

1. Government contractors — United States. 2. Defense con- 
tracts — United States. 3. Criminals — United States. 4. Sen- 
tences (Criminal procedure) — United States. 5. United States. 
Dept. of Defense — Procurement — Corrupt practices. I. Title. 
OCLC 23228534 


91-14098 


Y 4.J 89/1:101/130 


United States. Congress. House. Committee on the Judiciary. Sub- 


committee on Economic and Commercial Law. 

Pocket veto legislation : hearing before the Subcommittee on 
Economic and Commercial Law of the Committee on the Judi- 
ciary, House of Representatives, One Hundred First Congress, 
second session, on H.R. 849, to amend Title 1 ... May 9, 1990. 
— Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 114 p.; 23 cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-213-P. Includes bibliograph- 
ical references. “Serial no. 130.” @lItem 1020-A, 1020-B 
(MF) 

1. Pocket veto — United States. 2. United States. Congress. 
House — Rules and practice. I. Title. OCLC 23236795 





91-14099 


Y 4.J 89/1:101/132 

United States. Congress. House. Committee on the Judiciary. Sub- 
committee on Courts, Intellectual Property, and the Administra- 
tion of Justice. 

State and local law enforcement wiretapping of confidential 
conversations, including those between criminal defendants and 
their lawyers : hearing before the Subcommittee on Courts, 
Intellectual Property, and the Administration of Justice of the 
Committee on the Judiciary, House of Representatives, One 
Hundred First Congress, first session, December 18, 1989. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 406 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-230-P. Includes 
bibliographical references. “Serial no. 132.” @lItem 1020-A, 
1020-B (MF) 

1. Criminal procedure — United States. 2. Electronic surveil- 
lance — United States. 3. Wiretapping— United States. I. 
Title. OCLC 23294723 


JUDICIARY, Committee on the, 
Senate 
Washington, DC 20510 


91-14100 


Y 4.J 89/2:S.hrg.101-1077 
United States. Congress. Senate. Committee on the Judiciary. Sub- 
committee on the Constitution. 

The Reauthorization of the U.S. Commission on Civil Rights : 
hearing before the Subcommittee on the Constitution of the 
Committee on the Judiciary, United States Senate, One Hun- 
dred First Congress, first session, on ... June 22, 1989. — Wash- 
ington : U.S. G.P.O. : For sale by the Supt. of Docs., Congres- 
sional Sales Office, U.S. G.P.O., 1990. 

iii, 95 p. ; 24 cm. — (S. hrg. ; 101-1077) Distributed to some 
depository libraries in microfiche. Shipping list no.: 91-154. 
“Serial no. J-101-27.” @Item 1042-A, 1042-B (MF) 

1. United States Commission on Civil Rights. 2. Civil 
rights — United States. I. Title. II. Series: United States. 
Congress. Senate. S. hrg. ; 101-1077. OCLC 23245201 


91-14101 


Y 4.J 89/2:S.hrg.101-1097 
United States. Congress. Senate. Committee on the Judiciary. 

The Civil Justice Reform Act of 1990 and the Judicial Im- 
provements Act of 1990 : hearings before the Committee on the 
Judiciary, United States Senate, One Hundred First Congress, 
second session, on S. 2027, a bill to require certain procedural 
changes in United States district courts in order to promote the 
just, speedy and inexpensive determination of civil actions ... S. 
2648, a bill to amend Title 28, United States Code to provide 
for civil justice expense and delay reduction plans, authorize 
additional judicial positions for the Courts of Appeals and dis- 
trict courts of the the United States ... March 6 and June 26, 
1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1990. 

iv, 578 p. : ill. ; 24 cm. — (S. hrg. ; 101-1097) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
102-P. Includes bibliographical references. “Serial no. J-101- 
61.” @Item 1042-A, 1042-B (MF) 

1. Court administration — United States. 2. Courts — United 
States. 3. Justice, Administration of — United States. 4. Dis- 
trict courts — United States. I. Title. II. Series: United States. 
Congress. Senate. S. hrg. ; 101-1097. OCLC 23197900 
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91-14102 


Y 4.5 89/2:S.hrg.101-1161 


United States. Congress. Senate. Committee on the Judiciary. Sub- 


committee on the Constitution. 

The Brady Handgun Violence Prevention Act : hearing 
before the Subcommittee on the Constitution of the Committee 
on the Judiciary, United States Senate, One Hundred First Con- 
gress, first session, on S. 1236 ... November 21, 1989. — Wash- 
ington : U.S. G.P.O. : For sale by the Supt. of Docs., Congres- 
sional Sales Office, U.S. G.P.O., 1991. 

iv, 241 p. : ill. ; 24 cm. — (S. hrg. ; 101-1161) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
205-P. Includes bibliographical references. “Serial no. J-101- 
52.” @Item 1042-A, 1042-B (MF) 

1. Firearms — Law and legislation — United States. 2. Fire- 
arms — United States— Purchasing. 3. Violence (Law)— 
United States. I. Title. II. Series: United States. Congress. 
Senate. S. hrg. ; 101-1161. OCLC 23236003 


91-14103 


Y 4.3 89/2:S.hrg.101-1188 


United States. Congress. Senate. Committee on the Judiciary. 


Product Liability Reform Act : hearing before the Committee 
on the Judiciary, United States Senate, One Hundred First Con- 
gress, second session, on S. 1400, a bill to regulate interstate 
commerce by providing for a uniform product liablity law ... 
July 31, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1990. 

iv, 491 p. : ill. ; 24cm. — (S. hrg. ; 101-1188) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
232-P. Includes bibliographical references. “Serial no. J-101- 
89.” @lItem 1042-A, 1042-B (MF) 

1. Products liability — United States. 2. Liability (Law)— 
United States. 3. Consumer protection— Law and legisla- 
tion — United States. I. Title. II. Series: United States. Con- 
gress. Senate. S. hrg. ; 101-1188. OCLC 23250975 


LABOR AND HUMAN RESOURCES, 
Committee on, Senate 
Washington, DC 20510 


91-14104 


Y 4.L 11/4:S.hrg.101-1162 


United States. Congress. Senate. Committee on Labor and Human 


Resources. 

Medical devices : hearing before the Committee on Labor and 
Human Resources, United States Senate, One Hundred First 
Congress, second session, on examining proposed legislation to 
revise and strengthen the Food and Drug Administration’s regu- 
lation of medical devices, July 25, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1990 [i.e. 1991]. 

iii, 81 ; 24 cm.— (S. hrg. ; 101-1162) Distributed to some 
depository libraries in microfiche. Shipping list no.: 91-209-P. 
Includes bibliographical references. @Item 1043-A, 1043-B 
(MF) 

1. Medical instruments and apparatus — Safety regulations — 
United States. 2. United States. Food and Drug Administra- 
tion. I. Title. II. Series: United States. Congress. Senate. S. 
hrg. ; 101-1162. OCLC 23236819 


91-14105 


Y 4.L 11/4:S.hrg.101-1175 


United States. Congress. Senate. Committee on Labor and Human 


Resources. Subcommittee on Labor. 

New York Daily News strike and permanent replacements : 
hearing before the Subcommittee on Labor of the Committee on 
Labor and Human Resources, United States Senate, One Hun- 
dred First Congress, second session ... December 11, 1990. — 
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Merchant Marine and Fisheries — Committee on, House 


Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1989. 

iii, 110 p. : ill. ; 24 cm. — (S. hrg. ; 101-1175) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
209-P. Includes bibliographical references. @Item 1043-A, 
1043-B (MF) 

1. Strikes and lockouts — Newspapers— New York (N.Y.) 
2. Newspapers — New York (N.Y.) 3. Strikebreakers — New 
York (N.Y.) L. Title. II. Series: United States. Congress. 
Senate. S. hrg. ; 101-1175. OCLC 23257713 


91-14106 


Y 4.L 11/4:S.prt.101-133 
United States. Congress. Senate. Committee on Labor and Human 
Resources. 

Legislative calendar / Committee on Labor and Human Re- 
sources, United States Senate. [Washington,D.C.] : U.S. G.P.O. 
: For sale by the Supt. of Docs., Congressional Sales Office, 
U.S. G.P.O., 1979- Supt. of Docs., Congressional Sales Office, 
U.S. Govt. Print. Off., Washington, D.C. 20402 

v. ; 29 cm. (S. prt. ; 101-133) 

Annual, 1986- 

Irregular, 19 -1985 

96th cong., Ist sess., no. 1 (Apr. 12, 1979)- Title from cover. 
Shipping list no.: 91-197-P. 101st Congress, no. 1, Dec. 31, 
1990. Indexed by: CIS/Index to publications of the United 
States Congress ISSN 0007-8514 Vols. for 1979- cumulate the 
previous issue from the beginning of each Congress, culminating 
in a final ed. Vols. for (99th Congress-) distributed to some 
depository libraries in microfiche. @Item 1043-A, 1043-B 
(MF) Continues: United States. Congress. Senate. Committee 
on Human Resources. Legislative calendar ISSN 0148-0502 

1. United States. Congress. Senate. Committee on Labor and 
Human Resources — Periodicals. I. Title. I. Series. 
KF21.H844 79-644545 //r81 328.73/0765 OCLC 05535621 


91-14107 


Y 4.L 11/4:S.prt.102-11 
United States. Congress. Senate. Committee on Labor and Human 
Resources. 

Rules of procedure of the Senate Committee on Labor and 
Human Resources / prepared by the Committee on Labor and 
Human Resources, United States Senate. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iv, 9 p. ; 24 cm. — (S. prt. ; 102-11) At head of title: 102d 
Congress, Ist session. Committee print. Distributed to some 
depository libraries in microfiche. Shipping list no.: 91-263-P. 
“March 1991.” @lItem 1043-A, 1043-B (MF) 

1. United States. Congress. Senate. Committee on Labor and 
Human Resources — Rules and practice. I. Title. II. Series. 
OCLC 23351957 


MERCHANT MARINE AND FISHERIES, 
Committee on, House 
Washington, DC 20515 


Y 4.M 53:101-107 
United States. Congress. House. Committee on Merchant Marine 
and Fisheries. Subcommittee on Coast Guard and Navigation. 
Miscellaneous Coast Guard matters : hearing before the Sub- 
committee on Coast Guard and Navigation of the Committee on 
Merchant Marine and Fisheries, House of Representative, One 
Hundred First Congress, second session, on H.R. 2800, a bill to 
permit recordings of military bands to be sold commercially; 
H.R. 4491 a bill to amend the Vessel Bridge-to-Bridge Radio- 
telephone Act; and spill cooperatives not meeting the 75 percent 
United States ownership of the Jones Act; and a measure de- 
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91-14108 


claring the Sidney Lanier Bridge an obstruction to navigation, 
July 11, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1990. 

iii, 56 p. : ill. ; 24cm. Distributed to some depository librar- 
ies in microfiche. Shipping list no.: 90-700-P. “Serial no. 101- 
107.” @Item 1021-B, 1021-C (MF) 

1. United States. Coast Guard — Management. I. Title. 
OCLC 23299672 


91-14109 


Y¥ 4.M 53:101-109 


United States. Congress. House. Committee on Merchant Marine 


and Fisheries. Subcommittee on Coast Guard and Navigation. 

False distress calls : hearing before the Subcommittee on 
Coast Guard and Navigation of the Committee on Merchant 
Marine and Fisheries, House of Representatives, One Hundred 
First Congress, second session, on H.R. 4632, a bill to amend 
title 14 United States Code, to impose penalties for inducing the 
Coast Guard to render aid under false pretenses, to impose 
liability for costs incurred by the Coast Guard in rendering that 
aid, and to authorize appropriations for use by acquiring direc- 
tion finding equipment for the Coast Guard, July 23, 1990, 
Woods Holes, MA. — Washington : U.S. G.P.O. : For sale by 
the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1990. 

iti, 57 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 90-742-P. “Serial no. 101-109.” 
@ltem 1021-B, 1021-C (MF) 

1. United States. Coast Guard. 2. United States. Coast 
Guard — Appropriations and expenditures. I. Title. OCLC 
23299463 


91-14110 


Y 4.M 53:101-122 


United States. Congress. House. Committee on Merchant Marine 


and Fisheries. Subcommittee on Merchant Marine. 

Gambling on vessels : hearing before the Subcommittee on 
Merchant Marine of the Committee on Merchant Marine and 
Fisheries, House of Representatives, One Hundred First Con- 
gress, session second on H.R. 5533 ... H.R. 5534 ... October 3, 
1990. — Washington : U.S. G.P.O. ; 1991. 

iii, 83 p. : ill. ; 24cm. Distributed to some depository librar- 
ies in microfiche. Shipping list no.: 91-209-P. “Serial no. 101- 
122.” @tem 1021-B, 1021-C (MF) 

1. Casinos — Law and legislation — United States. 2. Coast- 
wise shipping — Law and legislation — United States. 3. Gam- 
bling — United States. 4. Passenger ships — United States. I. 
Title. OCLC 23239136 


NARCOTICS ABUSE AND CONTROL 
Select Committee on, House 
Washingotn DC 20515 


91-14111 


Y 4.N 16:101-2-11 


United States. Congress. House. Select Committee on Narcotics 


Abuse and Control. 

Heroin trafficking and abuse : a growing crisis : hearing 
before the Select Committee on Narcotics Abuse and Control, 
House of Representatives, One Hundred First Congress, second 
session, July 19, 1990. — Washington : U.S. G.P.O. : For sale 
by the Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 
1991. 

iii, 74 p. ; 24 cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-209-P. “SCNAC-101-2-11.” 
@ltem 1009-B-8, 1009-C-8 (MF) 

1. Drug traffic— United States. 2. Heroin habit — United 
States. 3. Narcotics, Control of — United States. I. Title. 
OCLC 23257744 





91-14112 


Y 4.N 16;101-2-12 


United States. Congress. House. Select Committee on Narcotics 


Abuse and Control. 

The emergency room crisis : the impact on drug abuse : 
hearing before the Select Committee on Narcotics Abuse and 
Control, House of Representatives, One Hundred First Con- 
gress, second session, September 28, 1990. — Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., Congressional Sales 
Office, U.S. G.P.O., 1991. 

iii, 115 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-216-P. “SCNAC- 
101-2-12.” @Item 1009-B-8, 1009-C-8 

1. Medical care, Cost of — United States. 2. Drug abuse — 
United States — Costs. 3. Hospitals — United States — Emer- 
gency service — Costs. I. Title. OCLC 23303149 


Government Publications — June 1991 


$5.00 Shipping list no.: 91-235-P. 102nd Congress. De- 
scription based on: 97th Congress. Vols. for (101st Congress-) 
to some depository libraries in microfiche. @lItem 1004-C, 
1004-D (MF) S/N 052-070-06713-6 @ GPO ISSN 0589-3151 
Continues: United States. Congress. Pocket congressional direc- 
tory ISSN 0190-9959 

1. United States. Congress — Biography. 2. United States. 
Congress — Directories. I. United States. Congress. Joint 
Committee on Printing. II. Title. III. Series. sc-79002635 
OCLC 01239852 


ENVIRONMENT AND PUBLIC WORKS, 
Committee on, Senate 
Washington, DC 20510 


91-14116 


Y 4.P 96/10:S.hrg.101-300/pt.5 
United States. Congress. Senate. Committee on Environment and 
Public Works. Subcommittee on Water Resources, Transporta- 


91-14113 
Y 4.N 16:101-2-13 
United States. Congress. House. Select Committee on Narcotics 


Abuse and Control. 

The impact of drugs on American business and the American 
economy : hearing before the Select Committee on Narcotics 
Abuse and Control, House of Representatives, One Hundred 
First Congress, second session, October 3, 1990. — Washington 
: U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., 1990 [i.e. 1991] 

ii, 78 p. : ill. ; 24cm. Distributed to some depository librar- 
ies in microfiche. Shipping list no.: 91-213-P. Includes biblio- 
graphical references. “SCNAC-101-2-13.” @Item 1009-B-8, 
1009-C-8 (MF) 

1. Drug abuse — Economic aspects — United States. 2. Nar- 
cotics and crime— Economic aspects— United States. 3. 
United States—Economic conditions—1981- I. Title. 
OCLC 23289459 


POST OFFICE AND CIVIL SERVICE, 
Committee on, House 
Washington, DC 20515 


91-14114 


Y 4.P 84/10:101-62 
United States. Congress. House. Committee on Post Office and 
Civil Service. Subcommittee on the Civil Service. 

Senior Executive Service Improvements Act : hearing before 
the Subcommittee on the Civil Service of the Committee on 
Post Office and Civil Service, House of Representatives, One 
Hundred First Congress, second session on H.R. 5322 ... Sep- 
tember 25, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1990] 

iii, 29 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-114-P. “Serial no. 101-62.” 
@ltem 1022-B, 1022-C (MF) 

1. Government executives. 2. United States — Officials and 
employees — Salaries, etc. 3. United States — Officials and em- 
ployees — Rating of. I. Title. OCLC 23291649 


PRINTING, Joint Committee on, 
Washington, DC 20510 


Y 4.P 93/1:1 p/102 
United States. Congress. 

Congressional pictorial directory / [compiled under the direc- 
tion of the Joint Committee on Printing]. Washington : U.S. 
G.P.O. : For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 

v. : ports. ; 15 cm. (S. prt. ; 102-2) 

Biennial 


91-14115 


tion, and Infrastructure. 

Oversight of the federal-aid highway program : hearings 
before the Subcommittee on Water Resources, Transportation, 
and Infrastructure of the Committee on Environment and Public 
Works, United States Senate, One Hundred First Congress, first 
session .... — Washington : U.S. G.P.O. : For sale by the Supt. 
of Docs., Congressional Sales Office, U.S. G.P.O., 1989- 

v. : ill. ; 24 cm.— (S. hrg. ; 101-300) Distributed to some 
depository libraries in microfiche. “Second session”—Pt. 5. 
Shipping list no.: 91-225-P (pt. 5). “December 10, 1990—Reno, 
Nevada”—Pt. 5. Includes bibliographical references. @lItem 
1045-A, 1045-B (MF) 

1. Roads — United States— Finance. 2. Federal aid to trans- 
portation — United States. I. Title. II. Title: Oversight of the 
federal aid highway program. III. Series: United States. Con- 
gress. Senate. S. hrg. ; 101-300. KF26.E685 1989c 89-603532 
//t9) 353.0087/8045 /20 OCLC 20792357 


91-14117 


Y 4.P 96/10:S.hrg.101-1153 


United States. Congress. Senate. Committee on Environment and 


Public Works. Subcommittee on Superfund, Ocean, and Water 
Protection. 

The status of the superfund contracting program and its rela- 
tion to surety bonding issues : hearing before the Subcommittee 
on Superfund, Ocean, and Water Protection of the Committee 
on Environment and Public Works, United States Senate, One 
Hundred First Congress, second session, September 19, 1990. — 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., 
Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 100 p. ; 24 cm.— (S. hrg. ; 101-1153) Distributed to 
some depository libraries in microfiche. Shipping list no.: 91- 
184-P. Includes bibliographical references (p. 79). @lItem 
1045-A, 1045-B (MF) 

1. Hazardous waste sites — United States. 2. Contractors — 
United States — Insurance requirements. 3. Insurance, Surety 
and fidelity— United States. I. Title. II. Series: United 
States. Congress. Senate. S. hrg. ; 101-1153. OCLC 23192846 


91-14118 


Y 4.P 96/10:S.hrg.101-1187 


United States. Congress. Senate. Committee on Environment and 


Public Works. Subcommittee on Superfund, Ocean, and Water 
Protection. 

Improving the superfund cleanup process : hearing before the 
Subcommittee on Superfund, Ocean, and Water Protection of 
the Committee on Environment and Public Works, United 
States Senate, One Hundred First Congress, second session, 
June 21, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 
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Public Works and Transportation — Committee on, House 


iii, 348 p. : b ill. ; 24cm. — (S. hrg. ; 101-1187) Distributed 
to some depository libraries in microfiche. Shipping list no.: 
91-224-P. Includes bibliographical references. Oltem 1045-A, 
1045-B (MF) 

1. Hazardous waste sites — United States. 2. Environmental 
policy — United States. I. Title. II. Series: United States. 
Congress. Senate. S. hrg. ; 101-1187. OCLC 23303166 


91-14119 


Y 4.P 96/10:S.prt.101-129 
United States. Congress. Senate. Committee on Environment and 
Public Works. 

Legislative calendar / Committee on Environment and Public 
Works, United States Senate. [Washington, D.C.] : U.S. G.P.O. 
: For sale by the Supt. of Docs., Congressional Sales Office, 
U.S. G.P.O., Supt. of Docs., Congressional Sales Office, U.S. 
Govt. Print. Off, Washington, D.C. 20402 

v. ; 29 cm. (S. prt. ; 101-129) 

Annual, 1986- 

Irregular, 19 -1985 Shipping list no.: 91-239-P. 101st Con- 
gress, no. 2, Dec. 31, 1990. Description based on: 96th Con- 
gress, no. 4 (Dec. 31, 1979); title from cover. Indexed by: CIS/ 
Index to publications of the United States Congress ISSN 0007- 
8514 Vols. for (1979-) issues cumulate from the beginning of 
each Congress, culminating in a final calendar. Vols. for 
(1986-) distributed to some depository libraries in microfiche. 
@ltem 1045-A, 1045-B (MF) Continues: United States. Con- 
gress. Senate. Committee on Public Works. Legislative calendar 
ISSN 0364-426X ISSN (OCoLC)2550486 

1. United States. Congress. Senate. Committee on Environ- 
ment and Public Works — Periodicals. I. Title. II. Series. 
JK1240.P8A34 80-641517 //t81 328.73/0765 OCLC 
03455300 


PUBLIC WORKS AND TRANSPORTATION, 
Committee on, House 
Washington, DC 20515 


91-14120 


Y 4.P 96/11:101-56 

United States. Congress. House. Committee on Public Works and 
Transportation. Subcommittee on Public Buildings and 
Grounds. 

Construction and site acquisition for a new headquarters for 
the U.S. Department of Transportation : hearing before the 
Subcommittee on Public Buildings and Grounds of the Commit- 
tee on Public Works and Transportation, House of Representa- 
tives, One Hundred First Congress, second session, June 26, 
1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

vi, 51 p. : ill. ; 24cm. Distributed to some depository librar- 
ies in microfiche. Shipping list no.: 91-206-P. @lItem 1024-A, 
1024-B (MF) 

1. United States. Dept. of Transportation — Buildings. 2. 
United States. Dept. of Transportation — Appropriations and 
expenditures. I. Title. OCLC 23197946 


91-14121 


Y 4.P 96/11:101-58 

United States. Congress. House. Committee on Public Works and 
Transportation. Subcommittee on Public Buildings and 
Grounds. 

Renovation of the Pentagon complex : hearing before the 
Subcommittee on Public Buildings and Grounds of the Commit- 
tee on Public Works and Transportation, House of Representa- 
tives, One Hundred First Congress, second session, May 9, 
1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1990. 


Page 202 


iii, 108 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-100-P. @Item 
1024-A, 1024-B (MF) 

1. Pentagon (Va.)— Buildings. 2. United States. Dept. of 
Defense — Appropriations and expenditures. 3. Historic build- 
ings — Virginia — Remodeling for other use. I. Title. OCLC 
23197921 


91-14122 


Y 4.P 96/11:101-59 


United States. Congress. House. Committee on Public Works and 


Transportation. Subcommittee on Water Resources. 

Proposed authorizations for the water resources development 
program of the U.S. Army Corps of Engineers : hearings before 
the Subcommittee on Water Resources of the Committee on 
Public Works and Transportation, House of Representatives, 
One Hundred First Congress, second session, March 1, 7, 14; 
April 24, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1990 
fie. 1991] 

iv, 1283 p. : ill., maps ; 23 cm. Distributed to some deposito- 
ry libraries in microfiche. Shipping list no.: 91-209-P. In- 
cludes bibliographical references (p. 597-598). “101-59.” 
@ltem 1024-A, 1024-B (MF) 

1. United States. Army. Corps of Engineers — Appropriations 
and expenditures. 2. Water resources development — United 
States — Finance. 3. Federal aid to water resources develop- 
ment — United States. 4. United States — Appropriations and 
expenditures. I. Title. OCLC 23189445 


91-14123 


Y 4.P 96/11:101-60 


United States. Congress. House. Committee on Public Works and 


Transportation. Subcommittee on Aviation. 

Passenger facility charges : hearing before the Subcommittee 
on Aviation of the Committee on Public Works and Transporta- 
tion, House of Representatives, One Hundred First Congress, 
second session, June 19, 1990. — Washington : U.S. G.P.O. : 
For sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1990 [i.e. 1991] 

x, 291 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-224-P. Includes bibliograph- 
ical references. “101-60.” @lItem 1024-A, 1024-B (MF) 

1. Airlines — United States— Rates 2. Aeronautics, Com- 
mercial — United States — Finance. I. Title. OCLC 23303176 


91-14124 


Y 4.P 96/11:101-73 


United States. Congress. House. Committee on Public Works and 


Transportation. Subcommittee on Investigations and Oversight. 

Federal Aviation Administration’s enforcement program and 
the recertification of carriers who have had operating certifi- 
cates revoked : hearings before the Subcommittee on Investiga- 
tions and Oversight of the Committee on Public Works and 
Transportation, House of Representatives, One Hundred First 
Congress, second session, June 19, 20, 1990. — Washington : 
U.S. G.P.O. : For sale by the Supt. of Docs., Congressional 
Sales Office, U.S. G.P.O., 1991. 

iii, 240 p. : ill. ; 24 cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-205-P. “101-73.” 
@ltem 1024-A, 1024-B (MF) 

1. United States. Federal Aviation Administration. 2. United 
States. Federal Aviation Administration. Alaskan Region. 3. 
Airlines — Certification — United States. 4. Aeronautics, Com- 
mercial — Safety regulations — United States. I. Title. OCLC 
23194853 





91-14125 


Y 4.P 96/11:101-74 
United States. Congress. House. Committee on Public Works and 
Transportation. Subcommittee on Investigations and Oversight. 

FAA’s training programs for air traffic controllers, safety 
inspectors, and maintenance technicians : hearing before the 
Subcommittee on Investigations and Oversight of the Commit- 
tee on Public Works and Transportation, House of Representa- 
tives, One Hundred First Congress, second session, June 6, 
1990. — Washington : U.S. G.P.O. : For sale by the Supt. of 
Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

iii, 158 p. ; 24cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-209-P. “101-74.” @Item 
1024-A, 1024-B (MF) 

1. United States. Federal Aviation Administration. 2. Air 
traffic controllers — Training of — United States. 3. Aeronau- 
tics, Commercial — United States— Employees. 4. Aeronau- 
tics, Commercial — United States — Safety measures. I. Title. 
OCLC 23257737 


91-14126 


Y 4.P 96/11:101-79 
United States. Congress. House. Committee on Public Works and 
Transportation. Subcommittee on Surface Transportation. 

Development of high-speed transportation corridors, includ- 
ing those which may utilize magnetic levitation technology : 
hearing before the Subcommittee on Surface Transportation of 
the Committee on Public Works and Transportation, House of 
Representatives, One Hundred First Congress, second session, 
May 3, 1990. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., Congressional Sales Office, U.S. G.P.O., 1991. 

vi, 143 p. : ill., maps ; 24cm. Distributed to some depository 
libraries in microfiche. Shipping list no.: 91-242-P. “101-79.” 
@ltem 1024-A, 1024-B (MF) 

1. High speed ground transportation — Government policy — 
United States. 2. Magnetic levitation vehicles — Government 
policy — United States. 3. Roads— United States — Right of 
way. I. Title. II. Title: Development of high speed transpor- 
tation corridors .... OCLC 23346604 


91-14127 


Y 4.P 96/11:101-80 
United States. Congress. House. Committee on Public Works and 
Transportation. Subcommittee on Investigations and Oversight. 

Effectiveness of the U.S. Civil Reserve Air Fleet program : 
hearing before the Subcommittee on Investigations and Over- 
sight of the Committee on Public Works and Transportation, 
House of Representatives, One Hundred First Congress, second 
session, October 10, 1990. — Washington : U.S. G.P.O. : For 
sale by the Supt. of Docs., Congressional Sales Office, U.S. 
G.P.O., 1991. 

iii, 106 p. ; 23 cm. Distributed to some depository libraries in 
microfiche. Shipping list no.: 91-205-P. Includes bibliograph- 
ical references (p. 89-90). “101-80.” @lItem 1024-A, 1024-B 
(MF) 

1. Civil reserve air fleet. 2. Airlift, Military — United States. 
3. United States— Armed Forces— Transportation. 4. Oper- 
ation Desert Shield, 1990- 5. Iraq-Kuwait Crisis, 1990- I. 
Title. II. Title: Effectiveness of the US Civil Reserve Air Fleet 
program. OCLC 23194174 


91-14128 


Y 4.P 96/11:101-84 
United States. Congress. House. Committee on Public Works and 
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graphic Center. (D 5.356:57062/990), 
91-12958 

Africa—Morocco—northwest coast, ap- 
proaches to Casablanca and Mohammedia 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:51223/990), 91-12947 

Africa—northeast coast, Republic of Dji- 
bouti, Djibouti and approaches / United 
States. Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:62093/990), 91-12967 

Africa—northeast coast, Republic of Djji- 
bouti, port of Djibouti / United States. 
Defense Mapping Agency. Hydrograph- 
ic/Topographic Center. (D 5.356:62095/ 
990), 91-12968 

Africa—west coast, Ghana, approaches to 
Takoradi and Sekondi / United States. 
Defense Mapping Agency. Hydrograph- 
ic/Topographic Center. (D 5.356:57061/ 
990), 91-12957 

Africa—west coast, Ivory Coast, port of 
Abidjan / United States. Defense Map- 
ping Agency. Hydrographic/Topograph- 
ic Center. (D 5.356:57064/990), 91- 
12959 

Africa—west coast, Nigeria, Gulf of 
Guinea, River Dodo to Bonny River / 
United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. (D 
5.356:57100/990), 91-12960 

Agencies and functions of the federal gov- 
ernment establ;ished, continued, abol- 
ished, transferred, of changed in name by 
legislative or executive action during cal- 
endar year ... (Y 4.G 74/9-10:988/supp.), 
91-14079 

Agriculture United States. Dept. of Agri- 
culture. (AE  2.106/3:7/pt.27-45/991), 
91-12713, 91-12714, 91-12715, 91- 
12716, 91-12717, 91-12718 

Aids to navigation technical. United 
States. Coast Guard. (TD 5.8:N 22/7/ 
990), 91-13906 

The Air Force, OSI. (D 301.2:Of 2/6), 
13145 

Airport obstruction chart. OC 15, Allen- 
town-Bethlehem-Easton Airport, Allen- 
town, Pennsylvania / United States. Na- 
tional Ocean Service. (C 55.411/3:0C 
15/990), 91-12812 

Airport obstruction chart. OC 144, Hector 
International Airport, Fargo, North 
Dakota / United States. National Ocean 
Service. (C 55.411/3:0C 144/990), 91- 
12813 

Airport obstruction chart. OC 462, Wins- 
low Municipal Airport, Winslow, Arizo- 
na / United States. National Ocean Serv- 
ice. (C 55.411/3:0C 462/990), 91-12814 

Airport obstruction chart. OC 651, West- 
chester County Airport, White Plains, 


91- 
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New York / United States. National 
Ocean Service. (C 55.411/3:OC 651/990), 
91-12815 

Airport obstruction chart. OC 717, Kalama- 
zoo County Airport, Kalamazoo, Michi- 
gan / United States. National Ocean 
Service. (C 55.411/3:0C 717/990), 91- 
12816 

Airport obstruction chart. OC 931, Morris- 
town Municipal Airport, Morristown, 
New Jersey / United States. National 
Ocean Service. (C 55.411/3:O0C 931/990), 
91-12817 

Airport obstruction chart. OC 5034, Pul- 
liam Airport, Flagstaff, Arizona / United 
States. National Ocean Service. (C 
55.411/3:0C 5034/990), 91-12818 

Airport obstruction chart. OC 5037, 
Houma-Terrebonne Aijirport, Huouma, 
Louisiana / United States. National 
Ocean Service. (C 55.411/3:0C 5037/ 
990), 91-12819 

Airport obstruction chart. OC 5258, Grand 
Rapids/Itasca County-Gordon Newstrom 
Field, Grand Rapids, Minnesota / United 
States. National Ocean Service. (C 
55.411/3:O0C 5258/990), 91-12820 

Airport obstruction chart. OC 5966, Rich- 
land Airport, Richland, Washington / 
United States. National Ocean Service. 
(C 55.411/3:0C 5966/990), 91-12821 


Alcohol, tobacco, and other drugs may 


harm the unborn / Cook, Paddy Shan- 
non. (HE 20.8002:T 55), 91-13499 

Algebra and topology for applications to 
physics [microform] / Rozhkov, S. S. 
(NAS 1.77:20056), 91-13807 

Algorithms vs. architectures for computa- 
tional chemistry [microform] / Partridge, 
Harry. (NAS 1.15:89395), 91-13731 

Alignment procedures : test station, elec- 
tronic equipment AN/USM-410(V)2, 
6625-01-069-4223. (D  101.25:11-6625- 
2773-35), 91-13126 

Alternative policy instruments / McDon- 
nell, Lorraine, 1947- (ED _ 1.310/ 
2:293218), 91-13242 

Alternative tax withholding methods and 
tables (including tables for withholding 
from qualified total distributions). United 
States. Internal Revenue Service. (T 
22.44/2:493/991), 91-13871 

Alternative U.S. policy approaches to third 
world conflicts. (Y 3.P 31:16/24), 91- 
13943 

American housing survey for the Salt Lake 
City metropolitan area in ... (C 3.215:H- 
170-88-15), 91-12799 

American housing survey, Salt Lake City, 
Utah, metropolitan statistical area. Hous- 
ing characteristics for selected metropoli- 
tan areas (C 3.215:H-170-88-15), 91- 
12799 

America’s schools, everybody’s business 
[microform] : a report to the President. 
(ED 1.310/2:301973), 91-13310 





Area wage survey. The Indianapolis, Indiana, 


Ammonia boiling in long tubes [microform] 
: heat transfer and charge loss in vertical 
and horizontal tubes / Malek, A. (NAS 
1.77:20313), 91-13833 

Analyses and comparisons of science curric- 
ula in Japan and the United States / (ED 
1.310/2:271395), 91-13169 

Analysis and synthesis of abstract data 
types through generalization from exam- 
ples [microform] / Wild, Christian. (NAS 
1.26:178369), 91-13758 

Analysis of alternative modifications for re- 
ducing backwater flooding at the Honey 
Creek coal strip mine reclamation site in 
Henry County, Missouri / Alexander, 
Terry W. (1 19.42/4:90-4068), 91-13524 

An analysis of scatter decomposition [mi- 
croform] / Nicol, David M. (NAS 
1.26:181978), 91-13778 

Analysis of spectral operators in one-dimen- 
sional domains [microform] / Maday, 
Yvon. (NAS 1.26:172573), 91-13744 

Analysis of the bivariate parameter wind 
differences between Jimsphere and Wind- 
sonde [microform] / Susko, Michael 
(NAS 1.15:4014), 91-13701 

Annual economic review United States. 
President. (Pr 41.9:991), 91-13851 

Annual medicare program statistics (HE 
22.21/2:985), 91-13504 

Annual medicare program statistics. Medi- 
care enrollment / (HE 22.21/2:985), 91- 
13504 

Annual meeting report / United States. 
Dept. of Veterans Affairs. Voluntary 
Service. National Advisory Committee. 
(VA 1.52:989), 91-13910 

Annual report of the Council of Economic 
Advisers United States. President. (Pr 
41.9:991), 91-13851, 91-13923 

Annual report of the Postmaster General : 
hearing before the Subcommittee on Fed- 
eral Services, Post Office, and Civil Serv- 
ice of the Committee on Governmental 
Affairs, United States Senate, One Hun- 
dred First Congress, second session, 
April 27, 1990. United States. Congress. 
Senate. Committee on Governmental Af- 
fairs. Subcommittee on Federal Services, 
Post Office, and Civil Service. (Y 4.G 
74/9:S.hrg.101-1172), 91-14075 

Annual survey of manufactures. Industry 
statistics (C 3.24/9-7:986), 91-12786 

Annual survey of manufactures. Statistics 
for industry groups and industries (in- 
cluding capital expenditures, inventories 
and supplemental labor, fuel, and electric 
energy costs). (C  3.24/9-7:986), 91- 
12786 

Annual survey of manufactures. Statistics 
for industry groups and industries (in- 
cluding supplemental labor, fuel, and 
electric energy costs) (C 3.24/9-7:986), 
91-12786 

Antarctic Protection Act of 1990 United 
States. (AE 2.110:101-594), 91-12772 
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Application guidelines (NF 2.8/2-24:992), 
91-13842 

An application of retroduction to analyzing 
and testing the backing off of nuts and 
bolts during dynamic loading [microform] 
/ Kerley, James J. (NAS 1.15:4001), 91- 
13696 

Applications of artificial intelligence to 
space station and automated software 
techniques [microform] : high level robot 
command language, final report for the 
period June 1, 1988 - May 31, 1989 / 
McKee, James W. (NAS _ 1.26:182997), 
91-13787 

Applications of computer technology in 
school profiling and databased decision 
making / Deck, Dennis. (ED 1.310/ 
2:277159), 91-13176 

Applying institutional research in decision 
making / (ED _1.310/2:292484), 91- 
13238 

Arabian Sea, Oman, Ra’s Dugqm to Ra’s al 
Hadd / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62340), 91-12975 

Architecture. United States. Superintendent 
of Documents. (GP 3.22/2:215/991), 91- 
13475 

Arctic research of the United States. (NS 
1.51/2:989-2), 91-13846 

Area wage survey. Area wage survey. 
Pou ie, New York, litan 
area (1985) (L 2.121/32-3:987), 91-13657 

Area wage survey. Bergen-Passaic, New 
Jersey, metropolitan area / (L 2.121/30:B 
45/990), 91-13656 

Area wage survey. Boise City, Idaho, met- 
ropolitan area / (L 2.121/12:B 63/990), 
91-13651 

Area wage survey. Boston, Massachusetts, 
metropolitan area / (L 2.121/21:B 65/ 
990), 91-13655 

Area wage survey. Dallas-Fort Worth, 
Texas, itan area / (L 2.121/43:D 
16/988), 91-13659, 91-13660, 91- 
13661 

Area wage survey. Dayton, Ohio, metro- 
politan area / (L 2.121/35-5:986), 91- 
13658 

Area wage survey. Joliet, Illinois, metropol- 
itan area / (L 2.121/13:J 68/990), 91- 
13652 

Area wage survey. Poughkeepsie, New 
York, metropolitan area. Area wage 
survey. Pi ie, New York, metro- 
politan area (1985) (L 2.121/32-3:987), 
91-13657 

Area wage survey. Poughkeepsie-Orange 
County-Kingston, NY / (L 2.122/32:P 
86/989), 91-13662 

Area wage survey. Spokane, WA (L 2.122/ 
47:Sp 6/989), 91-13663 

Area wage survey. Spokane, Wash. / (L 
2.122/47:Sp 6/989), 91-13663 

Area wage survey. The Indianapolis, Indi- 
ana, metropolitan area. Area wage 
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Area wage survey. The Indianapolis, Indiana, 


survey. Indianapolis, Indiana, metropoli- 
tan area (L 2.121/14:In 2/990), 91-13653 

Area wage survey. The New Orleans, Lou- 
isiana, metropolitan area. Area wage 
survey. New Orleans, Louisiana, metro- 
politan area (L 2.121/18:N 42/990), 91- 
13654 

Area wage survey. Dallas, Texas, metropol- 
itan area (L 2.121/43:D 16/988), 91- 
13659, 91-13660, 91-13661 

Area wage survey. Fort Worth, Texas, met- 
ropolitan area (L 2.121/43:D 16/988), 
91-13659, 91-13660, 91-13661 

Area wage survey. Poughkeepsie-Kingston- 
Newburgh, New York, metropolitan area 
Area wage survey. Poughkeepsie, New 
York, metropolitan area (1985) (L 2.121/ 
32-3:987), 91-13657 

Armed Forces Medical Examiner System : 
medical services. United States. Dept. of 
the Army. (D 101.9:40-57), 91-13001 

The Army and economic mobilization / 
Smith, R. Elberton, 1910- (D 114.7:W 19/ 
v.5/991), 91-13136 

Army bands. (D 101.43/2:294), 91-13127 

The Army Reserve helps you and the 
people you care about. (D 101.43/2:703/ 
990), 91-13128 

The art of pre-negotiation : opening new 
doors to negotiations. (Y 3.P 31:16/26), 
91-13945 

Arts administration fellows program / (NF 
2.8/2-24:992), 91-13842 

Asbestos school hazard abatement : hearing 
before the Subcommittee on Transporta- 
tion and Hazardous Materials of the 
Committee on Energy and Commerce, 
House of Representatives, One Hundred 
First Congress, second session on H.R. 
3677 ... June 19, 1990. United States. 
Congress. House. Committee on Energy 
and Commerce. Subcommittee on Trans- 
portation and Hazardous Materials. (Y 
4.En 2/3:101-190), 91-14031 

Asia, Iran—United Arab Emirates, Persian 
Gulf—eastern part / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:62460/ 
990), 91-12980 

Asia, Persian Gulf—northeastern part, 
Iran—Saudi Arabia, Damagheh-Ye Bahr- 
gan to Ras-e Nay Band / United States. 
Defense Mapping Agency. Hydrograph- 
ic/Topographic Center. (D 5.356:62450/ 
990), 91-12979 

ASM (C 3.24/9-7:986), 91-12786 

Asphalt emulsions for highway construction 
: Burlington and Somerset counties, New 
Jersey. Baker, Robert Fulton, 1917- (TD 
2.40:55-11), 91-13900 

Assessing the accuracy of a knowledge- 
based system [microform] : special educa- 
tion regulations and procedures / Hof- 
meister, Alan M. (ED 1.310/2:284403), 
91-13194 

The association of selected cancers with 
service in the U.S. military in Vietnam : 
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final report / Selected Cancers Coopera- 
tive Study Group. (HE 20.7502:Se 4), 
91-13498 

An asymptotic investigation of the station- 
ary modes of instability of the boundary 
layer on a rotating disc [microform] / 
Hall, Philip. (NAS 1.26:177977), 91- 
13750 

At-risk students and thinking [microform] : 
perspectives from research / (ED 1.310/ 
2:302604), 91-13314 

Atlantic Coast of North America (C 
55.425:991), 91-12885 

Attention international travelers [picture] : 
a ban on elephant ivory is now in effect, 
any elephant ivory brought into the 
United States is subject to seizure, in ad- 
dition, violators could be fined $5,000 
under the African Elephant Conservation 
Act. (I 49.14:In 8/small), 91-13641 

Australia / Australia (Washington, D.C.) (C 
61.11:Au 7/991), 91-12891 

Australia—east coast, Port Stephens to Port 
Jackson / United States. Defense Map- 
ping Agency. Hydrographic/Topograph- 
ic Center. (D 5.356:74151/990), 91- 
12985 

Australia (Washington, D.C.) Australia 
(Washington, D.C.) (C 61.11:Au 7/991), 
91-12891 

Austria / Austria (United States. Embassy 
(Austria)) (L 29.16:Au 7/989-90), 91- 
13664 

Austria (United States. Embassy (Austria)) 
Austria (United States. Embassy (Aus- 
tria)) (L 29.16:Au 7/989-90), 91-13664 

Authorizing funds to the Committee on Ag- 
riculture, Nutrition, and Forestry during 
the period March 1, 1991, through Febru- 
ary 28, 1993 : report (to accompany S. 
Res. 36). United States. Congress. Senate. 
Committee on Agriculture, Nutrition, and 
Forestry. (Y 1.1/5:102-10), 91-13919 

Automatic detection of electric power trou- 
bles (AI application) [microform] / (NAS 
1.15:86593), 91-13713 

Automatic tracer-dilution method used for 
stage-discharge ratings and streamflow 
hydrographs on small Iowa streams / 
Soenksen, P. J. (I 19.42/4:89-4187), 91- 
13522 

Aviation intermediate maintenance manual 
(AVIM) : countermeasures set AN/TLQ- 
156(V)1, NSN 5865-01-145-5197. (D 
101.11:11-5865-201-30-1), 91-13084 

Aviation Security Improvement Act of 
1990. United States. (AE 2.110:101-604), 
91-12776 


Baca Location no. 1 Land Acquisition and 
Study Act of 1990. United States. (AE 
2.110:101-556), 91-12758 

Background material and data on major 
programs within the jurisdiction of the 
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Committee on Ways and Means / (Y 4.W 
36:10-4/989), 91-14136 

Background material and data on programs 
within the jurisdiction of the Committee 
on Ways and Means (Y 4.W 36:10-4/989), 
91-14136 

Background notes, Nepal. (S 1.123:N 35/ 
990), 91-13861 

Background notes, Turkey. (S 1.123:T 84/ 
991), 91-13862 

Backgrounder : Military Sealift Command. 
(D 216.2:B 12/991), 91-13144 

Baldhill Dam/Lake Ashtabula, North 
Dakota. (D 103.2:B 19), 91-13131 

Baltic Sea, East Germany, approaches to 
Rostock / United States. Defense Map- 
ping Agency. Hydrographic/Topograph- 
ic Center. (D 5.356:44076/990), 91- 
12935 

Baltic Sea, East Germany, port of Peene- 
munde / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:44085/990), 91-12938 

Baltic Sea, Gulf of Finland, eastern part / 
United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. (D 
5.356:44360/990), 91-12941 

Baltic Sea, Poland—East Germany, north- 
ern approaches to Swinoujscie and Szcze- 
cin / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:44082/990), 91-12936 

Baltic Sea, Poland—Soviet Union, Liepaja 
to Gdynia / United States. Defense Map- 
ping Agency. Hydrographic/Topograph- 
ic Center. (D 5.356:44430/989), 91- 
12942 

Baltic Sea, Poland—Soviet Union, Rozewie 
to Mys Taran, including Gulf of Gdansk 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:44461/989), 91-12943 

Baltic Sea, Poland—Sweden, Gdynia to 
Jaroslawiec including Oland / United 
States. Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:44140/989), 91-12939 

Baltic Sea, Poland, approaches to Gdynia 
and Gdansk / United States. Defense 
Mapping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:44465/990), 
91-12944 

Baltic Sea, Poland, port of Szczecin / 
United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. (D 
5.356:44084/990), 91-12937 

Baltic Sea, western part, Gulf of Finland / 
United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. (D 
5.356:44340/990), 91-12940 

Bank Account Safety and Soundness Act 
(H.R. 5590) : hearing before the Subcom- 
mittee on Financial Institutions Supervi- 
sion, Regulation and Insurance of the 
Committee on Banking, Finance and 
Urban Affairs, House of Representatives, 
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One Hundred F United States. Congress. 
House. Committee on Banking, Finance, 
and Urban Affairs. Subcommittee on Fi- 
nancial Institutions Supervision, Regula- 
tion and Insurance. (Y 4.B 22/1:101-172), 
91-13995 

Bargaining calendar / (L 2.3/8:991), 91- 
13649 

Bear tracks in Indochina : an analysis of 
Soviet presence in Vietnam / Johnson, 
Dion W. (D 301.26/6:B 38), 91-13147 

Beaverhead National Forest : 7.5 minute 
series (topographic) / United States. 
Forest Service. Northern Region. (A 
13.28:B 38/4/45112-A 7), 91-12679, 91- 
12680 

Becoming a nation of readers [microform] : 
what parents can do / Binkley, Marilyn 
R. (ED 1.310/2:289160), 91-13220 

Bedrock geology of the Bristol Quadrangle, 
Hartford, Litchfield, and New Haven 
counties, Connecticut / Simpson, 
Howard E. (I 19.3:1573/990), 91-13512 

Bergen-Passaic, New Jersey, metropolitan 
area (L 2.121/30:B 45/990), 91-13656 

Beyond language : social and cultural fac- 
tors in schooling language minority stu- 
dents / (ED 1.310/2:304241), 91-13321 

Beyond the wall chart : appraisal of state- 
wide educational progress : a policy 
issues paper / Hansen, Kenneth H. (ED 
1.310/2:277158), 91-13175 

BIA management and operation of Indian 
irrigation projects : hearing before the 
Select Committee on Indian Affairs, 
United States Senate, One Hundred First 
Congress, second session ... July 12, 1990, 
Washington, DC. United States. Con- 
gress. Senate. Select Committee on 
Indian Affairs. (Y 4.In 2/11:S.hrg.101- 
1164), 91-14084 

The Bilingual Program Resource and 
Training Center, 1985-1986 / (ED 1.310/ 
2:280929), 91-13180 

The Bilingual Program Resource and 
Training Center, 1986-1987 / Asselle, 
Maria Grazia. (ED 1.310/2:298773), 91- 
13278 

Bilingual Pupil Services, 1986-1987 / Ca- 
brera, Eulalia. (ED 1.310/2:298788), 91- 
13287 

Biomedical index to PHS-supported re- 
search. (HE 20.3013/2:989/v.1/pt.A) (HE 
20.3013/2:989/v.1/pt.B) (HE 20.3013/ 
2:989/v.2), 91-13483 

Bishop resource management plan and envi- 
ronmental impact statement. (I 1.98:B 54/ 
3/maps/draft), 91-13508 

Black girls and women in elementary edu- 
cation [microform] : history of black 
women’s education in the South, 1865- 
present, instructional modules for educa- 
tors, module I. Ihle, Elizabeth L. (ED 
1.310/2:281957), 91-13181 

Black Sea, Soviet Union, Port Novoros- 
siysk and approaches / United States. 
Defense Mapping Agency. Hydrograph- 





ic/Topographic Center. (D 5.356:55129/ 
990), 91-12955 

Black Sea, Soviet Union, Port of Tuapse 
and approaches / United States. Defense 
Mapping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:55133/990), 
91-12956 

Black women’s academic education in the 
South [microform] : history of black 
women’s education in the South, 1865- 
present, instructional module for educa- 
tors, modules III and IV. Ihle, Elizabeth 
L. (ED 1.310/2:281959), 91-13183 

Black women’s vocational education [mi- 
croform] : history of black women’s edu- 
cation in the South, 1865-present, instruc- 
tional module for educators, module II. 
Ihle, Elizabeth L. (ED 1.310/2:281958), 
91-13182 

Boise City, Idaho, metropolitan area (L 
2.121/12:B 63/990), 91-13651 

Boston, Massachusetts, metropolitan area (L 
2.121/21:B 65/990), 91-13655 

The Bottom line : basic skills in the work- 
place. (ED 1.310/2:291922), 91-13234 

The Brady Handgun Violence Prevention 
Act : hearing before the Subcommittee 
on the Constitution of the Committee on 
the Judiciary, United States Senate, One 
Hundred First Congress, first session, on 
S. 1236 ... November 21, 1989. United 
States. Congress. Senate. Committee on 
the Judiciary. Subcommittee on the Con- 
stitution. (Y 4.  89/2:S.hrg.101-1161), 
91-14102 

Briefing on Operation Desert Shield : costs 
and contributions : hearing before the 
Committee on the Budget, House of Rep- 
resentatives, One Hundred Second Con- 
gress, first session, January 4, 1991. 
United States. Congress. House. Commit- 
tee on the Budget. (Y 4.B 85/3:102-1), 
91-14004 

Briefing on Puerto Rico political status by 
the General Accounting Office (GAO) 
and Congressional Research Service 
(CRS) : oversight hearing before the Sub- 
committee on Insular and International 
Affairs of the Committee on Interior and 
Insular Affairs, House of Representatives, 
One Hundred First Congress, second ses- 
sion ... hearing held in Washington, DC, 
May 30, 1990. United States. Congress. 
House. Committee on Interior and Insu- 
lar Affairs. Subcommittee on Insular and 
International Affairs. (Y 4.In 8/14:101- 
79), 2:-14090 

Budget of the Federal Reserve System and 
proposals to control inflation : hearing 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, One Hundred 
First Congress, second session, June 14, 
1990. United States. Congress. House. 
Committee on Banking, Finance, and 
Urban Affairs. Subcommittee on Domes- 
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tic Monetary Policy. (Y 4.B 22/1:101- 
134), 91-13990 

Building a library collection on blindness 
and physical disabilities : basic materials 
and resources. (LC 19.4/2:90-3), 91- 
13692 
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Cape Verde / (C 61.11:C 17/990-2), 91- 
12892 

Carbon analysis in natural olivine crystals 
of deep origin [microform] / (NAS 
1.77:20311), 91-13832 

Career development of single parents / 
Burge, Penny L. (ED 1.310/2:290934), 
91-13229 

Career ladders and teacher incentives : the 
Utah experiment / Peterson, Ken. (ED 
1.310/2:275064), 91-13171 

Case studies of programs serving adults [mi- 
croform] / Warmbrod, Catharine P. (ED 
1.310/2:288992), 91-13215 

Cases as catalysts for cases [microform] / 
Shulman, Judith H. (ED 1.310/2:289864), 
91-13225 

Census of agriculture (1987). Census of ag- 
riculture (1987). Geographic area series. 
(C 3.277:Ag 8/987/CD/v.1) (C 3.277:Ag 
8/987/floppy) (C 3.277:Ag 8/987/doc.), 
91-12801 

Census of manufactures (1987). Census of 
manufactures (1987). Geographic area 
series. (C 3.24/3:MC 87-A-31), 91-12784 

The Central American Democracy and De- 
velopment Act, S. 3041 : hearing before 
the Committee on Foreign Relations, 
United States Senate, One Hundred First 
Congress, second session, September 18, 
1990. United States. Congress. Senate. 
Committee on Foreign Relations. (Y 4.F 
76/2:S.hrg.101-1122), 91-14056 

CFR. 5, Administrative 
2.106/3:5/pt. 1-699/991), 


personnel 

91-12712 

CFR. 7, Agriculture United States. Dept. of 
Agriculture. (AE 2.106/3:7/pt.27-45/991), 
91-12713, 91-12714, 91-12715, 91- 
12716, 91-12717, 91-12718 


CFR. 14, Aeronautics and space (AE 
2.106/3:14/pt.1200-end/991), 91-12719 
CFR. 40, Protection of environment (AE 
2.106/3:40/pt.1-51/990), 91-12720, 91- 
12721, 91-12722, 91-12723, 91-12724, 

91-12725 
CFR. 42, Public health (AE 2.106/3:42/ 
pt.61-399/990), 91-12726, 91-12727 
CFR. 45, Public welfare (AE 2.106/3:45/ 
pt.1-199/990), 91-12728, 91-12729, 
91-12730 
CFR. 46, Shipping (AE 2.106/3:46/pt.41- 
69/990), 91-12731, 91-12732, 91- 
12733, 91-12734, 91-12735, 91-12736, 
91-12737 
CFR. 49, Transportation (AE 2.106/3:49/ 
pt.100-177/990), 91-12738, 91-12739, 
91-12740 
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CHAMPUS, maternity care. (D 2.18:8/ 
989), 91-12921 

Changes in school mathematics : curricular 
changes, instructional changes, and indi- 
cators of changes / Romberg, Thomas A. 
(ED 1.310/2:300278), 91-13302 

Changing by degrees : steps to reduce 
greenhouse gases : summary. (Y 3.T 22/ 
2:2 D 36/3/sum.), 91-13949 

A characteristic method for calculating the 
generalized flat flutter aerodynamic 
forces [microform] / Teipel, Ingolf. 
(NAS 1.77:20300), 91-13829 

Characteristics of apartments completed (C 
3.215:H-131-86-A), 91-12797, 91-12798 

Characterization and hardware modification 
of linear momentum exchange devices 
[microform] / Edgemon, George E. 
(NAS 1.15:86594), 91-13714 

Characterization and simulation of rainfall- 
runoff relations for headwater basins in 
western King and Snohomish counties, 
Washington / Dinicola, R. S. Richard 
Steven (I 19.42/4:89-4052), 91-13519 

Chartbook (HE 20.9302:D 63/2/990), 91- 
13503 

Check this out [microform] : highlights of 
model library programs. (ED _ 1.310/ 
2:300035), 91-13295 

Chemical emergency preparedness and pre- 
vention technical assistance bulletin 
state of Ohio : Hamilton County, Ohio : 
Wallingford, Connecticut Oauchita 
Parish, Louisiana. (EP 1.2:Em 3/3), 91- 
13334 

Cheyenne United States. National Ocean 
Service. (C 55.416/10:C 42/991), 91- 
12822 

Cheyenne, sectional aeronautical chart 
United States. National Ocean Service. 
(C 55.416/10:C 42/991), 91-12822 

China. United States. Superintendent of 
Documents. (GP 3.22/2:299/990-2), 91- 
13478 

China—Japan—Soviet Union, Sea of Japan 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:95015/990), 91-12994, 
91-12995 

Chinese Bilingual Career Awareness Pro- 
gram, 1986-1987 / Scorza, Margaret H. 
(ED 1.310/2:298792), 91-13289 

The Civil Justice Reform Act of 1990 and 
the Judicial Improvements Act of 1990 : 
hearings before the Committee on the Ju- 
diciary, United States Senate, One Hun- 
dred First Congress, second session, on S. 
2027, a bill to require certain procedural 
changes in United States district courts in 
order to promote the just, speedy and 
inexpensive determination of civil actions 
.- S. 2648, a bill to amend Title 28, 
United States Code to provide for civil 
justice expense and delay reduction plans, 
authorize additional judicial positions for 
the Courts of Appeals and district courts 
of the the United States ... March 6 and 
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June 26, 1990. United States. Congress. 
Senate. Committee on the Judiciary. (Y 
4.J 89/2:S.hrg.101-1097), 91-14101 

Civil War. United States. Superintendent of 
Documents. (GP 3.22/2:192/990), 91- 
13474 

Code of federal regulations. 5, Administra- 
tive personnel. (AE 2.106/3:5/pt.1-699/ 
991), 91-12712 

Code of federal regulations. 7, Agriculture. 
United States. Dept. of Agriculture. (AE 
2.106/3:7/pt.27-45/991), 91-12713, 91- 
12714, 91-12715, 91-12716, 91-12717, 
91-12718 

Code of federal regulations. 14, Aeronautics 
and space. (AE 2.106/3:14/pt.1200-end/ 
991), 91-12719 

Code of Federal regulations. 40, Protection 
of environment. (AE 2.106/3:40/pt.1-51/ 
990), 91-12720, 91-12721, 91-12722, 
91-12723, 91-12724, 91-12725 

Code of Federal regulations. 42, Public 
health. (AE 2.106/3:42/pt.61-399/990), 
91-12726, 91-12727 

Code of federal regulations. 45, Public wel- 
fare. (AE 2.106/3:45/pt.1-199/990), 91- 
12728, 91-12729, 91-12730 

Code of federal regulations. 46, Shipping. 
(AE 2.106/3:46/pt.41-69/990), 91-12731, 
91-12732, 91-12733, 91-12734, 91- 
12735, 91-12736, 91-12737 

Code of federal regulations. 49, Transporta- 
tion. (AE  2.106/3:49/pt.100-177/990), 
91-12738, 91-12739, 91-12740 

Cohabitation, marriage, marital dissolution, 
and remarriage : United States, 1988 : 
data from the National Survey of Family 
Growth / by Kathryn A. London. 
London, Kathryn A. (HE 20.6209/3:194), 
91-13494 

Cold Bay United States. National Ocean 
Service. (C 55.416/10:C 67/991), 91- 
12823 

Cold Bay, sectional aeronautical chart 
United States. National Ocean Service. 
(C 55.416/10:C 67/991), 91-12823 

Collaborating with high schools / (ED 
1.310/2:300073), 91-13296 

Collaborating with teachers on research : 
pioneering efforts at the Institute for Re- 
search on Teaching / Porter, Andrew C. 
(ED 1.310/2:283794), 91-13192 

A collaborative approach to leadership in 
supervision : final report / Oja, Sharon 
Nodie. (ED 1.310/2:304431), 91-13322, 
91-13323, 91-13324 

A collaborative approach to leadership in 
supervision : presentation to AACTE, 
Washington, DC, 14 February 1987 / 
Ham, Maryellen C. (ED 1.310/2:277696), 
91-13177 

Collecting unpaid taxes : why can’t the IRS 
do better? : hearing before the Committee 
on Governmental Affairs, United States 
Senate, One Hundred First Congress, 
second session, August 1, 1990. United 
States. Congress. Senate. Committee on 
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Governmental Affairs. (Y 4G 74/ 
9:S.hrg.101-1165), 91-14073 

College student outcomes assessment : a 
talent development perspective / Jaccbi, 
Maryann. (ED _1.310/2:296693), 91- 
13263 

Colleges offer tax classes for small business- 
es. (T 22.2:C 68/7), 91-13867 

Combined optimization of image-gathering 
and image-processing systems for scene 
feature detection [microform] / Halyo, 
Nesim. (NAS 1.26:178353), 91-13752 

Committee records guidelines : guidelines 
for standing and select committees in the 
preparation, filing, archiving, and disposal 
of committee records / (Y 4.H 81/3:G 
94), 91-14080 

A comparison of computerized job match- 
ing systems / Botterbusch, Karl F. (ED 
1.310/2:289084), 91-13219 

A comparison of the physics of gas tung- 
sten arc welding (GTAW), electron beam 
welding (BBW), and laser beam welding 
[microform] / Nunes, A. C. (NAS 
1.15:86503), 91-13712 

Compilation of Privacy Act System notices. 
(D 1.46/2:5410.13), 91-12919 

The complete catalog / Library of Con- 
gress. Cataloging Distribution Service. 
(LC 30.27/2:991), 91-13693 

Complex cleanup the environmental 
legacy of nuclear weapons production. (Y 
3.T 22/2:2 C 58/3), 91-13947, 91-13948 

Compliance by the executive branch with 
legislative requirements and the future of 
the Andean Initiative : hearing before the 
Committee Foreign Affairs, House of 
Representatives, One Hundred First Con- 
gress, second session, October 10, 1990. 
United States. Congress. House. Commit- 
tee on Foreign Affairs. (Y 4.F 76/1:An 
2/2), 91-14043 

Composts and composting of organic 
wastes : January 1985 - July 1990 / Ma- 
cLean, Jayne T. (A 17.18/4:91-27), 91- 
12694 

Comprehensive analysis of helicopters with 
bearingless rotors [microform] : status 
report / Murthy, V. R. (NAS 
1.26:182537), 91-13783 

Comprehensive quality management : state- 
ment of Allan I. Mendelowitz, director, 
International Trade and Finance Issues, 
before the Subcommittee on Science, Re- 
search, and Technology, Committee on 
Science, Space, and Technology, U.S. 
House of Representatives. Mendelowitz, 
Allan I. (GA_ 1.5/2:T-NSIAD-90-22), 
91-13445 

Computer program for prediction of cap- 
ture maneuver probability for an on-off 
reaction controlled upper stage [micro- 
form] / Knauber, R. N. (NAS 
1.26:165937), 91-13740 

Computer Software Rental Amendments 
Act : hearing before the Subcommittee 
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on Courts, Intellectual Property, and the 
Administration of Justice of the Commit- 
tee on the Judiciary, House of Represent- 
atives, One Hundred First Congress, 
second session, on H.R. 2740, S. 198, and 
H.R. 5297 ... July 30, 1990. United States. 
Congress. House. Committee on the Judi- 
ciary. Subcommittee on Courts, Intellec- 
tual Property, and the Administration of 
Justice. (Y 4.J 89/1:101/113), 91-14093 

Concerns of Vietnam era veterans : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Veterans’ Affairs, House of Representa- 
tives, One Hundred First Congress, 
second session, June 2, 1990, Vancouver, 
WA. United States. Congress. House. 
Committee on Veterans’ Affairs. Subcom- 
mittee on Oversight and Investigations. 
(Y 4.V 64/3:101-50), 91-14134 

The Congo / Congo (Washington, D.C.) (C 
61.11:C 76/990), 91-12893 

Congo, Africa—west coast, approaches to 
Pointe-Noire / United States. Defense 
Mapping Agency. Hydrographic/Topo- 
graphic Center. (D  5.356:57241/989), 
91-12961 

Congo (Washington, D.C.) Congo (Wash- 
ington, D.C.) (C 61.11:C 76/990), 91- 
12893 

The Congressional methodology. 
1.81:990-91), 91-13164 

Congressional pictorial directory / United 
States. Congress. (Y 4.P 93/1:1 p/102), 
91-14115 

Consideration of draft legislation on the sit- 
uation in the Persian Gulf : markup 
before the Committee on Foreign Affairs, 
House of Representatives, One Hundred 
Second Congress, first session, on H. 
Con. Res. 1, January 9, 1991. United 
States. Congress. House. Committee on 
Foreign Affairs. (Y 4.F 76/1:P 43/14), 
91-14051 

Construction and site acquisition for a new 
headquarters for the U.S. Department of 
Transportation : hearing before the Sub- 
committee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred First Con- 
gress, second session, June 26, 1990. 
United States. Congress. House. Commit- 
tee on Public Works and Transportation. 
Subcommittee on Public Buildings and 
Grounds. (Y 4.P 96/11:101-56), 91- 
14120 

Consumer energy price increases : hearing 
before the Subcommittee on the Con- 
sumer of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, One Hundred First Con- 
gress, second session, on the effects on 
consumer prices of recent Middle East 
disturbances, August 7, 1990. United 
States. Congress. Senate. Committee on 
Commerce, Science, and Transportation. 
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Subcommittee on the Consumer. (Y 4.C 
73/7:S.hrg. 101-1074), 91-14008 

Content, character and choice in schooling 
: public policy and research implications : 
proceedings of a symposium / National 
Council on Educational Research. (ED 
1.310/2:298020), 91-13273 

Controller design for the improvement of 
feedback properties [microform] : a 
method for tuning the weight in the eval- 
uation function of the LQG theory / 
Saeki, Masami. (NAS 1.77:20027), 91- 
13806 

Convective storm downdraft outflows de- 
tected by NASA/MSFC’s airborne 10.6 
[micro}m pulsed Doppler lidar system 
[microform] / Emmitt, G. D. (NAS 
1.26:3898), 91-13738 

Cooperative learning with limited-English- 
proficient students / Jacob, Evelyn. (ED 
1.310/2:287314), 91-13209 

Coral bleaching : hearing before the Na- 
tional Ocean Policy Study of the Com- 
mittee on Commerce, Science, and Trans- 
portation, United States Senate, One 
Hundred First Congress, second session 
.. October 11, 1990. United States. Con- 
gress. Senate. National Ocean Policy 
Study. (Y 4.C 73/7:S.hrg.101-1138), 91- 
14010 

Corps of Engineers officers and warrant of- 
ficers directory United States. Army. 
Corps of Engineers. (D 103.71:989-90), 
91-13134 

Cote d’Ivoire, post report. (S 1.127:C 82/2), 
91-13863 


Count me in [microform] : guidelines for 
enhancing participation in mixed gender 


work groups / Kaser, Joyce S. (ED 
1.310/2:294996), 91-13252 

Country reports on human rights practices : 
report submitted to the Committee on 
Foreign Relations, U.S. Senate and Com- 
mittee on Foreign Affairs, U.S. House of 
Representatives by the Department of 
State in accordance with sections 116(d) 
and 502B(b) of the Foreign Assistance 
Act of 1961, as amended. Country re- 
ports on human rights practices (Wash- 
ington, D.C. : 1979) (Y 4.F 76/1-15:990), 
91-14055 

Country reports on human rights practices 
(Washington, D.C. : 1979) Country re- 
ports on human rights practices (Wash- 
ington, D.C. : 1979) (Y 4.F 76/1-15:990), 
91-14055 

Creating responsible and responsive ac- 
countability systems : report of the OERI 
State Accountability Study Group. (ED 
1.310/2:299706), 91-13293 

Credit for the elderly or the disabled. 
United States. Internal Revenue Service. 
(T 22.44/2:524/990), 91-13874 

Creep properties of PWC-11 base metal and 
weldments as affected by heat treatment 
[microform] / Titran, Robert. H. (NAS 
1.15:88842), 91-13728 
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Crew of space shuttle mission STS-39 [pic- 
ture.] (NAS 1.43:Sp 1/26), 91-13803, 
91-13804 

Crime and criminal justice. United States. 
Superintendent of Documents. (GP 3.22/ 
2:036/990), 91-13471 

Crime in mass transit : hearing before a 
subcommittee of the the Committee on 
Appropriations, United States Senate, 
One Hundred First Congress, second ses- 
sion : special hearing. United States. Con- 
gress. Senate. Committee on Appropria- 
tions. Subcommittee on Transportation 
and Related Agencies. (Y 4.Ap 6/2:C 86/ 
2), 91-13976 

Criminal Victims Protection Act of 1990 
United States. (AE 2.110:101-581), 91- 
12766 

The crisis in science education / Cadoree, 
Michelle. (LC 33.10:90-5), 91-13695 

Critical issues for low incidence populations 
/ (ED 1.310/2:296498), 91-13261 

A critical need for college student person- 
nel services / Garland, Peter H. (ED 
1.310/2:284519), 91-13198 

Critical thinking : theory, research, prac- 
tice, and possibilities / Kurfiss, Joanne 
Gainen. (ED 1.310/2:304041), 91-13320 

Cryogenic wind tunnels [microform] : a se- 
lected, annotated bibliography / Tuttle, 
Marie H. (NAS 1.15:4013), 91-13700 

Current business report. Revised monthly 
wholesale trade, sales and inventories (C 
3.133/2:980-88), 91-12787 

Current business reports. Revised monthly 
wholesale trade, sales and inventories. (C 
3.133/2:980-88), 91-12787 

Current developments in the United Na- 
tions system : hearing before the Subcom- 
mittees on Human Rights and Interna- 
tional Organizations, and on International 
Operations of the Committee on Foreign 
Affairs, House of Representatives, One 
Hundred First Congress, second session, 
September 19, 1990. United States. Con- 
gress. House. Committee on Foreign Af- 
fairs. Subcommittee on Human Rights 
and International Organizations. (Y 4.F 
76/1:Un 35/99), 91-14054 

Current housing reports. H-131, Character- 
istics of ts completed. (C 
3.215:H-131-86-A), 91-12797, 91-12798 

Current housing reports. H-170, American 
housing survey for the Salt Lake City 

itan area in ... (C 3.215:H-170-88- 
15), 91-12799 

Current housing reports. H-170, American 
housing survey, Salt Lake City, UT, met- 
ropolitan statistical area. Housing charac- 
teristics for selected metropolitan areas. 
(C 3.215:H-170-88-15), 91-12799 

Current industrial reports. MA-24F, Hard- 
wood plywood / (C 3.158:MA-24 F (89)- 
1), 91-12788 
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Current industrial reports. MA-24T, 


Current industrial reports. MA-24T, 
Lumber production and mill stocks / (C 
3.158:MA-24 T (89)-1), 91-12789 

Current industrial reports. MA-33L, Insulat- 
ed wire and cable / (C 3.158:MA-33 L 
(89)-1), 91-12791 

Current industrial reports. MA-38B, Select- 
ed instruments and related products / (C 
3.158:MA 38 B (89)-1), 91-12792 

Current industrial reports. MA32C, Refrac- 
tories (C 3.158:MA 32 C (88)-1), 91- 
12790 

Current industrial reports. MQ-C1l, Manu- 
facturers’ utilization of plant capacity / 
(C 3.158:MQ-C 1 (88)-1/final), 91-12793 

Current industrial reports. MQ-32C, Refrac- 
tories / (C 3.158:MA 32 C (88)-1), 91- 
12790 

Current industrial reports. MQ-C1, Survey 
of plant capacity (C 3.158:MQ-C 1 (88)- 
1/final), 91-12793 

Current industrial reports. M24F, Hard- 
wood plywood (C 3.158:MA-24 F (89)-1), 
91-12788 

Current tables. Atlantic Coast, North 
America for the year ... (C 55.425:991), 
91-12885 

Customs Service : importing community 
should benefit from PAIRED program : 
briefing report to the chairman, Subcom- 
mittee on Treasury, Postal Service, and 
General Government, Committee on Ap- 
propriations, U.S. Senate / United States. 
General Accounting Office. (GA 
1.13:GGD-88-118 BR), 91-13457 

Cutthrough ventilation arrangements exer- 
cise : instructor’s copy. (I 28.2:B 39/ 
cutthro/inst.), 91-13630 


D 


Daddy’s days away : a deployment activity 
book for parents & children. (D 214.2:D 
12/991), 91-13142 

Dallas-Fort Worth, Texas, metropolitan 
area (L 2.121/43:D 16/988), 91-13659, 
91-13660, 91-13661 

Dayton, Ohio, metropolitan area (L 2.121/ 
35-5:986), 91-13658 

Death penalty legislation and the Racial 
Justice Act : hearing before the Subcom- 
mittee on Civil and Constitutional Rights 
of the Committee on the Judiciary, 
House of Representatives, One Hundred 
First Congress, second session, on H.R. 
4618 ... and H.R. 105, H.R. 380, HLR. 
598, H.R. 1197, H.R. 1464, H.R. 1477, 
H.R. 2196, Title I of H.R. 2709, and 
Titles I and II of H.R. 3119 ... May 3 and 
9, 1990. United States. Congress. House. 
Committee on the Judiciary. Subcommit- 
tee on Civil and Constitutional Rights. (Y 
4.J 89/1:101/125), 91-14094 

Deaths of Hispanic origin : 15 reporting 
states, 1979-81 / Maurer, Jeffrey D. (HE 
20.6209:20/18), 91-13493 
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Deceptive Mailings Prevention Act of 1990 
United States. (AE 2.110:101-524), 91- 
12752 

Decomposition of hydrazine by high fre- 
quency glow electrical discharges [micro- 
form] / Suzuki, M. (NAS 1.77:20240), 
91-13818 

Dedication by the Congress of a bust of 
Lajos (Louis) Kossuth : proceedings in 
the U.S. Capitol Rotunda, March 15, 
1990. (Y 1.1/7:101-168), 91-i13921 

Deep space target location with Hubble 
Space Telescope and Hipparcos data [mi- 
croform] / Null, George W. (NAS 
1.26:182520), 91-13781 

Defense Economic Adjustment, Diversifica- 
tion, Conversion, and Stabilization Act of 
1990—H.R. 3999 : joint hearing before 
the Subcommittee on Economic Stabiliza- 
tion of the Committee on Banking, Fi- 
nance, and Urban Affairs, and the Sub- 
committee on Environment and Labor of 
the Committee on Small Business, House 
of Representatives, One Hundred First 
Congress, second session, Paramount, 
CA, July 23, 1990. United States. Con- 
gress. House. Committee on Banking, Fi- 
nance, and Urban Affairs. Subcommittee 
on Economic Stabilization. (Y 4.B 22/ 
1:101-146), 91-13992 

Defense Integrated Data System, SAMMS : 
DICs, tables, codes, formats. (D 7.6/ 
7:4130.1), 91-12996 

Defense procurement fraud / United States. 
Dept. of Justice. Office of Legal Educa- 
tion. (J 1.2:F 86/2), 91-13646 

Deferrals and revised deferrals of budget 
authority : message from the President of 
the United States transmitting a report of 
two new deferrals and four revised defer- 
rals of budget authority which affect pro- 
grams in international security assistance, 
and the departments of Agriculture, 
State, and Transportation, pursuant to 2 
U.S.C. 684(a), 685(c). United States. 
President (1989- : Bush) (Y 1.1/7:102-24), 
91-13924 

Demographic projections of non-English- 
language-background and limited-English 
proficient persons in the United States to 
the year 2000 by state, age, and language 
group / (ED 1.310/2:297048), 91-13266 

Denmark / Denmark (United States. Em- 
bassy (Denmark) : 1987) (C 61.11:D 41/ 
991), 91-12894, 91-13665 

Denmark (United States. Embassy (Den- 
mark)) Denmark (United States. Embassy 
(Denmark)) (L 29.16:D 41/989-90), 91- 
13665 

Denmark (United States. Embassy (Den- 
mark) : 1987) Denmark (United States. 
Embassy (Denmark) : 1987) (C 61.11:D 
41/991), 91-12894 

Department of Defense authorization for 
appropriations for fiscal year 1991 : hear- 
ings before the Committee on Armed 
Services, United States Senate, One Hun- 


Do not order from index; see indicated entry 





Title Index 


dred First Congress, second session, on S. 
2884 .... United States. Congress. Senate. 
Committee on Armed Services. (Y 4.Ar 
5/3:S.hrg.101-986/pt.6), 91-13987 

Department of the Army : organization and 
functions. United States. Dept. of the 
Army. (D 101.9:10-5), 91-13000 

Department of the Interior and related 
agencies appropriations for fiscal year 
1991 : hearings before a subcommittee of 
the Committee on Appropriations, United 
States Senate, One Hundred First Con- 
gress, second session, on H.R. 5769 ..... 
United States. Congress. Senate. Commit- 
tee on Appropriations. Subcommittee on 
the Dept. of the Interior and Related 
Agencies. (Y 4.Ap 6/2:S.hrg.101-1179/ 
pt.1-2), 91-13982 

Department of the Interior and related 
agencies appropriations for 1992 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, House of Rep- 
resentatives, One Hundred Second Con- 
gress, first session / United States. Con- 
gress. House. Committee on Appropria- 
tions. Subcommittee on Dept. of the Inte- 
rior and Related Agencies. (Y 4.Ap 6/ 
1:In 8/6/992/pt.1-4), 91-13973 

Department of Transportation and Related 
Agencies Appropriations Act, 1991 
United States. (AE 2.110:101-516), 91- 
12751 

Department of Transportation and related 
agencies appropriations for fiscal year 
1991 : hearings before a subcommittee of 
the Committee on Appropriations, United 
States Senate, One Hundred First Con- 
gress, second session, on H.R. 5229 ..... 
United States. Congress. Senate. Commit- 
tee on Appropriations. Subcommittee on 
Transportation and Related Agencies. (Y 
4.Ap 6/2:S.hrg.101-865/pt.3), 91-13978 

Departments of Labor, Health and Human 
Services, Education, and related agencies 
appropriations for fiscal year 1991 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, United States 
Senate, One Hundred First Congress, 
second session, on H.R. 5257 .... United 
States. Congress. Senate. Committee on 
Appropriations. Subcommittee on De- 
partments of Labor, Health and Human 
Services, Education, and Related Agen- 
cies. (Y 4.Ap 6/2:S.hrg.101-713/pt.4), 
91-13977 

Departments of Veterans Affairs and Hous- 
ing and Urban Development, and inde- 
pendent agencies appropriations for 1991 
: hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, One Hundred First Con- 
gress, second session / United States. 
Congress. House. Committee on Appro- 
priations. Subcommittee on VA, HUD, 
and Independent Agencies. (Y 4.Ap 6/ 
1:V 64/4/991), 91-13975 
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Depot maintenance manual including repair 
parts and special tools list : receiving set, 
radio AN/PRR-9 (XE-9). (D 101.11:11- 
5820-549-50-1), 91-13069 

Design America / Drabelle, Dennis. (NF 
2.2:D 46/4), 91-13840 

Determinants of total family charges for 
health care—United States, 1980 / Sun- 
shine, Jonathan H. (HE 22.26/4:8), 91- 
13505 

Determination of the specific area of liquid 
gas and the velocity of weak pressure 
waves in aqueous foams [microform] / 
(NAS 1.77:20347), 91-13837 

Detonation velocity of the hydrazinum ni- 
trate-hydrazine water system [microform] 
/ (NAS 1.77:20213), 91-13815 

Developing academic programs : the cli- 
mate for innovation / Seymour, Daniel 
T. (ED 1.310/2:305015), 91-13328 

The Development and management of am- 
bulatory care programs : an annotated 
bibliography / (HE 20.9109/2:989), 91- 
13502 

Development of a rotor wake/vortex 
model. Volume II, User’s manual for 
computer program [microform] / Maijigi, 
R. K. (NAS 1.26:174850-Vol-2), 91- 
13745 

Development of algorithms for using satel- 
lite and meteorological data sets to study 
global transport of stratospheric aerosols 
and ozone [microform] / Wang, Pi-huan. 
(NAS 1.26:172540), 91-13743 

Development of high-speed transportation 
corridors, including those which may uti- 
lize magnetic levitation technology 
hearing before the Subcommittee on Sur- 
face Transportation of the Committee on 
Public Works and Transportation, House 
of Representatives, One Hundred First 
Congress, second session, May 3, 1990. 
United States. Congress. House. Commit- 
tee on Public Works and Transportation. 
Subcommittee on Surface Transportation. 
(Y 4.P 96/11:101-79), 91-14126 

Developments in the Middle East, July 
1990 : hearing before the Subcommittee 
on Europe and the Middle East of the 
Committee on Foreign Affairs, House of 
Representatives, One Hundred First Con- 
gress, second session, July 31, 1990. 
United States. Congress. House. Commit- 
tee on Foreign Affairs. Subcommittee on 
Europe and the Middle East. (Y 4.F 76/ 
1:M 58/20/990/3), 91-14047 

Digest of education statistics. (ED 
1.326:990), 91-13333 

Digest of educational 
1.326:990), 91-13333 

A digital simulation technique for the 
Dryden atmospheric model [microform] / 
Zhenyan, Zhao. (NAS 1.77:20342), 91- 
13835 

Dike zones on Venus [microform] / 
Markov, M. S. (NAS 1.77:20111), 91- 
13810 


Statistics (ED 





Directory, professional workers in state 


Direct and general support and depot main- 
tenance repair parts and special tools lists 
: air conditioner; vertical compact, floor 
mounted, 36,000 BTU/hr cooling, 30,000 
BTU/hr heating; 208 volt, 3 phase, 50/60 
hertz, (Trane model MAC 6V40-340-2) 
FSN 4120-935-5421, 208 volt, 3 phase, 
400 hertz (Trane model MAC 4V40-340- 
3) FSN 4120-935-5418. (D 101.11:5-4120- 
268-35 P), 91-13013 

Direct and general support and depot main- 
tenance repair parts and special tools lists 
: truck, fork lift, electric, solid rubber 
tires, 6000 Ib capacity, 180 in. lift (Drexel 
Dynamics model FL60-EE5600), (Army 
model MHE-206), FSN 3930-935-7867. 
(D 101.11:10-3930-611-35 P), 91-13047 

Direct and general support maintenance 
manual : truck, lift, fork, electric, solid 
rubber tires, Army model MHE-218, 
4,000 Ibs. capacity, 100 in. lift, Drexel 
Dynamics model FL-40-EE-6550, FSN 
3930-403-5661, 4,000 Ibs. capacity, 180 in. 
lift, Drexel Dynamics model FL-40-EE- 
6250, FSN 3930-403-5662. (D 101.11:10- 
3930-625-34), 91-13048 

Direct and general support maintenance 
repair parts and special tools list (includ- 
ing depot maintenance repair parts and 
special tools) : shop equipment, organiza- 
tional repair, truck mounted (Southwest 
truck body model SEORL) FSN 4940- 
169-3041, (Southwest Truck body model 
SEORLT) FSN 4940-164-4719. (D 
101.11:5-4940-225-34 P), 91-13019 

Direct support and general support mainte- 
nance manual : electronic equipment con- 
figurations Army models AH-1G, AH- 
1Q, and AH-1S(MOD) helicopters. (D 
101.11:11-1520-221-34), 91-13055 

Direct support and general support mainte- 
nance manual : multiplexer TD-976/G 
(NSN 7025-01-048-9678). (D 101.11:11- 
7025-202-34), 91-13117 

Direct support and general support mainte- 
nance manual for engine, with container, 
turbosupercharged, diesel, fuel injection, 
90-degree “V” type, air-cooled, 12-cylin- 
der, assembly; models AVDS-1790-2C, 
2815-00-410-1203 and AVDS-1790-2D, 
2815-00-410-1204. (D 101.11:9-2815-220- 
34/990), 91-13038 

Direct support and general support mainte- 
nance manual for truck, platform utility, 
1/2 ton, 4 x 4, M274A2 (2320-074-1167), 
M274A3 (2320-782-5792), M274A4 (2320- 
782-5793), and M274A5 (2320-930-1976). 
(D 101.11:9-2320-246-34), 91-13036 

Direct support and general support mainte- 
nance manual including repair parts and 
special tools lists (including depot mainte- 
nance repair parts and special tools) : 
rifle, 7.62-MM, M14, W/E (1005-589- 
1271); rifle, 7.62-MM, MI14Al, W/E 
(1005-072-5011); bipod, rifle, M2 (1005- 
711-6202). (D 101.11-9-1005-223-34), 91- 
13025 
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Direct support and general support mainte- 
(including depot maintenance repair parts 
and special tools) for receiver-tr itt 
radio RT-524/VRC and RT-524A/VRC 
(NSN 5820-00-892-0622). (D 101.11:11- 
5820-401-34 P-2-2), 91-13064, 91-13078 

Direct support and general support mainte- 
nance repair parts and special tools lists 
(including depot maintenance repair parts 
and special tools) : generator, engine ac- 
cessory (alternating current): Prestolite 
model AMA-5102UT (FSN 2920-909- 
2483): Leece-Neville models 3002AC and 
3002AD (FSN 2920-909-2483), 5504AA 
and 5504AB (FSN _  2920-475-1446), 
2184AC (FSN 2920-782-1955), 5300GP 
(FSN 2920-818-8635). (D 101.11:9-2920- 
225-34 P), 91-13039 

Direct support, general support, and depot 
maintenance manual : teletypewriter con- 
trol unit C-7050/G, NSN 5815-00-999- 
3473. (D_ 101.11:11-5815-335-35), 91- 
13061 

Direct support, general support and depot 
maintenance manual, including repair 
parts and special tool lists : radar set 
AN/PPS-4A (NSN-5840-00-168-1566). (D 
101.11:11-5840-211-35), 91-13080 

Direct support, general support or aviation 
intermediate maintenance (AVIM) : re- 
ceiver-transmitter, radio RT-859A/APX- 
72 (NSN 5895-00-149-1319) using test set 
AN/APM-305A (NSN 6625-01-052-3881). 
(D 101.11:11-5895-490-34-1), 91-13087 

Direct support maintenance manual : test 
set, laser infrared observation device TS- 
3620/GVS-5 (NSN 5860-01-052-9477). (D 
101.11:11-6625-2684-30), 91-13107 

Direct support maintenance manual for 
beacon sets, radio AN/TRN-30(V)1 
(NSN 5825-00-405-4510) and AN/TRN- 
30(V)2 (NSN  5825-00-423-1654). (D 
101.11:11-5825-255-30), 91-13075 

Directory / Retired Senior Volunteer Pro- 
gram (U.S.) (AA 1.20:R 31/990), 91- 
12710 

Directory, Corps of Engineers officers and 
warrant officers United States. Army. 
Corps of Engineers. (D 103.71:989-90), 
91-13134 

Directory of energy data collection forms / 
United States. Energy Information Ad- 
ministration. Office of Statistical Stand- 
ards. (E 3.45:990), 91-13159 

Directory of professional workers in state 
agricultural experiment stations and other 

i state institutions. (A 

91-12675 





cooperating 
1.76:305/990), 
The Directory of U.S. marine CD-ROMs. 


(C 55.48:M 33), 91-12810 
Directory, professional workers in state ag- 
ricultural experiment stations and other 
cooperating state institutions (A 1.76:305/ 
990), 91-12675 
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Disaster assistance : 


Disaster assistance hearing before the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, One Hun- 
dred First Congress, first session, on crop 
production losses caused by extreme 
weather, July 13, 1989. United States. 
Congress. Senate. Committee on Agricul- 
ture, Nutrition, and Forestry. (Y 4.Ag 8/ 
3:S.hrg.101-898), 91-13970 

Discontinuous solutions to hyperbolic sys- 
tems under operator splitting [microform] 
/ Roe, P. L. (NAS _ 1.26:178375), 91- 
13763 

Division of Education Programs / (NF 
3.17:991), 91-13845 

Dolls by Nadine Van Mechelen. Van Me- 
chelen, Nadine, 1933- (I 1.84:D 69/4), 
91-13506 

Do’s and don’t’s in doing business overseas 
/ Lassanyi, Mary E. (A 17.18/6:91-01), 
91-12699 

Dropping out of school / Sherman, Joel D. 
(ED 1.310/2:299478), 91-13292 

Dry Tortugas, Florida, 1989 : 1:250 000- 
scale metric topographic-bathymetric 
map : | x 2 degree series (topographic- 
bathymetric) / Geological Survey (U.S.) 
(I 19.98:24082-A 1-TB-250/989), 91- 
13624 

DS, GS, and depot maintenance manual in- 
cluding repair parts and special tools lists 
: rifle caliber .30, automatic, Browning, 
M1918A2, W/E (1005-674-1309). (D 
101.11:9-1005-208-35), 91-13024 

DS, GS, and depot maintenance repair 
parts and special tools list : radio set AN/ 
ARC-116, FSN  5821-935-5073. (D 
101.11:11-5821-261-35 P), 91-13074 

Dutch elm disease : January 1979 - August 
1990 / Chapman, Susan, 1933- (A 17.18/ 
4:91-33), 91-12695 

Dynamics insulation systems [microform] / 
(NAS 1.26:177026), 91-13747 


E 


Earn Army pay and benefits as a civilian. 
(D 101.43/2:766/990), 91-13129 

Earned income credit. United States. Inter- 
nal Revenue Service. (T 22.44/2:596/ 
990), 91-13878 

The economic and budget outlook : hearing 
before the Committee on the Budget, 
House of Representatives, One Hundred 
First Congress, second session, Thursday 
December 6, 1990. United States. Con- 
gress. House. Committee on the Budget. 
(Y 4.B 85/3:101-14), 91-14003 

Economic impact of the Persian Gulf crisis 
: hearings before the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, One Hundred First 
Congress, second session, November 17 
and 28, 1990. United States. Congress. 
House. Committee on Banking, Finance, 
and Urban Affairs. (Y 4.B 22/1:101-180), 
91-13997 


Page I-270 





hearing before the 


Economic report of the President United 
States. President. (Y 1.1/7:102-2), 91- 
13923 

Economic report of the President to the 
Congress United States. President. (Pr 
41.9:991), 91-13851 

Economic report of the President transmit- 
ted to the Congress United States. Presi- 
dent. (Pr 41.9:991), 91-13851, 91-13923 

Economic report of the President transmit- 
ted to the Congress (Dept. ed.) United 
States. President. (Pr 41.9:991), 91-13851 

Economic report of the President transmit- 
ted to the Congress (Doc. ed.) United 
States. President. (Y 1.1/7:102-2), 91- 
13923 

The economic status of African-Americans : 
hearing before the Subcommittee on In- 
vestment, Jobs, and Prices of the Joint 
Economic Committee, Congress of the 
United States, One Hundred First Con- 
gress, second session, May 24, 1990. 
United States. Congress. Joint Economic 
Committee. Subcommittee on Investment, 
Jobs, and Prices. (Y 4.Ec 7:St 2/11), 91- 
14013 

The Economics of improved estuarine 
water quality : an NEP manual for meas- 
uring benefits. (EP 1.8:Es 8), 91-13336 

Education and economic development / 
Haynes, Chloe J. (ED 1.310/2:293207), 
91-13241 

Education and economic growth : a legisla- 
tor’s guide / Siegel, Peggy M. (ED 
1.310/2:296082), 91-13258 

Education directory, colleges and universi- 
ties, 1985-86 / Broyles, Susan G. (ED 
1.310/2:275289), 91-13172 

Educational technology ; the closing-in or 
the opening-out of curriculum and in- 
struction / Komoski, P. Kenneth. (ED 
1.310/2:295676), 91-13254 

The effect of changing export controls on 
cooperation in science and technology : 
hearing before the Committee on Sci- 
ence, Space, and Technology, U.S. 
House of Representatives, One Hundred 
First Congress, second session, May 16, 
1990. United States. Congress. House. 
Committee on Science, Space, and Tech- 
nology. (Y 4.Sci 2:101/167), 91-14129 

The effect of exercise on venous gas emboli 
and decompression sickness in human 
subjects at 4.3 psia [microform] / (NAS 
1.15:58278), 91-13703 

Effect of thickness on downward flame 
spread over paper [microform] / Hirano, 
Toshisuke. (NAS 1,77:20282), 91-13821 

Effect of Zr or Cr content on the fracture 
toughness of high purity Al-Zn-Mg alloys 
[microform] / Kato, Eiji. (NAS 
1.77:20294), 91-13826 

Effective compensatory education source- 
book / Griswold, Philip A. (ED 1.310/ 
2:276787), 91-13174, 91-13291 

Effective schools : implications for pro- 
grams serving high school students with 
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moderate and severe handicaps : a primer 
for principals. (ED 1.310/2:297541), 91- 
13270 

Effectiveness of the U.S. Civil Reserve Air 
Fleet program : hearing before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Public Works 
and Transportation, House of Representa- 
tives, One Hundred First Congress, 
second session, October 10, 1990. United 
States. Congress. House. Committee on 
Public Works and Transportation. Sub- 
committee on Investigations and Over- 
sight. (Y 4.P 96/11:101-80), 91-14127 

The effects of normal and therapeutic baths 
on the central vascular organs of persons 
with healthy hearts, as measured by x-ray 
[microform] / Boehm, G. (NAS 
1.77:20252), 91-13819 

El Paso United States. National Ocean 
Service. (C 55.416/10:El 1/991), 91- 
12824 

El Paso, sectional aeronautical chart United 
States. National Ocean Service. (C 
55.416/10:El 1/991), 91-12824 

El Salvador / El Salvador (United States. 
Embassy (El Salvador)) (L 29.16:El 8/ 
989-90), 91-13666 

El Salvador (United States. Embassy (El 
Salvador)) El Salvador (United States. 
Embassy (El Salvador)) (L 29.16:El 8/ 
989-90), 91-13666 

Electric energy & peak load data ... annual 
(E 3.11/17-10:985), 91-13151, 91-13152 

Electric power annual / (E 3.11/17-10:985), 
91-13151, 91-13152 

Electroacoustical imaging technique for en- 
coding incoherent radiance fields as 
Gabor elementary signals [microform] / 
Fales, Carl L. (NAS 1.15:86372), 91- 
13708 

Electronic bulletin board system for the 
Federal Depository Library Program : a 
study / MacGilvray, Marian W. (GP 
3.2:El 2), 91-13470 

Electronic publishing : guide to selection / 
Rosenthal, Lynne. (C_ 13.10:500-164), 
91-12802 

Electrostatic forming and testing of poly- 
mer films on a 16-foot diameter test fix- 
ture [microform] / Goslee, J. W. (NAS 
1.15:86328), 91-13707 

The emergency room crisis : the impact on 
drug abuse : hearing before the Select 
Committee on Narcotics Abuse and Con- 
trol, House of Representatives, One Hun- 
dred First Congress, second session, Sep- 
tember 28, 1990. United States. Congress. 
House. Select Committee on Narcotics 
Abuse and Control. (Y 4.N 16:101-2-12), 
91-14112 

Emergency situations in Sudan and Liberia 
: hearing before the Subcommittee on Af- 
rican Affairs of the Committee on For- 
eign Relations, United States Senate, One 
Hundred First Congress, second session, 





June 1991 


November 27, 1990. United States. Con- 
gress. Senate. Committee on Foreign Re- 
lations. Subcommittee on African Affairs. 
(Y 4.F 76/2:S.hrg.101-1163), 91-14059 

Employee and labor relations information 
systems and resources / United States. 
Office of Personnel Management. Office 
of Employee and Labor Relations. (PM 
1.2:L 11/3), 91-13847 

The employer’s choice on the job [micro- 
form] / Izzo, Margaretha Vreeburg. (ED 
1.310/2:288970), 91-13211 

Employment of porous polytetraflouroethy- 
lene membrane with a hydropphilic and 
hydrophobic spatial structure for con- 
struction of an enzyme electrode [micro- 
form] / Hato, Masakatsu. (NAS 
1.77:20296), 91-13827 

Energy and water development appropria- 
tions for fiscal year 1991 : hearings before 
a subcommittee of the Committee on Ap- 
propriations, United States Senate, One 
Hundred First Congress, second session, 
on H.R. 5019 .... United States. Congress. 
Senate. Committee on Appropriations. 
Subcommittee on Energy and Water De- 
velopment. (Y 4.Ap 6/2:S.hrg.101-1081/ 
pt.2), 91-13979 

Energy management for consumers and 
businesses. United States. Superintendent 
of Documents. (GP 3.22/2:303/990), 91- 
13479, 91-13480 

Engineer officer directory United States. 
Army. Corps of Engineers. (D 
103.71:989-90), 91-13134 

ENO schemes with subcell resolution [mi- 
croform] / Harten, Ami. (NAS 
1.26:178362), 91-13756 

Ensuring healthy babies in upstate New 
York : pressing problems, promising strat- 
egies : hearing before the Select Commit- 
tee on Children, Youth, and Families, 
House of Representatives, One Hundred 
First Congress, second session, hearing 
held in Syracuse, NY, July 16, 1990. 
United States. Congress. House. Select 
Committee on Children, Youth, and Fam- 
ilies. (Y 4.C 43/2:B 11), 91-14005 

Environmental monitoring and assessment 
program ... project descriptors (EP 1.23/ 
6:600/9-90/028), 91-13341 

Environmental science projects / Carter, 
Constance. (LC 33.10:90-2), 91-13694 

Equal employment opportunity, general 
personnel management, personnel staff- 
ing, ial personnel programs / (PM 
1.28/2:990), 91-13850 

The Eruption of Mount Saint Helens, May 
18, 1980. (C 55.2:Er 9), 91-12807 

ESSA (C 55.14:15/2), 91-12808, 91-12809 

Ethics enforcement : results of conflict of 
interest investigation : report to congres- 
sional requesters / United States. General 
Accounting Office. (GA 1.13:GGD-88- 
34), 91-13453 

Evaluation of experimental epoxy mon- 
omers [microform] / (NAS 1.15:87476), 
91-13719 





Evaluation of flammability for cable-like 
polymers [microform] / Mikado, Tuneo. 
(NAS 1.77:20225), 91-13816 

Evaluation of student teachers. Barrett, 
Joan. (ED 1.310/2:278658), 91-13179 

The evaluation of teachers. Barrett, Joan. 
(ED 1.310/2:278657), 91-13178 

Evaluation process in schools and class- 
rooms / Natriello, Gary (ED 1.310/ 
2:294890), 91-13250 

Exercise of federal prosecutorial authority 
in a changing legal environment : hearing 
before the Government Information, Jus- 
tice, and Agriculture Subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, One 
Hundred First Congress, second session, 
May 10, 1990. United States. Congress. 
House. Committee on Government Oper- 
ations. Government Information, Justice, 
and Agriculture Subcommittee. (Y 4.G 
74/7:P 94/20), 91-14065 

Existing federal mitigation programs : hear- 
ing before the Subcommittee on Policy 
Research and Insurance of the Commit- 
tee on Banking, Finance, and Urban Af- 
fairs, House of Representatives, One 
Hundred First Congress, second session, 
June 27, 1990. United States. Congress. 
House. Committee on Banking, Finance, 
and Urban Affairs. Subcommittee on 
Policy Research and Insurance. (Y 4.B 
22/1:101-143), 91-13991 

Expanding auditor responsibility : hearing 
before the Subcommittee on Telecom- 
munications and Finance of the Commit- 
tee on Energy and Commerce, House of 
Representatives, One Hundred First Con- 
gress, second session, August 2, 1990. 
United States. Congress. House. Commit- 
tee on Energy and Commerce. Subcom- 
mittee on Telecommunications and Fi- 
nance. (Y 4.En 2/3:101-196), 91-14034 

An experimental and theoretical study of 
the ice accretion process during artificial 
and natural icing conditions [microform] 
/ Kirby, Mark S. (NAS 1.26:182119), 
91-13780 

Experimental infection of human vascular 
endothelial cells by pathogenic and non- 
pathogenic hantaviruses / Y: i 
Richard. (HE 20.3502:H 88), 91-13486 

Experimental teaching : an approach to im- 
proving student achievement, changing 
teacher beliefs, and identifying effective 
practices / Deno, Stanley L. (ED 1.310/ 
2:302042), 91-13312 

Exports under the concessional sales pro- 
gram : Title I, Public Law 480. (A 
67.2:Ex 7/8/984), 91-12706 

Extention of time for performing certain 
acts for individuals who are part of 
Desert Shield Operations : report (to ac- 
company S. 251). United States. Con- 
gress. Senate. Committee on Finance. (Y 
1.1/5:102-2), 91-13918 

External influences on the curriculum / 
(ED 1.310/2:302297), 91-13313 
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Family contribution formula 


F 


FAA inspection authorization directory. 
(TD 4.8/5:65-13 K), 91-13904 

FAA’s training programs for air traffic con- 
trollers, safety inspectors, and mainte- 
nance technicians : hearing before the 
Subcommittee on Investigations and 
Oversight of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred First Con- 
gress, second session, June 6, 1990. 
United States. Congress. House. Commit- 
tee on Public Works and Transportation. 
Subcommittee on Investigations and 
Oversight. (Y 4.P 96/11:101-74), 91- 
14125 

Facilities equipment and associated devel- 
opment United States. Federal Aviation 
Administration. (TD 4.2/10:986), 91- 
13901 

Fact book of agriculture (A 1.38/2:989), 
91-12673 

Fact book of U.S. agriculture. (A 1.38/ 
2:989), 91-12673 

Fact book of US agriculture (A 1.38/2:989), 
91-12673 

Faculty and student programs. Argonne 
National Laboratory. Division of Educa- 
tional Programs. (E  1.86/6:991), 91- 
13148 

Faculty graduate study program for histori- 
cally Black colleges and universities 
Guidelines and application forms (Nation- 
al Endowment for the Humanities. Facul- 
ty Graduate Study Program) (NF 3.8/2- 
7:991), 91-13843 

Fairness of channel access for non-time-crit- 
ical traffic using the FDDI token ring 
protocol [microform] / Johnson, Marjory 
J. (NAS 1.15:89389), 91-13730 

False distress calls : hearing before the Sub- 
committee on Coast Guard and Naviga- 
tion of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, One Hundred First Congress, 
second session, on H.R. 4632, a bill to 
amend title 14 United States Code, to 
impose penalties for inducing the Coast 
Guard to render aid under false pre- 
tenses, to impose liability for costs in- 
curred by the Coast Guard in rendering 
that aid, and to authorize appropriations 
for use by acquiring direction finding 
equipment for the Coast Guard, July 23, 
1990, Woods Holes, MA. United States. 
Congress. House. Committee on Mer- 
chant Marine and Fisheries. Subcommit- 
tee on Coast Guard and Navigation. (Y 
4.M 53:101-109), 91-14109 

Family-centered health care for medically 
fragile children [microform] : principles 
and i / Nelkin, Valerie. (ED 
1.310/2:303000), 91-13316 

Family contribution formula (ED 1.81:990- 
91), 91-13164 
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Family earthquake safety home hazard hunt and 


Family earthquake safety home hazard hunt 
and drill / (FEM 1.2:Ea 7/5), 91-13346 

Family Liaison Office. (S 1.2:F 21), 91- 
13859 

Far-infrared, submm and mm spectroscopy 
of the galactic center [microform] : radio 
arc and 20/50 km s-1 clouds / (NAS 
1.26:185497), 91-13796 

Farm Animal and Research Facilities Pro- 
tection Act of 1989 : hearing before the 
Subcommittee on Department Oper- 
ations, Research, and Foreign Agricul- 
ture and the Subcommittee on Forests, 
Family Farms, and Energy of the Com- 
mittee on Agriculture, House of Repre- 
sentatives, One Hundred First Congress, 
second session, on H.R. 3270, July 17, 
1990. United States. Congress. House. 
Committee on Agriculture. Subcommittee 
on Department Operations, Research, and 
Foreign Agriculture. (Y 4.Ag 8/1:101- 
62), 91-13963 

Farmer cooperative publications. Ingalsbe, 
Gene. (A 109.10/2:4/990-3), 91-12708 

Fastener Quality Act United States. (AE 
2.110:101-592), 91-12771 

FCC telephone price caps : hearing before 
the Subcommittee on Telecommunica- 
tions and Finance of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, One Hundred First Congress 
.... United States. Congress. House. Com- 
mittee on Energy and Commerce. Sub- 
committee on Telecommunications and 
Finance. (Y 4.En 2/3:101-195), 91-14033 

Federal acquisition circular. Number 90-3. 
United States. Dept. of Defense. (D 1.6/ 
11-2:90-3), 91-12918 

Federal Aviation Administration’s enforce- 
ment program and the recertification of 
carriers who have had operating certifi- 
cates revoked : hearings before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Public Works 
and Transportation, House of Representa- 
tives, One Hundred First Congress, 
second session, June 19, 20, 1990. United 
States. Congress. House. Committee on 
Public Works and Transportation. Sub- 
committee on Investigations and Over- 
sight. (Y 4.P 96/11:101-73), 91-14124 

Federal aviation regulations. Part 13, Inves- 
tigative and enforcement procedures. 
United States. Federal Aviation Adminis- 
tration. (TD 4.6:13/979), 91-13902 

Federal Contract Crimes Sentencing Act of 
1990 : hearing before the Subcommittee 
on Criminal Justice of the Committee on 
the Judiciary, House of Representatives, 
One Hundred First Congress, second ses- 
sion, on H.R. 4795 ... October 11, 1990. 
United States. Congress. House. Commit- 
tee on the Judiciary. Subcommittee on 
Criminal Justice. (Y 4. 89/1:101-128), 
91-14097 

Federal employees : appointees converted 
to career positions, April through June 
1988 : fact sheet for the chairman, Com- 
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mittee on Post Office and Civil Service, 
House of Representatives / United States. 
General Accounting Office. (GA 
1.13:GGD-88-131 FS), 91-13460 

Federal Energy Regulatory Commission : 
careers with a future. (E 2.2:C 18/2), 
91-13149 

Federal Forecasters Conference proceed- 
ings, April 25, 1988 / Federal Forecasters 
Conference (ist : 1988 : Washington, 
D.C.) (ED 1.310/2:305388), 91-13330 

Federal government. United States. Super- 
intendent of Documents. (GP 3.22/2:141/ 
990), 91-13472 

Federal government provision of third- 
party liability insurance to space vehicle 
users [microform] : final report / (NAS 
1.26:176346), 91-13746 

Federal information : agency needs and 
practices : fact sheet for the chairman, 
Joint Committee on Printing, U.S. Con- 
gress / United States. General Account- 
ing Office. (GA 1.13:GGD-88-115 FS), 
91-13455 

The Federal Insecticide, Fungicide, and 
Rodenticide Act as amended. (EP 5.2:In 
7/988), 91-13345 

Federal motor vehicle safety standards and 
regulations : with amendments and inter- 
pretations issued through December 1989. 
United States. National Highway Traffic 
Safety Administration. (TD 8.6/2:989), 
91-13908 

Federal programs affecting children and 
their families, 1990 : a report, together 
with additional minority views, of the 
Select Committee on Children, Youth, 
and Families, House of Representatives, 
One Hundred First Congress, second ses- 
sion. (Y 4.C 43/2:C 43/7/990), 91-14006 

Federal Republic of Germany / Federal 
Republic of Germany (United States. 
Embassy (Germany : West)) (L 29.16:G 
31/989-90), 91-13667 

Federal Republic of Germany (United 
States. Embassy (Germany : West)) Fed- 
eral Republic of Germany (United States. 
Embassy (Germany : West)) (L 29.16:G 
31/989-90), 91-13667 

Field and depot maintenance manual : shop 
equipment, contact maintenance, truck 
mounted, set no. 3, (Southwest model 
SECM), serial no. S-3-628 through S-3- 
730 and (Davey model CMU-5), serial 
no. 33343 through 33343-234, FSN 4940- 
294-9518. (D 101.11:5-4940-200-35), 91- 
13018 

Field and depot maintenance repair parts 
and special tools list for headsets HS-30- 
A, HS-30-B, HS-30-C, HS-30-D, HS-30- 
E, HS-30-F, HS-30-G, HS-30-H, HS-30-J, 
HS-30-K, HS-30-L, HS-30-L, HS-30-R 
and HS-30-U. (D_ 101.11:11-5965-230-35 
P), 91-13090 

Field hearing on parental choice : hearing 
before the Subcommittee on Elementary, 
Secondary, and Vocational Education of 
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the Committee on Education and Labor, 
House of Representatives, One Hundred 
First Congress, second session, hearing 
held in Milwaukee, WI, November 16, 
1990. United States. Congress. House. 
Committee on Education and Labor. 
Subcommittee on Elementary, Second- 
ary, and Vocational Education. (Y 4.Ed 
8/1:101-131), 91-14015 


Field manual for the investigation of fish 


kills / (I 49.66:177), 91-13642 


Final report for computer-assisted instruc- 


tion adult literacy workshop : a 310/spe- 
cial demonstration project, 1986-1987 / 
Vanis, Mary I. (ED 1.310/2:287527), 91- 
13210 


Final report for NAS8-36620 entitled Mate- 


rials processing in low gravity [micro- 
form.] (NAS 1.26:183733), 91-13790 


Final report on the use of reinforced inor- 


ganic cement materials for spark wire and 
drift chamber wire frames [microform] / 
(NAS 1.26:180759), 91-13774 


Final wilderness environmental impact 


statement for the San Juan/San Miguel 
planning area, Montrose District, Colora- 
do / United States. Bureau of Land Man- 
agement. Montrose District. (I 1.98:Sa 5 
j/2/final), 91-13509 


Financial Institution Reform, Recovery and 


Enforcement Act of 1989, FIRREA, and 
its impact on the Federal Home Loan 
Bank system : hearing before the Sub- 
committee on General Oversight and In- 
vestigations of the Committee on Bank- 
ing, Finance and Urban Affairs, House of 
Representatives, One Hundred First Con- 
gress, second session, October 10, 1990. 
United State. Congress. House. Commit- 
tee on Banking, Finance, and Urban Af- 
fairs. Subcommittee on General Over- 
sight and Investigations. (Y 4.B 22/1:101- 
177), 91-13996 


Firewood program : Fishlake National 


Forest, 1991 / United States. Forest Serv- 
ice. Intermountain Region. (A 13.28:F 
51/991), 91-12681 


First amendment rights of federal workers : 


hearing before the Employment and 
Housing Subcommittee of the Committee 
on Government Operations, House of 
Representatives, One Hundred First Con- 
gress, second session, February 14, 1990. 
United States. Congress. House. Commit- 
tee on Government Operations. Employ- 
ment and Housing Subcommittee. (Y 4.G 
74/T:W 89/5), -91-14067 


Flame retardation treatment of synthetic 


rubbers and synthetic fibers [microform] 
/ Hirosawa, Kanezo. (NAS 1.77:20285), 
91-13823 


Flame spread mechanisms over PMMA sur- 


faces [microform] / Hirano, Toshisuke. 
(NAS 1.77:20284), 91-13822 


Flexible pacing for able learners / Daniel, 


Neil, 1932- (ED  1.310/2:298725), 91- 
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Flight set 360T004 (STS-30) field joint pro- 
tection system [microform] : final report, 
TWR-17543, Vol. VII, ECS 1012. (NAS 
1.26:183829), 91-13793 

Flood insurance study : Avery County, 
North Carolina, unincorporated areas. 
(FEM 1.209:370010), 91-13395 

Flood insurance study : borough of Big 
Run, Pennsylvania, Jefferson County. 
(FEM 1.209:420508), 91-13419 

Flood insurance study : borough of Coch- 
ranton, Pennsylvania, Crawford County. 
(FEM 1.209:420348), 91-13418 

Flood insurance study : borough of Falls 
Creek, Pennsylvania, Jefferson and Clear- 
field counties. (FEM 1.209:420511), 91- 
13420 

Flood insurance study borough of 
Fleetwood, Pennsylvania, Berks County. 
(FEM 1.209:420133), 91-13416 

Flood insurance study : borough of Frank- 
lin, Pennsylvania, Cambria County. 
(FEM 1.209:422593), 91-13440 

Flood insurance study : borough of Vinton- 
dale, Pennsylvania, Cambria County. 
(FEM 1.209:420243), 91-13417 

Flood insurance study : Cherokee County, 
North Carolina, unincorporated areas. 
(FEM 1.209:370059), 91-13396 

Flood insurance study : city of Atlantic 
Beach, Florida, Duval County. (FEM 
1.209:120075), 91-13348 

Flood insurance study : 
Ohio, Portage County. 
1.209:390454), 91-13408 

Flood insurance study : 


city of Aurora, 
(FEM 


city of Bangor, 
Michigan, Van Buren County. (FEM 
1.209:260529), 91-13378 

Flood insurance study : city of Center Hill, 


Florida, Sumter County. 
1.209:120615), 91-13364 

Flood insurance study : city of Dalton, 
Georgia, Whitfield County. (FEM 
1.209:130194), 91-13373 

Flood insurance study : city of Datona 
Beach, Florida, Volusia County. (FEM 
1.209:125099/990), 91-13366 

Flood insurance study : city of Eatonton, 
Georgia, Putnam County. (FEM 
1.209:130218), 91-13374 

Flood insurance study : city of Edgewater, 
Florida, Volusia County. (FEM 
1.209:120308/990), 91-13359 

Flood insurance study : city of Jacksonville, 
Florida, Duval County. (FEM 
1.209:120077/v.1-2), 91-13349 

Flood insurance study : city of Lancaster, 
Ohio, Fairfield County. (FEM 
1.209:390161/989), 91-13400 

Flood insurance study : city of Midland, 
Michigan, Midland and Bay counties. 
(FEM 1.209:260140/989), 91-13376 

Flood insurance study : city of Neptune 
Beach, Florida, Duval County. (FEM 
1.209:120079), 91-13350 
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Flood insurance study : township of Hayfield, 


Flood insurance study : city of Oak Hill, 
Florida, Volusia County. (FEM 
1.209:120624), 91-13365 

Flood insurance study : city of Ormond 
Beach, Florida, Volusia County. (FEM 
1.209:125136/990), 91-13370 

Flood insurance study : city of Pinellas 
Park, Florida, Pinellas County. (FEM 
1.209:120251/989), 91-13357 

Flood insurance study city of Port 
Orange, Florida, Volusia County. (FEM 
1.209:120313), 91-13360 

Flood insurance study : city of Shelby, 
Ohio, Richland County. (FEM 
1.209:390479), 91-13409 

Flood insurance study : city of South Day- 
tona, Florida, Volusia County. (FEM 
1.209:120314), 91-13361 

Flood insurance study : city of Temple Ter- 
race, Florida, Hillsborough County. 
(FEM 1.209:120115/990), 91-13353 

Flood insurance study : city of Umatilla, 
Florida, Lake County. (FEM 
1.209:120139), 91-13354 

Flood insurance study : city of Vidalia, 
Georgia, Toombs and Montgomery coun- 
ties. (FEM 1.209:130232), 91-13375 

Flood insurance study : city of Watertown, 
New York, Jefferson County. (FEM 
1.209:360354/990), 91-13390 

Flood insurance study : Clark County, 
Washington, unincorporated areas. (FEM 
1.209:530024/987/v.2), 91-13441 

Flood insurance study : county 
Florida, unincorporated areas. 
1.209:125124/989), 91-13369 

Flood insurance study : Defiance County, 
Ohio, unincorporated areas. (FEM 
1.209:390143), 91-13399 

Flood insurance study : Fairfield 
Ohio, unincorporated areas. 
1.109:390158), 91-13347 

Flood insurance study : Fulton 
Ohio, unincorporated areas. 
1.209:390182), 91-13401 

Flood insurance study : Gallia 
Ohio, unincorporated areas. 
1.209:390185), 91-13402 

Flood insurance study : Geauga 
Ohio, unincorporated areas. 
1.209:390190), 91-13403 

Flood insurance study : Gilchrist County, 
Florida, and incorporated areas. (FEM 
1.209:120094), 91-13351 

Flood insurance study Hillsborough 
County, Florida, unincorporated areas. 
(FEM 1.209:120112/989), 91-13352 

Flood insurance study : Lawrence County, 
Ohio, unincorporated areas. (FEM 
1.209:390325), 91-13405 

Flood insurance study : 
Ohio, unincorporated areas. 
1.209:390392), 91-13407 

Flood insurance study : Monroe County, 
Florida, and incorporated areas. (FEM 
1.209:125121/etc.), 91-13368 
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Flood insurance study : Osceola County, 
Florida, unincorporated areas. (FEM 
1.209:120189/989), 91-13355 

Flood insurance study : Pasco County, 
Florida, unincorporated areas. (FEM 
1.209:120230/989), 91-13356 

Flood insurance study : Polk County, Flori- 
da, unincorporated areas. (FEM 
1.209:120261/988), 91-13358 

Flood insurance study : town of Amenia, 
New York, Dutchess County. (FEM 
1.209:361332/989), 91-13394 

Flood insurance study : town of Claverack, 
New York, Columbia County. (FEM 
1.209:360173), 91-13387 

Flood insurance study : town of North 
Castle, New York, Westchester County. 
(FEM 1.209:360923), 91-13393 

Flood insurance study : town of Owasco, 
New York, Cayuga County. (FEM 
1.209:360120), 91-13386 

Flood insurance study : town of Vance- 
boro, North Carolina, Craven County. 
(FEM 1.209:370075), 91-13397 

Flood insurance study : town of Westerlo, 
New York, Albany County. (FEM 
1.209:360017), 91-13385 

Flood insurance study : town of Worthing- 
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(FEM 1.209:120594), 91-13363 

Flood insurance study township of 
Adrian, Michigan, Lenawee County. 
(FEM 1.209:260732), 91-13384 

Flood insurance study : township of Arm- 
strong, Pennsylvania, Indiana County. 
(FEM 1.209:421708), 91-13431 

Flood insurance study : township of Ash- 
land, Michigan, Newaygo County. (FEM 
1.209:260694), 91-13381 

Flood insurance study : township of Clif- 
ton, Pennsylvania, Lackawanna County. 
(FEM 1.209:421751), 91-13433 

Flood insurance study : township of Croyle, 
Pennsylvania, Cambria County. (FEM 
1.209:421439), 91-13427 

Flood insurance study township of 
Delmar, Pennsylvania, Tioga County. 
(FEM 1.209:421177), 91-13423 

Flood insurance study : township of East 
Franklin, Pennsylvania, Armstrong 
County. (FEM 1.209:421305), 91-13425 

Flood insurance study : township of East 
Taylor, Pennsylvania, Cambria County. 
(FEM 1.209:421441), 91-13428 

Flood insurance study : township of East 
Wheatfield, Pennsylvania, Indiana 
County. (FEM 1.209:421716), 91-13432 

Flood insurance study : township of Gar- 
field, Michigan, Newaygo County. (FEM 
1.209:260469), 91-13377 

Flood insurance study : township of Grant, 
Michigan, Cheboygan County. (FEM 
1.209:260610), 91-13380 

Flood insurance study : township of Hay- 
field, Pennsylvania, Crawford County. 
(FEM 1.209:421227), 91-13424 
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Flood insurance study : township of Hereford, 


Flood insurance study : township of Here- 
ford, Pennsylvania, Berks County. (FEM 
1.209:421379), 91-13426 

Flood insurance study : township of Lock- 
port, Michigan, St. Joseph County. (FEM 
1.209:260715), 91-13382 

Flood insurance study : township of Miller, 
Pennsylvania, Huntingdon County. (FEM 
1.209:421695/990), 91-13430 

Flood insurance study : township of Penn, 
Pennsylvania, Lycoming County. (FEM 
1.209:421848), 91-13435 

Flood insurance study : township of Por- 
tage, Pennsylvania, Cambria County. 
(FEM 1.209:421444), 91-13429 

Flood insurance study : township of Rock- 
land, Pennsylvania, Venango County. 
(FEM 1.209:422113), 91-13438 

Flood insurance study : township of Scott, 
Pennsylvania, Lackawanna County. 
(FEM 1.209:421757), 91-13434 

Flood insurance study Township of 
Smithfield, Pennsylvania, Monroe 
County. (FEM 1.209:421896), 91-13436 

Flood insurance study : township of South 
Heidelberg, Pennsylvania, Berks County. 
(FEM 1.209:421107), 91-13421 

Flood insurance study : township of Terry, 
Pennsylvania, Bradford County. (FEM 
1.209:421111), 91-13422 

Flood insurance study : township of Upper 
Yoder, Pennsylvania, Cambria County. 
(FEM 1.209:422257), 91-13439 

Flood insurance study : township of Victor, 
Michigan, Clinton County. (FEM 
1.209:260720), 91-13383 

Flood insurance study : township of West- 
fall, Pennsylvania, Pike County. (FEM 
1.209:421970), 91-13437 

Flood insurance study : Union County, 
Florida, unincorporated areas. (FEM 
1.209:120422), 91-13362 

Flood insurance study : village of Ala- 
mance, North Carolina, Alamance 
County. (FEM 1.209:370457), 91-13398 

Flood insurance study : village of Athens, 
New York, Greene County. (FEM 
1.209:360285), 91-13388 

Flood insurance study : village of Catskill, 
New York, Greene County. (FEM 
1.209:360287), 91-13389 

Flood insurance study : village of Coal 
Grove, Ohio, Lawrence County. (FEM 
1.209:390326/989), 91-13406 

Flood insurance study : village of Dublin, 
Ohio, Franklin, Delaware, and Union 
Counties. (FEM 1.209:390673/989), 91- 
13415 

Flood insurance study : village of Hamden, 
Ohio, Vinton County. (FEM 
1.209:390554), 91-13411 

Flood insurance study : village of Lowell- 
ville, Ohio, Mahoning County. (FEM 
1.209:390620), 91-13412 

Flood insurance study : village of Lynch- 
burg, Ohio, Highland County. (FEM 
1.209:390271), 91-13404 


Page 1-274 





Flood insurance study : village of North- 
port, Michigan, Leelanau County. (FEM 
1.209:260580), 91-13379 

Flood insurance study : village of Port Jef- 
ferson, Ohio, Shelby County. (FEM 
1.209:390506), 91-13410 

Flood insurance study : village of Sabina, 
Ohio, Clinton County. (FEM 
1.209:390627), 91-13413 

Flood insurance study : village of St. Johns- 
ville, New York, Montgomery County. 
(FEM 1.209:360457), 91-13392 

Flood insurance study : village of West 
Carthage, New York, Jefferson County. 
(FEM 1.209:360356/990), 91-13391 

Flood insurance study : Volusia County, 
Florida, unincorporated areas. (FEM 
1.209:125155), 91-13371 

Flood insurance study : wave height analy- 
sis : city of Delray Beach, Florida, Palm 
Beach County. (FEM 1.209:125102/989), 
91-13367 

Flood insurance study : Wayne County, 
Ohio, and incorporated areas. (FEM 
1.209:390642/etc.), 91-13414 

Flood insurance study : Whitfield County, 
unincorporated areas. (FEM 
1.209:130193), 91-13372 

Florida (I 19.53/2:FL-85-4), 91-13531 

Florida, Intracoastal Waterway, Bahia 
Honda Key to Sugarloaf Key [and] Su- 
garloaf Key to Key West / United States. 
National Ocean Service. (C 55.418/ 
7:11445/990), 91-12832 

Forecast of GSA contracting opportunities. 
(GS 1.2:C 76), 91-13481 

Foreign direct investment in the United 
States : balance of payments and direct 
investment position estimates, 1980-86. (C 
59.2:F 76/5), 91-12887 

Foreign direct investment in the United 
States : operations of U.S. affiliates of 
foreign companies. (C 59.20:988/prelim.), 
91-12889 

Foreign investment in the United States : 
hearings before the Subcommittee on 
Commerce, Consumer Protection, and 
Competitiveness of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, One Hundred First Congress, 
second session, on H.R. 5, H.R. 4520, 
H.R. 4608, and H.R. 5225 ... June 13 and 
July 31, 1990. United States. Congress. 
House. Committee on Energy and Com- 
merce. Subcommittee on Commerce, 
Consumer Protection, and Competitive- 
ness. (Y 4.En 2/3:101-194), 91-14032 

Foreign Trade Zones program needs clari- 
fied criteria : statement of Allan I. Men- 
delowitz, director, Trade, Energy, and 
Finance Issues, National Security and 
International Affairs Division, before the 
Subcommittee on Trade, House Commit- 
tee on Ways and Means. Mendelowitz, 
Allan I. (GA_ 1.5/2:T-NSIAD-90-05), 
91-13442 

Formulation of the 1990 farm bill : hearings 
before the Committee on Agriculture, 
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House of Representatives, One Hundred 
First Congress, first session. United 
States. Congress. House. Committee on 
Agriculture. (Y 4.Ag 8/1:101-30/pt.13- 
15), 91-13957 

France minerals yearbook Minerals year- 
book. Mineral industry of France. (I 
28.37/a 2:F 844/988), 91-13631 

Fraud in the Medicare program : hearings 
before the Subcommittee on Oversight of 
the Committee on Ways and Means, 
House of Representatives, One Hundred 
First Congress, second session, Fort Lau- 
derdale, Florida, July 30, 1990; Washing- 
ton, D.C., September 25, 1990. United 
States. Congress. House. Committee on 
Ways and Means. Subcommittee on 
Oversight. (Y 4.W 36:101-124), 91-14138 

Fringe benefits available to public school 
teachers in the Southeast research 
report / Mabry, Rodney H. (ED 1.310/ 
2:269394), 91-13168 

From commas to cathedrals : design at 
work / MclIntosh, Phyllis Lehmann, 
1944- (NF 2.2:C 28), 91-13839 

Fronts propagating with curvature depend- 
ent speed [microform] : algorithms based 
on Hamilton-Jacobi formulations / Osher, 
Stanley. (NAS 1.26:178382), 91-13765 

Fuel oil and kerosene sales. (E 3.11/11- 
3:989), 91-13150 

Fugacity and concentration gradients in a 
gravity field [microform] / May, Charles 
E. (NAS 1.15:88809), 91-13726 

Full scale technology demonstration of a 
modern counterrotating unducted fan 
engine concept [microform] design 
report / (NAS 1.26:180867), 91-13775 


G 


Galerkin/Runge-Kutta discretizations for 
parabolic equations with time dependent 
coefficients [microform] / Keeling, Ste- 
phen L. (NAS 1.26:178372), 91-13761 

Galveston Bay, Texas / United States. Na- 
tional Ocean Service. (C 55.418/7:11326) 
(C 55.418/7:11326/folder), 91-12828 

Gambling on vessels : hearing before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine and 
Fisheries, House of Representatives, One 
Hundred First Congress, session second 
on H.R. 5533 ... H.R. 5534 ... October 3, 
1990. United States. Congress. House. 
Committee on Merchant Marine and 
Fisheries. Subcommittee on Merchant 
Marine. (Y 4.M 53:101-122), 91-14110 

GAO’s policy and procedures manual for 
guidance of federal agencies : Title 7— 
fiscal guidance. United States. General 
Accounting Office. (GA 1.6/7:trans.7-12), 
91-13450 

The Gas supplies of interstate natural gas 
pipeline companies / (E 3.25/2:989), 91- 
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Gasahol [i.e. gasohol] : January 1983 - Sep- 
tember 1990 / Cheney, Sheldon. (A 
17.18/4:91-36), 91-12697 

General support maintenance repair parts 
and special tools lists (including depot 
maintenance repair parts and special 
tools) for radio test set AN/ARM-92B, 
(NSN 6625-00-631-5501). (D 101.11:11- 
6625-2709-40 P), 91-13108 

Geologic studies in Alaska by the U.S. Ge- 
ological Survey, 1989 / (I 19.3:1946), 
91-13515 

Geology, hydrology, and water quality of 
the surficial aquifer system in Volusia 
County, Florida / Phelps, G. G. (I 19.42/ 
4:90-4069), 91-13525 

German Democratic Republic / German 
Democratic Republic (Washington, D.C. 
: 1977) (C 61.11:G 31/2/990), 91-12895 

German Democratic Republic (Washington, 
D.C. : 1977) German Democratic Repub- 
lic (Washington, D.C. : 1977) (C 61.11:G 
31/2/990), 91-12895 

Global Climate Change Prevention Act of 
1989—S. 1610 : hearing before the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, One Hun- 
dred First Congress, first session, on S. 
1610 ... November 6, 1989. United States. 
Congress. Senate. Committee on Agricul- 
ture, Nutrition, and Forestry. (Y 4.Ag 8/ 
3:S.hrg.101-1135), 91-13971 

Government office space : GSA considers 
federal building construction in Salem, 
Oregon, a low priority : fact sheet for the 
Honorable Denny Smith, House of Rep- 
resentatives / (GA 1.13:GGD-88-133 FS), 
91-13461 

Government space leasing : commercial 
lease of space at the John F. Kennedy 
Federal Building in Boston : report to the 
Honorable Robert W. Kasten / (GA 
1.13:GGD-88-134), 91-13462 

Grant programs administered by the De- 
partment of Justice : hearings before the 
Government Information, Justice, and 
Agriculture Subcommittee of the Com- 
mittee on Government Operations, House 
of Representatives, One Hundred First 
Congress, second session, April 18, 24; 
and May 24, 1990. United States. Con- 
gress. House. Committee on Government 
Operations. Government Information, 
Justice, and. Agriculture Subcommittee. 
(Y 4.G 74/7:G 76/11), 91-14062 

Green book (Y 4.W 36:10-4/989), 91- 
14136 

Greenhouse growing / Kopolow, Carol. (A 
17.18/6:90-01), 91-12698 

Ground-water levels and quality at Crex 
Meadows Wildlife Area, Burnett County, 
Wisconsin / Patterson, G. L. (I 19.42/ 
4:89-4129), 91-13521 

Group exemption roster. (T 22.2/15:6023/ 
991), 91-13868 

Guam (United States). United States. Cen- 
tral Intelligence Agency. (PrEx 3.10/4:G 
93/8), 91-13854, 91-13855 
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Guide for referral and case coordination for 
young children in hospital settings / (ED 
1.310/2:297487), 91-13269 

A Guide to international participation in 
the Strategic Defense Initiative. (D 1.6/ 
2:St 8), 91-12917 


A guide to item banking in education : item | 


bank data sheets / Naccarato, Richard 
W. (Richard William) (ED 1.310/ 
2:291804), 91-13232 

Guide to programs administered by Office 
of Higher Education Programs and Fund 
for the Improvement of Postsecondary 
Education. (ED _ 1.310/2:276357), 91- 
13173 

A guide to the bound publications of the 
Committee on Governmental Affairs, 
United States Senate for the ... congress. 
United States. Congress. Senate. Commit- 
tee on Governmental Affairs. (Y 4.G 74/ 
9:B 66/989), 91-14068 

Guide to the Internal Revenue Service : for 
congressional staff. United States. Inter- 
nal Revenue Service. (T 22.44/2:1273/ 
989), 91-13880 

Guidelines (NF 3.17:991), 91-13845 

Guidelines and application form for partici- 
pants (NF 3.13/3-2:991), 91-13844 

Guidelines and application forms / Guide- 
lines and application forms (National En- 
dowment for the Humanities. Faculty 
Graduate Study Program) (NF 3.8/2- 
7:991), 91-13843 

Guidelines and application forms (National 
Endowment for the Humanities. Faculty 
Graduate Study Program) Guidelines and 
application forms (National Endowment 
for the Humanities. Faculty Graduate 
Study Program) (NF 3.8/2-7:991), 91- 
13843 

Guidelines for noise and vibration levels for 
the space station [microform] / (NAS 
1.26:178310), 91-13751 

Gulf of Aden, Yemen, Bandar at Tawahi 
(Aden Harbor) / United States. Defense 
Mapping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:62098/990), 
91-12969 

Gulf of Aqaba, Elat and al Aqabah / 
United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. (D 
5.356:62225/990), 91-12970 

Gypsy moth research and development pro- 
gram. (A 13.42/2:G 99/2), 91-12692 


H 


H.J. Res. 279, H.R. 1730, and H.R. 3401 
(Vraciu Congressional Medal of Honor 
and MIAS/KIAS) : hearing before the 
Military Personnel and Compensation 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, One Hundred First Congress, 
second session, hearing held January 30, 
1990. United States. Congress. House. 
Committee on Armed Services. Military 
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Personnel and Compensation Subcommit- 
tee. (Y 4.Ar 5/2 a:989-90/77), 91-13985 

H.R. 4935 and DVA’s medical care cost 
recovery program : hearing before the 
Subcommittee on Hospitals and Health 
Care of the Committee on Veterans’ Af- 
fairs, House of Representatives, One 
Hundred First Congress, second session, 
June 20, 1990. United States. Congress. 
House. Committee on Veterans’ Affairs. 
Subcommittee on Hospitals and Health 
Care. (Y 4.V 64/3:101-52), 91-14135 

Haiti / Haiti (United States. Embassy 
(Haiti)) (L 29.16:H 12/989-90), 91-13668 

Haiti (United States. Embassy (Haiti)) Haiti 
(United States. Embassy (Haiti)) (L 
29.16:H 12/989-90), 91-13668 

Hand receipt covering contents of compo- 
nents of end item (COED), basic issue 
items (BII), and additional authorization 
list (AAL) for radio set AN/PRC-68, 
(NSN 5820-01-079-9260). (D 101.11:11- 
5820-882-10-HR), 91-13073, 91-13093 

Hand receipt manual covering basic issue 
items (BII) and additional authorization 
list (AAL) for truck, tractor, 10-ton, 6x6, 
M123 w/dual rear winches, national 
stock no. 2320-00-395-1875; M123C w/ 
rear winch, national stock no. 2320-00- 
294-9552... (D  101.11:9-2320-206-10 
HR), 91-13035 

Hand receipt manual covering end item/ 
components of end item (COED), basic 
issue items (BIT), and additional authori- 
zation list (AAL) for viewer, infared 
AN/PAS-7, (NSN  5885-00-179-3169), 
(LIN Y03104). (D 101.11:11-5855-246-10- 
HR), 91-13083 

Handbook of methods for acid deposition 
studies laboratory analyses for soil 
chemistry / (EP 1.23/5:600/4-90/023), 
91-13340 

Handbook of occupational groups and 
series. (PM 1.8/2:990), 91-13848 

Handbook of occupational groups and 
series of classes (PM _ 1.8/2:990), 91- 
13848 

Handbook on human rights and citizenship 
/ (ED 1.310/2:289806), 91-13224 

Handicapped persons’ rights under federal 
law : information for those who have 
rights and responsibilities under section 
504 of the Rehabilitation Act of 1973. 
(ED 1.310/2:292256), 91-13235 

Hardwood plywood (C 3.158:MA-24 F 
(89)-1), 91-12788 

Harrison County, West Virginia : 1:100 000- 
scale topographic map / Geoiogical 
Survey (U.S.) (I 19.108:39080-C 3-CF- 
100/988), 91-13628 

Hazardous Waste Superfund Collection : 
database thesaurus. (EP 1.2:H 33/25), 
91-13335 

Health care crisis : problems of cost and 
access for children of color : hearing 
before the Task Force on Human Re- 
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Health care crisis : problems of cost and access 


sources of the Committee on the Budget, 
House of Representatives, One Hundred 
First Congress, second session, Novem- 
ber 19, 1990. United States. Congress. 
House. Committee on the Budget. Task 
Force on Human Resources. (Y 4.B 85/ 
3:101-5-14), 91-14002 

Health status of the disadvantaged chart- 
book. (HE 20.9302:D 63/2/990), 91- 
13503 

Hearings on National Defense Authoriza- 
tion Act for fiscal year 1991—H.R. 4739 
and oversight of previously authorized 
programs before the Committee on 
Armed Services, House of Representa- 
tives, One Hundred First Congress, 
second session : Seapower and Strategic 
and Critical Materials Subcommittee 
hearings on seapower, hearings held Jan- 
uary 24, February 28, March 7, 21, April 
4, 24, and July 24, 1990. United States. 
Congress. House. Committee on Armed 
Services. (Y 4.Ar 5/2 a:989-90/47), 91- 
13983 

The helping process booklet for students 
[microform] / Veach, June P. (ED 1.310/ 
2:298319), 91-13274 

Helping your child become a reader [micro- 
form] / Roser, Nancy L. (ED 1.310/ 
2:303789), 91-13319 

Heroin trafficking and abuse : a growing 
crisis : hearing before the Select Commit- 
tee on Narcotics Abuse and Control, 
House of Representatives, One Hundred 
First Congress, second session, July 19, 
1990. United States. Congress. House. 
Select Committee on Narcotics Abuse 
and Control. (Y 4.N 16:101-2-11), 91- 
14111 

HHS authority over immigration and public 
health : hearing before the Subcommittee 
on Health and the Environment of the 
Committee on Energy and Commerce, 
House of Representatives, One Hundred 
First Congress, second session, on H.R. 
4506 ... June 27, 1990. United States. 
Congress. House. Committee on Energy 
and Commerce. Subcommittee on Health 
and the Environment. (Y 4.En 2/3:101- 
201), 91-14036 

High- and low-thrust propulsion systems for 
the space station [microform] / Jones, 
Robert E. (Robert Ewing), 1932- (NAS 
1.15:88877), 91-13729 

High angle of attack position sensing for 
the Southampton University Magnetic 
Suspension and Balance System [micro- 
form] / Parker, David H. (NAS 
1.26:178358), 91-13754 

High school and beyond third follow-up 
(1986) : technical report / Sebring, Penny 
A. (ED 1.310/2:300464), 91-13304 

High school graduates in entry level jobs : 
what do employers want? Ascher, Carol, 
1941- (ED 1.310/2:293972), 91-13246 

Higher education. United States. Superin- 
tendent of Documents. (GP 3.22/2:217/ 
990-2), 91-13476 
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Higher education and the public trust [mi- 
croform] : improving stature in colleges 
and universities / Alfred, Richard L. 
(ED 1.310/2:296692), 91-13262 

History of Fort Davis, Texas / Wooster, 
Robert, 1956- (I 29.116:34), 91-13638 

Holocaust Remembrance Day. (Y 3.H 74:2 
H 74/2/991), 91-13940 

The homecoming model [microform] : edu- 
cating students who present intensive 
educational challenges within regular 
education environments. (ED _ 1.310/ 
2:284406), 91-13195 

Honduras / Honduras (United States. Em- 
bassy (Honduras)) (L 29.16:H 75/989), 
91-13670 

Honduras (United States. Embassy (Hondu- 
ras)) Honduras (United States. Embassy 
(Honduras)) (L 29.16:H 75/989), 91- 
13670 

Hong Kong / Hong Kong (Washington, 
D.C.) (C 61.11:H 75/991), 91-12896, 
91-13669 

Hong Kong (United States. Embassy (Hong 
Kong)) Hong Kong (United States. Em- 
bassy (Hong Kong)) (L 29.16:H 75/2/ 
989-90), 91-13669 

Hong Kong (Washington, D.C.) Hong 
Kong (Washington, D.C.) (C 61.11:H 75/ 
991), 91-12896 

Hotel and Motel Fire Safety Act of 1989 : 
hearing before the Subcommittee on the 
Consumer of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, One Hundred First 
Congress, second session on H.R. 94 ... 
April 19, 1990. United States. Congress. 
Senate. Committee on Commerce, Sci- 
ence, and Transportation. Subcommittee 
on the Consumer. (Y 4.C 73/7:S.hrg.101- 
1094), 91-14009 

House journal United States. Congress. 
House. (XJH:100-2/pt.2), 91-13912 

How to investigate the copyright status of a 
work. (LC 3.4/2:22/991), 91-13688 

How to write vocational training manuals 
[microform] / Smith, Christopher A. (ED 
1.310/2:301764), 91-13309 

Hubble Space Telescope (HST) [picture.] 
(NAS 1.43:H 86/3), 91-13802 

Hungary / Hungary (Washington, D.C.) (C 
61.11:H 89/990), 91-12897 

Hungary, a country study / (D 101.22:550- 
165/991), 91-13124 

Hungary (Washington, D.C.) Hungary 
(Washington, D.C.) (C 6i.11:H 89/990), 
91-12897 

A hybrid perturbation Galerkin technique 
with applications to slender body theory 
[microform] / Geer, James F. (NAS 
1.26:178354), 91-13753 


I 
Idaho and Wyoming : endangered and sen- 


sitive plant field guide. (A 13.36/2:Id 1), 
91-12691 
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Identifying persons, other than felons, ineli- 
gible to purchase firearms : a feasibility 
study / Tien, James M. (J 29.2:Id 2), 91- 
13647 

The impact of drugs on American business 
and the American economy : hearing 
before the Select Committee on Narcot- 
ics Abuse and Control, House of Repre- 
sentatives, One Hundred First Congress, 
second session, October 3, 1990. United 
States. Congress. House. Select Commit- 
tee on Narcotics Abuse and Control. (Y 
4.N 16:101-2-13), 91-14113 

The Impact of the Tax Reform Act of 1986 
: did it improve fairness and simplicity? : 
research conference, Washington, D.C., 
November 16-17, 1989. (T 22.2/15:7302), 
91-13869 

Implementation of a block Lanczos algo- 
rithm for eigenproblem solution of gyro- 
scopic systems [microform] / Gupta, 
Kajal K. (NAS 1.15:88290), 91-13722 

Implementation of the compact of 1985 : 
oversight hearing before the Subcommit- 
tee on Insular and International Affairs of 
the Committee on Interior and Insular 
Affairs, House of Representatives, One 
Hundred First Congress, first session ... 
hearing held in Washington, DC, July 18, 
1989. United States. Congress. House. 
Committee on Interior and Insular Af- 
fairs. Subcommittee on Insular and Inter- 
national Affairs. (Y 4.In 8/14:101-76), 
91-14089 

Implications of treaty on final German set- 
tlement for NATO strategy and U.S. 
military presence in Europe : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, One Hundred 
First Congress, second session, October 
4, 1990. United States. Congress. Senate. 
Committee on Armed Services. (Y 4.Ar 
5/3:S.hrg.101-1154), 91-13988 

An improved model of the earth’s gravita- 
tional field [microform] : GEM-T1 / 
(NAS 1.15:4019), 91-13702 

Improving student discipline. (ED 1.310/ 
2:296982), 91-13265 

Improving the school-home connection for 
low-income urban parents. Ascher, Carol, 
1941- (ED 1.310/2:293973), 91-13247 

Improving the superfund cleanup process : 
hearing before the Subcommittee on Su- 
perfund, Ocean, and Water Protection of 
the Committee on Environment and 
Public Works, United States Senate, One 
Hundred First Congress, second session, 
June 21, 1990. United States. Congress. 
Senate. Committee on Environment and 
Public Works. Subcommittee on Super- 
fund, Ocean, and Water Protection. (Y 
4.P 96/10:S.hrg.101-1187), 91-14118 

In answer to your query : copyright regis- 
tration of poetry. (LC 3.4/2:106/991), 
91-13689 

In answer to your query : games. (LC 3.4/ 
2:108/991), 91-13691 





June 1991 


In answer to your query : registration of 
photographs. (LC 3.4/2:107/991), 91- 
13690 

Incarcerated Veterans Rehabilitation and 
Readjustment Act of 1989 hearing 
before the Subcommittee on Courts, In- 
tellectual Property, and the Administra- 
tion of Justice of the Committee on the 
Judiciary, House of Representatives, One 
Hundred First Congress, second session, 
on H.R. 3453 ... April 24, 1990. United 
States. Congress. House. Committee on 
the Judiciary. Subcommittee on Courts, 
Intellectual Property, and the Adminis- 
tration of Justice. (Y 4.J 89/1:101-99), 
91-14092 

Index medicus (National Library of Medi- 
cine (U.S.)) National Library of Medicine 
(U.S.) (HE 20.3612/3-8:989), 91-13488 

Indiana Dunes National Lakeshore access 
and Enhancement Act and amending the 
Illinois and Michigan Corridor Act : 
hearing before the Subcommittee on 
Public Lands, National Parks, and For- 
ests of the Committee on Energy and 
Natural Resources, United States Senate, 
One Hundred First Congress, second ses- 
sion, on S. 2882 and H.R. 3209 ... S. 3048 

. September 27, 1990. United States. 
Congress. Senate. Committee on Energy 
and Natural Resources. Subcommittee on 
Public Lands, National Parks, and For- 
ests. (Y 4.En 2:S.hrg.101-1182), 91- 
14025 

Indianapolis, Indiana, metropolitan area 
Area wage survey. Indianapolis, Indiana, 
metropolitan area (L 2.121/14:In 2/990), 
91-13653 

Individual differences / Sealey, Jean. (ED 
1.310/2:300218), 91-13300 

Indonesia—Malaysia—Thailand, strait of 
Malacca—northern part / United States. 
Defense Mapping Agency. Hydrograph- 
ic/Topographic Center. (D 5.356:71305/ 
990), 91-12983 

Indoor air - assessment : methods of analy- 
sis for environmental carcinogens. (EP 
1.23/9:600/8-90/041), 91-13343 

The industrial work model : a guide for 
developing transitional and supported em- 
ployment / Barrett, John (John J.) (ED 
1.310/2:284994), 91-13201 

Infant mortality within minority and rural 
communities : a global perspective on 
causes and solutions : a symposium / (Y 
4.H 89:In 3/2), 91-14082 

Infectious diseases in day care / Sleator, 
Esther K. (ED _ 1.310/2:269157), 91- 
13167 

Information skills for an information society 
: a review of research / Kuhlthau, Carol 
Collier, 1937- (ED 1.310/2:297740), 91- 
13271 

An initial approach to the utilization of 
VAS satellite sounding data [microform] 
/ Shin, Kyung-Sup. (NAS 1.26:179002), 
91-13766 





Joint Resolution Making Further Continuing 


INS delivery bonds : stronger internal con- 
trols needed : report to the Honorable 
Alan J. Dixon, U.S. Senate / United 
States. General Accounting Office. (GA 
1.13:GGD-88-36), 91-13454 

Installation of radio sets AN/VRC-46 and 
AN/VRC-47 in carrier, personnel, ar- 
mored M113, MI113Al1. (D 101.11:11- 
2300-355-15-4), 91-13057 

Instruction manual. Part 2b, Instructions for 
classifying multiple causes of death / (HE 
20.6208/4-3:990), 91-13491 

Instructions for classifying multiple causes 
of death (HE 20.6208/4-3:990), 91-13491 

Instructions for Form 1040EZ, 1990. United 
States. Internal Revenue Service. (T 
22.51:1040 EZ/990/inst.), 91-13888 

Instructions for installation of modification 
kit, electronic equipment MK-345/GR, 
IN 2 1/1-ton, 6x6 truck-mounted, Signal 
Corps repair shops M185 and M238. (D 
101.25:SIG 316), 91-13125 

Insular areas budget request for fiscal year 
1988 : oversight hearing before the Sub- 
committee on Insular and International 
Affairs of the Committee on Interior and 
Insular Affairs, House of Representatives, 
One Hundredth Congress, first session ... 
hearing held in Washington, DC, Febru- 
ary 26, 1987. United States. Congress. 
House. Committee on Interior and Insu- 
lar Affairs. Subcommittee on Insular and 
International Affairs. (Y 4.In 8/14:100- 
80), 91-14085 

Insular areas budget request for fiscal year 
1989 : oversight hearings before the Sub- 
committee on Insular and International 
Affairs of the Committee on Interior and 
Insular Affairs, House of Representatives, 
One Hundredth Congress, second session 
... hearings held in Washington, DC, Feb- 
ruary 18, 1988, February 25, 1988. United 
States. Congress. House. Committee on 
Interior and Insular Affairs. Subcommit- 
tee on Insular and International Affairs. 
(Y 4.In 8/14:100-87), 91-14087 

Insulated wire and cable (C 3.158:MA-33 L 
(89)-1), 91-12791 

Interaction of vinylidene fluoride - tetra- 
fluoroethylene copolymer with ammonia 
[microform] / Kostrov, Yu. A. (NAS 
1.77:20292), 91-13825 

International narcotics control strategy 
report / (S 1.2:N 16/3), 91-13860 

Interpreting forest and grassland biome pro- 
ductivity utilizing nested scales of image 
resolution and biogeographical analysis 
[microform.] (NAS _ 1.26:180213), 91- 
13773 

Interstate Greyhound Racing Act of 1990 : 
report together with dissenting views (to 
accompany H.R. 3429) (including cost es- 
timate of the Congressional Budget 
Office). United States. Congress. House. 
Committee on Energy and Commerce. (Y 
1.1/8:101-910), 91-13930 
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Introduction : Enewetak Atoll and the 
PEACE Program / Henry, Thomas W. 
(I 19.16:1513-A), 91-13518 

Introduction to the Environmental Review 
Guide for Operations (ERGO). (D 103.6/ 
5:En 8/4), 91-13132 

Investigation of imaging and flight guidance 
concepts for rotorcraft zero visibility ap- 
proach and landing [microform] / 
McKeown, W. L. (NAS _1.26:166571), 
91-13741 

IPAD, a unique approach to government/ 
industry cooperation for technology de- 
velopment and transfer [microfiche] / 
Fulton, Robert E. (NAS 1.15:86422), 
91-13711 

Israel / Israel (United States. Embassy 
(Israel)) (L 29.16:Is 7/989-90), 91-13671 

Israel (United States. Embassy (Israel)) 
Israel (United States. Embassy (Israel)) 
(L 29.16:Is 7/989-90), 91-13671 

Issues in student assessment / (ED 1.310/ 
2:286547), 91-13205 

Italy—Yugoslavia, Mediterranean Sea, 
Adriatic Sea, Gulf of Trieste / United 
States. Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:54163/989), 91-12951 

Italy, Mediterranean Sea, Sardegna—west 
coast, Isola San Pietro to Capo San 
Marco / Istituto idrografico della Marina. 
(D 5.356:53266/990), 91-12950 

It’s your life— take charge : user’s guide 
and student workbook / Veach, June. 
(ED 1.310/2:298322), 91-13275 


J 


Jacksonville United States. National Ocean 
Service. (C 55.416/10:J_ 13/991), 91- 
12825 

Jacksonville, sectional aeronautical chart 
United States. National Ocean Service. 
(C 55.416/10:J 13/991), 91-12825 

Jamaica High School Computer-Assisted 
Bilingual/Bicultural Multi-Skills Project, 
1986-1987 / Asselle, Maria Grazia. (ED 
1.310/2:298778), 91-13283 

James Madison Elementary School : a cur- 
riculum for American students. (ED 
1.310/2:295760), 91-13256 

James Monroe High School Proyecto 
Nuevos Horizontes, 1986-1987 / Marti- 
nez, Ana L. (ED 1.310/2:298784), 91- 
13285 

Joint Resolution Committing to the Private 
Sector the Responsibility for Support of 
the Civic Achievement Award Program 
in Honor of the Office of Speaker of the 
House of Representatives, and for Other 
. United States. (AE 2.110:101- 

91-12750 


483), 
Joint Resolution Making Further Continu- 
ing Appropriations for the Fiscal Year 


United 
91-12747 
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1991, and for Other 
States. (AE 2.110:101-467), 





Joint Resolution Providing for Appointment of Ira 


Joint Resolution Providing for Appoint- 
ment of Ira Michael Heyman as a Citizen 
Regent of the Smithsonian Institution. 
United States. (AE 2.110:101-569), 91- 
12763 

Joint Resolution Providing for Reappoint- 
ment of Anne Legendre Armstrong as a 
Citizen Regent of the Smithsonian Insti- 
tution (P.L. 101-586) United States. (AE 
2.110:101-586), 91-12770 

Joint Resolution to Designate November 2, 
1990, as a National Day of Prayer for 
Members of American Military Forces 
and American Citizens Stationed or Held 
Hostage in the Middle East, and for 
Their Families. United States. (AE 
2.110:101-547), 91-12755 

Joint Resolution to Designate the Third 
Week of February, 1991, as “National 
Parents and Teachers Association Week.” 
United States. (AE 2.110:101-643), 91- 
12780 

Joint Resolution to Designate the Week of 
November 3, 1990, to November 10, 
1990, as “National Week to Commemo- 
rate the Victims of the Famine in the 
Ukraine, 1932-1933,” and to Commemo- 
rate the Ukrainian Famine of 1932-1933 
and the Policies of Russification to Sup- 
press Ukrainian Identity. United States. 
(AE 2.110:101-642), 91-12779 

Joint Resolution Waiving Certain Enroll- 
ment Requirements with respect to Any 
Reconciliation Bill, Appropriation Bill, or 
Continuing Resolution for the Remainder 
of the One Hundred First Congress. 
United States. (AE 2.110:101-466), 91- 
12746 

Joliet, Illinois, metropolitan area (L 2.121/ 
13:3 68/990), 91-13652 

Journal of the House of Representatives of 
the United States. United States. Con- 
gress. House. (XJH:100-2/pt.2), 91- 
13912 

Journal of the Senate of the United States 
of America. United States. Congress. 
Senate. (XJS:101-2), 91-13913 


K 


Kanawha County, West Virginia, 1987 : 
1:100 000-scale topographic map / Geo- 
logical Survey (U.S.) (I 19.108:38081-C 6- 
CF-100/987), 91-13626 

Karuk stories [microform] / Bennett, Ruth. 
(ED 1.310:282709), 91-13165 

Key elements of a national energy policy : 
hearing before the Committee on Energy 
and Natural Resources, United States 
Senate, One Hundred First Congress, 
second session ... October 2, 1990. United 
States. Congress. Senate. Committee on 
Energy and Natural Resources. (Y 4.En 
2:S.hrg.101-1183), 91-14026 

A kinetic equation with kinetic entropy 
functions for scalar conservation laws 
[microform] / Perthame, Benoit. (NAS 
1.26:181985), 91-13779 
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Kinetics of homogeneous nucleation in su- 
perheated F-11 and F-21 liquid freons 
[microform] / Chukanov, V. N. (NAS 
1.77:20286), 91-13824 

Kodiak United States. National Ocean 
Service. (C 55.416/10:K 81/991), 91- 
12826 

Kodiak, sectional aeronautical chart United 
States. National Ocean Service. (C 
55.416/10:K 81/991), 91-12826 

Korea / Korea (Washington, D.C.) (C 
61.11:K 84/991), 91-12898 

Korea (Washington, D.C.) Korea (Washing- 
ton, D.C.) (C 61.11:K 84/991), 91-12898 


L 


Labor trends in Austria Austria (United 
States. Embassy (Austria)) (L 29.16:Au 
7/989-90), 91-13664 

Labor trends in Denmark Denmark (United 
States. Embassy (Denmark)) (L 29.16:D 
41/989-90), 91-13665 

Labor trends in El Salvador El Salvador 
(United States. Embassy (El Salvador)) 
(L 29.16:El 8/989-90), 91-13666 

Labor trends in Haiti Haiti (United States. 
Embassy (Haiti)) (L 29.16:H 12/989-90), 
91-13668 

Labor trends in Honduras Honduras 
(United States. Embassy (Honduras)) (L 
29.16:H 75/989), 91-13670 

Labor trends in Hong Kong Hong Kong 
(United States. Embassy (Hong Kong)) 
(L 29.16:H 75/2/989-90), 91-13669 

Labor trends in Israel Israel (United States. 
Embassy (Israel)) (L 29.16:Is 7/989-90), 
91-13671 

Labor trends in Portugal Portugal (United 
States. Embassy (Portugal)) (L 29.16:P 
83/989-90), 91-13674 

Labor trends in Spain Spain (United States. 
Embassy (Spain)) (L 29.16:Sp 1/988-90), 
91-13675 

Labor trends in Sweden Sweden (United 
States. Embassy (Sweden)) (L 29.16:Sw 
3/989), 91-13676 

Labor trends in Taiwan Taiwan (Washing- 
ton, D.C. : Annual) (L 29.16:T 13/989), 
91-13677 

Labor trends in the Federal Republic of 
Germany Federal Republic of Germany 
(United States. Embassy (Germany 
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13517 

The Middle East. United States. Central In- 
telligence Agency. (PrEx 3.10/4:M 58/ 
23), 91-13856 

The Middle East in the 1990’s : hearing 
before the Subcommittee on Europe and 
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13.48/4-2:989), 91-12803 

NIST standard reference materials price list 
National Measurement Laboratory (U.S.). 
Office of Standard Reference Materials. 
(C 13.48/4-2:989), 91-12803 

NOAA. (C_ 55.14:15/2), 91-12808, 91- 
12809 

Nomination—ICC hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
One Hundred First Congress, second ses- 
sion, on Gail Clements McDonald, to be 
a commissioner, Interstate Commerce 
Commission, September 20, 1990. United 
States. Congress. Senate. Committee on 
Commerce, Science, and Transportation. 
(Y 4.C 73/7:S.hrg.101-1027), 91-14007 

Nomination of Frederick P. Hitz : hearing 
before the Select Committee on Intelli- 
gence of the United States Senate, One 
Hundred First Congress, second session 
on nomination of Frederick P. Hitz, to be 
inspector general of the Central Intelli- 
gence, September 25, 1990. United States. 
Congress. Senate. Select Committee on 
Intelligence. (Y 4.In 8/19:S.hrg.101-1083), 
91-14091 

Nominations before the Senate Armed 
Services Committee, second session, 101st 
Congress : hearings before the Committee 
on Armed Services, United States Senate, 
One Hundred First Congress, second ses- 
sion, on nominations of Douglas A. 
Brook (Feb. 21); Stephen K. Conver 
(Feb. 21); William J. Haynes, II (Feb. 
21); Enrique Mendez, Jr. (Feb. 21); Collin 
R. McMillan ... February 21, 22; March 
6; May 22; June 14, 21; September 28; 
October 24, 1990. United States. Con- 


Page I-281 


industry. (L 





Nominations before the Senate Armed Services 


Committee on Armed 
5/3:S.hrg. 101-909), 


gress. Senate. 
Services. (Y 4.Ar 
91-13986 

Nominations of Thomas F. Kranz, Todd W. 
Dillard, and Antonio C. Amador : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, One 
Hundred First Congress, second session, 
on nominations of Thomas F. Kranz, to 
be Associate Director, Federal Emergen- 
cy Management Agency; Todd W. Dil- 
lard, to be U.S. Marshal for the Superior 
Court .. and Antonio C. Amador ... 
Merit Systems Protection Board, October 
19, 1990. United States. Congress. Senate. 
Committee on Governmental Affairs. (Y 
4.G 74/9:S.hrg.101-1177), 91-14077 

Noneconomic effects of vocational educa- 
tion / Hotchkiss, Lawrence. (ED 1.310/ 
2:297132), 91-13267 

North Atlantic international general avia- 
tion operations manual / (TD 4.8:Av 5/ 
6), 91-13903 

North Atlantic Ocean, eastern part / Great 
Britain. Hydrographic Dept. (D 
5.356:14), 91-12922, 91-12923 

North Atlantic Ocean, English Channel to 
Strait of Gibraltar, including the Azores 
/ France. Service hydrographique et 
oceanographique de la marine. (D 
5.356:103/990), 91-12924 

North Atlantic Ocean, Spain—southwest 
coast, Ports of Cadiz, Base Naval de 
Rota and El Puerto de Santa Maria / 
Instituto Hidrografico de la Marina 
(Spain) (D 5.356:51165/989), 91-12946 

North Atlantic Ocean, waters between 
Greenland and Iceland / Deutsches Hy- 
drographisches Institut. (D 5.356:112/ 
990), 91-12925 

North Pacific Ocean, Federated States of 
Micronesia, Caroline Islands—western 
part / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:81002/990), 91-12986 

North Pacific Ocean, Marshall Islands— 
northern portion, Bikini Atoll to Mili 
Atoll / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:81007/990), 91-12987 

North Sea, coast of West Germany, Elbe 
River from Krautsand to Schulau / Deut- 
sches Hydrographisches Institut. (D 
5.356:1454/990), 91-12927 

North Sea, coast of West Germany, Elbe 
River, from Schulau to Hamburg / Deut- 
sches Hydrographisches Institut. (D 
5.356:1455/990), 91-12928 

Northern Plains Indian art / Claymore, 
Charles, 1953- (I 1.84:P 69/2), 91-13507 

Norway—west coast, Stavanger Harbor 
and approaches / Norges sjokartverk. (D 
5.356:43342/989), 91-12934 

Nuclear health and safety : better earth- 
quake protection needed at DOE’s Sa- 
vannah River site : report to the chair- 
man, Environment, Energy and Natural 


Page I-282 





Resources Subcommittee, Committee on 
Government Operations, House of Repre- 
sentatives / United States. General Ac- 
counting Office. (GA 1.13:RCED-90-24), 
91-13467 

Nuclear R & D : usefulness of information 
from Shippingport decommissioning for 
Rancho Seco : report to the Honorable 
Vic Fazio, House of Representatives. 
United States. General Accounting 
Office. (GA _ 1.13:RCED-90-171), 91- 
13469 

Nucleation in super-saturated products [mi- 
croform] / Volmer, M. (NAS 
1.77:20275), 91-13820 

Nurses, help your patients stop smoking. 
(HE 20.3002:N 93/12), 91-13482 

Nutrient composition of selected grains as 
food : January 1986 - September 1990 / 
Headley-Ayotunde, Beverley. (A 17.18/ 
4:91-34), 91-12696 


O 


Occupational wage survey Area wage 
survey. New Orleans, Louisiana, metro- 
politan area (L 2.121/18:N 42/990), 91- 
13654, 91-13655, 91-13656, 91-13658 

Occupational wage survey. Boise City met- 
ropolitan area (L 2.121/12:B 63/990), 
91-13651 

Oconee National Forest, Georgia, 1989 / 
United States. Forest Service. Southern 
Region. (A 13.28:Oc 5/989), 91-12683 

Officer and warrant officer directory / 
United States. Army. Corps of Engineers. 
(D 103.71:989-90), 91-13134 

Officer directory United States. Army. 
Corps of Engineers. (D 103.71:989-90), 
91-13134 

Officers and warrant officers directory 
United States. Army. Corps of Engineers. 
(D 103.71:989-90), 91-13134 

Older Workers Benefit Protection Act. 
United States. (AE 2.110:101-433), 91- 
12745 

OMB’s response to government manage- 
ment failures : hearing before the Com- 
mittee on Governmental Affairs, United 
States Senate, One Hundred First Con- 
gress, second session, October 3, 11, 1990. 
United States. Congress. Senate. Commit- 
tee on Governmental Affairs. (Y 4.G 74/ 
9:S.hrg.101-1152), 91-14072 

On blockage corrections for two-dimension- 
al wind tunnel tests using the wall-pres- 
sure signature method [microform] / All- 
maras, Stephen R. (Stephen Richard) 
(NAS 1.15:86759), 91-13716 

On implicit Runge-Kutta methods for paral- 
lel computations [microform] / Keeling, 
Stephen L. (NAS 1.26:178366), 91-13757 

On the interaction of small and large eddies 
in two dimensional turbulent flows [mi- 
croform] / Foias, Ciprian. (NAS 
1.26:178370), 91-13759 
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Online information services for secondary 
school students : a current assessment / 
Aversa, Elizabeth Smith. (ED 1.310/ 
2:295682), 91-13255 

Opera-musical theater / (NF 2.8/2-12:992/ 
93), 91-13841 

Opera orchestra (NF 2.8/2-12:992/93), 
13841 

Operational performance of vapor-screen 
systems for in-flight visualization of lead- 
ing-edge vortices on the F-106B aircraft 
[microform] / (NAS _1.15:4004), 91- 
13699 

Operator and organizational maintenance 
manual : power supply PP-1104C/G. (D 
101.11:11-6130-246-12), 91-13094 

Operator and organizational maintenance 
manual : pump, centrifugal, fresh water; 
gasoline driven, 2 wheel mounted; 4 in 
500 GPM, 30 ft head, (Carver model 
K400S) FSN 4320-810-7311 (less engine). 
(D 101.11:5-4320-215-12), 91-13015 

Operator and organizational maintenance 
manual : test and repair system, electron- 
ic equipment AN/MSM-105(V)1. (D 
101.11:11-6625-3019-12), 91-13112 

Operator and organizational maintenance 
manual : test set, radio AN/VRM-1. (D 
101.11:11-6625-496-12), 91-13100 

Operator and organizational maintenance 
manual : test set, receiver, radio AN/ 
ARM-71. (D 101.11:11-6625-583-12), 91- 
13103 

Operator and organizational maintenance 
manual : tractor, wheeled, warehouse, 
gasoline, 4-wheel pneumatic tired, 4000 
pound drawbar pull, (Army model MHE- 
228), (Clark equipment modei 2330237), 
NSN 3930-00-347-6173. (D_ 101.11:10- 
3930-633-12), 91-13049 

Operator and organizational maintenance 
manual : truck, lift, fork; diesel engine, 
pneumatic tired wheels, rough terrain, 
6,000 Ib. capacity, 24” load center, An- 
thony model MLT 6-2, Army model 
MHE-230, NSN 3930-00-327-1575. (D 
101.11:10-3930-634-12), 91-13050 

Operator, organizational, direct and general 
support, and depot maintenance manual : 
control, radio set C6118/FRC-93 (Collins 
models 312B-4 and 312B-5). (D 101.11:11- 
5820-530-15), 91-13068 

Operator, organizational, direct and general 
support and depot maintenance manual : 
welding machine, arc, generator, gasoline 
engine driven, 300 amp, DC (Libby 
model LE-300) FSN 3431-810-9696, 
(Libby model LEW-300) FSN 3431-991- 
2961, (Libby model LEB-300) FSN 3431- 
072-0327. (D 101.11:5-3431-205-15), 91- 
13004 

Operator, organizational, direct support, 
and general support maintenance manual 
including repair parts and special tools 
list including depot level repair parts for 
target holding mechanism, tank gunnery 


91- 





June 1991 


(THM/TG), (NSN _ 6920-01-085-8514), 
(PN 11784501), (NSN 6920-01-M23-2987), 
(PN 9375764), (NSN 6920-01-165-4564), 
(PN 11784502). (D 101.11:9-6920-442-14 
& P), 91-13042 

Operator, organizational, direct support and 
general support maintenance manual in- 
cluding repair parts and special tools list : 
pump, centrifugal: frame mounted, 1 1/2 
in. MIL-P-14514D, electrical motor 
driven, (E.C. Schleyer Pump Co. model 
4M-SE2000) NSN 4320-01-010-5888. (D 
101.11:5-4320-274-14 & P), 91-13017 

Operator, organizational, direct support and 
general support maintenance manual in- 
cluding repair parts and special tools lists 
: roller, towed, vibrating, airmobile, gaso- 
line engine driven, Essick model 
VRS5TM, FSN 3895-252-5276. (D 
101.11:5-3895-341-14), 91-13011 

Operator, organizational, DS, GS, and 
depot maintenance manual : test set, tran- 
sistor TS-1836B/U. (D 101.11:11-6625- 
539-15-2), 91-13102 

Operator, organizational, field and depot 
maintenance manual : compass, magnetic, 
unmounted, M2. (D_ 101.11:9-1290-333- 
15), 91-13034 

Operator, organizational, field and depot 
maintenance repair parts and special tool 
lists headset, electrical H-16/U. (D 
101.11:11-5965-267-15 P), 91-13091 

Operator’s and organizational maintenance 
manual : audio oscillators TS-382A/U, 
TS-382B/U, TS-382D/U, TS-382E/U, 
and TS-382F/U. (D 101.11:11-6625-261- 
12), 91-13096 

Operator’s and organizational maintenance 
manual : flight coordination central AN/ 
TSC-61B (NSN 5895-01-057-3968). (D 
101.11:11-5895-469-12), 91-13085 

Operator’s and organizational maintenance 
manual : generator set, diesel engine, 200 
KW, 60 cycle, AC, 120/208V, 240/416V, 
3 phase convertible FO 167 KW, 50 
cycle 120/208V, 240/416V, 3 phase, 
multi-purpose, portable, skid mounted, 
(Military Design model SF-200-MD/ 
CIED) FSN 6115-999-7901. (D 101.11:5- 
6115-400-12), 91-13020 

Operator’s and organizational maintenance 
manual teleprinter sets, AN/GGR- 
3A(V)1 (NSN 5815-01-016-4662) ... and 
teletypewriter-display sets, AN/GGC- 
55(V)1 (NSN 5815-01-009-4322 ... and 
teletypewriter-teleprinter sets, AN/GGC- 
S57A(V)3 (NSN 5815-01-009-4321) ... and 
teletypewriter-display-teleprinter sets, 
AN/GGC-59V)1 (NSN  5815-01-015- 
0838) and teletypewriter set AN/ 
GGC-62(V)5 (NSN 5815-01-071-8446) .... 
(D 101.11:11-5815-606-12), 91-13062 

Operator’s, and organizational maintenance 
manual, including repair parts and special 
tools list, : test set, cryogenic refrigerator 
AN/AAM-40 (NSN _ 4130-00-197-6347) 
and service kit, refrigerant MK-1171/ 





Operator’s, organizational, direct support, 


AAS-24 (NSN 4940-00-403-1007). (D 
101.11:11-6625-2446-12), 91-13106 

Operator’s and organizational maintenance 
manual including repair parts and special 
tools list for STABO extraction system, 
personnel (FSN 1670-168-5952, 1670-168- 
6064, and 1670-168-6063) and anchoring 
device, cargo and personnel lowering 
(FSN 1670-999-3544). (D 101.11:10-1670- 
262-12), 91-13043 

Operator’s manual : binocular M19 W/E 
(1240-00-930-3833). (D 101.11:9-1240-381- 
10), 91-13032 

Operator’s manual crane-shovel, basic 
unit, truck mounted 20 ton, 3/4 cu yd, 
gasoline driven, 6x6 (Quickway model 
M-200), non-winterized (FSB 3810-542- 
4982), crane serial numbers 20-026 
through 20-500, carrier serial numbers 59- 
026C through 59-500C, winterized to 
minus 65 degrees (FSN 3810-542-4980), 
crane serial numbers 20-001 through 20- 
025, carrier serial numbers 59-001C 
through 59-025C. (D 101.11:5-3810-207- 
10), 91-13006 

Operator’s manual : crusher, jaw, diesel and 
electric driven; wheel mounted pneumat- 
ic tires; 75 ton per hour (Eagle crusher 
model 5157) FSN 3820-783-7311, compo- 
nent of crushing and screening plant; 
diesel and electric driven; wheel mount- 
ed; 75 ton per hour. (D 101.11:5-3820- 
205-10/2), 91-13008 

Operator’s manual : feeder, fines, bitumi- 
nous mix (Barber-Greene MDL 811A), 
FSN 3895-025-9932, component of mixing 
plant asphalt, 100-150 ton per hour, MDL 
KA-60; FSN 3895-936-8613. (D 101.11:5- 
3895-289-10), 91-13010 

Operator’s manual : monitor, radio frequen- 
cy R-2176/FRN (NSN _ 6625-01-098- 
2534). (D_ 101.11:11-5825-270-10), 91- 
13076 

Operator’s manual : platoon early warning 
systems AN/TRS-2(V)1 (NSN 5895-01- 
063-8103) ... AN/TRS-2(V)6 (NSN 5895- 
01-068-6749). (D 101.11:11-5895-1047-10), 
91-13088 

Operator’s manual : 
UD, (NSN _~ 6665-01-042-9401). 
101.11:11-6665-233-10), 91-13116 

Operator’s manual : radiation detection and 
alarm system AN/FJW-1(V)1. (D 
101.11:11-6665-210-10), 91-13115 

Operator’s manual : recovery vehicle, full 
tracked, medium, M88A1 (2350-00-122- 
6826). (D 101.11:9-2350-256-10/990), 91- 
13037 

Operator’s manual : saw, bank [i.e. band], 
metal cutting (Boice-Crane Co. model 
2325) (3419-222-1330). (D 101.11:9-3419- 
224-10), 91-13040 

Operator’s manual : truck, lift, fork, gaso- 
line, pneumatic-tired wheels, 15,000- 
pound capacity, (Clark model CY 150 B, 
Army model MHE-175), federal stock 
number 3930-621-7413. (D_ 101.11:10- 
3930-225-10), 91-13044, 91-13045 


radiacmeter IM-185/ 
(D 
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Operator’s manual : UH-60A and EH-60A 
helicopter. (D  101.11:55-1520-237-10/ 
990), 91-13118 

Operator’s manual : viewer, infared AN/ 
PAS-7, (NSN _  5885-00-179-3169). (D 
101.11:11-5855-246-10), 91-13082 

Operator’s manual for mortar, 81-mm, 
M29A1, (1015-00-999-7794). (D 101.11:9- 
1015-200-10/990), 91-13027 

Operator’s manual for Multiple Integrated 
Laser Engagement System (MILES) sim- 
ulator system, firing, laser, M79, NSN 
1270-01-159-0481 for UH-1H utility heli- 
copter. (D_ 101.11:9-1270-224-10), 91- 
13033 


Operator’s, organizational and direct sup- 
port maintenance for communication cen- 
tral AN/TSC-60(V)7, (NSN 5895-01-129- 

_@ 


1827), part no. 649-7174-001. 
101.11:11-5895-1185-13), 91-13089 

Operator’s, organizational, direct support, 
and general support maintenance manual 
: radio terminal set AN/TRC-133A (NSN 
5820-00-464-1616). (D 101.11:11-5820-610- 
14), 91-13071 

Operator’s, organizational, direct support, 
and general support maintenance manual 
for generator set, gasoline engine driven, 
4.2 KW, 150 AMP, 28V, DC, model DC 
4.2 - ORD/28 (6115-00-857-1397). (D 
101.11:5-6115-596-14), 91-13021 

Operator’s, organizational, direct support 
and general support maintenance manual 
for impedance bridge ZM-71A/U (NSN 
6625-00-236-1536). (D  101.11:11-6625- 
3077-14), 91-13114 

Operator’s, organizational, direct support 
and general support maintenance manual 
for microwattmeter, Boonton model 
41BD with power detector 41-4E (NSN 
6625-01-050-8800). (D  101.11:11-6625- 
2857-14), 91-13110 

Operator’s, organizational, direct support 
and general support maintenance manual 
for phase jitter meter ME-490/U (Heki- 
mian model 48) (NSN 6625-01-005-7226). 
(D 101.11:11-6625-2755-14), 91-13109 

Operator’s, organizational, direct support, 
and general support maintenance manual 
for tool outfit, Hydraulic Systems Test 
and Repair (HSTRU) (NSN 4940-01-036- 
5784). (D_ 101.11:9-4940-468-14), 91- 
13041 

Operator’s, organizational, direct support, 
and general support maintenance manual, 
including repair parts and special tools 
lists for installation kit, electronic equip- 
ment, MK-1234/GRC (NSN 5820-00-450- 
6804) in truck utility, 1/4 ton, 4X4, 
M151, M151A1 or M151A2 for radio sets 
AN/GRC-125, AN/GRC-160, AN/ 
VRC-46, AN/VRC-53 and AN/VRC-64. 
(D 101.11:11-2300-351-14 & P-22), 91- 
13056, 91-13111 

Operator’s, organizational, direct support, 
general support, and depot maintenance 
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Operator’s, organizational, direct support, 


manual : digital voltmeter AN/GSM-64. 
(D 101.11:11-6625-444-15), 91-13099 

Operator’s, organizational, direct support, 
general support, and depot maintenance 
manual standing-wave-ratio power 
meter ME-165/G (NSN 6625-00-682- 
4464). (D_ 101.11:11-6625-333-15), 91- 
13097 

Operator’s, organizational, DS, GS, and 
depot maintenance manual : electronic 
marker generator AN/USM-271 (NSN 
6625-00-982-1543). (D  101.11:11-6625- 
2383-15), 91-13105 

Opportunity from strength [microform] : 
strategic planning clarified with case ex- 
amples / Cope, Robert G., 1936- (ED 
1.310/2:296694), 91-13264 

OPTIONS, expanding educational services 
for adults : publicity kit. (ED 1.310/ 
2:288986), 91-13212 

Organization of federal executive depart- 
ments and agencies. (Y 4.G 74/9-10:988/ 
supp.), 91-14079, 91-14079 

Organizational and direct support mainte- 
nance manual (including repair parts and 
special tools list) for bayonet-knife, M6, 
with bayonet-knife scabbard, M10 (1005- 
00-014-0369) and bayonet-knife, M7, with 
bayonet-knife scabbard, M10 (1005-00- 
017-9701). (D 101.11:9-1005-237-23 & P/ 
990), 91-13026 

Organizational and direct support mainte- 
nance repair parts and special tools list 
for monitor, radio frequency R-2176/ 
FRN (NSN _ 6625-01-098-2534). (D 
101.11:11-5825-270-23 P), 91-13077 

Organizational and direct support mainte- 
nance repair parts and special tools lists : 
shelter, inflatable (MUST), (Firestone 
model MUSTFCPF), (Inflated Products 
Co., Inc. model MUSTIPC), NSN 5410- 
00-933-9388. (D 101.11:10-5410-222-23 P/ 
1), 91-13051 

Organizational communication [microform] 
: a selected, annotated bibliography / 
Rogers, Donald P. (ED 1.310/2:289195), 
91-13222 

Organizational, direct and general support 
maintenance repair parts and special tools 
list (including depot maintenance repair 
parts and special tools) for refrigeration 
unit, electric motor driven, 9,000 BTU, 
model CH609-31, NSN 4110-01-014-4646. 
(D 101.11:5-4110-231-24 P), 91-13012 

Organizational, direct support, and general 
support maintenance repair parts and spe- 
cial tools list for digital multimeter AN/ 
USM-486/U (NSN 6625-01-145-2430). (D 
101.11:11-6625-3055-24 P), 91-13113 

Organizational, direct support, and general 
support maintenance repair parts and spe- 
cial tools list (including depot mainte- 
nance repair parts and special tools) : 
pumping assembly, flammable liquid, bulk 
transfer : gasoline engine driven; 350 
GPM capacity at 190 feethead; wheel 
mounted (Gorman-Rupp model 84C15- 
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4A084) NSN 4320-00-916-9172 and 
(Barnes model US36ACG) NSN 4320-00- 
407-2583. (D_ 101.11:5-4320-242-24 P), 
91-13016 

Organizational, direct support, and general 
support maintenance repair parts and spe- 
cial tools lists (including depot mainte- 
nance repair parts and special tools) for 
radio set control AN/GSA-7 (NSN 5820- 
00-543-1397). (D  101.11:11-5820-274-24 
P), 91-13063, 91-13066, 91-13070, 
91-13098 

Organizational, direct support, maintenance 
repair parts and special tools list (includ- 
ing depot maintenance repair and 
special tools) for antenna AS-1425/GRC 
(NSN 5985-00-926-2593). (D 101.11:11- 
5985-335-23 P), 91-13092 

Organizational, DS and GS maintenance 
manual : ejection seat, model MK-JSD 
(Martin-Baker) part number 134A B80000. 
(D 101.11:55-1680-308-24), 91-13120 

Organizational, DS, GS, and depot mainte- 
nance manual : SWR meter, Hewlett- 
Packard model 415E. (D 101.11:11-6625- 
1534-15), 91-13104 


Organizational, DS, GS, and depot mainte- 
nance manual : test set TS-140/PCM : 
signal generator SG-15/PCM and SG- 
15SA/PCM, and decibel meter ME-22/ 
PCM and ME-22A/PCM. (D 101.11:11- 
6625-251-15), 91-13095 

Organizational, DS, GS, and depot mainte- 


nance manual (including repair parts) : 
stereometer, photogrammetric, stereo- 
comparagraph, Q-to 25-mm graduations 
reading directly to 1/100 mm, (military 
design) FSN 6675-240-6602. (D 101.11:5- 
6675-241-15), 91-13022 

Organizational maintenance : M424 spotting 
projectile : XM440 training projectile. (D 
101.11:9-1100-218-20/1), 91-13031 

Organizational maintenance manual : altim- 
eter set, electronic, AN/APN-171A(V)1. 
(D 101.11:11-5841-272-20), 91-13081 

Organizational maintenance manual =: 
crusher, roll: diesel and electric driven; 
wheel mounted, pneumatic tires; 75 ton 
per hour (Eagle crusher model 5230B), 
FSN 3820-788-5999; component of crush- 
ing and screening plant; diesel and elec- 
tric driven; wheel mounted; 75 ton per 
hour. (D_ 101.11:5-3820-205-20/1), 91- 
13009 

Organizational maintenance manual : elec- 
tronics equipment configuration Army 
model OH-6A helicopter (without stand- 
ard lightweight avionics equipment). (D 
101.11:11-1520-214-20), 91-13054 

Organizational maintenance manual : truck, 
lift, fork, electric, solid rubber tires, 6000- 
pound capacity, Army model MHE-198, 
Baker model FTD-060-EE, FSN 3930- 
724-4057 (130-in. lift), FSN 3930-724-4059 
(172-in. lift). (D 101.11:10-3930-256-20), 
91-13046 

Organizational maintenance manual includ- 
ing repair parts and special tools list for 
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aerial recovery kit NSN _ 1670-00-264- 
8941, P/N 1670EGI09A. (D 101.11:55- 
1670-251-20 & P/990), 91-13119 
Organizational maintenance manual repair 
parts and special tools lists for receiving 
set, radio AN/ARN-123(V), (NSN 5826- 
01-016-2762). (D  101.11:11-5826-258-20 
P), 91-13079 
Organizational maintenance repair parts and 
special tool lists : receiver-transmitter, 
radio RT-859/APX-72 and mountings 
MT-3809/APX-72 and MT-3948/APX- 
72. (D_ 101.11:11-5895-490-20 P), 91- 
13086 
Organizational maintenance repair parts and 
special tools list : armament subsystem, 
helicopter, 7.62 millimeter machine gun- 
2.75 inch rocket launcher, M21 (1090- 
923-5971) (used on UH-1B and UH-IC 
helicopters). (D 101.11:9-1090-202-20 P), 
91-13028 
Organizational maintenance repair parts and 
special tools list : test set, electronic cir- 
cuit plug-in unit, AN/GRM-55. (D 
101.11:11-6625-514-20 P), 91-13101 
Organizational maintenance repair parts and 
special tools list : truck, fire fighting: 
power pumper, foam and water, 750 gal- 
lons per minute capacity, centrifugal 
pump power take-off driven, 400 gallon 
water tank; 40 gallon foam chemical tank, 
class 530C, Engineered Devices Inc. 
MDL 0814, NSN 4210-00-150-1426 .... (D 
101.11:5-4210-217-20 P), 91-13014 
Organizational maintenance repair parts and 
special tools lists : crane, wheel mounted: 
5 ton capacity at 10-foot radius, 3/8 cu. 
yd; 1 engine diesel driven, 4 x 4 air trans- 
portable (Hanson Machinery model 
H446), FSN 3810-948-0497. (D 101.11:5- 
3810-233-20 P), 91-13007 
Organizational maintenance repair parts and 
special tools lists : terminals, telegraph 
TH-5/TG (FSN 5805-246-8734) and TH- 
5A/TG (FSN _  5805-020-5720). (D 
101.11:11-5805-246-20 P), 91-13059 
Organizational maintenance repair parts and 
special tools lists for control group AN/ 
GRA-6, (NSN  5820-00-644-4554). (D 
101.11:11-5820-489-20 P), 91-13067 
Organizational maintenance repair parts and 
special tools lists for radio set AN/GRC- 
165 (NSN 5820-00-935-8038). (D 
101.11:11-5820-759-20 P), 91-13072 
Organizational maintenance repair parts and 
special tools lists for radio sets AN/ 
GRC-50(V)1 (NSN 5820-00-892-3851) ... 
and AN/GRC-SOA(V)11 (NSN 5820-00- 
136-4966). (D 101.11:11-5820-461-20 P), 
91-13065 
special tools lists for telephone set TA-1/ 
PT, (NSN _  5805-00-521-1320). (D 
101.11:11-5805-243-20 P), 91-13058 
special tools lists for terminal set, tele- 
phone AN/TCC-65 (NSN 5805-00-868- 
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8215). (D 101.11:11-5805-371-20 P), 91- 
13060 

Orientation and temperature dependence of 
some mechanical properties of the single- 
crystal nickel-base superalloy Rene N4. 
III, Tension-compression anisotropy 
[microfiche] / (NAS 1.15:86982), 91- 
13718 

An Ounce of prevention : health care guide 
for older Americans : an information 
paper / (Y 4.Ag 4:S.prt.102-4), 91-13953 

Our changing continent / Schlee, John Ste- 
vens, 1928- (I 19.2:C 76/991), 91-13511 

Oversight hearing on education reform and 
American business and the implementa- 
tion of the Hawkins-Stafford Amend- 
ments of 1988 : hearing before the Sub- 
committee on Select Education of the 
Committee on Education and Labor, 
House of Representatives, One Hundred 
First Congress, second session, hearing 
held in Washington, DC, November 20, 
1990. United States. Congress. House. 
Committee on Education and Labor. 
Subcommittee on Elementary, Second- 
ary, and Vocational Education. (Y 4.Ed 
8/1:101-130), 91-14014 

Oversight hearing on foreign competition in 
the banking industry field hearing 
before the Subcommittee on Financial In- 
stitutions Supervision, Regulation and In- 
surance of the Committee on Banking, 
Finance and Urban Affairs, House of 
Representatives, One Hundred First Con- 
gress, second session, Chicago, IL, May 
14, 1990. United States. Congress. House. 
Committee on Banking, Finance and 
Urban Affairs. Subcommittee on Finan- 
cial Institutions Supervision, Regulation 
and Insurance. (Y 4.B 22/1:101-123), 91- 
13989 

Oversight hearing on U.S. employment 
services : hearing before the Subcommit- 
tee on Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, One Hundred 
First Congress, second session, hearing 
held in Washington, DC, October 16, 
1990. United States. Congress. House. 
Committee on Education and Labor. 
Subcommittee on Employment Opportu- 
nities. (Y 4.Ed 8/1:101-133), 91-14016 

Oversight hearings on emerging criminal 
justice issues : hearings before the Sub- 
committee on Criminal Justice of the 
Committee on the Judiciary, House of 
Representatives, One Hundred First Con- 
gress, second session, March 27, April 19, 
July 23, and August 15, 1990. United 
States. Congress. House. Committee on 
the Judiciary. Subcommittee on Criminal 
Justice. (Y 4.J 89/1:101-126), 91-14095 

Oversight of Resolution Trust Corporation 
contracting : hearing before the Subcom- 
mittee on Federal Services, Post Office, 
and Civil Service of the Committee on 
Governmental Affairs, United States 
Senate, One Hundred First Congress, 





Philippines (U.S. Embassy (Philippines)) 


second session. September 24, 1990. 
United States. Congress. Senate. Commit- 
tee on Governmental Affairs. Subcom- 
mittee on Federal Services, Post Office, 
and Civil Service. (Y 4.G 74/9:S.hrg.101- 
1173), 91-14076 

Oversight of the federal-aid highway pro- 
gram : hearings before the Subcommittee 
on Water Resources, Transportation, and 
Infrastructure of the Committee on Envi- 
ronment and Public Works, United States 
Senate, One Hundred First Congress, 
first session .... United States. Congress. 
Senate. Committee on Environment and 
Public Works. Subcommittee on Water 
Resources, Transportation, and _ Infra- 
structure. (Y 4.P 96/10:S.hrg.101-300/ 
pt.5), 91-14116 

Oversight of U.S. position in GATT negoti- 
ations affecting American manufacturing 
jobs : hearing before the Subcommittee 
on Oversight of Government Manage- 
ment of the Committee on Government 
Affairs, United States Senate, One Hun- 
dred First Congress, second session, Sep- 
tember 26, 1990. United States. Congress. 
Senate. Committee on Governmental Af- 
fairs. Subcommittee on Oversight of 
Government Management. (Y 4.G 74/ 
9:S.hrg.101-1129), 91-14071 

Oversight on the U.S. Government Printing 
Office general sales program : hearings 
held before the Subcommittee on Pro- 
curement and Printing of the Committee 
on House Administration, U.S. House of 
Representatives, One Hundred First Con- 
gress, second session, July 26 and 27, 
1990, Washington, DC. United States. 
Congress. House. Committee on House 
Administration. Subcommittee on Pro- 
curement and Printing. (Y 4.H 81/3:Sa 
1), 91-14081 

Overview of entitlement programs ... green 
book (Y 4.W 36:10-4/989), 91-14136 


P 


Pacific Ocean, Mariana Islands, Apra 
Harbor, Island of Guam, Territory of 
Guam / United States. National Ocean 
Service. (C 55.418/7:81054), 91-12884 

Pacific Ocean, Republic of Kiribati— 
Tuvalu, Gilbert Islands to Tuvalu Islands 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:83005/990), 91-12991 

The paradox of age [microform] : tectites 
and tectite showers / Izokh, E. P. (NAS 
1.77:20102), 91-13809 

Parallel structures in human and computer 
memory [microform] / Kanerva, Pentti. 
(NAS 1.15:89402), 91-13735 

Parents, here’s how to make school visits 
work / McKinney, Kay. (ED 1.310/ 
2:286864), 91-13206 

Park information, 1991 : Wappapello Lake. 
(D 103.43/3:1130-2-16/991), 91-13133 
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Park West High School Vocational and 
High School Equivalency Bilingual Pro- 
gram, 1986-1987 / Asselle, Maria Grazia. 
(ED 1.310/2:298779), 91-13284 

The parser generator as a general purpose 
tool [microform] / Noonan, Robert E. 
(NAS 1.26:177955), 91-13748 

Passenger facility charges : hearing before 
the Subcommittee on Aviation of the 
Committee on Public Works and Trans- 
portation, House of Representatives, One 
Hundred First Congress, second session, 
June 19, 1990. United States. Congress. 
House. Committee on Public Works and 
Transportation. Subcommittee on Avia- 
tion. (Y 4.P 96/11:101-60), 91-14123 

Patient education for self-care : the role of 
nurses : January 1983 through September 
1990 : 468 citations / Tillman, Peggie S. 
(HE 20.3615/2:90-15), 91-13490 

Pecos National Historical Park Expansion 
Act of 1990 United States. (AE 
2.110:101-536), 91-12753 

Peer teaching : to teach is to learn twice / 
Whitman, Neal. (ED  1.310/2:305016), 
91-13329 

Pension plan issues and how they affect 
small business : hearing before the Com- 
mittee on Small Business, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, Washington, DC, 
June 5, 1990. United States. Congress. 
House. Committee on Small Business. (Y 
4.Sm 1:101-61), 91-14130 

Performance profiles of major energy pro- 
ducers / (E 3.37:989), 91-13158 

Performance profiles of major energy pro- 
ducers—initial staff report (E 3.37:989), 
91-13158 

Performing motor and sensory neuronal 
conduction studies in adult humans. (HE 
20.7102:M 85), 91-13496 

Persian Gulf, Iran, approaches to Bandar 
Abbas / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62393/991), 91-12976 

Persian Gulf, Iran, Bandar Abbas / United 
States. Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:62394/990), 91-12977 

Persian Gulf, United Arab Emirates, plans 
of Das, Sir Bu Nuayr, and Arzanah / 
United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. (D 
5.356:62449/991), 91-12978 

Personnel Management Training Division I 
(PM 1.28/2:990), 91-13850 

Philippines / Phillipines (Washington, D.C. 
: 1987) (C 61.11:P 53/991), 91-12906, 
91-13673 

Philippines (United States. Embassy (Philip- 
pines)) Philippines (United States. Embas- 
sy (Philippines)) (L 29.16:P 53/989-90), 
91-13673 
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pines (Washington, D.C. 
61.11:P 53/991), 91-12906 

The physics of charge separation preceding 
lightning strokes in thunderclouds [micro- 
form] / Kyrala, A. (NAS 1.26:178371), 
91-13760 

Plans on the northwest coast of Norway / 
United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. (D 
5.356:43125/990), 91-12933 

Pocket congressional directory United 
States. Congress. (Y 4.P 93/1:1 p/102), 
91-14115 

Pocket veto legislation : hearing before the 
Subcommittee on Economic and Com- 
mercial Law of the Committee on the 
Judiciary, House of Representatives, One 
Hundred First Congress, second session, 
on H.R. 849, to amend Title | ... May 9, 
1990. United States. Congress. House. 
Committee on the Judiciary. Subcommit- 
tee on Economic and Commercial Law. 
(Y 4.J 89/1:101/130), 91-14098 

Polynomial approximation of functions of 
matrices and its application to the solu- 
tion of a general system of linear equa- 
tions [microform] / Tal-Ezer, Hillel. 
(NAS 1.26:178376), 91-13764 

Portugal / Portugal (United States. Embas- 
sy (Portugal)) (L 29.16:P 83/989-90), 
91-13674 

Portugal (United States. Embassy (Portu- 
gal)) Portugal (United States. Embassy 
(Portugal)) (L 29.16:P 83/989-90), 91- 
13674 

Post enumeration survey : workbook for 
evaluation followup : 1990 census, 2ist 
decennial census. (C 3.272:D-1384), 91- 
12800 

Postal service : Board of Governors’ con- 
tract for legal services : report to the 
chairman, Committee on Post Office and 
Civil Service, House of Representatives / 
(GA 1.13:GGD-87-12), 91-13451 

Postal Service : preliminary report on com- 
pliance with 1988 budget reduction man- 
date : report to congressional committees 
/ (GA 1.13:GGD-88-121), 91-13459 

Postsecondary fall enrollment, 1986. (ED 
1.310/2:299887), 91-13294 

Postsecondary institutions offering voca- 
tional/technical programs : analysis find- 
ings from high school & beyond (1980- 
1986) / Carroll, C. Dennis. (ED 1.310/ 
2:301696), 91-13308 

Potentialities for an improvement of the ef- 
ficiency of fluore[s]cent mercury lamps 
[microform] / Hilpert, K. (NAS 
1.77:20120), 91-13811 

Poughkeepsie, New York, metropolitan 
area Area wage survey. Poughkeepsie, 
New York, metropolitan area (1985) (L 
2.121/32-3:987), 91-13657 

Poughkeepsie-Orange County-Kingston, 
NY (L 2.122/32:P 86/989), 91-13662 
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Power production, fuel consumption, & in- 
stalled capacity data ... annual (E 3.11/ 
17-10:985), 91-13151, 91-13152 

A Practical guide to effective hearing con- 
servation programs in the workplace / 
(HE 20.7108:H 35), 91-13497 

Preliminary design and cost of a 1-mega- 
watt solar-pumped iodide laser space-to- 
space transmission station [microform] / 
(NAS 1.15:4002), 91-13697 

Preliminary inquiry into allegations regard- 
ing Senators Cranston, DeConcini, 
Glenn, McCain, and Riegle, and Lincoln 
Savings and Loan : open session hearings 
before the Select Committee on Ethics, 
United States Senate, One Hundred First 
Congress, second session, November 15, 
1990, through January 16, 1991. United 
States. Congress. Senate. Select Commit- 
tee on Ethics. (Y 4.Et 3/4:S.hrg.101- 
1190/pt.1-4), 91-14039 

A preliminary investigation of drag reduc- 
tion and mechanism for a blunt body of 
revolution with slanted base [microform] 
/ Xuejian, Xia. (NAS 1.77:20349), 91- 
13838 

A preliminary mechanical property and 
stress corrosion evaluation of VIM-VAR 
work strengthened and direct aged in- 
conel 718 bar material [microform] / 
Montano, J. W. (NAS 1.15:86595), 91- 
13715 

Preparation for the 1990 farm bill : hearing 
before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, One Hundred First Congress, 
first session, on the administration views 
concerning the 1990 farm bill. United 
States. Congress. Senate. Committee on 
Agriculture, Nutrition, and Forestry. (Y 
4.Ag 8/3:S.hrg.101-259/pt.15), 91-13969 

Preparation of oxide glasses from metal al- 
koxides by sol-gel method [microform] / 
Kamiya, K. (NAS 1.77:20124), 91-13812 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. Mineral industry of 
France Minerals yearbook. Mineral indus- 
try of France. (I 28.37/a 2:F 844/988), 
91-13631 

Preprint of the ... Bureau of Mines Minerals 
yearbook. Mineral industry of Ireland 
Minerals yearbook. Mineral industries of 
the United Kingdom and Ireland. (I 
28.37/a 2:Un 34 k/988), 91-13632 

Preprint of the ... Bureau of Mines Minerals 
yearbook. Mineral industry of the United 
Kingdom Minerals yearbook. Mineral in- 
dustries of the United Kingdom and Ire- 
land. (I 28.37/a 2:Un 34 k/988), 91- 
13632 

The preservation of historic barns / Auer, 
Michael. (I 29.84:20), 91-13634 

President ... fiscal year ... budget / (Y 4.B 
85/3:P 92/3/992), 91-14000 

Presidential academic fitness award. (ED 
1.2:P 92/990), 91-13161 

The president’s decision to order a Chinese 
company’s divestiture of a recently ac- 
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quired U.S. aircraft parts manufacturer : 
statement of Allan I. Mendelowitz, Di- 
rector, International Trade, Energy, and 
Finance Issues before the Subcommittee 
on Commerce, Consumer Protection and 
Competitiveness, House Coimmittee on 
Energy and Commerce, House of Repre- 
sentatives. Mendelowitz, Allan I. (GA 
1.5/2:T-NSIAD-90-21), 91-13444 

Prevention reference manual : control tech- 
nologies / Davis, Daniel S. (Daniel 
Scott), 1958- (EP 1.23/9:600/8-87/039 a), 
91-13342 

Price list National Measurement Laboratory 
(U.S.). Office of Standard Reference Ma- 
terials. (C 13.48/4-2:989), 91-12803 

Price list. NIST standard reference materi- 
als National Measurement Laboratory 
(U.S.). Office of Standard Reference Ma- 
terials. (C 13.48/4-2:989), 91-12803 

Priorities for research and development in 
vocational education : monographs pre- 
pared in partial fulfillment of a planning 
grant for a National Center for Research 
in Vocational Education / Lynch, Rich- 
ard L. (ED 1.310/2:293981), 91-13248 

Prison health care : January 1986 through 
September 1990 1132 citations / 
Gordner, Ronald L. (HE 20.3615/2:90- 
12), 91-13489 

Privacy Act issuances ... compilation. (AE 
2.106/4:989/v.1-5), 91-12741 

Private sector initiatives in educational 
reform : proceedings of a conference / 
(ED 1.310/2:297420), 91-13268 

Problem solving / Sealey, Jean. (ED 1.310/ 
2:300217), 91-13299 

Problems at National Aeronautics and 
Space Administration : hearing before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, One 
Hundred First Congress, second session : 
special hearing. United States. Congress. 
Senate. Committee on Appropriations. 
Subcommittee on VA-HUD-Independent 
Agencies. (Y 4.Ap 6/2:S.hrg.101-1146), 
91-13980 

Problems of drug dependence Committee 
on Problems of Drug Dependence (U.S.). 
Scientific Meeting. (HE 20.8216/5:988), 
91-13501 

Problems of drug dependence : proceedings 
of the ... Annual Scientific Meeting, the 
Committee on Problems of Drug De- 
pendence, Inc. Committee on Problems 
of Drug Dependence (U.S.). Scientific 
Meeting. (HE 20.8216/5:988), 91-13501 

Procedure for the detection and identifica- 
tion of a helicopter [microform] / Sie- 
becker, Hans. (NAS _ 1.77:20234), 91- 
13817 

Proceedings of the ... National Convention 
of the Veterans of World War I of the 
United States, Inc. Veterans of World 
War I of the U.S.A. National Conven- 
tion. (Y 1.1/7:102-25), 91-13925 
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Proceedings of the Airborne Visible/Infra- 
red Imaging Spectrometer (AVIRIS) 
Performance Evaluation Workshop, June 
6, 7, and 8, 1988 [microform] / Airborne 
Visible/Infrared Imaging Spectrometer 
Performance Evaluation Workshop (1988 
: Jet Propulsion Laboratory) (NAS 
1.26:184870), 91-13795 

Proceedings of the annual National Con- 
vention of the Veterans of World War I 
of the United States, Inc. Veterans of 
World War I of the U.S.A. National 
Convention. (Y 1.1/7:102-25), 91-13925 

Proceedings of the Fourth NCI/EPA/ 
NIOSH Collaborative Workshop 
Progress on Joint Environmental and Oc- 
cupational Cancer Studies : April 22-23, 
1986, Holiday Inn Crowne Plaza Hotel, 
Rockville, Maryland / NCI/EPA/ 
NIOSH Collaborative Workshop: 
Progress on Joint Environmental and Oc- 
cupational Cancer Studies (4th : 1986 : 
Rockville, Md.) (HE 20.3152:En 8/986), 
91-13484 

Proceedings of the Mobile Satellite Confer- 
ence, May 3-5, 1988 [microform] / 
Mobile Satellite Conference (1988 : Pasa- 
dena, Calif.) (NAS 1.26:182964), 91- 
13786 

Procurement regulatory activity 
(PrEx 2.24/15:3), 91-13853 

Product Liability Reform Act : hearing 
before the Committee on the Judiciary, 
United States Senate, One Hundred First 
Congress, second session, on S. 1400, a 
bill to regulate interstate commerce by 
providing for a uniform product liablity 
law ... July 31, 1990. United States. Con- 
gress. Senate. Committee on the Judici- 
ary. (Y 4J 89/2:S.hrg.101-1188), 91- 
14103 

Production supervision (RA-39) [micro- 
form] / Davis, Michael J. (Michael Joel), 
1945- (ED 1.310/2:283987), 91-13193 

Productivity in industry (L 2.120:91-41), 
91-13650 

Professional workers in state agricultural 
experiment stations and other cooperating 
state institutions (A 1.76:305/990), 91- 
12675 

Profile of Pacific schools / (ED 1.310/ 
2:286976), 91-13207 

Profiles of foreign direct investment in U.S. 
energy / (E 3.52:989), 91-13160 

Program evaluation : a self-study manual / 
Smith, Christopher A. (ED _ 1.310/ 
2:289083), 91-13218 

Program solication / Program solication 
(United States. Cooperative State Re- 
search Service. Small Business Innovation 
Research Program) (A 94.16:989), 91- 
12707 

Program solication (United States. Coopera- 
tive State Research Service. Small Busi- 
ness Innovation Research Program) Pro- 
gram solication (United States. Coopera- 
tive State Research Service. Small Busi- 


report. 





Raleigh County, West Virginia, 1988 : 1:100 


ness Innovation Research Program) (A 
94.16:989), 91-12707 

Program solicitation / Program solicitation 
(United States. Dept. of Transportation. 
SBIR Program Office) (TD 1.20/2:90-1), 
91-13899 

Program solicitation (United States. Dept. 
of Transportation. SBIR Program Office) 
Program solicitation (United States. 
Dept. of Transportation. SBIR Program 
Office) (TD 1.20/2:90-1), 91-13899 

Project BRIDGES, 1986-1987 / Scorza, 
Margaret H. (ED 1.310/2:298790), 91- 
13288 

Project CHAMP, 1986-1987 / Cabrera, Eu- 
lalia. (ED 1.310/2:298785), 91-13286 

Project COM-TECH (Bilingual Computer- 
and Technology-Oriented Program), 
1986-1987 / Martinez, Ana L. (ED 1.310/ 
2:298777), 91-13282 

Project descriptors / (EP 1.23/6:600/9-90/ 
028), 91-13341 

Project GET SET, 1986-1987 / Martinez, 
Ana L. (ED 1.310/2:298776), 91-13281 

Proliferation and arms control : hearings 
before the Committee on Foreign Affairs 
and its Subcommittee on Arms Control, 
International Security and Science, 
House of Representatives, One Hundred 
First Congress, second session, May 17 
and July 11, 1990. United States. Con- 
gress. House. Committee on Foreign Af- 
fairs. (Y 4.F 76/1:P 94/4), 91-14052 

Proposed authorizations for the water re- 
sources development program of the U.S. 
Army Corps of Engineers : hearings 
before the Subcommittee on Water Re- 
sources of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred First Con- 
gress, second session, March 1, 7, 14; 
April 24, 1990. United States. Congress. 
House. Committee on Public Works and 
Transportation. Subcommittee on Water 
Resources. (Y 4.P 96/11:101-59), 91- 
14122 

Proposed organic certification program : 
joint hearing before the Subcommittee on 
Domestic Marketing, Consumer Rela- 
tions, and Nutrition and the Subcommit- 
tee on Department Operations, Research, 
and Foreign Agriculture of the Commit- 
tee on Agriculture, House of Representa- 
tives, One Hundred First Congress, 
second session, June 19, 1990. United 
States. Congress. House. Committee on 
Agriculture. Subcommittee on Domestic 
Marketing, Consumer Relations, and Nu- 
trition. (Y 4.Ag 8/1:101-56), 91-13961 

Proposed sales and upgrades of major de- 
fense equipment to Saudi Arabia : hearing 
before the Subcommittees on Arms Con- 
trol, International Security, and Science, 
and on Europe and the Middle East of 
the Committee on Foreign Affairs, House 
of Representatives, One Hundred First 
Congress, second session, June 19, 1990. 
United States. Congress. House. Commit- 
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tee on Foreign Affairs. Subcommittee on 
Arms Control, International Security, and 
Science. (Y 4.F 76/1:Sa 8/6), 9%1-14053 

Protecting older Americans against over- 
payment of income taxes : (deductions 
you are entitled to use for 1990) : an 
information paper / (Y 4.Ag 4:S.prt.102- 
3), 91-13952 

Protection of environment (AE 2.106/3:40/ 
pt.1-51/990), 91-12720, 91-12721, 91- 
12722, 91-12723, 91-12724, 91-12725 

Proven, long-life hydrogen/oxygen thrust 
chambers for space station propulsion 
[microform] / Richter, G. Paul. (NAS 
1.15:88822), 91-13727 

Provisional estimates of the population of 
counties. (C 3.186:P-26/85-52-C), 91- 
12795 

Provisional estimates of the population of 
counties and metropolitan areas (C 
3.186:P-26/85-52-C), 91-12795 

Public health (AE 2.106/3:42/pt.61-399/ 
990), 91-12726, 91-12727 

Public school teacher perspectives on 
school discipline. (ED 1.310/2:289259), 
91-13223 

Public welfare (AE 2.106/3:45/pt.1-199/ 
990), 91-12728, 91-12729, 91-12730 

Publications list / United States. Congress. 
Senate. Committee on Energy and Natu- 
ral Resources. (Y 4.En 2:S.prt.101-102), 
91-14027, 91-14028, 91-14030 

Puerto Rico Status Referendum Act—S. 
712 : hearing before the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, One Hundred First 
Congress, first session, on S. 712 ... No- 
vember 9, 1989. United States. Congress. 
Senate. Committee on Agriculture, Nutri- 
tion, and Forestry. (Y 4Ag 8/ 
3:S.hrg.101-1151), 91-13972 


Q 


Quality requirements for reclaimed/recy- 
cled water [microform] / (NAS 
1.15:58279), 91-13704 


Radar test set, TS-147B/UP. (D 101.11:11- 
1247 A), 91-13053 

Radio test set, AN/ARM-S : operating in- 
structions. (D 101.11:11-518), 91-13052 

Railroad safety : hearing before the Sub- 
committee on Transportation and Haz- 
ardous Materials of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, One Hundred First Congress, 
second session, October 5, 1990. United 
States. Congress. House. Committee on 
Energy and Commerce. Subcommittee on 
Transportation and Hazardous Materials. 
(Y 4.En 2/3:101-199), 91-14035 

Raleigh County, West Virginia, 1988 : 1:100 
000-scale topographic map / Geologicai 
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Survey (U.S.) (1 19.108:37081-G 2-CF- 
100/988), 91-13625 

Read Aloud Programs for the Elderly 
Project : instructional manual / Leonard, 
Gloria. (ED 1.310/2:304558), 91-13326 

The Reading-writing connection : a whole 
language approach : an annotated re- 
source list. (ED 1.310/2:296308), 91- 
13260 

Real estate asset inventory. (Y 3.R 31/2:15/ 
990-3/v.1) (Y 3.R 31/2:15/990-3/v.2/pt. |- 
4) (Y 3.R 31/2:15/990-3/v.3), 91-13946 

Real Estate Settlement Procedures Act : 
hearings before the Subcommittee on 
Housing and Community Development 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Representa- 
tives, One Hundred First Congress, 
second session, August 8, September 18, 
1990. United States. Congress. House. 
Committee on Banking, Finance, and 
Urban Affairs. Subcommittee on Housing 
and Community Development. (Y 4.B 
22/1:101-164), 91-13994 

The Reauthorization of the U.S. Commis- 
sion on Civil Rights : hearing before the 
Subcommittee on the Constitution of the 
Committee on the Judiciary, United 
States Senate, One Hundred First Con- 
gress, first session, on ... June 22, 1989. 
United States. Congress. Senate. Commit- 
tee on the Judiciary. Subcommittee on 
the Constitution. (Y 4.J 89/2:S.hrg.101- 
1077), 91-14100 

Recent development of surface modification 
processing [microform] / (NAS 
1.77:20326), 91-13834 

Recent environmental activities of the 
Agency for International Development : 
hearing before the Subcommittee on 
Human Rights and International Organi- 
zations of the Committee on Foreign Af- 
fairs, House of Representatives, One 
Hundred First Congress, second session, 
September 26, 1990. United States. Con- 
gress. House. Committee on Foreign Af- 
fairs. Subcommittee on Human Rights 
and International Organizations. (Y 4.F 
76/1:En 8/3), 91-14045 

Recharge rates and aquifer hydraulic char- 
acteristics for selected drainage basins in 
middle and east Tennessee / Hoos, Anne 
B. (1 19.42/4:90-4015), 91-13523 

Reclamation Reform Act amendments of 
1990 and Title XVI—double subsidies : 
hearing before the Subcommittee on 
Water and Power of the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session, on S. 2659 ... H.R. 
2567 ... Tuesday, July 31, 1990. United 
States. Congress. Senate. Committee on 
Energy and Natural Resources. Subcom- 
mittee on Water and Power. (Y 4.En 
2:S.hrg.101-1174), 91-14023 

Reclamation Wastewater and Groundwater 
Study Act and Reclamation Projects Au- 
thorization and Adjustment Act of 1990 : 
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hearing before the Subcommittee on 
Water and Power of the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session, on S. 2657 ... H.R. 
2567 September 27, 1990. United 
States. Congress. Senate. Committee on 
Energy and Natural Resources. Subcom- 
mittee on Water and Power. (Y 4.En 
2:S.hrg.101-1181), 91-14024 

Reconnaissance investigation of water qual- 
ity, bottom sediment, and biota associated 
with irrigation drainage in the Angostura 
Reclamation Unit, southwestern South 
Dakota, 1988-89 / Greene, Earl A. (I 
19.42/4:90-4152), 91-13529 

Recruiting and selecting teachers for urban 
schools / Haberman, Martin. (ED 1.310/ 
2:292942), 91-13240 

Recruitment and retention of minority stu- 
dents in teacher education : proceedings 
of the National Invitational Conference, 
March 29-April 1, 1987, Lexington, Ken- 
tucky / (ED 1.310/2:301535), 91-13307 

Red Sea, north central part, Geziret Ze- 
berged to Bur Sudan / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:62250/ 
990), 91-12973 

Red Sea, north part, Madig Gubal to Ge- 
ziret Zabargad / United States. Defense 
Mapping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:62230/990), 
91-12971 

Red Sea, Saudi Arabia, Mina Jiddah / 
United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. (D 
5.356:62241/990), 91-12972 

Red Sea, south central part, Bur Sudan to 
Sajid / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62270/991), 91-12974 

Reducing stress among students / Whitman, 
Neal. (ED 1.310/2:284526), 91-13199 

Reforming the Federal Crop Insurance Pro- 
gram : hearings before the Subcommittee 
on Conservation, Credit, and Rural De- 
velopment of the Committee on Agricul- 
ture, House of Representatives, One Hun- 
dred First Congress, first and second ses- 
sions, on H.R. 4360 ... H.R. 4592 ... H.R. 
4642 ... H.R. 4679 ... September 20, 1989, 
March 28, April 3, and May 1, 1990. 
United States. Congress. House. Commit- 
tee on Agriculture. Subcommittee on 
Conservation, Credit, and Rural Devel- 
opment. (Y 4.Ag 8/1:101-63), 91-13964 

Refractories (C 3.158:MA 32 C (88)-1), 
91-12790 

Refractories (Bureau of the Census) (C 
3.158:MA 32 C (88)-1), 91-12790 

Refurbishment of one-perscn regenerative 
air revitalization system [microform] : 
final report / Powell, F. T. (NAS 
1.26:183757), 91-13791 

Regenerative life support system research 
and ts [microform] : progress 
report / (NAS 1.26:184760), 91-13794 
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Regional tide and tidal current tables. New 
York Harbor to Chesapeake Bay (C 
55.425/3:990), 91-12886 

Regional tide and tide current tables. New 
York Harbor to Chesapeake Bay. (C 
55.425/3:990), 91-12886 

Regulation of all-terrain vehicles : hearing 
before the Committee on Governmental 
Affairs, United States Senate, One Hun- 
dred First Congress, second session, July 
27, 1990. United States. Congress. Senate. 
Committee on Governmental Affairs. (Y 
4.G 74/9:S.hrg.101-1166), 91-14074 

Regulatory impediments to the develop- 
ment and placement of affordable housing 
: hearing before the Subcommittee on 
Policy Research and Insurance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
One Hundred First Congress, second ses- 
sion, August 2, 1990. United States. Con- 
gress. House. Committee on Banking, Fi- 
nance, and Urban Affairs. Subcommittee 
on Policy Research and Insurance. (Y 
4.B 22/1:101-153), 91-13993 

Remote determination of chlorophyll con- 
centration in the ocean using an optical 
pulse radar [microform] / Levin, I. M. 
(NAS 1.77:20301), 91-13830 

Remote manipulator system (RMS)-based 
controls-structures interaction (CSI) 
flight experiment feasibility study [micro- 
form] : final report / Demeo, Martha E. 
(NAS 1.26:185600), 91-13797 

Renovation of the Pentagon complex 
hearing before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and Trans- 
portation, House of Representatives, One 
Hundred First Congress, second session, 
May 9, 1990. United States. Congress. 
House. Committee on Public Works and 
Transportation. Subcommittee on Public 
Buildings and Grounds. (Y 4.P 96/11:101- 
58), 91-14121 

Reordering computations for parallel execu- 
tion [microform] / Adams, Loyce M. 
(NAS 1.26:177961), 91-13749 

Reorganization of the Office of Student Fi- 
nancial Assistance’s Regiona! Offices. 
United States. Office of the Assistant Sec- 
retary for Postsecondary Education. (ED 
1.76:87-15), 91-13163 

Report of the Committee on Banking, Fi- 
nance and Urban Affairs pursuant to sec- 
tion 302(b) of the Congressional Budget 
Act of 1974. United States. Congress. 
House. Committee on Banking, Finance, 
and Urban Affairs. (Y 1.1/8:102-8), 91- 
13935 

Report of the Select Committee on Intelli- 
gence, United States Senate. United 
States. Congress. Senate. Select Commit- 
tee on Intelligence. (Y 1.1/5:101-236), 
91-13915 

Report of the Visa Office. (S_ 1.1/4:985), 
91-13858 





June 1991 


Report on human rights practices in coun- 
tries receiving U.S. aid Country reports 
on human rights practices (Washington, 
D.C. : 1979) (Y 4.F 76/1-15:990), 91- 
14055 

Report on postsecondary student and em- 
ployer follow-up : 1986 sample survey 
and 1986 common data / Boal, Steve. 
(ED 1.310/2:285613), 91-13203 

Report on the conduct of monetary policy 
from the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate United States. Congress. Senate. 
Committee on Banking, Housing, and 
Urban Affairs. (Y 1.1/5:101-234/corr.), 
91-13914 

Report on the feasibility of hypercube con- 
current processing systems in computa- 
tional fluid dynamics [microform] / 
Bruno, John. (NAS _ 1.15:89398), 91- 
13734 

Report on the federal mass transit policy : 
views and recommendations. United 
States. Congress. Senate. Committee on 
Banking, Housing, and Urban Affairs. 
Subcommittee on Housing and Urban Af- 
fairs. (Y 4.B 22/3:S.prt.102-6), 91-13999 

Report on the visit to Eastern Europe of 
the senate delegation led by Senator John 
Heinz : political and economic develop- 
ments in Central and Eastern Europe and 
their implications for United States for- 
eign economic policy. (Y 1.1/5:101-400), 
91-13917 

Report to the President. National Space 
Council (U.S.) (PrEx 1.2:Sp 1/990), 91- 
13852 

Report to the Senate of the Select Commit- 
tee on Intelligence, United States Senate, 
covering the period ... together with ad- 
ditional views United States. Congress. 
Senate. Select Committee on Intelligence. 
(Y 1.1/5:101-236), 91-13915 

Report to the Senate on the jurisdiction and 
a summary of activities of the Committee 
on Agriculture, Nutrition, and Forestry 
for the 101st Congress : report. United 
States. Congress. Senate. Committee on 
Agriculture, Nutrition, and Forestry. (Y 
1.1/5:102-14), 91-13920 

Research awards index (HE 20.3013/2:989/ 
v.1/pt.A) (HE 20.3013/2:989/v.1/pt.B) 
(HE 20.3013/2:989/v.2), 91-13483 

Research, development, test and evaluation 
of materiel for extreme climatic condi- 
tions : research, development, and acqui- 
sition. United States. Dept. of the Army. 
(D 101.9:70-38/979), 91-13003 

Research in effective teaching of writing / 
White, Edward M. (Edward Michael), 
1933- (ED 1.310/2:275007), 91-13170 

Research within reach, secondary school 
reading [microform] : a research guided 
response to concerns of reading educators 
/ (ED 1.310/2:282187), 91-13184 

Resource manual : Baltimore City Public 
Schools, Division of Pupil Services and 
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Special Programs. (ED 1.310/2:291833), 
91-13233 

Resources for improving principal effective- 
ness / Gaddy, C. Stephen. (ED 1.310/ 
2:285284), 91-13202 

Resources for public speaking [microform] : 
a selected, annotated bibliography / 
Wilson, John Fletcher, 1923- (ED 1.310/ 
2:289193), 91-13221 

Results of the life sciences DSOs conducted 
aboard the space shuttle 1981-1986 [mi- 
croform.] (NAS 1.15:58280), 91-13705 

Retirement and health planning : hearing 
before the Special Committee on Aging, 
United States Senate, One Hundred First 
Congress, second session, St. Petersburg, 
FL, May 30, 1990. United States. Con- 
gress. Senate. Special Committee on 
Aging. (Y 4.Ag 4:S.hrg.101-1143), 91- 
13950 

Retirement income for women : hearing 
before the Subcommittee on Retirement 
Income and Employment of the Select 
Committee on Aging, House of Repre- 
sentatives, One Hundred First Congress, 
second session, July 2, 1990, Cedar 
Rapids, IA. United States. Congress. 
House. Select Committee on Aging. Sub- 
committee on Retirement Income and 
Employment. (Y 4.Ag 4/2:R 31/24), 91- 
13954 

Review of offshore oil and gas programs 
and laws : hearing before the Subcommit- 
tee on Water, Power, and Offshore 
Energy Resources of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundred First Con- 
gress, first session, on oversight on effec- 
tiveness of the current offshore drilling 
... United States. Congress. House. Com- 
mittee on Interior and Insular Affairs. 
Subcommittee on Water, Power, and Off- 
shore Energy Resources. (Y 4.In 8/ 
14:101-10/pt.2-3), 91-14088 

Review of producer-funded checkoff pro- 
grams : hearing before the Subcommittee 
on Livestock, Dairy, and Poultry of the 
Committee on Agriculture, House of 
Representatives, One Hundred First Con- 
gress, second session, March 27, 1990. 
United States. Congress. House. Commit- 
tee on Agriculture. Subcommittee on 
Livestock, Dairy, and Poultry. (Y 4.Ag 
8/1:101-45), 91-13959 

Review of program activities (ED 1.18/3- 
2:989), 91-13162 

Review of the farm credit issues : hearing 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development of 
the Committee on Agriculture, House of 
Representatives, One Hundred First Con- 
gress, second session, March 7, 1990. 
United States. Congress. House. Commit- 
tee on Agriculture. Subcommittee on 
Conservation, Credit, and Rural Devel- 
opment. (Y 4.Ag 8/1:101-64), 91-13965 

Review of the Farmers Home Administra- 
tion (FmHA) farm loan programs : hear- 
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ing before the Subcommittee on Conser- 
vation, Credit, and Rural Development of 
the Committee on Agriculture, House of 
Representatives, One Hundred First Con- 
gress, second session, January 25, 1990. 
United States. Congress. House. Commit- 
tee on Agriculture. Subcommittee on 
Conservation, Credit, and Rural Devel- 
opment. (Y 4.Ag 8/1:101-47), 91-13960 

Review of the fiscal year 1991 budget of 
the Forest Service, U.S. Department of 
Agriculture : hearing before the Subcom- 
mittee on Forests, Family Farms, and 
Energy of the Committee on Agriculture, 
House of Representatives, One Hundred 
First Congress, second session, February 
6, 1990. United States. Congress. House. 
Committee on Agriculture. Subcommittee 
on Forests, Family Farms, and Energy. 
(Y 4.Ag 8/1:101-66), 91-13967 

Review of the implementation of Section 
318 of the 1990 Interior Appropriations 
Act (old-growth forests of the Pacific 
Northwest) : joint hearing before the 
Subcommittee on Forests, Family Farms, 
and Energy of the Committee on Agri- 
culture, and the Subcommittee on Na- 
tional Parks and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, and the Subcommittee on Fisheries 
and Wildlife Conservation and the Envi- 
ronment of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, One Hundred First Congress, 
second session, April 4, 1990. United 
States. Congress. House. Committee on 
Agriculture. Subcommittee on Forests, 
Family Farms, and Energy. (Y 4.Ag 8/ 
1:101-60), 91-13962 

Review of USTTA international markets 
and cooperative advertising opportunities 
(C 47.20:987-88), 91-12806 

Review of USTTA international markets 
and summary of cooperative advertising 
opportunities. (C 47.20:986-87), 91-12805 

Revised monthly wholesale trade, sales and 
inventories (C 3.133/2:980-88), 91-12787 

The rights of individuals with handicaps 
under federal law [microform] : informa- 
tion for those who have rights and re- 
sponsibilities under section 504 of the Re- 
habilitation act of 1973. (ED 1.310/ 
2:302027), 91-13311 

Role of biological control as a management 
tool in national parks and other natural 
areas / Gardner, Donald E. 
29.109:NRUH/NRTR/90/01), 91-13635 

The Role of testing and evaluation / (ED 
1.310/2:294955), 91-13251 

The Role of vocational education at the 
secondary level : an overview of trends 
and issues. (ED 1.310/2:296171), 91- 
13259 

Roundtable discussion on United States- 
Soviet relations and the future of arms 
control : hearing before the Subcommit- 
tees on Arms Control, International Secu- 


Page 1-289 





Roundtable discussion on U.S.-Soviet relations 


rity and Science, and on Europe and the 
Middle East of the Committtee on For- 
eign Affairs, House of Representatives, 
One Hundred First Congress, first ses- 
sion, November 15, 1989. United States. 
Congress. House. Committee on Foreign 
Affairs. Subcommittee on Arms Control, 
International Security, and Science. (Y 
4.F 76/1:Ar 5/40), 91-14044 

RU 486 : the import ban and its effect on 
medical research : hearing before the 
Subcommittee on Regulation, Business 
Opportunities, and Energy of the Com- 
mittee on Small Business, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, Washington, DC, 
November 19, 1990. United States. Con- 
gress. House. Committee on Small Busi- 
ness. Subcommittee on Regulation, Busi- 
ness Opportunities, and Energy. (Y 4.Sm 
1:101-85), 91-14132 

Rules for the Committee on Energy and 
Commerce. United States. Congress. 
House. Committee on Energy and Com- 
merce. (Y 4.En 2/3-11:991-92), 91-14038 

Rules, membership, and jurisdiction of the 
Committee on Energy and Natural Re- 
sources, United States Senate. United 
States. Congress. Senate. Committee on 
Energy and Natural Resources. (Y 4.En 
2:S.prt.102-4), 91-14029 

Rules of procedure / United States. Con- 

. Senate. Committee on Finance. (Y 
91-14042 


gress. 
4.F 49:S.prt.102-7), 
Rules of procedure of the Senate Commit- 
tee on Labor and Human Resources / 
United States. Congress. Senate. Commit- 
tee on Labor and Human Resources. (Y 


4.L 11/4:S.prt.102-11), 91-14107 

The rules of the House of Representatives, 
of the United States, as amended and 
adopted at the ... session of the ... Con- 
gress. United States. Congress. House. (Y 
1.2:R 86/2/991), 91-13937 

Rural America : economic performance, 
1989 / Reid, J. Norman. (A _ 1.75:609), 
91-12674 

Rural health aid : hearings before a sub- 
committee of the Committee on Appro- 
priations, United States Senate, One Hun- 
dred First Congress, second session : spe- 
cial hearings. United States. Congress. 
Senate. Committee on Appropriations. 
Subcommittee on Agriculture, Rural De- 
velopment, and Related Agencies. (Y 
4.Ap 6/2:S.hrg.101-1156), 91-13981 

Rural school source book : exemplary pro- 
grams, practices and resources for rural 
educators / (ED 1.310/2:300156), 91- 
13297 


S 
The SAFT-UT real-time inspection system : 
operational principles and implementation 
/ Hall, T. E. (Thomas Edward) (Y 3.N 
88:25/5075), 91-13941 
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Salt Lake City, UT, MSA, American hous- 
ing survey (C 3.215:H-170-88-15), 91- 
12799 

San Francisco Bay to Antioch, California / 
United States. National Ocean Service. 
(C 55.418/7:18652/990) (C 55.418/ 
7:18652/990/folder), 91-12877 

Sand and gravel aquifers of Schuyler 
County, New York / Geological Survey 
(U.S.) (1 19.42/4:90-4073), 91-13526 

Savings & home financing source book. (T 
71.17:988), 91-13898 

Savings and loan crisis : major examination 
and supervision problems in the Federal 
Home Loan Bank system : hearing before 
the Task Force on Urgent Fiscal Issues 
of the Committee on the Budget, House 
of Representatives, One Hundred First 
Congress, second session, November 13, 
1990. United States. Congress. House. 
Committee on the Budget. Task Force on 
Urgent Fiscal Issues. (Y 4.B 85/3:101-4- 
8), 91-14001 

Scaling blackbody laser to high powers [mi- 
croform] / De Young, R. J. (NAS 
1.15:86395), 91-13710 

Schedule of present federal excise taxes / 
(Y 4.T 19/4:F 31/3/990), 91-14133 

School-community relations in small, rural 
school districts [microform] : developing 
a plan for a productive partnership / 
Toy, Steve. (ED 1.310/2:282680), 91- 
13186 

School Dropout Prevention and Basic Skills 
Improvement Act of 1990. United States. 
(AE 2.110:101-600), 91-12775 

School-to-work transition for handicapped 
youth : perspectives on educational and 
economic trends / (ED 1.310/2:293301), 
91-13243 

Science misconceptions research and some 
implications for the teaching of science to 
elementary school students / Blosser, Pa- 
tricia E. (ED 1.310/2:282776), 91-13189 

The science report card : elements of risk 
and recovery : trends and achievement 
based on the 1986 National Assessment / 
Mullis, Ina V. S. (ED 1.310/2:300265), 
91-13301 

Scotland—north coast, Fair Isle to Wick / 
Great Britain. Admiralty. (D 5.356:1052/ 
989), 91-12926 

Second language learners’ formal definitions 
: an oral language correlate of school lit- 
eracy / (ED 1.310/2:287307), 91-13208 

Secretary of the Interior’s report on Water 
Island : oversight hearings before the 
Subcommittee on Insular and Internation- 
al Affairs of the Committee on Interior 
and Insular Affairs, House of Representa- 
tives, One Hundredth Congress, first ses- 
sion ... hearings held in St. Thomas, VI, 
November 13, 1987, November 14, 1987. 
United States. Congress. House. Commit- 
tee on Interior and Insular Affairs. Sub- 
committee on Insular and International 
Affairs. (Y 4.In 8/14:100-84), 91-14086 
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Secretary’s annual report to Congress (E 
3.52:989), 91-13160 

Section 15 annual report (TD 7.11/2:986), 
91-13907 

Section 15 reporting system (TD 7.11/ 
2:986), 91-13907 

Sectional aeronautical chart. Cheyenne. 
United States. National Ocean Service. 
(C 55.416/10:C 42/991), 91-12822 

Sectional aeronautical chart. Cold Bay. 
United States. National Ocean Service. 
(C 55.416/10:C 67/991), 91-12823 

Sectional aeronautical chart. El Paso. 
United States. National Ocean Service. 
(C 55.416/10:El 1/991), 91-12824 

Sectional aeronautical chart. Jacksonville. 
United States. National Ocean Service. 
(C 55.416/10:J 13/991), 91-12825 

Sectional aeronautical chart. Kodiak. 
United States. National Ocean Service. 
(C 55.416/10:K 81/991), 91-12826 

Sectional aeronautical chart. Washington. 
United States. National Ocean Service. 
(C 55.416/10:W 27/991), 91-12827 

Securities regulation : efforts to detect, in- 
vestigate, and deter insider trading 
report to the chairman, Subcommittee on 
Oversight and Investigations, Committee 
on Energy and Commerce, House of 
Representatives / (GA _ 1.13:GGD-88- 
116), 91-13456 

Selected factors related to the potential for 
contamination of the principal aquifer, 
Salt Lake Valley, Utah / Baskin, Robert 
L. (1 19.42/4:90-4110), 91-13527 

Selected instruments and related products 
(C 3.158:MA 38 B (89)-1), 91-12792 

Selected papers in the hydrologic sciences. 
(I 19.13/2:987), 91-13516 

Selecting college and university personnel 
[microform] : the quest and the questions 
/ Kaplowitz, Richard A., 1940- (ED 
1.310/2:282489), 91-13185 

Semi-discrete approximations to nonlinear 
systems of conservation laws [microform] 
consistency and L [symbol for infinity]- 
stability imply convergence / Tadmor, 
Eitan. (NAS 1.26:181683), 91-13777 

Semiinterpenetrating polymer network for 
tougher and more microcracking resistant 
high temperature polymers [microform] : 
patent application. (NAS _1.71:LAR- 
13925-1), 91-13805 

Senate journal United States. Congress. 
Senate. (XJS:101-2), 91-13913 

Senegal / Senegal (Washington, D.C.) (C 
61.11:Se 5/990-2), 91-12907 

Senegal (Washington, D.C.) Senegal (Wash- 
ington, D.C.) (C 61.11:Se 5/990-2), 91- 
12907 

Senior executive service : training and de- 
velopment of senior executives : report to 
the chairman, Subcommittee on Civil 
Service, Committee on Post Office and 
Civil Service, House of Representatives / 
(GA 1.13:GGD-89-127), 91-13465 
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Senior Executive Service Improvements 
Act : hearing before the Subcommittee 
on the Civil Service of the Committee on 
Post Office and Civil Service, House of 
Representatives, One Hundred First Con- 
gress, second session on H.R. 5322 ... 
September 25, 1990. United States. Con- 
gress. House. Committee on Post Office 
and Civil Service. Subcommittee on the 
Civil Service. (Y 4.P 84/10:101-62), 91- 
14114 

Serials at the National Agricultural Library 
relating to animal care, use, and welfare / 
Clingerman, Karen J. (A 17.27:5), 91- 
12701 

Services and resources for young adults in 
public libraries / (ED 1.310/2:301199), 
91-13306 

Seward Park High School Project CABES 
(Career Advancement Through Educa- 
tion Skills), 1986-1987 / Cabrera, Eulalia. 
(ED 1.310/2:298775), 91-13280 

Shallow ground water in the Whitney 
Area, southeastern Las Vegas Valley, 
Clark County, Nevada / Emme, David 
H. (I 19.42/4:89-4117), 91-13520 

Shawnee National Forest : 7.5 minute series 
(topographic) / United States. Forest 
Service. Eastern Region. (A 13.28:Sh 2/ 
3/986/37088-D 4), 91-12684, 91-12685, 
91-12686, 91-12687 

Shipping (AE  2.106/3:46/pt.41-69/990), 
91-12731, 91-12732, 91-12733, 91- 
12734, 91-12735, 91-12736, 91-12737 

Short-term energy outlook. Annual supple- 
ment. (E 3.31:88/supp.), 91-13154, 91- 
13155, 91-13156, 91-13157 

Short-term energy outlook. Quarterly pro- 
jections (E 3.31:88/supp.), 91-13154, 
91-13155, 91-13156, 91-13157 

Shoshone National Forest : north half, Wy- 
oming / United States. Forest Service. 
Rocky Mountain Region. (A 13.28:Sh 7/ 
4/990), 91-12688 

Shoshone National Forest : south half, Wy- 
oming / United States. Forest Service. 
Rocky Mountain Region. (A 13.28:Sh 7/ 
5/990), 91-12689 

Significant features of fiscal federalism. (Y 
3.Ad 9/8:18/990/v.2), 91-13938, 91- 
13939 

Simulation of liquid and vapor movement in 
unsaturated fractured rock at the Apache 
Leap Tuff Site : models and strategies / 
Yeh, T. C. (T.-C. Jim) (Y 3.N 88:25/ 
5097), 91-13942 

Sino-American relations : one year after the 
massacre at Tiananmen Square : hearing 
before the Subcommittee on East Asian 
and Pacific Affairs of the Committee on 
Foreign Relations, United States Senate, 
One Hundred First Congress, second ses- 
sion, June 6, 1990. United States. Con- 
gress. Senate. Committee on Foreign Re- 
lations. Subcommittee on East Asian and 
Pacific Affairs. (Y 4.F 76/2:S.hrg.101- 
1125), 91-14057 
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Slow detonation, vapor explosion, bubble 
resonance explosion [microform] 
common characteristics / Leiber, C. O. 
(NAS 1.77:20087), 91-13808 

Small and disadvantaged business assistance 
directory. (D 201.2:Sm 1/2), 91-13138 

Small business innovation research program 
Program solication (United States. Coop- 
erative State Research Service. Small 
Business Innovation Research Program) 
(A 94.16:989), 91-12707 

Small business innovation research program 
solicitation Program solicitation (United 
States. Dept. of Transportation. SBIR 
Program Office) (TD 1.20/2:90-1), 91- 
13899 

Small business investment company and 
specialized small business investment 
company programs : hearing before the 
Committee on Small Business, House of 
Representatives, One Hundred First Con- 
gress, second session, Washington, DC, 
October 2, 1990. United States. Congress. 
House. Committee on Small Business. (Y 
4.Sm 1:101-81), 91-14131 

Social security, disability process, and the 
Zebley Supreme Court decision : hearing 
before the Subcommittee on Retirement 
Income and Employment of the Select 
Committee on Aging, House of Repre- 
sentatives, One Hundred First Congress, 
second session, September 12, 1990. 
United States. Congress. House. Select 
Committee on Aging. Subcommittee on 
Retirement Income and Employment. (Y 
4.Ag 4/2:So 1/43), 91-13956 

Soil survey of Carter County, Missouri, 
northern and eastern parts / Butler, E. 
Rex. (A 57.38:C 24/4), 91-12702 

Soil survey of Jackson County, Indiana / 
Nagel, Byron G. (A 57.38:J 13/12), 91- 
12703 

Soil survey of Rockland County, New 
York / Bonnell, Stephen M. (A 57.38:R 
59/5), 91-12704 

Soil survey of Webster County, Missouri / 
Dodd, Jerry A. (A 57.38:W 39/4), 91- 
12705 

Solder joint rework simulation analysis / 
(D 201.2:So 4), 91-13139 

Source hierarchy list / (D 7.15/2:90/4/v.1- 
3), 91-12997 

South America, Argentina—Uruguay, Rio 
de La Plata (Outer) / Argentina. Servicio 
de Hidrografia Naval. (D 5.356:24050/ 
990), 91-12929 

South America, Argentina and Uruguay, 
approaches to La Plata and Buenos Aires 
/ United States. Defense Mapping 
Agency. Hydrographic/T opographic 
Center. (D 5.356:24052/990), 91-12930 

South America, Panama—Colombia—north 
coast, Cabo Tiburon to Barranquilla / 
United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. (D 
5.356:24480/990), 91-12931 

South China Sea, east coast of Malaysia, 
Pulau Tioman to Terengganu / United 
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States. Defense Mapping Agency Hydro- 
graphic/Topographic Center. (D 
5.356:93110/989), 91-12993 

South Pacific Ocean, Tonga, Tonga Islands 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:83560/990), 91-12992 

South Pacific Ocean, Vanuatu, Erromango 
Island to Ile Anetioum / United States. 
Defense Mapping Agency. Hydrograph- 
ic/Topographic Center. (D 5.356:82580/ 
990), 91-12990 

South Pacific Ocean, Vanuatu, Malakula 
Island to Efate Island / United States. 
Defense Mapping Agency. Hydrograph- 
ic/Topographic Center. (D 5.356:82560/ 
990), 91-12989 

South Pacific Ocean, Vanuatu, Torres Is- 
lands to Pentecost Island / United States. 
Defense Mapping Agency. Hydrograph- 
ic/Topographic Center. (D 5.356:82540/ 
990), 91-12988 

Soviet Union, Black Sea, Kurortnoye to 
Ochakov / United States. Defense Map- 
ping Agency. Hydrographic/Topograph- 
ic Center. (D 5.356:55085/990), 91- 
12954 

Space Station Wardroom habitability and 
equipment study [microform] / Nixon, 
David. (NAS 1.26:4246), 91-13739 

Spain / Spain (Washington, D.C.) (C 
61.11:Sp 1/990), 91-12908, 91-13675 

Spain—Portugal—Morocco, Cabo de Sao 
Vicente to the Strait of Gibraltar / 
United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. (D 
5.356:51160/990), 91-12945 

Spain (United States. Embassy (Spain)) 
Spain (United States. Embassy (Spain)) 
(L 29.16:Sp 1/988-90), 91-13675 

Spain (Washington, D.C.) Spain (Washing- 
ton, D.C.) (C 61.11:Sp 1/990), 91-12908 

Special air mission procedure : air transpor- 
tation. United States. Dept. of the Army. 
(D 101.9:59-2/969), 91-13002 

Spectra of noise and amplified turbulence 
emanating from shock-turbulence interac- 
tion [microform] two scenarios / 
Ribner, Herbert S. (NAS _ 1.15:88766), 
91-13724 

Spectral collocation methods [microform] / 
Hussaini, M. Yousuff. (NAS 1.26:178373), 
91-13762 

Spokane, Wash. (L 2.122/47:Sp 6/989), 
91-13663 

SRB thermal environments [microfiche] : 
final report / (NAS 1.26:183801), 91- 
13792 

Sri Lanka / Sri Lanka (Washington, D.C.) 
(C 61.11:Sr 3/991), 91-12909 

Sri Lanka—east coast, approaches to Trin- 
comalee / United States. Defense Map- 
ping Agency. Hydrographic/Topograph- 
ic Center. (D 5.356:63241/990), 91- 
12982 
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Sri Lanka—south west coast, approaches to Galle / 


Sri Lanka—south west coast, approaches to 
Galle / United States. Defense Mapping 
Agency. Hydrographic/T opographic 
Center. (D 5.356:63232/990), 91-12981 

Sri Lanka (Washington, D.C.) Sri Lanka 
(Washington, D.C.) (C 61.11:Sr 3/991), 
91-12909 

Stability of surface nucleation [microform] 
/ Salik, Joshua. (NAS 1.15:88806), 91- 
13725 

Standard test evaluation of graphite fiber/ 
resin matrix composite materials for im- 
proved toughness [microform] / Chap- 
man, Andrew J. (NAS 1.15:86298), 91- 
13706 

State and local law enforcement wiretap- 
ping of confidential conversations, includ- 
ing those between criminal defendants 
and their lawyers : hearing before the 
Subcommittee on Courts, Intellectual 
Property, and the Administration of Jus- 
tice of the Committee on the Judiciary, 
House of Representatives, One Hundred 
First Congress, first session, December 
18, 1989. United States. Congress. House. 
Committee on the Judiciary. Subcommit- 
tee on Courts, Intellectual Property, and 
the Administration of Justice. (Y 4.J 89/ 
1:101/132), 91-14099 

State of Nevada / United States. Bureau of 
Land Management. (I 53.11:N 41/2), 91- 
13644 

State of New Mexico land status map, 1990 


/ United States. Bureau of Land Manage- 


ment. (I 53.11:N 42 m/2/990), 91-13645 

State, regional, and national monthly and 
seasonal heating degree days weighted by 
population / (C 55.287/60:5-1), 91-12811 

Statewide education databases policy 
issues : discussion draft / Hansen, Ken- 
neth H. (ED 1.310/2:286256), 91-13204 

Statistical summary (United States. Home 
Loan Bank Board) (T 71.17:988), 91- 
13898 

Statistics for industry groups and industries 
(including capital expenditures, invento- 
ries and supplemental labor, fuel, and 
electric energy costs) (C 3.24/9-7:986), 
91-12786 

The status of the superfund contracting 
program and its relation to surety bond- 
ing issues : hearing before the Subcom- 
mittee on Superfund, Ocean, and Water 
Protection of the Committee on Environ- 
ment and Public Works, United States 
Senate, One Hundred First Congress, 
second session, September 19, 1990. 
United States. Congress. Senate. Commit- 
tee on Environment and Public Works. 
Subcommittee on Superfund, Ocean, and 
Water Protection. (Y 4.P 96/ 
10:S.hrg.101-1153), 91-14117 

Status report on GAO’s reviews of the Tar- 
geted Export Assistance Program, the 
Export Enhancement Program, and the 
GSM-102/103 Export Credit Guarantee 
Program : statement of Allan I. Men- 
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delowitz, Director, Trade, Energy, and 
Finance Issues ... before the Subcommit- 
tee on Department Operations, Research 
and Foreign Agriculture; Tobacco and 
Peanuts; and Wheat, Soybeans, and Feed 
Grains, Committee on Agriculture, 
House of Representatives. Mendelowitz, 
Allan I. (GA _ 1.5/2:T-NSIAD-90-12), 
91-13443, 91-13449 

Steady work [microform] : policy, practice, 
and the reform of American education / 
Elmore, Richard F. (ED 1.310/2:296020), 
91-13257 

Storage and materials handling. 
101.11:743-200-1/990), 91-13123 

Strategic and Critical Minerals Act of 1990 
: hearing before the Subcommittee on 
Mineral Resources Development and 
Production of the Committee on Energy 
and Natural Resources, United States 
Senate, One Hundred First Congress, 
second session, on H.R. 4111 ... Septem- 
ber 21, 1990. United States. Congress. 
Senate. Committee on Energy and Natu- 
ral Resources. Subcommittee on Mineral 
Resources Development and Production. 
(Y 4.En 2:S.hrg.101-1136), 91-14020 

Strategies for overcoming hunger : from 
goals to implementation : hearing before 
the Select Committee on Hunger, House 
of Representatives, One Hundred First 
Congress, second session, hearing held in 
Washington, DC, September 26, 1990. 
United States. Congress. House. Select 
Committee on Hunger. (Y 4.H 89:101-23), 
91-14083 

Strengthening the ties that bind : integrating 
undergraduate liberal and professional 
study : report of the Professional Prepa- 
ration Network, the University of Michi- 
gan / Stark, Joan S. (ED _ 1.310/ 
2:304951), 91-13327 

Stress class systems : an idea whose time 
has come? / Green, David W. (A 
13.78:FPL-RP-500), 91-12693 

Student Right-to-Know and Campus Secu- 
rity Act United States. (AE 2.110:101- 
542), 91-12754 

Students in urban settings : achieving the 
baccalaureate degree / Richardson, Rich- 
ard C. (ED 1.310/2:284518), 91-13197 

Studies in the measurement of voter turn- 
out. (C 3.186:P-23/168), 91-12794 

Studies of error in temperature measure- 
ment with thermistors in the range be- 
tween continual and free-molecule flows 
[microform] / Asseng, E. (NAS 
1.77:20302), 91-13831 

Studies on pressure response of gas bubbles 
contributions of condensed droplets in 
bubbles generated by a uniform nuclea- 
tion [microform] / Matsumoto, Y. (NAS 
1.77:20343), 91-13836 

A study of unemployment insurance recipi- 
ents and exhaustees : findings from a na- 
tional survey / Corson, Walter. (L 
37.20:90-3), 91-13680 
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Submerged cultural resource assessment : 
Golden Gate National Recreation Area, 
Gulf of the Farallones National Marine 
Sanctuary, and Point Reyes National Sea- 
shore / Delgado, James P. (I 29.116:18), 
91-13636 

Summary of activities of the Committee on 
Science, Space, and Technology, House 
of Representatives, for the One Hundred 
First Congress. United States. Congress. 
House. Committee on Science, Space, 
and Technology. (Y 1.1/8:101-1026), 91- 
13934 

Summary of existing legislation affecting 

with disabilities [microform.] 
(ED 1.310/2:302996), 91-13315 

A summary of state chapter 1 participation 
and achievement information for 1985-86 
/ Gutmann, Babette. (ED _ 1.310/ 
2:305410), 91-13331 

Summer seminars for school teachers. 
Guidelines and application form for par- 
ticipants. (NF 3.13/3-2:991), 91-13844 

Summer seminars for secondary school 
teachers. Guidelines and application form 
for participants (NF 3.13/3-2:991), 91- 
13844 

Supplement to ... Organization of federal 
executive departments and agencies / (Y 
4.G 74/9-10:988/supp.), 91-14079 

Supplemental appropriations for the De- 
partment of Defense : communication 
from the President of the United States 
transmitting a request for fiscal year 1991 
supplemental appropriations for the De- 
partment of Defense in support of Oper- 
ation Desert Sheild/Desert Storm, pursu- 
ant to 31 U.S.C. 1107. United States. 
President (1989- : Bush) (Y 1.1/7:102-43), 
91-13927 

Supplemental non-defense appropriations 
request for fiscal year 1991 : communica- 
tion from the President of the United 
States transmitting his request for emer- 
gency fiscal year 1991 supplemental ap- 
propriations for various civilian executive 
branch agencies, pursuant to 31 U.S.C. 
1107. United States. President (1989- : 
Bush) (Y 1.1/7:102-44), 91-13928 

Supplemental report for the red algal sexual 
reproduction test : training videotape / 
(EP 1.23:600/3-90/076), 91-13338 

Supplemental report for the sperm cell tests 
using the sea urchin Arbacia punctulata : 
training videotape / (EP 1.23:600/3-90/ 
077), 91-13339 

SUPPORT, peer consultant’s handbook. 
(ED 1.310/2:250883), 91-13166 

Survey of compounds which have been 
tested for carcinogenic activity / (HE 
20.3187:987-88/sec.1-2), 91-13485 

Survey of current business (C 59.11/4:In 2/ 
929-82), 91-12888 

Survey of plant capacity (C 3.158:MQ-C 1 
(88)-1/final), 91-12793 
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Sweden / Sweden (United States. Embassy 
(Sweden)) (C 61.11:Sw 3/990), 91- 
12910, 91-13676 

Sweden (United States. Embassy (Sweden)) 
Sweden (United States. Embassy 
(Sweden)) (C 61.11:Sw 3/990), 91-12910 

Switzerland / Switzerland (Washington, 
D.C. : 1988) (C 61.11:Sw 6/990-2), 91- 
12911 

Switzerland (Washington, D.C. 1988) 
Switzerland (Washington, D.C. : 1988) (C 
61.11:Sw 6/990-2), 91-12911 

Symbolism and presidential perceptions of 
leadership / Tierney, William G. (ED 
1.310/2:292405), 91-13236 

System technology analysis of aeroassisted 
orbital transfer vehicles. Volume IA, Part 
Il, Executive summary [microform] 
moderate lift/drag (0.75-1.5) : phase II 
final report. (NAS 1.26:179140), 91- 
13768 

System technology analysis of aeroassisted 
orbital transfer vehicles. Volume IB, Part 
I, Study results [microform] : moderate 
lift/drag (0.75-1.5) : phase I final report. 
(NAS 1.26:179141), 91-13769 

System technology analysis of aeroassisted 
orbital transfer vehicles. Volume IB, Part 
Il, Study results [microform] : moderate 
lift/drag (0.75-1.5) : phase II final report. 
(NAS 1.26:179142), 91-13770 

System technology analysis of aeroassisted 
orbital transfer vehicles. Volume II, Sup- 
porting research and technology report 
[microform] : moderate lift/drag (0.75- 
1.5) : phase I & II final report. (NAS 
1.26:179143), 91-13771 

System technology analysis of aeroassisted 
orbital transfer vehicles. Volume III, 
Cost estimates and work breakdown 
structure/dictionary [microform] : moder- 
ate lift/drag (0.75-1.5) : phase I & II final 
report. (NAS 1.26:179144), 91-13772 

Systemic changes and the third world : the 
future of conflict. (Y 3.P 31:16/25), 91- 
13944 

Systems analysis / Smith, Christopher A. 
(ED 1.310/2:289082), 91-13217 


T 


TABLET [microform] : the personal com- 
puter of the year 2000 / (NAS 


1.26:182528), 91-13782 

Taiwan / Taiwan (Washington, D.C. : 
Semiannual) (C 61.11:T 13/990-2), 91- 
12912, 91-13677 

Taiwan (Washington, D.C. Annual) 
Taiwan (Washington, D.C. : Annual) (L 
29.16:T 13/989), 91-13677 

Taiwan (Washington, D.C. : Semiannual) 
Taiwan (Washington, D.C. : Semiannual) 
(C 61.11:T 13/990-2), 91-12912 

Targeted forecast : number of public school 
classroom teachers to increase slightly 
this fall. (ED 1.310/2:293840), 91-13245 





Trade and Technology Promotion Act : hearings 


Tax administration : difficulties in accurate- 
ly estimating tax examination yield 
report to the chairman, Committee on the 
Budget, U.S. Senate / United States. 
General Accounting Office. (GA 
1.13:GGD-88-119), 91-13458 

Tax information for U.S. government civil- 
ian employees stationed abroad. United 
States. Internal Revenue Service. (T 
22.44/2:516/990), 91-13873 

Tax policy and administration : the research 
tax credit has stimulated some additional 
research spending : report to congression- 
al requesters / United States. Geueral 
Accounting Office. (GA 1.13:GGD-89- 
114), 91-13464 

Tax-sheltered annuity programs for employ- 
ees of public schools and certain tax- 
exempt organizations. United States. In- 
ternal Revenue Service. (T 22.44/2:571/ 
990), 91-13876 

Tax withholding and estimated tax. United 
States. Internal Revenue Service. (T 
22.44/2:505/990), 91-13872 

Taxpayers starting a business. United States. 
Internal Revenue Service. (T 22.44/ 
2:583/990), 91-13877 

Teacher, principal, and parent involvement 
in the effective school. Wells, Amy Stew- 
art. (ED 1.310/2:292941), 91-13239 

Teacher training in assessment / Stiggins, 
Richard J. (ED _ 1.310/2:303439), 91- 
13317 

Teaching about Japan / Wojtan, Linda S. 
(ED 1.310/2:282796), 91-13190 

Teaching about religion in the social studies 
[microform] / Risinger, C. Frederick. 
(NAS 1.26:298072), 91-13801 

Teaching poetry writing to adolescents / 
Tsujimoto, Joseph 1., 1946- (ED 1.310/ 
2:295214), 91-13253 

Teaching science and mathematics to at risk 
students / Wendy Schwartz. Schwartz, 
Wendy. (ED 1.310/2:289948), 91-13228 

Teaching vocabulary to improve reading 
comprehension [microform] / Nagy, Wil- 
liam E. (ED 1.310/2:298471), 91-13276 

Technology development : future use of 
NASA’s large format camera is uncertain 
: report to the Chairman, Committee on 
Governmental Affairs, U.S. Senate / (GA 
1.13: NSIAD-90-142), 91-13466 

Technology education : industrial arts in 
transition : a review and synthesis of the 
research / McCrory, David L. (ED 
1.310/2:290935), 91-13230 

The Telecc ications and data acquisi- 
tion progress report 42-94 [microform] : 
April-June 1988 / (NAS _ 1.26:183243), 
91-13789 

Telephone. directory / United States. Dept. 
of Agriculture. Office of Information Re- 
sources Management. (A 1.89:990), 91- 
12676 

Television and children : a review of recent 
research / Comstock, George A. (ED 
1.310/2:292466), 91-13237 
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Television Decoder Circuitry Act of 1990 : 
report of the Senate Committee on Com- 
merce, Science, and Transportation on S. 
1974. United States. Congress. Senate. 
Committee on Commerce, Science, and 
Transportation. (Y 1.1/5:101-393), 91- 
13916 

Temporary duty guide for Department of 
Labor employees. United States. Dept. of 
Labor. (L 1.7/2:T 24/991), 91-13648 

Testing policies and procedures for the at- 
risk student program area / Gomez, 
Mary Louise. (ED 1.310/2:304454), 91- 
13325 

Textile, Apparel and Footwear Trade Act 
of 1990 : hearing before the Committee 
on Finance, One Hundred First Congress, 
second session, on S. 2411, June 7, 1990. 
United States. Congress. Senate. Commit- 
tee on Finance. (Y 4.F 49:S.hrg.101- 
1185), 91-14041 

Thailand / Thailand (Washington, D.C. : 
1970) (C 61.11:T 32/991), 91-12913 

Thailand—Malaysia, Ko Klang to Pulau 
Langkawi / United States. Defense Map- 
ping Agency. Hydrographic/Topograph- 
ic Center. (D 5.356:71315/990), 91- 
12984 

Thailand (Washington, D.C. : 1970) Thai- 
land (Washington, D.C. 1970) (C 
61.11:T 32/991), 91-12913 

[The owner/operator of a sand and gravel 
operation ...]. (L_ 38.15:91-039), 91-13682 

Thorstein Veblen farmstead, Nerstrand vi- 
cinity, Minnesota. (I 29.117/3:T 39), 91- 
13639 

Tidal current tables. Atlantic Coast of 
North America. (C 55.425:991), 91- 
12885 

Tilt-rotor flutter control in cruise flight [mi- 
croform] / Nasu, Ken-ichi. (NAS 
1.15:88315), 91-13723 

Time spent on mathematics instruction and 
homework by Japanese and U.S. 13-year- 
old students. (ED 1.310/2:282765), 91- 
13188 

Toiyabe National Forest (Austin Ranger 
District), Nevada : forest visitor/travel 
map, 1987 / United States. Forest Serv- 
ice. Intermountain Region. (A 13.28:T 
57/19/990), 91-12690 

Top-mounted. inlet performance for a V/ 
STOL fighter/attack aircraft configura- 
tion [microform] / Smeltzer, Donald B. 
(NAS 1.15:88210), 91-13720 

Toxic substance removal in activated sludge 
and PAC treatment systems / Weber, 
Walter J., 1934- (EP 1.89/2:600/S 2-86/ 
045), 91-13344 

Trade and Technology Promotion Act : 
hearings before the Committee on Gov- 
ernmental Affairs, United States Senate, 
One Hundred First Congress, second ses- 
sion, on S. 1978 ... June 12, 27, 1990. 
United States. Congress. Senate. Commit- 
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Trade and Technology Promotion Act : hearings 


tee on Governmental Affairs. (Y 4.G 74/ 
9:S.hrg.101-913), 91-14070 

Transferable Output ASCII Data (TOAD) 
file format description [microform] / 
Bingel, Bradford. (NAS _ 1.26:178361), 
91-13755 

Transition toward a sustainable agriculture 
/ Gates, Jane Potter. (A_ 17.24:91-04), 
91-12700 

Transonic rotor tip design using numerical 
optimization [microform] / Tauber, Mi- 
chael E. (NAS 1.15:86771), 91-13717 

Transportability guidance : recovery vehi- 
cle, full-tracked, light-armored, M578. (D 
101.11:55-2320-238-20-1), 91-13121 

Transportability guidance for the crane, 7 
1/2-ton, rough-terrain, Koehring, type I 
(NSN 3810-01-165-0646), type II (NSN 
3810-01-165-0647). (D 101.11:55-3810-01- 
165-14), 91-13122 

Transportation (AE 2.106/3:49/pt.100-177/ 
990), 91-12738, 91-12739, 91-12740 

Trauma Care Systems Planning and Devel- 
opment Act of 1990 : conference report 
(to accompany H.R. 1602). United States. 
Congress (101st, 2nd session : 1990) (Y 
1.1/8:101-956), 91-13932 

Turkey / Turkey (Washington, D.C.) (C 
61.11:T 84/991), 91-12914 

Turkey (Washington, D.C.) Turkey (Wash- 
ington, D.C.) (C 61.11:T 84/991), 91- 
12914 

Tyrrhenian Sea, Italy—France, Capo 
Circeo to Capo Falcone, including east 
Corse and northeast Sardegna / United 
States. Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:53120/990), 91-12949 


U 


U.S.-Korea fighter coproduction program : 
statement of Joseph E. Kelley, Director, 
Security and International Relations 
Issues, National Security and Internation- 
al Affairs Division before the Subcommit- 
tee on Investigations, Committee on 
Armed Services, House of Representa- 
tives. Kelley, Joseph E. (GA _ 1.5/2:T- 
NSIAD-90-29), 91-13447 

U.S. Department of Agriculture : status of 
the food and agriculture councils needs 
to be elevated : report to the Secretary of 
Agriculture / United States. General Ac- 
counting Office. (GA 1.13:RCED-90-29), 
91-13468 

U.S.G.S. water resources data. Florida (I 
19.53/2:FL-85-4), 91-13531 

U.S. government check deadlines. (T 
63.123:C 41/5), 91-13896, 91-13897 

U.S. government controls on sales to Iraq : 
hearing before the Commerce, Consumer, 
and Monetary Affairs Subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, One 
Hundred First Congress, second session, 
September 27, 1990. United States. Con- 
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gress. House. Committee on Government 
Operations. Commerce, Consumer, and 
Monetary Affairs Subcommittee. (Y 4.G 
74/7:Sa 8/3), 91-14066 

U.S. manufactured exports & export-related 
employment. (C 61.2:Ex 7/18/988), 91- 
12890 

U.S. Marines in Vietnam : the bitter end, 
1973-1975 / Dunham, George R. (George 
Ross) (D 214.13:V 67/973-75), 91-13143 

U.S. policy in the Persian Gulf : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, One Hundred 
First Congress, second session .... United 
States. Congress. Senate. Committee on 
Foreign Relations. (Y 4.F 76/2:S.hrg.101- 
1128/pt.1-2), 91-14058 

U.S. trade negotiations : hearing before the 
Subcommittee on Commerce, Consumer 
Protection, and Competitiveness of the 
Committee on Energy and Commerce, 
House of Representatives, One Hundred 
First Congress, second session, July 18, 
1990. United States. Congress. House. 
Committee on Energy and Commerce. 
Subcommittee on Commerce, Consumer 
Protection, and Competitiveness. (Y 4.En 
2/3:101-207), 91-14037 

UNAERO, a package of FORTRAN sub- 
routines for approximating unsteady aero- 
dynamics in the time domain [microform] 
/ Dunn, H. J., 1947- (NAS 1.15:86392), 
91-13709 

The Underachieving curriculum : assessing 
U.S. school mathematics from an interna- 
tional perspective / (ED 1.310/2:297930), 
91-13272 

Understanding 1991 Medicare : a guide for 
children of aging parents / (Y 4.Ag 
4:S.prt.101-130), 91-13951 

Uniformed Services Former Spouses Pro- 
tection Act (FSPA) : hearing before the 
Military Personnel and Compensation 
Subcommittee of the Commitiee on 
Armed Services, House of Representa- 
tives, One Hundred First Congress, 
second session, hearing held April 4, 
1990. United States. Congress. House. 
Committee on Armed Services. Military 
Personnel and Compensation Subcommit- 
tee. (Y 4.Ar 5/2 a:989-90/76), 91-13984 

Unit, direct support, and general support 
maintenance manual (including repair 
parts and special tools list) : cleaner, ul- 
trasonic, mobile 6530-01-254-4135. (D 
101.11:8-6530-005-24 & P), 91-13023 

Unit maintenance repair parts and special 
tools list : loader, scoop type, DED 4 x 
4, articulated frame steer, 4 1/2 to 5 cu. 
yd., (CCE), with 4 1/2 cu. yd. rock 
bucket, NSN 3805-00-602-5006, Clark 
model 175B, type I and with 5 cu. yd. 
general purpose bucket, NSN 3805-00- 
602-5013 Clark model 175B, type II. (D 
101.11:5-3805-257-20 P/990), 91-13005 

United Kingdom / United Kingdom 
(United States. Embassy (Great Britain)) 
(L 29.16:Un 3/2/989), 91-13678 
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United Kingdom and Ireland minerals year- 
book Minerals yearbook. Mineral indus- 
tries of the United Kingdom and Ireland. 
(I 28.37/a 2:Un 34 k/988), 91-13632 

United Kingdom (United States. Embassy 
(Great Britain)) United Kingdom (United 
States. Embassy (Great Britain)) (L 
29.16:Un 3/2/989), 91-13678 

United States—border lakes, Minnesota, 
Rainy Lake, Dryweed Island to Big 
Island / United States. National Ocean 
Service. (C 55.418/7:14997/990), 91- 
12856 

United States—Canada, Alaska—southeast 
coast and British Columbia, Hecate Strait 
to Etolin Island, including Behm and 
Portland canals / United States. National 
Ocean Service. (C 55.418/7:17420/990), 
91-12872 

United States—east coast, Connecticut— 
New York, north shore of Long Island 
Sound, Greenwich Point to New Ro- 
chelle / United States. National Ocean 
Service. (C 55.418/7:12367/990), 91- 
12842 

United States—east coast, Florida, Fort 
Lauderdale, Port Everglades / United 
States. National Ocean Service. (C 
55.418/7:11470/990), 91-12833 

United States—east coast, Georgia, St. 
Simons Sound, Brunswick Harbor, and 
Turtle River / United States. National 
Ocean Service. (C 55.418/7:11506/990), 
91-12834 

United States—east coast, Georgia, Tybee 
Island to Doboy Sound / United States. 
National Ocean Service. (C 55.418/ 
7:11509/990), 91-12835 

United States—east coast, Maryland, Patux- 
ent River, Solomons Island and vicinity / 
United States. National Ocean Service. 
(C 55.418/7:12284/990), 91-12840 

United States—east coast, Massachusetts, 
Gloucester Harbor and Annisquam River 
/ United States. National Ocean Service. 
(C 55.418/7:13281/990), 91-12846 

United States—east coast, New Jersey, Pas- 
saic and Hackensack Rivers / United 
States. National Ocean Service. (C 
55.418/7:12337/990), 91-12841 

United States—east coast, New York, New 
York Lower Bay, northern part / United 
States. National Ocean Service. (C 
55.418/7:12402/990), 91-12843 

United States—east coast, Rhode Island— 
Connecticut—New York, Fishers Island 
Sound / United States. National Ocean 
Service. (C 55.418/7:13214/990), 91- 
12845 

United States—east coast, South Carolina, 
parts of Coosaw and Broad Rivers / 
United States. National Ocean Service. 
(C 55.418/7:11519/990), 91-12836 

United States—east coast, Virginia, Chesa- 
peake Bay entrance / United States. Na- 
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tional Ocean Service. (C 55.418/7:12221/ 
990), 91-12838 

United States—east coast, Virginia, Chinco- 
teague Inlet to Great Machipongo Inlet / 
United States. National Ocean Service. 
(C 55.418/7:12210/990), 91-12837 

United States—east coast, Virginia, Hamp- 
ton Roads / United States. National 
Ocean Service. (C 55.418/7:12245/990), 
91-12839 

United States—east coast, West Quoddy 
Head to New York / United States. Na- 
tional Ocean Service. (C 55.418/7:13006/ 
990), 91-12844 

United States—Great Lakes, Lake Erie— 
Ohio, Ashtabula Harbor / United States. 
National Ocean Service. (C  55.418/ 
7:14836/990), 91-12849 

United States—Great Lakes, Lake Erie— 
Ohio, Pennsylvania, Sixteenmile Creek to 
Conneaut / United States. National 
Ocean Service. (C 55.418/7:14824/990), 
91-12848 

United States—Great Lakes, Lake Huron— 
Michigan, Harrisville to Forty Mile Point 
/ United States. National Ocean Service. 
(C 55.418/7:14864/990), 91-12851 

United States—Great Lakes, Lake Huron— 
Michigan, Les Cheneaux Islands / United 
States. National Ocean Service. (C 
55.418/7:14885/990), 91-12853 


United States—Great Lakes, Lake Michi- 
gan—Michigan, Lake 


Charlevoix / 
United States. National Ocean Service. 
(C 55.418/7:14942/990), 91-12854 

United States—Great Lakes, Lake Superi- 
or—Minnesota— Wisconsin— Michigan, 
Little Girls Point to Silver Bay / United 
States. National Ocean Service. (C 
55.418/7:14966/990), 91-12855 

United States—Great Lakes, Michigan, 
Lake St. Clair / United States. National 
Ocean Service. (C 55.418/7:14850/990), 
91-12850 

United States—Great Lakes, Michigan, St. 
Marys River, Head of Lake Nicolet to 
Whitefish Bay / United States. National 
Ocean Service. (C 55.418/7:14884/990), 
91-12852 

United States—Gulf coast, Louisiana— 
Texas, Mermentau River to Freeport / 
United States. National Ocean Service. 
(C 55.418/7:11330/990), 91-12829 

United States—Gulf coast, Louisiana— 
Texas, Sabine Pass and Lake / United 
States. National Ocean Service. (C 
55.418/7:11342/990), 91-12830 

United States—west coast, California, New- 
port Bay / United States. National Ocean 
Service. (C 55.418/7:18754/990), 91- 
12879 

United States—west coast, California, San 
Pablo Bay / United States. National 
Ocean Service. (C 55.418/7:18654/990), 
91-12878 

United States—west coast, Washington, 
Grays Harbor / United States. National 
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Ocean Service. (C 55.418/7:18502/990), 
91-12876 

United States—west coast, Washington, 
Oak and Crescent Harbors / United 
States. National Ocean Service. (C 
55.418/7:18428), 91-12874 

United States—west coast, Washi 
Olympia Harbor and Budd Inlet / United 
States. National Ocean Service. (C 
55.418/7:18456/990), 91-12875 

United States, Alaska—Arctic coast, Cape 
Sabine / United States. National Ocean 
Service. (C 55.418/7:16104/990), 91- 
12859 

United States, Alaska—Aleutian Islands, 
Attu Island, Temnac Bay / United States. 
National Ocean Service. (C 55.418/ 
7:16431/990), 91-12861 

United States, Alaska—Aleutian Islands, 
Massacre Bay, Attu Island / United 
States. National Ocean Service. (C 
55.418/7:16432/990), 91-12862 

United States, Alaska—Arctic coast, Griffin 
Pt. and approaches / United States. Na- 
tional Ocean Service. (C 55.418/7:16042/ 
990), 91-12857 

United States, Alaska—Arctic coast, Peard 
Bay and approaches / United States. Na- 
tional Ocean Service. (C 55.418/7:16084/ 
990), 91-12858 

United States, Alaska—Pribilof Islands, St. 
Paul Island / United States. National 
Ocean Service. (C 55.418/7:16382/990), 
91-12860 

United States, Alaska—south coast, Icy Bay 
/ United States. National Ocean Service. 
(C 55.418/7:16741/990), 91-12866 

United States, Alaska—south coast, Kenai 
Peninsula, Cape Resurrection to Two 
Arm Bay / United States. National 
Ocean Service. (C 55.418/7:16682/990), 
91-12864 

United States, Alaska—south coast, Kodiak 
Island, Gull Point to Kaguyak Bay / 
United States. National Ocean Service. 
(C 55.418/7:16592/990), 91-12863 

United States, Alaska—south coast, Prince 
William Sound, Latouche Passage to 
Whale Bay / United States. National 
Ocean Service. (C 55.418/7:16720/990), 
91-12865 

United States, Alaska—southeast coast, Da- 
vidson Inlet and Sea Otter Sound / 
United States. National Ocean Service. 
(C 55.418/7:17403/990), 91-12871 

United States, Alaska—southeast coast, 
Keku Strait, Monte Carlo Island to En- 
trance Island / United States. National 
Ocean Service. (C 55.418/7:17372/990), 
91-12869 

United States, Alaska—southeast coast, 
Lake Bay and approaches, Clarence 
Strait / United States. National Ocean 
Service. (C 55.418/7:17401/990), 91- 
12870 

United States, Alaska—southeast coast, 
Peril Strait, Hoonah Sound to Chatham 
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Strait / United States. National Ocean 
Service. (C 55.418/7:17338/990), 91- 
12868 

United States, Alaska—southeast coast, 
south end of Prince of Wales Island, 
Kendrick Bay to Shipwreck Point / 
United States. National Ocean Service. 
(C 55.418/7:17433/990), 91-12873 

United States, Alaska—southeast coast, 
west coast of Chichagof Island, Khaz 
Bay / United States. National Ocean 
Service. (C 55.418/7:17322), 91-12867 

United States Army Intelligence and Secu- 
rity Command : a worldwide command, a 
worldwide mission. (D 101.2:In 8/9), 
91-12998 

United States Coast Guard. United States. 
Superintendent of Documents. (GP 3.22/ 
2:263/991), 91-13477 

United States Customs hints for visitors 
(nonresidents). U.S. Customs Service. (T 
17.2:C 96/5/990), 91-13865 

United States, Great Lakes, Lake Cham- 
plain—Vermont—New York, Riviere Ri- 
chelieu to South Hero Island / United 
States. National Ocean Service. (C 
55.418/7:14781), 91-12847 

United States, Hawaii, Mahukona Harbor 
and approaches, Island of Hawaii / 
United States. National Ocean Service. 
(C 55.418/7:19329), 91-12880 

United States, Hawaiian Islands, Midway 
Islands / United States. National Ocean 
Service. (C 55.418/7:19481/990), 91- 
12881 

United States import requirements. (T 
17.2:Im 7/2/990), 91-13866 

Unveiling of a portrait of the Honorable 
William D. Ford a representative in Con- 
gress from the fifteenth district of Michi- 
gan since November 3, 1964, elected to 
eighty-ninth and all succeeding Congress- 
es, chairman, House Committee on Post 
Office and Civil Service : proceedings 
before the Committee on Post Office and 
Civil Service, Wednesday March 21, 
1990. (Y 1.1/7:101-240/corr.), 91-13922 

Update on the situation in the Persian Gulf 
: hearings before the Committee on For- 
eign Affairs, and the Subcommittees on 
Arms Control, International Security and 
Science, and on Europe and the Middle 
East, House of Representatives, One 
Hundred First Congress, second session, 
September 26 and December 6, 1990. 
United States. Congress. House. Commit- 
tee on Foreign Affairs. (Y 4.F 76/1:P 43/ 
13), 91-14050 

Upper Mississippi River National Wildlife 
and Fish Refuge : Wabasha, Winona, and 
Houston counties, Minnesota : Buffalo, 
Trempealeau, LaCrosse, Vernon, Craw- 
ford, and Grant counties, Wisconsin : Al- 
lamakee, Clayton, Dubuque, Jackson, 
Clinton, and Scott counties, Iowa : Jo 
Daviess, Carroll, Whiteside, and Rock 
Island counties, Illinois. U.S. Fish and 
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Wildlife Service. Region 3. Office of 
Refuge Planning. (I 1.98:Up 6/4/draft), 
91-13510 

US manufactured exports & export-related 
employment (C 61.2:Ex 7/18/988), 91- 
12890 

USDA telephone directory United States. 
Dept. of Agriculture. Office of Informa- 
tion Resources Management. (A 
1.89:990), 91-12676 

Use of military force against Iraq : commu- 
nication from the President of the United 
States transmitting his notification direct- 
ing U.S. armed forces to commence 
combat operations on January 16, 1991, 
against Iraqi forces and military targets in 
Iraq and Kuwait, consistent with the war 
powers resolution. United States. Presi- 
dent (1989- : Bush) (Y 1.1/7:102-30), 91- 
13926 

Use of remote sensing for land use policy 
formulation [microform] : final report / 
(NAS 1.26:183148), 91-13788 

USGS water resources data. Florida (I 
19.53/2:FL-85-4), 91-13531 

Utilitiesman 3 / Sims, Junior D. 
207.208/2:Ut 3/3/990), 91-13141 


Vv 


(D 


Vectorizable algorithms for adaptive 
schemes for rapid analysis of SSME 
flows [microform] : final report / Oden, 
J. Tinsley (John Tinsley), 1936- (NAS 
1.26:179082), 91-13767 

Velocity deltas for LEO to L2, L3, L4, & 
L5, and LLO to L1 & L2 [microform.] 
(NAS 1.26:172087), 91-13742 

Verification, an annotated bibliography. 
(ED 1.310/2:293474), 91-13244 

Viral hemorrhagic septicemia of fishes / 
Mann, Joyce A. (I 49.79/2:9), 91-13643 

A visitor guide. United States. Air Force. 
Space Wing, Ist. (D 301.6/5:Sp 1), 91- 
13146 

Vital statistics, data preparation 
20.6208/4-3:990), 91-13491 

Vital statistics. Part 2b, Instructions for 
classifying multiple causes cf death (HE 
20.6208/4-3:990), 91-13491 

Vocational assessment and evaluation sys- 
tems : a comparison / Botterbusch, Karl 
F. (ED 1.310/2:289079), 91-13216 

Voting and registration in the election of ... 
(advance report) (C 3.186/3:988), 91- 
12796 

Voting assistance guide. (D 2.14:Gen-6 K/ 
986), 91-12920 


(HE 


Ww 


Wage calendar (L 2.3/8:991), 91-13649 

Waiving certain points of order against con- 
sideration of H.R. 1283 : report (to ac- 
company H. Res. 104). United States. 
Congress. House. Committee on Rules. 
(Y 1.1/8:102-12), 91-13936 
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Washington United States. National Ocean 
Service. (C 55.416/10:W 27/991), 91- 
12827 

Washington, sectional aeronautical chart 
United States. National Ocean Service. 
(C 55.416/10:W 27/991), 91-12827 

Water availability and vulnerability of 
ground water to contamination in north- 
western Hardin County, Kentucky / 
Mull, D. S. (Donald S.), 1933- (1 19.42/ 
4:90-4133), 91-13528 

Water resources data. Florida. (I 19.53/ 
2:FL-85-4), 91-13531 

Water resources data for Florida (I 19.53/ 
2:FL-85-4), 91-13531 

Water-surface profile and flood boundaries 
for the computed 100-year flood, Poplar 
River, Fort Peck Indian Reservation, 
Montana / Geological Survey (U.S.) (I 
19.42/4:90-4169), 91-13530 

Waterfowl management handbook. 13.1.2, 
Life history traits and management of the 
Gadwall / Ringelman, James K. (James 
Kent) (I 49.13/5:13.1.2), 91-13640 

Waveland to Catahoula Bay, Mississippi— 
Louisiana / United States. National 
Ocean Service. (C 55.418/7:11367/990) 
(C 55.418/7:11367/990/folder), 91-12831 

“Well acquainted with books” : the found- 
ing framers of 1787 : with James Madi- 
son’s list of books for Congress / Rut- 
land, Robert Allen, 1922- (LC 1.2:B 64/ 
12), 91-13687 

West Indies, Guadeloupe (France), anchor- 
ages in Guadeloupe / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:25567/ 
990), 91-12932 

West Indies, north coast of Puerto Rico, 
Punta Penon to Punta Vacia Talega / 
United States. National Ocean Service. 
(C 55.418/7:25668/990), 91-12883 

West Indies, St. Thomas, Saint Thomas 
Harbor / United States. National Ocean 
Service. (C 55.418/7:25649/990), 91- 
12882 

Where to write for birth and death records, 
United States and outlying areas (HE 
20.6210/2:990), 91-13495 

Where to write for divorce records, United 
States and outlying areas (HE 20.6210/ 
2:990), 91-13495 

Where to write for marriage records, 
United States and outlying areas (HE 
20.6210/2:990), 91-13495 

Where to write for vital records. (HE 
20.6210/2:990), 91-13495 

William B. Bankhead National Forest, Ala- 
bama / United States. Forest Service. 
Southern Region. (A 13.28:B 22/989), 
91-12678 

William B. Bankhead National Forest, Alc. 
bama, 1985 / United States. Forest Serv- 
ice. Southern Region. (A 13.28:B 22), 
91-12677 

The winds of high luminosity late-type 
bright stars [microform] / final report, 15 
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Jun. 1986 - 14 Jun. 
1.26:182961), 91-13785 
Winter trail development : Voyageurs Na- 
tional Park / United States. National 
Park Service. (I 29.8:V 94/3/trail), 91- 
13633 

Working effectively with trustees : building 
cooperative campus leadership / Taylor, 
Barbara E. (ED _ 1.310/2:284509), 91- 
13196 

Workload characterization for the space 
station data communications system [mi- 
croform] / Sevcik, Kenneth C. (NAS 
1.15:89396), 91-13732 

Workshop on the Archean Mantle [micro- 
form] / Workshop on the Archean 
Mantle (1989 ; Lunar and Planetary Insti- 
tute) (NAS 1.26:186156), 91-13799 

World military expenditures and arms trade 
(AC 1.16:989), 91-12711 

World military expenditures and arms trans- 
fers / (AC 1.16:989), 91-12711 


1989. (NAS 


Y 


Year 2000 Health Objectives Planning Act 
United States. (AE 2.110:101-582), 91- 
12767 

You can encourage your high school stu- 
dent to read [microfiche] / Myers, Jamie. 
(ED 1.310/2:303769), 91-13318 

Your medicare handbook (RR 1.6/2:H 34/ 
990), 91-13857 

Your medicare handbook for railroad retire- 
ment beneficiaries. (RR 1.6/2:H 34/990), 
91-13857 

Yurok sentences [microform] / Trull, Geor- 
giana. (ED 1.310/2:282692), 91-13187 

Z 

Zaire / Zaire (Washington, D.C.) (C 
61.11:Z 1/990), 91-12915 

Zaire (Washington, D.C.) Zaire (Washing- 
ton, D.C.) (C 61.11:Z 1/990), 91-12915 

Zimbabwe / Zimbabwe (United States. Em- 
bassy (Zimbabwe)) (L 29.16:Z 6/989-90), 
91-13679 

Zimbabwe (United States. Embassy (Zim- 
babwe)) Zimbabwe (United States. Em- 
bassy (Zimbabwe)) (L 29.16:Z 6/989-90), 
91-13679 


0-9 


I have a dream : Martin Luther King, Jr. 
handbook of activities. (ED 1.310/ 
2:299190), 91-13290 

7.5 minute series (topographic), [Arizona]. 
33113-A6-TF-024, Palomas Mountains 
SW quadrangle, Arizona—Yuma Co. / 
Geological Survey (U.S.) (I 19.81:33113- 
A 6-TF-024/990), 91-13532 

7.5 minute series (topographic), [Arizona]. 
33113-A7-TF-024, Neversweat Ridge 
quadrangle, Arizona—Yuma Co. / Geo- 
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logical Survey (U.S.) (I 19.81:33113-A 7- 
TF-024/990), 91-13533 

7.5 minute series (topographic), [Arizona]. 
33113-A8-TF-024, Engesser Pass SW 
quadrangle, Arizona—Yuma Co. / Geo- 
logical Survey (U.S.) (I 19.81:33113-A 8- 
TF-024/990), 91-13534 

7.5 minute series (topographic), [Arizona]. 
33113-B6-TF-024, Palomas Mountains 
NW quadrangle, Arizona—Yuma Co. / 
Geological Survey (U.S.) (I 19.81:33113- 
B 6-TF-024/990), 91-13535 

7.5 minute series (topographic), [Arizona]. 
33113-B7-TF-024, Engesser Pass quadran- 
gie, Arizona—Yuma Co. / Geological 
Survey (U.S.) (I 19.81:33113-B 7-TF-024/ 
990), 91-13536 

7.5 minute series (topographic), [Arizona]. 
33113-H5-TF-024, Cunningham Pass 
quadrangle, Arizona—La Paz Co. / Geo- 
logical Survey (U.S.) (I 19.81:33113-H 5- 
TF-024/990), 91-13537 

7.5 minute series (topographic), [Arizona]. 
33113-H6-TF-024, Harcuvar Peak quad- 
rangle, Arizona—La Paz Co. / Geologi- 
cal Survey (U.S.) (I 19.81:33113-H 6-TF- 
024/990), 91-13538 

7.5 minute series (topographic), [Arizona]. 
33113-H7-TF-024, Bouse Hills East quad- 
rangle, Arizona—La Paz Co. / Geologi- 
cal Survey (U.S.) (I 19.81:33113-H 7-TF- 
024/990), 91-13539 

7.5 minute series (topographic), [Arizona]. 
33114-A1-TF-024, Slumgullion Pass 
quadrangle, Arizona—Yuma Co. / Geo- 
logical Survey (U.S.) (I 19.81:33114-A 1- 
TF-024/990), 91-13540 

7.5 minute series (topographic), [Arizona]. 
33114-A2-TF-024, Castle Dome Peak 
quadrangle, Arizona—Yuma Co. / Geo- 
logical Survey (U.S.) (I 19.81:33114-A 2- 
TF-024/990), 91-13541 

7.5 minute series (topographic), [Arizona]. 
33114-C1-TF-024, Palm Canyon quadran- 
gle, Arizona—Yuma Co. / Geological 
Survey (U.S.) (1 19.81:33114-C 1-TF-024/ 
990), 91-13542 

7.5 minute series (topographic), [Arizona]. 
33114-D2-TF-024, Livingston Hills NW 
quadrangle, Arizona / Geological Survey 
(U.S.) (I 19.81:33114-D 2-TF-024/990), 
91-13543 

7.5 minute series (topographic), [Arizona]. 
33114-G1-TF-024, Ibex Peak quadrangle, 
Arizona—La Paz Co. / Geological 
Survey (U.S.) (I 19.81:33114-G 1-TF-024/ 
990), 91-13544 

7.5 minute series (topographic), [Arizona]. 
33114-G2-TF-024, Bouse SW quadrangle, 
Arizona—La Paz Co. / Geological 
Survey (U.S.) (I 19.81:33114-G 2-TF-024/ 
990), 91-13545 

7.5 minute series (topographic), [Arizona]. 
34110-B8-TF-024, Planet quadrangle, Ari- 
zona / Geological Survey (U.S.) (I 
19.81:34110-B 8-TF-024/990), 91-13546 

7.5 minute series (topographic), [Arizona]. 
34110-C5-TF-024, Outlaw Draw quadran- 





7.5 minute series (topographic), [Minnesota]. 


gle, Arizona—Navajo Co. / Geological 
Survey (U.S.) (1 19.81:34110-C 5-TF-024/ 
990), 91-13547 


7.5 minute series (topographic), [Arizona]. 


34110-C6-TF-024, Brookbank Point quad- 
rangle, Arizona—Navajo Co. / Geologi- 
cal Survey (U.S.) (I 19.81:34110-C 6-TF- 
024/990), 91-13548 


7.5 minute series (topographic), [Arizona]. 


34110-C7-TF-024, O W Point quadrangle, 
Arizona / Geological Survey (U.S.) (1 
19.81:34110-C 7-TF-024/990), 91-13549 


7.5 minute series (topographic), [Arizona]. 


34112-F3-TF-024, Prescott Valley North 
quadrangle, Arizona—Yavapai Co., 1973 
/ Geological Survey (US) ( 
19.81:34112-F 3-TF-024/973), 91-13550 


7.5 minute series (topographic), [Arizona]. 


34113-A5-TF-024, Alamo Dam SE quad- 
rangle, Arizona—La Paz Co. / Geologi- 
cal Survey (U.S.) (I 19.81:34113-A 5-TF- 
024/990), 91-13551 


7.5 minute series (topographic), [Arizona]. 


34113-A6-TF-024, Butler Well quadran- 
gle, Arizona—La Paz Co. / Geological 
Survey (U.S.) (I 19.81:34113-A 6-TF-024/ 
990), 91-13552 


7.5 minute series (topographic), [Arizona]. 


34113-A7-TF-024, Butler Pass quadran- 
gle, Arizona—La Paz Co. / Geological 
Survey (U.S.) (I 19.81:34113-A 7-TF-024/ 
990), 91-13553 


7.5 minute series (topographic), [Arizona]. 


34113-A8-TF-024, Powerline Well quad- 
rangle, Arizona—La Paz Co. / Geologi- 
cal Survey (U.S.) (1 19.81:34113-A 8-TF- 
024/990), 91-13554 


7.5 minute series (topographic), [Arizona]. 


34113-C6-TF-024, Rawhide Wash quad- 
rangle, Arizona—Mohave Co. / Geologi- 
cal Survey (U.S.) (I 19.81:34113-C 6-TF- 
024/990), 91-13555 


7.5 minute series (topographic), [Arizona]. 


34113-D1-TF-024, Livingston Hills quad- 
rangle, Arizona / Geological Survey 
(U.S.) (I 19.81:34113-D 1-TF-024/990), 
91-13556 


7.5 minute series (topographic), [Arizona]. 


34113-D7-TF-024, Mc Cracken Peak 
quadrangle, Arizona—Mohave Co. / Ge- 
ological Survey (U.S.) (I 19.81:34113-D 
7-TF-024/990), 91-13557 


7.5 minute series (topographic), [Arizona]. 


34113-D8-TF-024, Castaneda Hills quad- 
rangle, Arizona—Mohave Co. / Geologi- 
cal Survey (U.S.) (1 19.81:34113-D 8-TF- 
024/990), 91-13558 


7.5 minute series (topographic), [Arizona]. 


34114-A2-TF-024, Black Peak quadran- 
gle, Arizona—La Paz Co. / Geological 
Survey (U.S.) (I 19.81:34114-A 2-TF-024/ 
990), 91-13559 


7.5 minute series (topographic), [Arizona]. 


35113-B7-TF-024, Hualapai Spring quad- 
rangle, Arizona—Mohave Co., 1968 / 
Geological Survey (U.S.) (I 19.81:35113- 
B 7-TF-024/980), 91-13566 
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7.5 minute series (topographic), [California]. 
37120-B6-TF-024, Turner Ranch quad- 
rangle, California—Merced Co., 1961 / 
Geological Survey (U.S.) (1 19.81:37120- 
B 6-TF-024/976), 91-13580 

7.5 minute series (topographic), [California]. 
38120-D8-TF-024, Irish Hill quadrangle, 
California—Amador Co., 1962 / Geologi- 
cal Survey (U.S.) (I 19.81:38120-D 8-TF- 
024/962), 91-13590 

7.5 minute series (topographic), [Colorado]. 
37107-C1-TF-024, Pagosa Springs quad- 
rangle, Colorado—Archuleta Co., 1964 / 
Geological Survey (U.S.) (I 19.81:37107- 
C 1-TF-024/964), 91-13575 

7.5 minute series (topographic), [Colorado]. 
37107-D4-TF-024, Granite Peak quadran- 
gle, Colorado, 1964 / Geological Survey 
(U.S.) (I 19.81:37107-D 4-TF-024/973), 
91-13576 

7.5 minute series (topographic), [Colorado]. 
37108-F2-TF-024, Clyde Lake quadran- 
gle, Colorado, 1963 / Geological Survey 
(U.S.) (1 19.81:37108-F 2-TF-024/971), 
91-13577 

7.5 minute series (topographic), [Colorado]. 
38106-D1-TF-024, Poncha Pass quadran- 
gle, Colorado, 1980 / Geological Survey 
(U.S.) (I 19.81:38106-D 1-TF-024/980), 
91-13585 

7.5 minute series (topographic), [Colorado]. 
39102-C2-TF-024, Peconic quadrangle, 
Colorado—Kit Carson Co., 1969 / Geo- 
logical Survey (U.S.) (1 19.81:39102-C 2- 
TF-024/980), 91-13593, 91-13594 

7.5 minute series (topographic), [Colorado]. 
40108-A7-TF-024, Rangely quadrangle, 
Colorado—Rio Blanco Co., 1962 / Geo- 
logical Survey (U.S.) (I 19.81:40108-A 7- 
TF-024/972), 91-13600 

7.5 minute series (topographic), [Illinois]. 
[38090-C2-TF-024], Waterloo quadrangle, 
Illinois—Monroe Co., 1954 / Geological 
Survey (U.S.) (I 19.81:38090-C 2-TF-024/ 
979), 91-13583 

7.5 minute series (topographic), [Maine]. 
44069-E6-TF-024, Waterville quadrangle, 
Maine / Geological Survey (U.S.) (1 
19.81:44069-E 6-TF-024/988), 91-13614 

7.5 minute series (topographic), [Michigan]. 
[44083-A8-TF-024], Omer SW quadran- 
gle, Michigan—Arenac Co., 1968 / Geo- 
logical Survey (U.S.) (I 19.81:44083-A 8- 
TF-024/976), 91-13615 

7.5 minute series (topographic), [Michigan]. 
[46090-D2-TF-024], Ironwood quadran- 
gle, Michigan—Wisconsin, 1955 / Geo- 
logical Survey (U.S.) (I 19.81:46090-D 2- 
TF-024/981), 91-13620 

7.5 minute series (topographic), [Minneso- 
ta]. [44094-C1-TF-024], North Star quad- 
rangle, Minnesota, 1965 / Geological 
Survey (U.S.) (I 19.81:44094-C 1-TF-024/ 
977), 91-13616 

7.5 minute series (topographic), [Minneso- 
ta]. [46092-H4-TF-024], Independence 
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7.5 minute series (topographic), [Minnesota]. 


quadrangle, Minnesota—St. Louis Co., 
1953 / Geological Survey (U.S.) (I 
19.81:46092-H 4-TF-024/981), 91-13621 

7.5 minute series (topographic), [Minneso- 
ta]. [46093-C2-TF-024], Solana quadran- 
gle, Minnesota—Aitkin Co., 1969 / Geo- 
logical Survey (U.S.) (1 19.81:46093-C 2- 
TF-024/980), 91-13622 

7.5 minute series (topographic), [Missouri]. 
[37090-E6-TF-024], Higdon quadrangle, 
Missouri, 1959 / Geological Survey 
(U.S.) (1 19.81:37090-E 6-TF-024/980), 
91-13573 

7.5 minute series (topographic), [Missouri]. 
(37091-H1-TF-024], Berryman quadran- 
gle, Missouri, 1978 / Geological Survey 
(U.S.) (1 19.81:37091-H_ 1-TF-024/982), 
91-13574 

7.5 minute series (topographic), [Missouri]. 
[38092-D5-TF-024], Olean quadrangle, 
Missouri, 1960 / Geological Survey 
(U.S.) (1 19.81:38092-D 5-TF-024/980), 
91-13584 

7.5 minute series (topographic), [Montana]. 
47112-C5-TF-024, Steamboat Mountain 
quadrangle, Montana—Lewis and Clark 
Co., 1970 / Geological Survey (U.S.) (1 
19.81:47112-C 5-TF-024/980), 91-13623 

7.5 minute series (topographic), [Montana]. 
444112-E5-TF-024 [sic], Lima Peaks 
quadrangle, Montana—Beaverhead Co., 
1965 / Geological Survey (U.S.) (1 
19.81:44112-E 5-TF-024/976), 91-13619 


7.5 minute series (topographic), [Nevada]. 


[37114-Al-TF-024], Terry Benches, 
Nevada—Utah—Arizona, 1973 / Geolog- 
ical Survey (U.S.) (I 19.81:37114-A 1-TF- 
024/980), 91-13578 

7.5 minute series (topographic), [Nevada]. 
[37114-F6-TF-024], Caliente NW quad- 
rangle, Nevada—Lincoln Co., 1970 / Ge- 
ological Survey (U.S.) (I 19.81:37114-F 6- 
TF-024/980), 91-13579 

7.5 minute series (topographic), [Nevada]. 
(38114-C8-TF-024], Silver King Well 
quadrangle, Nevada—Lincoln Co., 1971 / 
Geological Survey (U.S.) (I 19.81:38114- 
C 8-TF-024/980), 91-13586 

7.5 minute series (topographic), [Nevada]. 
(38114-E7-TF-024], Shingle Pass SE 
quadrangle, Nevada—Lincoln Co., 1969 / 
Geological Survey (U.S.) (I 19.81:38114- 
E 7-TF-024/980), 91-13587 

7.5 minute series (topographic), [Nevada]. 
38115-D6-TF-024, Christian Spring quad- 
rangle, Nevada—Nye Co. / Geological 
Survey (U.S.) (I 19.81:38115-D 6-TF- 
024/990), 91-13588 

7.5 minute series (topographic), [Nevada]. 
[38116-C3-TF-024], Tybo SE quadrangle, 
Nevada—Nye Co., 1967 / Geological 
Survey (U.S.) (I 19.81:38116-C 3-TF-024/ 
980), 91-13589 

7.5 minute series ( ic), [Nevada]. 
39117-G8-TF-024, Humboldt Salt Marsh 
quadrangle, Nevada—Churchill Co. / 
Geological Survey (U.S.) (I 19.81:39117- 
G 8-TF-024/990), 91-13595 
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7.5 minute series (topographic), [Nevada]. 
40114-G7-TF-024, Ventosa quadrangle, 
Nevada—Elko Co., 1968 / Geological 
Survey (U.S.) (I 19.81:40114-G 7-TF-024/ 
980), 91-13601 

7.5 minute series (topographic), [Nevada]. 
40118-H5-TM-024, Sugarload Knob 
quadrangle, Nevada—Humboldt Co., 
1981 / Geological Survey (U.S.) (I 
19.81:40118-H 5-TM-024/981), 91-13602 

7.5 minute series (topographic), [New 
Hampshire]. [43071-G5-TF-024], Squam 
Mountains quadrangle, New Hampshire, 
1980 / Geological Survey (U.S.) (1 
19.81:43071-G 5-TF-024/983), 91-13607 

7.5 minute series (topographic), [New 
Jersey]. 38074-E7-TF-024, Wildwood 
quadrangle, New Jersey—Cape May Co., 
1955 / Geological Survey (U.S.) (I 
19.81:38074-E 7-TF-024/977), 91-13581 

7.5 minute series (topographic), [New 
Jersey]. 39075-C3-TF-024, Ben Davis 
Point quadrangle, New Jersey—Dela- 
ware, 1972 / Geological Survey (U.S.) (I 
19.81:39075-C 3-TF-024/977), 91-13591 

7.5 minute series (topographic), [New 
York]. [43075-C7-TF-024], Camden West 
quadrangle, New York, 1960 / Geologi- 
cal Survey (U.S.) (I 19.81:43075-C 7-TF- 
024/980), 91-13608 

7.5 minute series ( hic), [New 
York]. [43076-C8-TF-024], Sodus Point 
quadrangle, New York—Wayne Co., 
1953 / Geological Survey (U.S.) (I 
19.81:43076-C 8-TF-024/976), 91-13609 

7.5 minute series (topographic), [North 
Carolina]. [35076-A5-TF-024], Broad 
Creek quadrangle, North Carolina, edi- 
tion of 1951 / Geological Survey (U.S.) 
(I 19.81:35076-A 5-TF-024/980), 91- 
13560 

7.5 minute series (topographic), [North 
Carolina]. [35078-H4-TF-024], Rolesville 
quadrangle, North Carolina, 1967 / Geo- 
logical Survey (U.S.) (I 19.81:35078-H 4- 
TF-024/980), 91-13561 

7.5 minute series (topographic), [North 
Carolina]. [35083-D6-TF-024], Tuskeegee 
quadrangle, North Carolina, 1961 / Geo- 
logical Survey (U.S.) (I 19.81:35083-D 6- 
TF-024/987), 91-13562 

7.5 minute series (topographic), [North 
Carolina]. [36080-D2-TF-024], Danbury 
quadrangle, North Carolina—Stokes Co., 
1971 / Geological Survey (U.S.) (I 
19.81:36080-D 2-TF-024/984), 91-13572 

7.5 minute series (topographic), [Pennsylva- 
nia]. [39078-G3-TF-024], Amaranth quad- 
rangle, Pennsylvania, 1967 / Geological 
Survey (U.S.) (I 19.81:39078-G 3-TF-024/ 
984), 91-13592 

7.5 minute series (topographic), [Pennsylva- 
nia]. [40076-E4-TF-024], Fredericksburg 
quadrangle, Pennsylvania, 1955 / Geolog- 
ical Survey (U.S.) (I 19.81:40076-E 4-TF- 
024/984), 91-13596 

7.5 minute series (topographic), [Pennsylva- 
nia]. [40078-D6-TF-024], Ebensburg 
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quadrangle, Cambria Co., 1963 / Geolog- 
ical Survey (U.S.) (I 19.81:40078-D 6-TF- 
024/984), 91-13597 

7.5 minute series (topographic), [Pennsylva- 
nia]. [40078-G2-TF-024], Sandy Ridge 
quadrangle, Pennsylvania, 1958 / Geolog- 
ical Survey (U.S.) (I 19.81:40078-G 2-TF- 
024/984), 91-13598 

7.5 minute series (topographic), [Pennsylva- 
nia]. [40080-C3-TF-024], Midway quad- 
rangle, Pennsylvania—Washington Co., 
1954 / Geological Survey (U.S.) (I 
19.81:40080-C 3-TF-024/977), 91-13599 

7.5 minute series (topographic), [Pennsylva- 
nia}. [41076-A6-TF-024], Washingtonville 
quadrangle, Pennsylvania, 1969 / Geolog- 
ical Survey (U.S.) (I 19.81:41076-A 6-TF- 
024/983), 91-13603 

7.5 minute series (topographic), [Pennsylva- 
nia]. [41076-F1-TF-024], Auburn Center 
quadrangle, Pennsylvania, 1945 / Geolog- 
ical Survey (U.S.) (I 19.81:41076-F 1-TF- 
024/981), 91-13604 

7.5 minute series (topographic), [Pennsylva- 
nia]. 41080-B2-TF-024, Mercer quadran- 
gle, Pennsylvania—Mercer Co., 1961 / 
Geological Survey (U.S.) (I 19.81:41080- 
B 2-TF-024/990), 91-13605 

7.5 minute series (topographic), [Tennessee]. 
35084-A7-TF-024, Felker quadrangle, 
Tennessee, 1967 / Geological Survey 
(U.S.) (I 19.81:35084-A 7-TF-024/989), 
91-13563 

7.5 minute series (topographic), [Tennessee]. 
35084-G4-TF-024, Cave Creek quadran- 
gle, Tennessee, 1968 / Geological Survey 
(U.S.) (1 19.81:35084-G 4-TF-024/989), 
91-13564 

7.5 minute series (topographic), [Tennessee]. 
35085-B3-TF-024, Fairmount quadrangle, 
Tennessee, 1969 / Geological Survey 
(U.S.) (1 19.81:35085-B 3-TF-024/988), 
91-13565 

7.5 minute series (topographic), [Virginia]. 
36077-H3-TF-024, Sussex quadrangle, 
Virginia—Sussex Co., 1967 / Geological 
Survey (U.S.) (1 19.81:36077-H 3-TF-024/ 
978), 91-13567 

7.5 minute series (topographic), [Virginia]. 
36078-F4-TF-024, Boydton quadrangle, 
Virginia—Mecklenburg Co., 1968 / Geo- 
logical Survey (U.S.) (I 19.81:36078-F 4- 
TF-024/990), 91-13568 

7.5 minute series (topographic), [Virginia]. 
36078-G3-TF-024, Wightman quadrangle, 
Virginia, 1966 / Geological Survey (U.S.) 
(I 19.81:36078-G 3-TF-024/990), 91- 
13569 

7.5 minute series (topographic), [Virginia]. 
36079-G1-TF-024, Vernon Hill quadran- 
gle, Virginia—Halifax Co., 1968 / Geo- 
logical Survey (U.S.) (I 19.81:36079-G 1- 
TF-024/990), 91-13570 

7.5 minute series (topographic), [Virginia]. 
36079-H1-TF-024, Republican Grove 
quadrangle, Virginia, 1968 / Geological 
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Survey (U.S.) (I 19.81:36079-H_ 1-TF-024/ 
990), 91-13571 

7.5 minute series (topographic), [Virginia]. 
38077-E8-TF-024, Brandy Station quad- 
rangle, Virginia, 1966 / Geological 
Survey (U.S.) (I 19.81:38077-E 8-TF-024/ 
981), 91-13582 

7.5 minute series (topographic), [Wyoming]. 
42104-G1-TF-024, Kirtley quadrangle, 
Wyoming—Nebraska, 1978 / Geological 
Survey (U.S.) (I 19.81:42104-G 1-TF-024/ 
978), 91-13606 

7.5 minute series (topographic), [Wyoming]. 
43109-C7-TF-024, Green River Lakes 
quadrangle, Wyoming, 1968 / Geological 
Survey (U.S.) (I 19.81:43109-C 7-TF-024/ 
978), 91-13610 

7.5 minute series (topographic), [Wyoming]. 
[43110-E4-TF-024], Grizzly Lake quad- 
rangle, Wyoming—Teton Co., 1965 / 
Geological Survey (U.S.) (I 19.81:43110- 


1991 instructions for Form 1040C : U.S. 


Pueblo Missions National Monument, 
New Mexico / Hurt, Wesley R. (Wesley 
Robert), 1917- (I 29.116:29), 91-13637 

1987 census of agriculture. Volume 1, Geo- 
graphic area series. State data files, 
county data files (including U.S. totals) 
[computer file.) Census of agriculture 
(1987). Geographic area series. (C 
3.277:Ag 8/987/CD/v.1) (C 3.277:Ag 8/ 
987/floppy) (C 3.277:Ag 8/987/doc.), 
91-12801 

1987 census of manufactures. Geographic 
area series. New Jersey. Census of manu- 
factures (1987). Geographic area series. 
(C 3.24/3:MC 87-A-31), 91-12784 

1987 census of manufactures. Industry 
series. Miscellaneous apparel and accesso- 
ries, industries 2371, 2381, 2384, 2385, 
2386, 2387, and 2389. Census of manufac- 
tures (1987). Industry series. (C 3.24/ 
4:MC 87-I-23 D/990), 91-12785 


(with 100 or more participants). United 
States. Internal Revenue Service. (T 
22.51:5500/inst./990), 91-13895 
1990 instructions for Form 5500-C/R : 
return/report of employee benefit plan 
(with fewer than 100 participants). United 
States. Internal Revenue Service. (T 
22.51:5500-C/R/inst./990), 91-13893 
1990 instructions for Form 5500EZ : annual 
return of one-participant (owners and 
their spouses) pension benefit plan. 
United States. Internal Revenue Service. 
(T 22.51:5500 EZ/inst./990), 91-13894 
1990 instructions for schedule 3 (form 
1040A) : credit for the elderly or the 
disabled for form 1040A filers. United 
States. Internal Revenue Service. 
22.51:1040 A/sch.3/990/inst.), 91-13884 
1990 oversight hearing on the National 
Labor Relations Board : hearing before 


E 4-TF-024/979), 91-13611 1990 instructions for Form 990-PF : return | the Employment and Housing Subcom- 
7.5 minute series (topographic), [Wyoming]. of private foundation or section 4947 mittee of the Committee on Government 
43110-G3-TF-024, Rosies Ridge quadran- |  (a)(1) charitable trust treated as a private | Operations, House of Representatives, 
gle, Wyoming—Teton Co., 1965 / Geo- foundation. United States. Internal Reve- One Hundred First Congress, second Ses- 
logical Survey (U.S.) (I 19.81:43110-G 3- nue Service. (T 22.51:990-PF/inst./990), sion, October 3, 1990. United States. 
TF-024/979), 91-13612 91-13881 Congress. House. Committee on Govern- 
7.5 minute series (topographic), [Wyoming]. | 1990 instructions for Form 990-T : exempt ment Operations. Employment and Hous- 


[43110-H2-TF-024], Joy Peak quadrangle, organization business income tax return. ing Subcommittee. (Y 4.G 74/7:N 21/3/ 

Wyoming—Teton Co., 1965 / Geological | _ United States. Internal Revenue Service. | 990), 91-1406 

Survey (U.S.) (1 19.81:43110-H 2-TF-024/ (T 22.51:990-T/inst./990), 91-13882 1990 returns for organizations exempt from 

979), 91-13613 1990 instructions for form 2106 : employee income tax : under section 501(c) of the 
7.5 minute series (topographic), [Wyoming]. business expenses. United States. Internal Internal Revenue Code (other than sec- 


44107-F7-TF-024, Leavitt Reservoir | Revenue Service. (T 22.51:2106/inst./ | tions 501(c)(3) and (c)(4)). United States. 
quadrangle, Wyoming—Bighorn Co., 990), 91-13890 Internal Revenue Service. (T 22.51:990- 
1960 / Geological Survey (U.S.) (1 | 1990 instructions for Form 3800 : general 1/package/990), 91-13883 
19.81:44107-F 7-TF-024/979), 91-13617 business credit. United States. Internal | 1990 1040 forms and instructions. United 
7.5 minute series (topographic), [Wyoming]. Revenue Service. (T 22.51:3800/inst./ States. Internal Revenue Service. (T 
44108-DS-TF-024, Y U Bench NE quad- 990), 91-13891 22.51:1040/990/Pack 4), 91-13889 
rangle, Wyoming / Geological Survey | 1990 instructions for Form 5329 : return for | 1990, 1040A forms and instructions. United 
(U.S.) (1 19.81:44108-D 5-TF-024/951), additional taxes attributable to qualified States. Internal Revenue Service. (T 
91-13618 retirement plans (including IRAs), annu- 22.51:1040 A-1/990/inst.), 91-13885, 
9 for the 90s : counseling trends for tomor- ities, and modified endowment contracts. 91-13886 
row / Benjamin, Libby. (ED 1.310/ United States. Internal Revenue Service. | 1991 instructions for Form 1040C : U.S. 
2:291012), 91-13231 (T 22.51:5329/inst./990), 91-13892 departing alien income tax return. United 
The 1939-1940 excavation project at Quarai | 1990 instructions for Form 5500 : annual States. Internal Revenue Service. (T 
pueblo and mission buildings : Salinas return/report of employee benefit plan 22.51:1040 C/inst./991), 91-13887 








Do not order from index; see indicated entry 








A 


Academic achievement — New York (N.Y.) 
Jamaica High School Computer-Assisted 
Bilingual/Bicultural Multi-Skills 
Project, 1986-1987 / Asselle, Maria 
Grazia. (ED _ 1.310/2:298778), 91- 
13283 


Academic achievement — United States. 
Noneconomic effects of vocational edu- 
cation / Hotchkiss, Lawrence. (ED 
1.310/2:297132), 91-13267 


The science report card : elements of risk 
and recovery : trends and achievement 
based on the 1986 National Assessment 
/ Mullis, Ina V. S. (ED 1.310/ 
2:300265), 91-13301 


Academic achievement — United States — 
Awards. 
Presidential academic fitness award. (ED 
1.2:P 92/990), 91-13161 


Academic achievement — United States — 

Statistics. 

A summary of state chapter 1 participa- 
tion and achievement information for 
1985-86 / Gutmann, Babette. (ED 
1.310/2:305410), 91-13331 


Accidents — United States — Prevention. 
Family earthquake safety home hazard 
hunt and drill / (FEM 1.2:Ea 7/5), 
91-13346 


Achievement tests — United States — 


Interpretation. 
The Role of testing and evaluation / (ED 
1.310/2:294955), 91-13251 


Acid deposition — United States — 

Handbooks, manuals, etc. 

Handbook of methods for acid deposition 
studies : laboratory analyses for soil 
chemistry / (EP 1.23/5:600/4-90/023), 
91-13340 


Acoustic imaging. 

Electroaecoustical imaging technique for 
encoding incoherent radiance fields as 
Gabor elementary signals [microform] 
/ Fales, Carl L. (NAS _ 1.15:86372), 
91-13708 


Action research in education — Michigan. 
Collaborating with teachers on research : 
pioneering efforts at the Institute for 
Research on Teaching / Porter, 
Andrew C. (ED 1.310/2:283794), 91- 
13192 
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Action research in education — United 

States. 

A collaborative approach to leadership in 
supervision : final report / Oja, Sharon 
Nodie. (ED _ 1.310/2:304431), 91- 
13322, 91-13323, 91-13324 


Activity programs in education — United 
States. 
I have a dream : Martin Luther King, Jr. 
handbook of activities. (ED 1.310/ 
2:299190), 91-13290 


Aden, Gulf of — Navigation. 

Africa—Arabian Peninsula, Gulf of Aden 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62000/991), 91-12964 

Africa—east coast, Gulf of Aden, Soma- 
lia—Yemen, Raas Aantaara to Raas 
Binna, including Abd al Kuri / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:62050/991), 91-12965 

Africa—east coast, Gulf of Aden, Soma- 
lia, Raas Jilbo to Raas Goragii / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62070/991), 91-12966 

Africa—northeast coast, Republic of Dji- 
bouti, Djibouti and approaches / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62093/990), 91-12967 

Africa—northeast coast, Republic of Djji- 
bouti, port of Djibouti / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:62095/990), 91-12968 

Gulf of Aden, Yemen, Bandar at Tawahi 
(Aden Harbor) / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:62098/ 
990), 91-12969 


Adlai E. Stevenson High School. 

Adlai E. Stevenson High School Bilin- 
gual Education and Career Awareness 
Program, 1986-1987 / Cabrera, Eulalia. 
(ED 1.310/2:298774), 91-13279 


Accounting 

GAO’s policy and procedures manual for 
guidance of federal agencies : Title 7— 
fiscal guidance. United States. General 
Accounting Office. (GA 1.6/7:trans.7- 
12), 91-13450 
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Agencies and functions of the federal 
government establ;ished, continued, 
abolished, transferred, of changed in 
name by legislative or executive action 
during calendar year ... (Y 4.G 74/9- 
10:988/supp.), 91-14079 


Supplement to ... Organization of federal 
executive departments and agencies / 
(Y 4.G 74/9-10:988/supp.), 91-14079 


Administrative agencies — United States — 

Reorganization. 

An Act to Amend the Water Resources 
Development Act of 1974 to Transfer 
Jurisdiction of the Big South Fork Na- 
tional River and Recreation Area 
From the Secretary of the Army to the 
Secretary of the Interior, and for Other 
purposes. United States. (AE 2.110:101- 
561), 91-12760 


Administrative law — United States — 
Periodicals. 
Administrative personnel (AE 2.106/3:5/ 
pt.1-699/991), 91-12712 


CFR. 5, Administrative personnel (AE 
2.106/3:5/pt.1-699/991), 91-12712 


Code of federal regulations. 5, Adminis- 
trative personnel. (AE 2.106/3:5/pt.1- 
699/991), 91-12712 


Adult education. 

Adult career guidance, [microform] / 
Belcher, James O. (ED _1.310/ 
2:288989),.  91-13214 

Case studies of programs serving adults 
[microform] / Warmbrod, Catharine P. 
(ED 1.310/2:288992), 91-13215 


Adult education — Oregon — Computer- 
assisted instruction. 

Final report for computer-assisted in- 
struction adult literacy workshop : a 
310/special demonstration project, 
1986-1987 / Vanis, Mary I. (ED 1.310/ 
2:287527), _ 91-13210 


Adult education — United States — Audio- 
visual aids. 
OPTIONS, expanding educational serv- 
ices for adults : publicity kit. (ED 
1.310/2:288986), 91-13212 


| Advertising, Fraudulent — United States. 


An Act to Amend Title 39, United States 
Code, to Designate as Nonmailable’ 
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Advertising, Fraudulent U.S. 


Matter Solicitations for the Purchase of 
Goods or Services, or Solicitation for 
Donations Which Could Reasonably 
Be Construed as Implying Any Federal 
Government Connection or Endorse- 
ment, unless Such Matter Contains an 
Appropriate, Conspicuous Disclaimer, 
and for Other Purposes. United States. 
(AE 2.110:101-524), 91-12752 


Deceptive Mailings Prevention Act of 
1990 United States. (AE 2.110:101-524), 
91-12752 


Advertising, Public service — United States. 

OPTIONS, expanding educational serv- 

ices for adults : publicity kit. (ED 
1.310/2:288986), 91-13212 


Aegean Sea — Navigation. 

Mediterranean, Aegean Sea—northern 
part, Greece—Turkey, Thessaloniki to 
Canakkale Bogat (Dardanelles) / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:54360/990), 91-12952 


Mediterranean, Aegean Sea, Greece— 
Turkey, Nisos Samos to Nisos Rodhos 
including Dhodhekan ‘sos (Dodecanese) 
and southwest coast of Turkey / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:54400/990), 91-12953 


Aerodynamic load. 

A characteristic method for calculating 
the generalized flat flutter aerodynamic 
forces [microform] / Teipel, Ingolf. 
(NAS 1.77:20300), 91-13829 


Aerodynamics. 

Development of a rotor wake/vortex 
model. Volume II, User’s manual for 
computer program [microform] / Maj- 
jigi, R. K. (NAS 1.26:174850-Vol-2), 
91-13745 


Aerofoils. 

Low-speed wind-tunnel results for sym- 
metrical NASA LS(1)-0013 airfoil [mi- 
croform] / Ferris, James C. (NAS 
1.15:4003), 91-13698 


Periodicals. 

Cold Bay United States. National Ocean 
Service. (C 55.416/10:C 67/991), 91- 
12823 


Cold Bay, sectional aeronautical chart 
United States. National Ocean Service. 
(C 55.416/10:C 67/991), 91-12823 


Kodiak United States. National Ocean 
Service. (C 55.416/10:K 81/991), 91- 
12826 

Kodiak, sectional aeronautical chart 


United States. National Ocean Service. 
(C 55.416/10:K 81/991), 91-12826 


Sectional aeronautical chart. Cold Bay. 
United States. National Ocean Service. 
(C 55.416/10:C 67/991), 91-12823 
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Sectional aeronautical chart. Kodiak. 
United States. National Ocean Service. 
(C 55.416/10:K 81/991), 91-12826 


Aeronautical charts — Arizona. 

Airport obstruction chart. OC 462, Wins- 
low Municipal Airport, Winslow, Ari- 
zona / United States. National Ocean 
Service. (C 55.411/3:0C 462/990), 
91-12814 


Airport obstruction chart. OC 5034, Pul- 
liam Airport, Flagstaff, Arizona / 
United States. National Ocean Service. 
(C 55.411/3:0C 5034/990), 91-12818 


Aeronautical charts — Louisiana. 

Airport obstruction chart. OC 5037, 
Houma-Terrebonne Airport, Huouma, 
Louisiana / United States. National 
Ocean Service. (C 55.411/3:0C 5037/ 
990), 91-12819 


Aeronautical charts — Mexico — 
Periodicals. 
El Paso United States. National Ocean 
Service. (C 55.416/10:El 1/991), 91- 
12824 


El Paso, sectional aeronautical chart 
United States. National Ocean Service. 
(C 55.416/10:El 1/991), 91-12824 


Sectional aeronautical chart. El Paso. 
United States. National Ocean Service. 
(C 55.416/10:El 1/991), 91-12824 


Aeronautical charts — Michigan. 

Airport obstruction chart. OC 717, Kala- 
mazoo County Airport, Kalamazoo, 
Michigan / United States. National 
Ocean Service. (C 55.411/3:0C 717/ 
990), 91-12816 


Aeronautical charts — Middle Atlantic 
States — Periodicals. 
Sectional aeronautical chart. Washington. 
United States. National Ocean Service. 
(C 55.416/10:W 27/991), 91-12827 


Washington United States. National 
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Newstrom Field, Grand Rapids, Min- 
nesota / United States. National Ocean 
Service. (C 55.411/3:0C 5258/990), 
91-12820 


Aeronautical charts — New Jersey. 

Airport obstruction chart. OC 931, Mor- 
ristown Municipal Airport, Morris- 
town, New Jersey / United States. Na- 
tional Ocean Service. (C 55.411/3:0C 
931/990), 91-12817 


Aeronautical charts —- New York (State) 
Airport obstruction chart. OC 651, West- 
chester County Airport, White Plains, 
New York / United States. National 
Ocean Service. (C 55.411/3:O0C 651/ 
990), 91-12815 


Aeronautical charts — North Dakota. 
Airport obstruction chart. OC 144, 
Hector International Airport, Fargo, 
North Dakota / United States. Nation- 
al Ocean Service. (C 55.411/3:0C 144/ 
990), 91-12813 


— Periodicals. 

Cheyenne United States. National Ocean 
Service. (C 55.416/10:C 42/991), 91- 
12822 


Cheyenne, sectional aeronautical chart 
United States. National Ocean Service. 
(C 55.416/10:C 42/991), 91-12822 


Sectional aeronautical chart. Cheyenne. 
United States. National Ocean Service. 
(C 55.416/10:C 42/991), 91-12822 


Aeronautical charts — Pennsylvania. 
Airport obstruction chart. OC 15, Allen- 
town-Bethlehem-Easton Airport, Al- 
lentown, Pennsylvania / United States. 
National Ocean Service. (C 55.411/ 
3:0C 15/990), 91-12812 


Ocean Service. (C 55.416/10:W 27/ | Aeronautical charts — South Atlantic States 


991), 91-12827 


Washington, sectional aeronautical chart 


United States. National Ocean Service. 
(C 55.416/10:W 27/991), 91-12827 


Aeronautical charts — Middle West — 
Periodicals. 
Cheyenne United States. National Ocean 
Service. (C 55.416/10:C 42/991), 91- 
12822 


Cheyenne, sectional aeronautical chart 
United States. National Ocean Service. 
(C 55.416/10:C 42/991), 91-12822 


Sectional aeronautical chart. Cheyenne. 
United States. National Ocean Service. 
(C 55.416/10:C 42/991), 91-12822 


Aeronautical charts — Minnesota. 
Airport obstruction chart. OC 5258, 
Grand Rapids/Itasca County-Gordon 
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— Periodicals. 

Jacksonville United States. National 
Ocean Service. (C 55.416/10:J 13/991), 
91-12825 


Jacksonville, sectional aeronautical chart 
United States. National Ocean Service. 
(C 55.416/10:J 13/991), 91-12825 


Sectional aeronautical chart. Jacksonville. 
United States. National Ocean Service. 
(C 55.416/10:J 13/991), 91-12825 


El Paso United States. National Ocean 
Service. (C 55.416/10:El 1/991), 91- 
12824 

El Paso, sectional aeronautical chart 
United States. National Ocean Service. 
(C 55.416/10:El 1/991), 91-12824 
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Sectional aeronautical chart. El Paso. 
United States. National Ocean Service. 
(C 55.416/10:El 1/991), 91-12824 


Aeronautical charts — Washington (State) 
Airport obstruction chart. OC 5966, 
Richland Airport, Richland, Washing- 
ton / United States. National Ocean 
Service. (C 55.411/3:0C 5966/990), 
91-12821 


Aeronautics — Bibliography — Catalogs. 

NASA scientific and technical publica- 
tions. NASA scientific and technical 
publications (1987) (NAS 1.21:7063 
(02)) (NAS 1.21:7063 (03)) (NAS 
1.21:7063 (04)), 91-13737 

NASA scientific and technical publica- 
tions catalog NASA scientific and 
technical publications (1987) (NAS 
1.21:7063 (02)) (NAS 1.21:7063 (03)) 
(NAS 1.21:7063 (04)), 91-13737 


Aeronautics — Law and legislation — 

United States. 

Federal aviation regulations. Part 13, In- 
vestigative and enforcement proce- 
dures. United States. Federal Aviation 
Administration. (TD 4.6:13/979), 91- 
13902 


Aeronautics — Law and legislation — 
United States — Periodicals. 
Aeronautics and space (AE 2.106/3:14/ 
pt.1200-end/991), 91-12719 


CFR. 14, Aeronautics and space (AE 
2.106/3:14/pt.1200-end/991), 91-12719 


Code of federal regulations. 14, Aeronau- 
tics and space. (AE 2.106/3:14/pt.1200- 
end/991), 91-12719 


Aeronautics — North Atlantic Region — 
Safety measures — Handbooks, manuals, 
etc. 

North Atlantic international general avia- 
tion operations manual / (TD 4.8:Av 
5/6), 91-13903 


Aviation Security Improvement Act of 
1990. United States. (AE 2.110:101- 
604), 91-12776 


Commercial — Safety 
regulations — United States. 

Federal Aviation Administration’s en- 
forcement program and the recertifica- 
tion of carriers who have had operat- 
ing certificates revoked hearings 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Public Works and Transportation, 
House of Representatives, One Hun- 
dred First Congress, second session, 
June 19, 20, 1990. United States. Con- 
gress. House. Committee on Public 
Works and Transportation. Subcommit- 

tee on Investigations and Oversight. (Y 

4.P 96/11:101-73), 91-14124 
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Aeronautics, Commercial — United States 

ees. 

FAA’s training programs for air traffic 
controllers, safety inspectors, and main- 
tenance technicians : hearing before the 
Subcommittee on Investigations and 
Oversight of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred First 
Congress, second session, June 6, 1990. 
United States. Congress. House. Com- 
mittee on Public Works and Transpor- 
tation. Subcommittee on Investigations 
and Oversight. (Y 4.P 96/11:101-74), 
91-14125 


Aeronautics, Commercial — United States 
— Finance. 

Passenger facility charges hearing 
before the Subcommittee on Aviation 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred First Congress, 
second session, June 19, 1990. United 
States. Congress. House. Committee on 
Public Works and Transportation. Sub- 
committee on Aviation. (Y 4.P 96/ 
11:101-60), 91-14123 


Aeronautics, Commercial — United States 
— Safety measures. 

FAA’s training programs for air traffic 
controllers, safety inspectors, and main- 
tenance technicians : hearing before the 
Subcommittee on Investigations and 
Oversight of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred First 
Congress, second session, June 6, 1990. 
United States. Congress. House. Com- 
mittee on Public Works and Transpor- 
tation. Subcommittee on Investigations 
and Oversight. (Y 4.P 96/11:101-74), 
91-14125 


Region 
North Atlantic international general avia- 
tion operations manual / (TD 4.8:Av 


5/6), 91-13903 


Aeronautics, Military — United States. 
Special air mission procedure : air trans- 
portation. United States. Dept. of the 
Army. (D 101.9:59-2/969), 91-13002 


Aerosols — Environmental aspects — 

Mathematical models. 

Development of algorithms for using sat- 
ellite and meteorological data sets to 
study global transport of stratospheric 
aerosols and ozone [microform] / 
Wang, Pi-huan. (NAS _ 1.26:172540), 
91-13743 


The Telecx ications and data acqui- 
sition progress report 42-94 [micro- 
form] April-June 1988 / (NAS 
1.26:183243), 91-13789 
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African elephant. 

Attention international travelers [picture] 
: a ban on elephant ivory is now in 
effect, any elephant ivory brought into 
the United States is subject to seizure, 
in addition, violators could be fined 
$5,000 under the African Elephant 
Conservation Act. (I 49.14:In 8/small), 
91-13641 


Afro-American college students — 

Congresses. 

Recruitment and retention of minority 
students in teacher education : proceed- 
ings of the National Invitational Con- 
ference, March 29-April 1, 1987, Lex- 
ington, Kentucky / (ED _1.310/ 
2:301535), 91-13307 


Faculty graduate study program for his- 
torically Black colleges and universities 
Guidelines and application forms (Na- 
tional Endowment for the Humanities. 
Faculty Graduate Study Program) (NF 
3.8/2-7:991), 91-13843 

Guidelines and application forms / 
Guidelines and application forms (Na- 
tional Endowment for the Humanities. 
Faculty Graduate Study Program) (NF 
3.8/2-7:991), 91-13843 


Afro-American leadership — Study and 
teaching — United States. 
I have a dream : Martin Luther King, Jr. 
handbook of activities. (ED 1.310/ 
2:299190), 91-13290 


Afro-American teachers — Training of — 


Recruitment and retention of minority 
students in teacher education : proceed- 
ings of the National Invitational Con- 
ference, March 29-April 1, 1987, Lex- 
ington, Kentucky / (ED _ 1.310/ 
2:301535), 91-13307 


Afro-American women — Education — 

Southern States. 

Black women’s academic education in the 
South [microform] : history of black 
women’s education in the South, 1865- 
present, instructional module for educa- 
tors, modules III and IV. Ihle, Eliza- 
beth L. (ED _ 1.310/2:281959), 91- 
13183 


Black women’s vocational education [mi- 
croform] : history of black women’s 
education in the South, 1865-present, 
instructional module for educators, 
module II. Ihle, Elizabeth L. (ED 
1.310/2:281958), 91-13182 


(Elementary 
Black girls and women in elementary 
education [microform] history of 
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Afro-American women Education (Elementary) 


black women’s education in the South, 
1865-present, instructional modules for 
educators, module I. Ihle, Elizabeth L. 
(ED 1.310/2:281957), 91-13181 


Afro-Americans — Economic conditions. 

The economic status of African-Ameri- 
cans : hearing before the Subcommittee 
on Investment, Jobs, and Prices of the 
Joint Economic Committee, Congress 
of the United States, One Hundred 
First Congress, second session, May 24, 
1990. United States. Congress. Joint 
Economic Committee. Subcommittee 
on Investment, Jobs, and Prices. (Y 
4.Ec 7:St 2/11), 91-14013 


Afro-Americans — Education (Higher) — 


Recruitment and retention of minority 
students in teacher education : proceed- 
ings of the National Invitational Con- 
ference, March 29-April 1, 1987, Lex- 
ington, Kentucky / (ED _1.310/ 
2:301535), 91-13307 


Agat Bay (Guam) — Navigation. 

Pacific Ocean, Mariana Islands, Apra 
Harbor, Island of Guam, Territory of 
Guam / United States. National Ocean 
Service. (C 55.418/7:81054), 91-12884 


Age discrimination in employment — Law 
and legislation — United States. 
Older Workers Benefit Protection Act. 
United States. (AE 2.110:101-433), 91- 
12745 


Aged — Employment — Law and legislation 
— United States. 
Older Workers Benefit Protection Act. 
United States. (AE 2.110:101-433), 91- 
12745 


Aged — Health and hygiene — United 

States. 

An Ounce of prevention : health care 
guide for older Americans : an infor- 
mation paper / (Y 4.Ag 4:S.prt.102-4), 
91-13953 


Aged — Medical care — United States. 

An Ounce of prevention : health care 
guide for older Americans : an infor- 
mation paper / (Y 4.Ag 4:S.prt.102-4), 
91-13953 


Understanding 1991 Medicare : a guide 
for children of aging parents / (Y 4.Ag 
4:S.prt.101-130), 91-13951 


Aged — Services for — United States. 

An Ounce of prevention : health care 
guide for older Americans : an infor- 
mation paper / (Y 4.Ag 4:S.prt.102-4), 
91-13953 


Protecting older Americans against over- 
payment of income taxes : (deductions 
you are entitled to use for 1990) : an 
information paper / (Y 4.Ag 
4:S.prt.102-3), 91-13952 
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Retirement and health planning : hearing 
before the Special Committee on 
Aging, United States Senate, One Hun- 
dred First Congress, second session, St. 
Petersburg, FL, May 30, 1990. United 
States. Congress. Senate. Special Com- 
mittee on Aging. (Y 4.Ag 4:S.hrg.101- 
1143), 91-13950 


Aged — Taxation — United States. 
Credit for the elderly or the disabled. 
United States. Internal Revenue Serv- 
ice. (T 22.44/2:524/990), 91-13874 


Protecting older Americans against over- 
payment of income taxes : (deductions 
you are entitled to use for 1990) : an 
information paper / (Y 4.Ag 
4:S.prt.102-3), 91-13952 


Aged — United States — Insurance 
requirements. 

An Ounce of prevention : health care 
guide for older Americans : an infor- 
mation paper / (Y 4.Ag 4:S.prt.102-4), 
91-13953 


Retirement and health planning : hearing 
before the Special Committee on 
Aging, United States Senate, One Hun- 
dred First Congress, second session, St. 
Petersburg, FL, May 30, 1990. United 
States. Congress. Senate. Special Com- 
mittee on Aging. (Y 4.Ag 4:S.hrg.101- 
1143), 91-13950 


Aged volunteers in social service — United 
States — Directories. 
Directory / Retired Senior Volunteer 
Program (U.S.) (AA 1.20:R 31/990), 
91-12710 


Agent Orange — Statistics. 
The association of selected cancers with 
service in the U.S. military in Vietnam 
: final report / Selected Cancers Coop- 
erative Study Group. (HE 20.7502:Se 
4), 91-13498 


Aggressiveness (Psyciuology) in children — 
Research — United States. 
Television and children : a review of 
recent research / Comstock, George 
A. (ED 1.310/2:292466), 91-13237 


| Agricultural administration — United States. 


U.S. Department of Agriculture : status 
of the food and agriculture councils 
needs to be elevated : report to the 
Secretary of Agriculture / United 
States. General Accounting Office. 
(GA 1.13:RCED-90-29), 91-13468 


Agricultural credit — United States. 

Review of the farm credit issues : hearing 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development of 
the Committee on Agriculture, House 
of Representatives, One Hundred First 
Congress, second session, March 7, 
1990. United States. Congress. House. 
Committee on Agriculture. Subcom- 
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mittee on Conservation, Credit, and 
Rural Development. (Y 4.Ag 8/1:101- 
64), 91-13965 


Review of the Farmers Home Adminis- 
tration (FmHA) farm loan programs : 
hearing before the Subcommittee on 
Conservation, Credit, and Rural Devel- 
opment of the Committee on Agricul- 
ture, House of Representatives, One 
Hundred First Congress, second ses- 
sion, January 25, 1990. United States. 
Congress. House. Committee on Agri- 
culture. Subcommittee on Conserva- 
tion, Credit, and Rural Development. 
(Y 4.Ag 8/1:101-47), 91-13960 


Agricultural experiment stations — United 
States — Employees — Directories. 
Directory of professional workers in state 

agricultural experiment stations and 
other cooperating state institutions. (A 
1.76:305/990), 91-12675 


Professional workers in state agricultural 
experiment stations and other cooperat- 
ing state institutions (A 1.76:305/990), 
91-12675 


Agricultural laws and legislation — United 

States. 

Formulation of the 1990 farm bill : hear- 
ings before the Committee on Agricul- 
ture, House of Representatives, One 
Hundred First Congress, first session. 
United States. Congress. House. Com- 
mittee on Agriculture. (Y 4.Ag 8/ 
1:101-30/pt.13-15), 91-13957 


Global Climate Change Prevention Act 
of 1989—S. 1610 : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
One Hundred First Congress, first ses- 
sion, on S. 1610 ... November 6, 1989. 
United States. Congress. Senate. Com- 
mittee on Agriculture, Nutrition, and 
Forestry. (Y 4.Ag 8/3:S.hrg.101-1135), 
91-13971 


Preparation for the 1990 farm bill : hear- 
ing before the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, One Hundred First Con- 
gress, first session, on the administra- 
tion views concerning the 1990 farm 
bill. United States. Congress. Senate. 
Committee on Agriculture, Nutrition, 
and Forestry. (Y 4.Ag 8/3:S.hrg.101- 
259/pt.15), 91-13969 


Agricultural laws and legislation — United 

States — Periodicals. 

Agriculture United States. Dept. of Agri- 
culture. (AE 2.106/3:7/pt.27-45/991), 
91-12713, 91-12714, 91-12715, 91- 
12716, 91-12717, 91-12718 


CFR. 7, Agriculture United States. Dept. 
of Agriculture. (AE 2.106/3:7/pt.27- 
45/991), 91-12713, 91-12714, 91- 
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12715, 91-12716, 91-12717, 91- 
12718 


Code of federal regulations. 7, Agricul- 
ture. United States. Dept. of Agricul- 
ture. (AE 2.106/3:7/pt.27-45/991), 91- 
12713, 91-12714, 91-12715, 91- 
12716, 91-12717, 91-12718 


Agricultural pests — Control — United 

States. 

Role of biological control as a manage- 
ment tool in national parks and other 
natural areas / Gardner, Donald E. (I 
29.109:NRUH/NRTR/90/01), 91- 
13635 


Agricultural subsidies — Government policy 

— United States. 

Status report on GAO’s reviews of the 
Targeted Export Assistance Program, 
the Export Enhancement Program, and 
the GSM-102/103 Export Credit Guar- 
antee Program : statement of Allan I. 
Mendelowitz, Director, Trade, Energy, 
and Finance Issues ... before the Sub- 
committee on Department Operations, 
Research and Foreign Agriculture; To- 
bacco and Peanuts; and Wheat, Soy- 
beans, and Feed Grains, Committee on 
Agriculture, House of Representatives. 
Mendelowitz, Allan I. (GA 1.5/2:T- 
NSIAD-90-12), 91-13443, 91-13449 


An Act to Amend the Farm Poundage 
Quota Provisions of Section 319 (G), 
(H) and (I) of the Agricultural Adjust- 
ment Act of 1938, and for Other Pur- 
poses. United States. (AE 2.110:101- 
577), 91-12765 


Formulation of the 1990 farm bill : hear- 
ings before the Committee on Agricul- 
ture, House of Representatives, One 
Hundred First Congress, first session. 
United States. Congress. House. Com- 
mittee on Agriculture. (Y 4.Ag 8/ 
1:101-30/pt.13-15), 91-13957 


Review of the farm credit issues : hearing 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development of 
the Committee on Agriculture, House 
of Representatives, One Hundred First 
Congress, second session, March 7, 
1990. United States. Congress. House. 
Committee on Agriculture. Subcom- 
mittee on Conservation, Credit, and 
Rural Development. (Y 4.Ag 8/1:101- 
64), 91-13965 


Review of the Farmers Home Adminis- 
tration (FmHA) farm loan programs : 
hearing before the Subcommittee on 
Conservation, Credit, and Rural Devel- 
opment of the Committee on Agricul- 
ture, House of Representatives, One 
Hundred First Congress, second ses- 
sion, January 25, 1990. United States. 
Congress. House. Committee on Agri- 





culture. Subcommittee on Conserva- 
tion, Credit, and Rural Development. 
(Y 4.Ag 8/1:101-47), 91-13960 


Agriculture — Economic aspects — United 
States — Handbooks, manuals, etc. 
Fact book of agriculture (A 1.38/2:989), 
91-12673 


Fact book of U.S. agriculture. (A 1.38/ 
2:989), 91-12673 


Fact book of US agriculture (A 1.38/ 
2:989), 91-12673 


Agriculture — Research — United States — 

Directories. 

Directory of professional workers in state 
agricultural experiment stations and 
other cooperating state institutions. (A 
1.76:305/990), 91-12675 


Professional workers in state agricultural 
experiment stations and other cooperat- 
ing state institutions (A 1.76:305/990), 
91-12675 


Agriculture — United States — Directories. 
Directory of professional workers in state 
agricultural experiment stations and 
other cooperating state institutions. (A 
1.76:305/990), 91-12675 


Professional workers in state agricultural 
experiment stations and other cooperat- 
ing state institutions (A 1.76:305/990), 
91-12675 


Agriculture — United States — Handbooks, 
manuals, etc. 
Fact book of agriculture (A 1.38/2:989), 
91-12673 


Fact book of U.S. agriculture. (A 1.38/ 
2:989), 91-12673 


Fact book of US agriculture (A 1.38/ 
2:989), 91-12673 


Agriculture — United States — Statistics — 

Software. 

1987 census of agriculture. Volume 1, 
Geographic area series. State data files, 
county data files (including U.S. totals) 
[computer file.] Census of agriculture 
(1987). Geographic area series. (C 
3.277:Ag 8/987/CD/v.1) (C 3.277:Ag 
8/987/floppy) (C 3.277:Ag 8/987/ 
doc.), 91-12801 


Agriculture, Cooperative — United States — 
Bibliography. 

Farmer cooperative publications. In- 
galsbe, Gene. (A_ 109.10/2:4/990-3), 
91-12708 


Agriculture teachers — United States — 

Directories. 

Directory of professional workers in state 
agricultural experiment stations and 
other cooperating state institutions. (A 
1.76:305/990), 91-12675 


Professional workers in state agricultural 
experiment stations and other cooperat- 


Do not order from index; see indicated entry 





Air traffic control U.S. Periodicals. 


ing state institutions (A 1.76:305/990), 
91-12675 


Agriculturists — United States — 

Directories. 

Directory of professional workers in state 
agricultural experiment stations and 
other cooperating state institutions. (A 
1.76:305/990), 91-12675 

Professional workers in state agricultural 
experiment stations and other cooperat- 
ing state institutions (A 1.76:305/990), 
91-12675 


Aids to navigation — United States — 
Handbooks, manuals, etc. 
Aids to navigation : technical. United 
States. Coast Guard. (TD 5.8:N 22/7/ 
990), 91-13906 


Air conditioning. 

Refurbishment of one-person regenerative 
air revitalization system [microform] : 
final report / Powell, F. T. (NAS 
1.26:183757), 91-13791 


Air conditioning — Equipment and supplies 
— Maintenance and repair — Handbooks, 
manuals, etc. 

Direct and general support and depot 
maintenance repair parts and special 
tools lists : air conditioner; vertical 
compact, floor mounted, 36,000 BTU/ 
hr cooling, 30,000 BTU/hr heating; 208 
volt, 3 phase, 50/60 hertz, (Trane 
model MAC 6V40-340-2) FSN 4120- 
935-5421, 208 volt, 3 phase, 400 hertz 
(Trane model MAC 4V40-340-3) FSN 
4120-935-5418. (D 101.11:5-4120-268-35 
P), 91-13013 


Air quality — Measurement. 
Indoor air - assessment : methods of anal- 
ysis for environmental carcinogens. 
(EP 1.23/9:600/8-90/041), 91-13343 


Air traffic control — United States — 
Equipment and supplies — Maintenance 
and repair — Handbooks, manuals, etc. 
Operator’s and organizational mainte- 

nance manual : flight coordination cen- 
tral AN/TSC-61B (NSN 5895-01-057- 
3968). (D 101.11:11-5895-469-12), 91- 
13085 


Air traffic control — United States — 

Periodicals. 

Facilities equipment and associated devel- 
opment United States. Federal Avia- 
tion Administration. (TD 4.2/10:986), 
91-13901 

National Airspace System Plan. Facilities 
equipment and associated development 
/ United States. Federal Aviation Ad- 
ministration. (TD 4.2/10:986), 91- 
13901 
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Air traffic controllers — Training of — 

United States. 

FAA’s training programs for air traffic 
controllers, safety inspectors, and main- 
tenance technicians : hearing before the 
Subcommittee on Investigations and 
Oversight of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred First 
Congress, second session, June 6, 1990. 
United States. Congress. House. Com- 
mittee on Public Works and Transpor- 
tation. Subcommittee on Investigations 
and Oversight. (Y 4.P 96/11:101-74), 
91-14125 


Aircraft survival equipment — Maintenance 
and repair — Handbooks, manuals, etc. 
Organizational, DS and GS maintenance 

manual : ejection seat, model MK-JSD 
(Martin-Baker) number 
134AB80000. (D_ 101.11:55-1680-308- 
24), 91-13120 


Airlift, Military — United States. 

Effectiveness of the U.S. Civil Reserve 
Air Fleet program : hearing before the 
Subcommittee on Investigations and 
Oversight of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred First 
Congress, second session, October 10, 
1990. United States. Congress. House. 
Committee on Public Works and 
Transportation. Subcommittee on In- 
vestigations and Oversight. (Y 4.P 96/ 
11:101-80), 91-14127 


Airlines — Certification — United States. 

Federal Aviation Administration’s en- 
forcement program and the recertifica- 
tion of carriers who have had operat- 
ing certificates revoked hearings 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Public Works and Transportation, 
House of Representatives, One Hun- 
dred First Congress, second session, 
June 19, 20, 1990. United States. Con- 
gress. House. Committee on Public 
Works and Transportation. Subcommit- 
tee on Investigations and Oversight. (Y 
4.P 96/11:101-73), 91-14124 


Airlines — United States — Rates 

Passenger facility charges hearing 
before the Subcommittee on Aviation 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred First Congress, 
second session, June 19, 1990. United 
States. Congress. House. Committee on 
Public Works and Transportation. Sub- 
committee on Aviation. (Y 4.P 96/ 
11:101-60), 91-14123 


Airplanes — Design and construction. 
Advanced organic composite materials 
for aircraft structures [microform] : 
future program / National Research 
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Council (U.S.). Committee on the 
Status and Viability of Composite Ma- 
terials for Aircraft Structures. (NAS 
1.26:181467), 91-13776 


Airplanes — Ice prevention. 

An experimental and theoretical study of 
the ice accretion process during artifi- 
cial and natural icing conditions [mi- 
croform] / Kirby, Mark S. (NAS 
1.26:182119), 91-13780 


Airplanes — Turbine-propeller engines. 

Full scale technology demonstration of a 
modern counterrotating unducted fan 
engine concept [microform] : design 
report / (NAS 1.26:180867), 91-13775 


Airports — Arizona — Maps. 

Airport obstruction chart. OC 462, Wins- 
low Municipal Airport, Winslow, Ari- 
zona / United States. National Ocean 
Service. (C 55.411/3:0C 462/990), 
91-12814 


Airport obstruction chart. OC 5034, Pul- 
liam Airport, Flagstaff, Arizona / 
United States. National Ocean Service. 
(C 55.411/3:0C 5034/990), 91-12818 


Airports — Law and legislation — United 
States. 
Aviation Security Improvement Act of 
1990. United States. (AE 2.110:101- 
604), 91-12776 


Airports — Louisiana — Maps. 

Airport obstruction chart. OC 5037, 
Houma-Terrebonne Airport, Huouma, 
Louisiana / United States. National 
Ocean Service. (C 55.411/3:0C 5037/ 
990), 91-12819 


Airports — Michigan — Maps. 

Airport obstruction chart. OC 717, Kala- 
mazoo County Airport, Kalamazoo, 
Michigan / United States. National 
Ocean Service. (C 55.411/3:0C 717/ 
990), 91-12816 


Airports — Minnesota — Maps. 

Airport obstruction chart. OC 5258, 
Grand Rapids/Itasca County-Gordon 
Newstrom Field, Grand Rapids, Min- 
nesota / United States. National Ocean 
Service. (C 55.411/3:0C 5258/990), 
91-12820 


Airports — New Jersey — Maps. 

Airport obstruction chart. OC 931, Mor- 
ristown Municipal Airport, Morris- 
town, New Jersey / United States. Na- 
tional Ocean Service. (C 55.411/3:0C 
931/990), 91-12817 


Airports — New York (State) — Maps. 
Airport obstruction chart. OC 651, West- 
chester County Airport, White Plains, 
New York / United States. National 
Ocean Service. (C 55.411/3:0C 65i/ 
990), 91-12815 
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Airports — North Dakota — Maps. 

Airport obstruction chart. OC 144, 
Hector International Airport, Fargo, 
North Dakota / United States. Nation- 
al Ocean Service. (C 55.411/3:OC 144/ 
990), 91-12813 


Airports — Pennsylvania — Maps. 

Airport obstruction chart. OC 15, Allen- 
town-Bethlehem-Easton Airport, Al- 
lentown, Pennsylvania / United States. 
National Ocean Service. (C 55.411/ 
3:0C 15/990), 91-12812 


Airports — United States — Security 
measures. 
Aviation Security Improvement Act of 
1990. United States. (AE 2.110:101- 
604), 91-12776 


Airports — Washington (State) — Maps. 
Airport obstruction chart. OC 5966, 
Richland Airport, Richland, Washing- 
ton / United States. National Ocean 
Service. (C 55.411/3:0C 5966/990), 
91-12821 


Airways — United States — Periodicals. 
Facilities equipment and associated devel- 
opment United States. Federal Avia- 
tion Administration. (TD 4.2/10:986), 
91-13901 


National Airspace System Plan. Facilities 
equipment and associated development 
/ United States. Federal Aviation Ad- 
ministration. (TD 4.2/10:986), 91- 
13901 


Alaska, Gulf of (Alaska) — Navigation. 
United States, Alaska—south coast, Icy 
Bay / United States. National Ocean 
Service. (C 55.418/7:16741/990), 91- 
12866 


United States, Alaska—south coast, Kenai 
Peninsula, Cape Resurrection to Two 
Arm Bay / United States. National 
Ocean Service. (C 55.418/7:16682/990), 
91-12864 


United States, Alaska—south coast, 
Kodiak Island, Gull Point to Kaguyak 
Bay / United States. National Ocean 
Service. (C 55.418/7:16592/990), 91- 
12863 


United States, Alaska—southeast coast, 
Peril Strait, Hoonah Sound to Chatham 
Strait / United States. National Ocean 
Service. (C 55.418/7:17338/990), 91- 
12868 


Alcoholism in pregnancy — United States. 
Alcohol, tobacco, and other drugs may 
harm the unborn / Cook, Paddy Shan- 
non. (HE 20.8002:T 55), 91-13499 


Aleutian Islands (Alaska) — Maps. 
United States, Alaska—Aleutian Islands, 
Attu Island, Temnac Bay / United 
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States. National Ocean Service. (C 
55.418/7:16431/990), 91-12861 


United States, Alaska—Aleutian Islands, 
Massacre Bay, Attu Island / United 
States. National Ocean Service. (C 
55.418/7:16432/990), 91-12862 


Algebraic topology. 
Algebra and topology for applications to 
physics [microform] / Rozhkov, S. S. 
(NAS 1.77:20056), 91-13807 


Algorithms. 

Fronts propagating with curvature de- 
pendent speed [microform] : algorithms 
based on Hamilton-Jacobi formulations 
/ Osher, Stanley. (NAS 1.26:178382), 
91-13765 


Vectorizable algorithms for adaptive 
schemes for rapid analysis of SSME 
flows [microform] final report / 
Oden, J. Tinsley (John Tinsley), 1936- 
(NAS 1.26:179082), 91-13767 


Aliens — United States. 

HHS authority over immigration and 
public health : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
One Hundred First Congress, second 
session, on H.R. 4506 ... June 27, 1990. 
United States. Congress. House. Com- 
mittee on Energy and Commerce. Sub- 
committee on Health and the Environ- 
ment. (Y 4.En 2/3:101-201), 91-14036 


Aliens, [legal — United States. 

INS delivery bonds : stronger internal 
controls needed : report to the Honora- 
ble Alan J. Dixon, U.S. Senate / 
United States. General Accounting 
Office. (GA _ 1.13:GGD-88-36), 91- 
13454 


All terrain vehicles — Safety regulations — 

United States. 

Regulation of all-terrain vehicles : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
One Hundred First Congress, second 
session, July 27, 1990. United States. 
Congress. Senate. Committee on Gov- 
ernmental Affairs. (Y 4G 74/ 
9:S.hrg.101-1166), 91-14074 


Altimeter — Maintenance and repair — 

Handbooks, manuals, etc. 

Organizational maintenance manual : al- 
timeter set, electronic, AN/APN- 
171A(¥V)1. (D_ 101.11:11-5841-272-20), 
91-13081 


um-zine alloys. 

Effect of Zr or Cr content on the frac- 
ture toughness of high purity Al-Zn- 
Mg alloys [microform] / Kato, Eiji. 
(NAS 1.77:20294), 91-13826 





Alzheimer’s disease. 

Neuroaxonal dystrophy : an ultrastruc- 
tural link between subacute spongiform 
virus encephalopathies and Alzheimer’s 
disease / (HE 20.3502:N 39/8), 91- 
13487 


Amador, Antonio Candia, 1943- 

Nominations of Thomas F. Kranz, Todd 
W. Dillard, and Antonio C. Amador : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, One Hundred First Congress, 
second session, on nominations of 
Thomas F. Kranz, to be Associate Di- 
rector, Federal Emergency Manage- 
ment Agency; Todd W. Dillard, to be 
U.S. Marshal for the Superior Court ... 
and Antonio C. Amador ... Merit Sys- 
tems Protection Board, October 19, 
1990. United States. Congress. Senate. 
Committee on Governmental Affairs. 
(Y 4.G 74/9:S.hrg.101-1177), 91-14077 


Potentialities for an improvement of the 
efficiency of fluore[s]Jcent mercury 
lamps [microform] / Hilpert, K. (NAS 
1.77:20120), 91-13811 


Ambulatory medical care — United States 

— Bibliography — Periodicals. 

The Development and management of 
ambulatory care programs : an anno- 
tated bibliography / (HE 20.9109/ 
2:989), 91-13502 


American students — Time management — 

Statistics. 

Time spent on mathematics instruction 
and homework by Japanese and U.S. 
13-year-old students. (ED _ 1.310/ 
2:282765), 91-13188 


Americans — Taxation — Foreign countries. 
Tax information for U.S. government ci- 
vilian employees stationed abroad. 
United States. Internal Revenue Serv- 
ice. (T 22.44/2:516/990), 91-13873 


Ammonia. 

Ammonia boiling in long tubes [micro- 
form] : heat transfer and charge loss in 
vertical and horizontal tubes / Malek, 
A. (NAS 1.77:20313), 91-13833 


Amplifiers, Audio — Maintenance and repair 
— Handbooks, manuals, etc. 
Organizational, DS, GS, and depot main- 

tenance manual : SWR meter, Hewlett- 
Packard model 415E. (D 101.11:11- 
6625-1534-15), 91-13104 


Amplitude modulation detectors — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Operator’s, organizational, direct support 
and general support maintenance 
manual for phase jitter meter ME-490/ 
U (Hekimian model 48) (NSN 6625-01- 
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005-7226). (D 101.11:11-6625-2755-14), 
91-13109 


Farm Animal and Research Facilities 
Protection Act of 1989 : hearing before 
the Subcommittee on Department Op- 
erations, Research, and Foreign Agri- 
culture and the Subcommittee on For- 
ests, Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
Congress, second session, on H.R. 
3270, July 17, 1990. United States. 
Congress. House. Committee on Agri- 
culture. Subcommittee on Department 
Operations, Research, and Foreign Ag- 
riculture. (Y 4.Ag 8/1:101-62), 91- 
13963 


Animal welfare — Periodicals — 

Bibliography. 

Serials at the National Agricultural Li- 
brary relating to animal care, use, and 
welfare / Clingerman, Karen J. (A 
17.27:5), 91-12701 


Animal welfare — United States. 

Farm Animal and Research Facilities 
Protection Act of 1989 : hearing before 
the Subcommittee on Department Op- 
erations, Research, and Foreign Agri- 
culture and the Subcommittee on For- 
ests, Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
Congress, second session, on H.R. 
3270, July 17, 1990. United States. 
Congress. House. Committee on Agri- 
culture. Subcommittee on Department 
Operations, Research, and Foreign Ag- 
riculture. (Y 4.Ag 8/1:101-62), 91- 
13963 


Anisotropy. 

Orientation and temperature dependence 
of some mechanical properties of the 
single-crystal nickel-base superalloy 
Rene N4. III, Tension-compression ani- 
sotropy [microfiche] / (NAS 
1.15:86982), 91-13718 


Ann, Cape (Mass.) — Maps. 

United States—east coast, Massachusetts, 
Gloucester Harbor and Annisquam 
River / United States. National Ocean 
Service. (C 55.418/7:13281/990), 91- 
12846 


Annuities — Taxation — United States. 
Tax-sheltered annuity programs for em- 
ployees of public schools and certain 
tax-exempt organizations. United 
States. Internal Revenue Service. (T 
22.44/2:571/990), 91-13876 
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Antarctic regions. 
An Act to Protect and Conserve the 
Continent of Antarctica, and for Other 
: United States. (AE 
2.110:101-594), 91-12772 


Antarctic Protection Act of 1990 United 
States. (AE 2.110:101-594), 91-12772 


Antennas, Reflector. 

Electrostatic forming and testing of poly- 
mer films on a 16-foot diameter test 
fixture [microform] / Goslee, J. W. 
(NAS 1.15:86328), 91-13707 


Antennas (Electronics) — Maintenance and 
repair — Handbooks, manuals, etc. 
Organizational, direct support, and gener- 

al support maintenance repair parts and 
special tools lists (including depot 
maintenance repair parts and special 
tools) for antenna group AN/GRA-50 
(NSN 5985-00-892-0758). (D 101.11:11- 
5820-467-24 P), 91-13066 


Organizational, direct support, mainte- | 
nance repair parts and special tools list | 
repair | 


(including depot maintenance 
parts and special tools) for antenna AS- 
1425/GRC (NSN 5985-00-926-2593). 
(D 101.11:11-5985-335-23 P), 91-13092 


Apartment houses — United States — 
Statistics — Periodicals. 
Characteristics of apartments completed 
(C 3.215:H-131-86-A), 91-12797, 91- 
12798 


Current housing reports. H-131, Charac- 
teristics of apartments completed. (C 
3.215:H-131-86-A), 91-12797, 91- 
12798 


Appellate procedure — United States. 

Social security, disability process, and the 
Zebley Supreme Court decision : hear- 
ing before the Subcommittee on Retire- 
ment Income and Employment of the 
Select Committee on Aging, House of 
Representatives, One Hundred First 
Congress, second session, September 
12, 1990. United States. Congress. 
House. Select Committee on Aging. 
Subcommittee on Retirement Income 
and Employment. (Y 4.Ag 4/2:So 1/ 
43), 91-13956 


Applications for positions — Computer 
programs — Catalogs. 
A comparison of computerized job 
matching systems / Botterbusch, Karl 
F. (ED 1.310/2:289084), 91-13219 


Approximation theory. 

Polynomial approximation of functions of 
matrices and its application to the solu- 
tion of a general system of linear equa- 
tions [microform] / Tal-Ezer, Hillel. 
(NAS 1.26:178376), 91-13764 


Apra Harbor (Guam) — Navigation. 
Pacific Ocean, Mariana Islands, Apra 
Harbor, Island of Guam, Territory of 
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Guam / United States. National Ocean 
Service. (C 55.418/7:81054), 91-12884 


Aqaba, Gulf of — Navigation. 

Gulf of Aqaba, Elat and al Aqabah / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62225/990), 91-12970 


Aquifers — Florida — Volusia County. 
Geology, hydrology, and water quality 
of the surficial aquifer system in Volu- 
sia County, Florida / Phelps, G. G. (I 
19.42/4:90-4069), 91-13525 


Aquifers — New York (State) — Schuyler 


County — Maps. 

Sand and gravel aquifers of Schuyler 
County, New York / Geological 
Survey (U.S.) (I 19.42/4:90-4073), 91- 
13526 


Aquifers — Tennessee, East. 

Recharge rates and aquifer hydraulic 
characteristics for selected drainage 
basins in middle and east Tennessee / 
Hoos, Anne B. (I 19.42/4:90-4015), 
91-13523 


Aquifers — Tennessee, Middle. 

Recharge rates and aquifer hydraulic 
characteristics for selected drainage 
basins in middle and east Tennessee / 
Hoos, Anne B. (I 19.42/4:90-4015), 
91-13523 


Aquifers — Utah — Salt Lake City Region. 

Selected factors related to the potential 

for contamination of the principal aqui- 

fer, Salt Lake Valley, Utah / Baskin, 

Robert L. (I 19.42/4:90-4110), 91- 
13527 


Arabian Sea — Navigation. 

Africa—east coast, Gulf of Aden, Soma- 
lia—Yemen, Raas Aantaara to Raas 
Binna, including Abd al Kuri / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:62050/991), 91-12965 

Arabian Sea, Oman, Ra’s Duqm to Ra’s 
al Hadd / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:62340), 91- 
12975 


Architectural design. 
Design America / Drabelle, Dennis. (NF 
2.2:D 46/4), 91-13840 


Catalogs. 
Architecture. United States. Superintend- 
ent of Documents. (GP 3.22/2:215/ 


991), 91-13475 
Arctic regions — Research — Handbooks, 
manuals, etc. 
Naval Arctic manual. (D 201.6/12:Ar 2), 
91-13140 
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Arctic regions — Research — United States 
— Periodicals. 
Arctic research of the United States. (NS 
1.51/2:989-2), 91-13846 


Area studies. 
Handbook on human rights and citizen- 
ship / (ED 1.310/2:289806), 91-13224 


Argonne National Laboratory. Division of 
Educational Programs — Study and 
teaching (Higher) — Periodicals. 

Faculty and student programs. Argonne 
National Laboratory. Division of Edu- 
cational Programs. (E 1.86/6:991), 91- 
13148 


Arizona. Dept. of Education. Division of 
Special Education — Handbooks, manuals, 
etc. 

SUPPORT, peer consultant’s handbook. 

(ED 1.310/2:250883), 91-13166 


Arizona — Maps, Topographic. 

7.5 minute series (topographic), [Arizo- 
naj. 33113-A6-TF-024, Palomas Moun- 
tains SW quadrangle, Arizona—Yuma 
Co. / Geological Survey (U.S.) (I 
19.81:33113-A 6-TF-024/990), 91- 
13532 


7.5 minute series (topographic), [Arizo- 
na]. 33113-A7-TF-024, Neversweat 
Ridge quadrangle, Arizona—Yuma Co. 
/ Geological Survey (US.) (I 
19.81:33113-A 7-TF-024/990), 91- 
13533 


7.5 minute series (topographic), [Arizo- 
naj]. 33113-A8-TF-024, Engesser Pass 
SW quadrangle, Arizona—Yuma Co. / 
Geological Survey (U.S.) a 
19.81:33113-A 8-TF-024/990), 91- 
13534 


7.5 minute series (topographic), [Arizo- 
na]. 33113-B6-TF-024, Palomas Moun- 
tains NW quadrangle, Arizona—Yuma 
Co. / Geological Survey (U.S.) (1 
19.81:33113-B 6-TF-024/990), 91- 
13535 

7.5 minute series (topographic), [Arizo- 
naj]. 33113-B7-TF-024, Engesser Pass 
quadrangle, Arizona—Yuma Co. / Ge- 
ological Survey (U.S.) (I 19.81:33113-B 
7-TF-024/990), 91-13536 

7.5 minute series (topographic), [Arizo- 
naj]. 33113-H5-TF-024, Cunningham 
Pass quadrangle, Arizona—La Paz Co. 
/ Geological Survey (US. ( 
19.81:33113-H 5-TF-024/990), 91- 
13537 


7.5 minute series (topographic), [Arizo- 
naj. 33113-H6-TF-024, Harcuvar Peak 
quadrangle, Arizona—La Paz Co. / 
Geological Survey (U.S.) a 
19.81:33113-H 6-TF-024/990), 91- 
13538 
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7.5 minute series (topographic), [Arizo- 
naj. 33113-H7-TF-024, Bouse Hills East 
quadrangle, Arizona—La Paz Co. / 
Geological Survey (U.S.) a 
19.81:33113-H 7-TF-024/990), 91- 
13539 

7.5 minute series (topographic), [Arizo- 
naj. 33114-Al-TF-024, Slumgullion 
Pass quadrangle, Arizona—Yuma Co. / 
Geological Survey (U.S.) a 
19.81:33114-A 1-TF-024/990), 91- 
13540 

7.5 minute series (topographic), [Arizo- 
naj]. 33114-A2-TF-024, Castle Dome 
Peak quadrangle, Arizona—Yuma Co. 
/ Geological Survey (U.S.) 
19.81:33114-A 2-TF-024/990), 91- 
13541 

7.5 minute series (topographic), [Arizo- 
naj. 33114-C1-TF-024, Palm Canyon 
quadrangle, Arizona—Yuma Co. / Ge- 
ological Survey (U.S.) (I 19.81:33114-C 
1-TF-024/990), 91-13542 

7.5 minute series (topographic), [Arizo- 
naj. 33114-D2-TF-024, Livingston Hills 
NW quadrangle, Arizona / Geological 
Survey (U.S.) (1 19.81:33114-D 2-TF- 
024/990), 91-13543 

7.5 minute series (topographic), [Arizo- 
na]. 33114-G1-TF-024, Ibex Peak quad- 
rangle, Arizona—La Paz Co. / Geo- 
logical Survey (U.S.) (I 19.81:33114-G 
1-TF-024/990), 91-13544 


7.5 minute series (topographic), [Arizo- 
naj. 33114-G2-TF-024, Bouse SW 
quadrangle, Arizona—La Paz Co. / 
Geological Survey (U.S.) (I 
19.81:33114-G 2-TF-024/990), 91- 
13545 

7.5 minute series (topographic), [Arizo- 
naj. 34110-B8-TF-024, Planet quadran- 
gle, Arizona / Geological Survey 
(U.S.) (I 19.81:34110-B 8-TF-024/990), 
91-13546 


7.5 minute series (topographic), [Arizo- 
naj. 34110-C5-TF-024, Outlaw Draw 
quadrangle, Arizona—Navajo Co. / 
Geological Survey (U.S.) (al 
19.81:34110-C 5-TF-024/990), 91- 
13547 

7.5 minute series (topographic), [Arizo- 
naj]. 34110-C6-TF-024, Brookbank 
Point quadrangle, Arizona—Navajo 
Co. / Geological Survey (U.S.) (1 
19.81:34110-C 6-TF-024/990), 91- 
13548 

7.5 minute series (topographic), [Arizo- 
naj. 34110-C7-TF-024, O W Point 
quadrangle, Arizona / Geological 
Survey (U.S.) (1 19.81:34110-C 7-TF- 
024/990), 91-13549 

7.5 minute series (topographic), [Arizo- 
na]. 34112-F3-TF-024, Prescott Valley 
North quadrangle, Arizona—Yavapai 
Co., 1973 / Geological Survey (U.S.) 
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(I 19.81:34112-F 3-TF-024/973), 91- 
13550 

7.5 minute series (topographic), [Arizo- 
naj. 34113-A5-TF-024, Alamo Dam SE 
quadrangle, Arizona—La Paz Co. / 
Geological Survey (U.S.) a 
19.81:34113-A 5-TF-024/990), 91- 
13551 

7.5 minute series (topographic), [Arizo- 
na]. 34113-A6-TF-024, Butler Well 
quadrangle, Arizona—La Paz Co. / 
Geological Survey (U.S.) (i 
19.81:34113-A 6-TF-024/990), 91- 
13552 


7.5 minute series (topographic), [Arizo- 
naj. 34113-A7-TF-024, Butler Pass 
quadrangle, Arizona—La Paz Co. / 
Geological Survey U.S.) 
19.81:34113-A 7-TF-024/990), 91- 
13553 


7.5 minute series (topographic), [Arizo- 
na]. 34113-A8-TF-024, Powerline Well 
quadrangle, Arizona—La Paz Co. / 
Geological Survey (U.S.) a 
19.81:34113-A 8-TF-024/990), 91- 
13554 

7.5 minute series (topographic), [Arizo- 
naj. 34113-C6-TF-024, Rawhide Wash 
quadrangle, Arizona—Mohave Co. / 
Geological Survey (U.S.) (i 
19.81:34113-C 6-TF-024/990), 91- 
13555 

7.5 minute series (topographic), [Arizo- 
na]. 34113-D1-TF-024, Livingston Hills 
quadrangle, Arizona / Geological 
Survey (U.S.) (1 19.81:34113-D 1-TF- 
024/990), 91-13556 

7.5 minute series (topographic), [Arizo- 
naj. 34113-D7-TF-024, Mc Cracken 
Peak quadrangle, Arizona—Mohave 
Co. / Geological Survey (U.S.) (1 
19.81:34113-D 7-TF-024/990), 91- 
13557 


7.5 minute series (topographic), [Arizo- 
na]. 34113-D8-TF-024, Castaneda Hills 
quadrangle, Arizona—Mohave Co. / 
Geological Survey (U.S.) (i 
19.81:34113-D 8-TF-024/990), 91- 
13558 

7.5 minute series (topographic), [Arizo- 
na]. 34114-A2-TF-024, Black Peak 
quadrangle, Arizona—La Paz Co. / 
Geological Survey (U.S.) a 
19.81:34114-A 2-TF-024/990), 91- 
13559 


7.5 minute series (topographic), [Arizo- 
na]. 35113-B7-TF-024, Hualapai Spring 
quadrangle, Arizona—Mohave Co., 
1968 / Geological Survey (U.S.) (I 
19.81:35113-B 7-TF-024/980), 91- 
13566 


Armed Forces — Appropriations and 
expenditures — Statistics — Periodicals. 
World military expenditures and arms 

transfers / (AC 1.16:989), 91-12711 
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Arms control. 

Proliferation and arms control : hearings 
before the Committee on Foreign Af- 
fairs and its Subcommittee on Arms 
Control, International Security and Sci- 
ence, House of Representatives, One 
Hundred First Congress, second ses- 
sion, May 17 and July 11, 1990. United 
States. Congress. House. Committee on 
Foreign Affairs. (Y 4.F 76/1:P 94/4), 
91-14052 


Roundtable discussion on United States- 
Soviet relations and the future of arms 
control : hearing before the Subcom- 
mittees on Arms Control, International 
Security and Science, and on Europe 
and the Middle East of the Committtee 
on Foreign Affairs, House of Repre- 
sentatives, One Hundred First Con- 
gress, first session, November 15, 1989. 
United States. Congress. House. Com- 
mittee on Foreign Affairs. Subcommit- 
tee on Arms Control, International Se- 
curity, and Science. (Y 4.F 76/1:Ar 5/ 
40), 91-14044 


Arms race. 

Proliferation and arms control : hearings 
before the Committee on Foreign Af- 
fairs and its Subcommittee on Arms 
Control, International Security and Sci- 
ence, House of Representatives, One 
Hundred First Congress, second ses- 
sion, May 17 and July 11, 1990. United 
States. Congress. House. Committee on 
Foreign Affairs. (Y 4.F 76/1:P 94/4), 
91-14052 


Armstrong, Anne Legendre. 

Joint Resolution Providing for Reap- 
pointment of Anne Legendre Arm- 
strong as a Citizen Regent of the 
Smithsonian Institution. United States. 
(AE 2.110:101-586), 91-12770 


Artificial intelligence. 

Applications of artificial intelligence to 
space station and automated software 
techniques [microform] : high level 
robot command language, final report 
for the period June 1, 1988 - May 31, 
1989 / McKee, James W. (NAS 
1.26:182997), 91-13787 


Artificial satellites in telecommunication — 


Congresses. 

Proceedings of the Mobile Satellite Con- 
ference, May 3-5, 1988 [microform] / 
Mobile Satellite Conference (1988 : 
Pasadena, Calif.) (NAS 1.26:182964), 
91-13786 


Arts — Management — Scholarships, 
fellowships, etc. — United States — 
Periodicals. 

Application guidelines (NF 2.8/2-24:992), 
91-13842 
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Arts administration fellows program / 
(NF 2.8/2-24:992), 91-13842 


Asbestos — Law and legislation — United 

States. 

Asbestos school hazard abatement : hear- 
ing before the Subcommittee on Trans- 
portation and Hazardous Materials of 
the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred First Congress, second ses- 
sion on H.R. 3677 ... June 19, 1990. 
United States. Congress. House. Com- 
mittee on Energy and Commerce. Sub- 
committee on Transportation and Haz- 
ardous Materials. (Y 4.En 2/3:101-190), 
91-14031 


Ashtabula, Lake (N.D.) — Recreational use. 
Baldhill Dam/Lake Ashtabula, North 
Dakota. (D 103.2:B 19), 91-13131 


Asia, Southeastern — Military relations — 
Soviet Union. 
Bear tracks in Indochina : an analysis of 
Soviet presence in Vietnam / Johnson, 
Dion W. (D 301.26/6:B 38), 91-13147 


Asphalt emulsion mixtures — Testing. 
Asphalt emulsions for highway construc- 
tion : Burlington and Somerset coun- 
ties, New Jersey. Baker, Robert 
Fulton, 1917- (TD 2.40:55-11), 91- 
13900 


Assessment centers (Personnel management 
procedure) — Handbooks, manuals, etc. 
Management Achievement Program 

(MAP) : managers handbook. (T 22.2/ 
15:7405), 91-13870 


turbulence. 

A digital simulation technique for the 
Dryden atmospheric model [micro- 
form] / Zhenyan, Zhao. (NAS 
1.77:20342), 91-13835 


Astronautics — Bibliography — Catalogs. 
NASA scientific and technical publica- 
tions. NASA scientific and technical 
publications (1987) (NAS _1.21:7063 
(02)) (NAS 1.21:7063 (03)) (NAS 
1.21:7063 (04)), 91-13737 


NASA scientific and technical publica- 
tions catalog NASA scientific and 
technical publications (1987) (NAS 
1.21:7063 (02)) (NAS 1.21:7063 (03)) 
(NAS 1.21:7063 (04)), 91-13737 


Astronautics — Optical communication 
systems. 

Preliminary design and cost of a 1-mega- 
watt solar-pumped iodide laser space- 
to-space transmission station [micro- 
form] / (NAS 1.15:4002), 91-13697 


Astronautics and state — United States. 
Problems at National Aeronautics and 
Space Administration : hearing before 
a subcommittee of the Committee on 
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Appropriations, United States Senate, 
One Hundred First Congress, second 
session : special hearing. United States. 
Congress. Senate. Committee on Ap- 
propriations. Subcommittee on VA- 
HUD-Independent Agencies. (Y 4.Ap 
6/2:S.hrg.101-1146), 91-13980 


Astronautics and state — United States — 
Periodicals. 
Report to the President. National Space 
Council (U.S.) (PrEx 1.2:Sp 1/990), 
91-13852 


Astronauts — United States — Posters. 
Crew of space shuttle mission STS-39 
[picture.] (NAS 1.43:Sp 1/26), 91- 
13803, 91-13804 


| Astrophysics. 





Far-infrared, submm and mm spectrosco- 
py of the galactic center [microform] : 
radio arc and 20/50 km s-1 clouds / 
(NAS 1.26:185497), 91-13796 


Atlantic Coast (Colombia) 

South America, Panama—Colombia— 
north coast, Cabo Tiburon to Barran- 
quilla / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:24480/990), 
91-12931 


Atlantic Coast (Congo) 

Congo, Africa—west coast, approaches 
to Pointe-Noire / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:57241/ 
989), 91-12961 


Atlantic Coast (Fla.) 

United States—east coast, Florida, Fort 
Lauderdale, Port Everglades / United 
States. National Ocean Service. (C 
55.418/7:11470/990), 91-12833 


Atlantic Coast (Ga.) 

United States—east coast, Georgia, St. 
Simons Sound, Brunswick Harbor, and 
Turtle River / United States. National 
Ocean Service. (C 55.418/7:11506/990), 
91-12834 


United States—east coast, Georgia, 
Tybee Island to Doboy Sound / 
United States. National Ocean Service. 
(C 55.418/7:11509/990), 91-12835 


Atlantic Coast (Ivory Coast) 

Africa—west coast, Ivory Coast, port of 
Abidjan / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:57064/990), 
91-12959 


Atlantic Coast (Mass.) 

United States—east coast, Massachusetts, 
Gloucester Harbor and Annisquam 
River / United States. National Ocean 
Service. (C 55.418/7:13281/990), 91- 
12846 
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Atlantic Coast (Morocco) 
Spain—Portugal—Morocco, Cabo de Sao 
Vicente to the Strait of Gibraltar / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:51160/990), 91-12945 


Atlantic Coast (New England) 

United States—east coast, West Quoddy 
Head to New York / United States. 
National Ocean Service. (C 55.418/ 
7:13006/990), 91-12844 


Atlantic Coast (Portugal) 
Spain—Portugal—Morocco, Cabo de Sao 
Vicente to the Strait of Gibraltar / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:51160/990), 91-12945 


Atlantic Coast (S.C.) 
United States—east coast, South Caroli- 
na, parts of Coosaw and Broad Rivers 
/ United States. National Ocean Serv- 
ice. (C 55.418/7:11519/990), 91-12836 


Atlantic Coast (Spain) 

North Atlantic Ocean, Spain—southwest 
coast, Ports of Cadiz, Base Naval de 
Rota and El Puerto de Santa Maria / 
Instituto Hidrografico de la Marina 
(Spain) (D 5.356:51165/989), 91-12946 


Spain—Portugal—Morocco, Cabo de Sao 
Vicente to the Strait of Gibraltar / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:51160/990), 91-12945 


Atlantic Coast (U.S.) 

United States—east coast, West Quoddy 
Head to New York / United States. 
National Ocean Service. (C 55.418/ 
7:13006/990), 91-12844 


Atlantic Coast (Va.) 

United States—east coast, Virginia, Chin- 
coteague Inlet to Great Machipongo 
Inlet / United States. National Ocean 
Service. (C 55.418/7:12210/990), 91- 
12837 


Atmospheric electricity. 

The physics of charge separation preced- 
ing lightning strokes in thunderclouds 
[microform] / Kyrala, A. (NAS 
1.26:178371), 91-13760 


Atmospheric temperature — United States 
— Statistics — Periodicals. 
State, regional, and national monthly and 
seasonal heating degree days weighted 
by population / (C 55.287/60:5-1), 91- 
12811 


Attu Island (Alaska) — Maps. 

United States, Alaska—Aleutian Islands, 
Attu Island, Temnac Bay / United 
States. National Ocean Service. (C 
55.418/7:16431/990), 91-12861 
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United States, Alaska—Aleutian Islands, 
Massacre Bay, Attu Island / United 
States. National Ocean Service. (C 
55.418/7:16432/990), 91-12862 


Auditing, Internal — United States. 

Expanding auditor responsibility : hearing 
before the Subcommittee on Telecom- 
munications and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, One Hun- 
dred First Congress, second session, 
August 2, 1990. United States. Con- 
gress. House. Committee on Energy 
and Commerce. Subcommittee on Tele- 
communications and Finance. (Y 4.En 
2/3:101-196), 91-14034 


Auditors — Professional ethics — United 

States. 

Expanding auditor responsibility : hearing 
before the Subcommittee on Telecom- 
munications and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, One Hun- 
dred First Congress, second session, 
August 2, 1990. United States. Con- 
gress. House. Committee on Energy 
and Commerce. Subcommittee on Tele- 
communications and Finance. (Y 4.En 
2/3:101-196), 91-14034 


Australia — Economic conditions — 
Periodicals. 
Australia / Australia (Washington, D.C.) 
(C 61.11:Au 7/991), 91-12891 


Australia — Foreign economic relaticns — 
United States — Periodicals. 
Australia / Australia (Washington, D.C.) 
(C 61.11:Au 7/991), 91-12891 


Aviation mechanics (Persons) — United 
States — Directories. 
FAA i ion authorization directory. 
(TD 4.8/5:65-13 K), 91-13904 


Baltic Coast (Poland) 

Baltic Sea, Poland—Soviet Union, Lie- 
paja to Gdynia / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44430/ 
989), 91-12942 


Baltic Sea, Poland—Soviet Union, 
Rozewie to Mys Taran, including Gulf 
of Gdansk / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44461/ 
989), 91-12943 


Baltic Coast (Soviet Union) 

Baltic Sea, Poland—Soviet Union, Lie- 
paja to Gdynia / United States. De- 
fense Mapping Agency. Hydrographic/ 
Ti ic Center. (D 5.356:44430/ 

989), 91-12942 
Baltic Sea, Poland—Soviet Union, 
Rozewie to Mys Taran, including Gulf 
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of Gdansk / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44461/ 
989), 91-12943 


Baltic Sea — Navigation. 

Baltic Sea, East Germany, approaches to 
Rostock / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:44076/990), 
91-12935 


Baltic Sea, East Germany, port of Peene- 
munde / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:44085/990), 
91-12938 


Baltic Sea, Gulf of Finland, eastern part / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:44360/990), 91-12941 

Baltic Sea, Poland—East Germany, 
northern approaches to Swinoujscie 
and Szczecin / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44082/ 
990), 91-12936 

Baltic Sea, Poland—Sweden, Gdynia to 
Jaroslawiec including Oland / United 
States. Defense Mapping Agency. Hy- 
5.356:44140/989), 91-12939 

Baltic Sea, Poland, port of Szczecin / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:44084/990), 91-12937 

Baltic Sea, western part, Gulf of Finland 
/ United States. Defense Mapping 
Agency. Hydrographic/T 
Center. (D 5.356:44340/990), 


Baltimore City Public Schools — 
Directories. 


91-12940 


Resource manual : Baltimore City Public 
Schools, Division of Pupil Services and 
Special Programs. (ED _ 1.310/ 
2:291833), 91-13233 


Band saws — Handbooks, manuals, etc. 
Operator’s manual : saw, bank [i.e. band], 
metal cutting (Boice-Crane Co. model 
2325) (3419-222-1330). (D  101.11:9- 
3419-224-10), 91-13040 


Bands (Music) — United States. 
Army bands. (D 101.43/2:294), 91-13127 


Bank accounts — United States. 

Bank Account Safety and Soundness Act 
(H.R. 5590) : hearing before the Sub- 
committee on Financial Institutions Su- 
pervision, Regulation and Insurance of 
the Committee on Banking, Finance 
and Urban Affairs, House of Repre- 
sentatives, One Hundred F United 
States. Congress. House. Committee on 
Banking, Finance, and Urban Affairs. 
Subcommittee on Financial Institutions 
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Supervision, Regulation and Insurance. 
(Y 4.B 22/1:101-172), 91-13995 


Banking law — United States. 

Bank Account Safety and Soundness Act 
(H.R. 5590) : hearing before the Sub- 
committee on Financial Institutions Su- 
pervision, Regulation and Insurance of 
the Committee on Banking, Finance 
and Urban Affairs, House of Repre- 
sentatives, One Hundred F United 
States. Congress. House. Committee on 
Banking, Finance, and Urban Affairs. 
Subcommittee on Financial Institutions 
Supervision, Regulation and Insurance. 
(Y 4.B 22/1:101-172), 91-13995 


Financial Institution Reform, Recovery 
and Enforcement Act of 1989, 
FIRREA, and its impact on the Feder- 
al Home Loan Bank system : hearing 
before the Subcommittee on General 
Oversight and Investigations of the 


United State. Congress. House. Com- 
mittee on Banking, Finance, and Urban 
Affairs. Subcommittee on General 
Oversight and Investi (Y 4B 
22/1:101-177), 91-13996 


Banks and banking — United States. 
Oversight hearing on foreign competition 
in the banking industry : field hearing 
before the Subcommittee on Financial 
Institutions Supervision, Regulation 
and Insurance of the Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives, One Hun- 
dred First Congress, second session, 
Chicago, IL, May 14, 1990. United 
States. Congress. House. Committee on 
Banking, Finance and Urban Affairs. 
Subcommittee on Financial Institutions 
Supervision, and Insurance. 
(Y 4.B 22/1:101-123), 91-13989 


Bank Account Safety and Soundness Act 
(H.R. 5590) : hearing before the Sub- 
committee on Financial Institutions Su- 


and Urban Affairs, House of Repre- 
sentatives, One Hundred F United 
States. Congress. House. Committee on 
Banking, Finance, and Urban Affairs. 
Subcommittee on Financial Institutions 


Supervision, R: and Insurance. 
(Y 4.B 22/1:101-172), 91-13995 
Savings and loan crisis : major examina- 
tion and supervision problems in the 
Federal Home Loan Bank system : 
hearing before the Task Force on 
Urgent Fiscal Issues of the Committee 
on the Budget, House of Representa- 
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tives, One Hundred First Congress, 
second session, November 13, 1990. 
United States. Congress. House. Com- 
mittee on the Budget. Task Force on 
Urgent Fiscal Issues. (Y 4.B 85/3:101- 
4-8), 91-14001 


Banks and banking — United States — 

Periodicals. 

Legislative calendar / United States. 
Congress. House. Committee on Bank- 
ing, Finance, and Urban Affairs. (Y 4.B 
22/1-10:990), 91-13998 


Barns — United States. 
The preservation of historic barns / 
Auer, Michael. (I 29.84:20), 91-13634 


Barns — United States — Conservation and 
restoration. 

The preservation of historic barns / 

Auer, Michael. (I 29.84:20), 91-13634 


Basic education — United States. 
The Bottom line : basic skills in the 
workplace. (ED 1.310/2:291922), 91- 
13234 


High school graduates in entry level jobs 
: what do employers want? Ascher, 
Carol, 1941- (ED 1.310/2:293972), 91- 
13246 


Noneconomic effects of vocational edu- 
cation / Hotchkiss, Lawrence. (ED 
1.310/2:297132), 91-13267 


School Dropout Prevention and Basic 
Skills Improvement Act of 1990. 
United States. (AE 2.110:101-600), 91- 
12775 


Baths. 

The effects of normal and therapeutic 
baths on the central vascular organs of 
persons with healthy hearts, as meas- 
ured by x-ray [microform] / Boehm, 
G. (NAS 1.77:20252), 91-13819 


Bayonets — United States — Maintenance 
and repair — Handbooks, manuals, etc. 
Organizational and direct support mainte- 

nance manual (including repair parts 
and special tools list) for bayonet-knife, 
M6, with bayonet-knife scabbard, M10 
(1005-00-014-0369) and bayonet-knife, 
M7, with bayonet-knife scabbard, M10 
(1005-00-017-9701). (D 101.11:9-1005- 
237-23 & P/990), 91-13026 


Beaufort Sea — Navigation. 

United States, Alaska—Arctic coast, 
Griffin Pt. and approaches / United 
States. National Ocean Service. (C 
55.418/7:16042/990), 91-12857 


Beaverhead National Forest (Mont.) — 


Maps. 

Beaverhead National Forest : 7.5 minute 
series (topographic) / United States. 
Forest Service. Northern Region. (A 


13.28:B 38/4/45112-A 7), 
91-12680 


91-12679, 
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Bering Sea — Navigation. 

United States, Alaska—Pribilof Islands, 
St. Paul Island / United States. Nation- 
al Ocean Service. (C 55.418/7:16382/ 
990), 91-12860 


Betterments — Virgin Islands of the United 

States — Water Island. 

Secretary of the Interior’s report on 
Water Island oversight hearings 
before the Subcommittee on Insular 
and International Affairs of the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, One Hun- 
dredth Congress, first session ... hear- 
ings held in St. Thomas, VI, November 
13, 1987, November 14, 1987. United 
States. Congress. House. Committee on 
Interior and Insular Affairs. Subcom- 
mittee on Insular and International Af- 
fairs. (Y 4.In 8/14:100-84), 91-14086 


Bibliography — Best books. 

“Well acquainted with books” the 
founding framers of 1787 : with James 
Madison’s list of books for Congress / 
Rutland, Robert Allen, 1922- (LC 1.2:B 
64/12), 91-13687 


Bibliography — Early printed books — 18th 
century. 

“Well acquainted with books” the 
founding framers of 1787 : with James 
Madison’s list of books for Congress / 
Rutland, Robert Allen, 1922- (LC 1.2:B 
64/12), 91-13687 


Bibliotherapy — Handbooks, manuals, etc. 
Read Aloud Programs for the Elderly 
Project : instructional manual / Leon- 
ard, Gloria. (ED 1.310/2:304558), 91- 
13326 


Big South Fork National River and 

Recreation Area (Tenn. and Ky.) 

An Act to Amend the Water Resources 
Development Act of 1974 to Transfer 
Jurisdiction of the Big South Fork Na- 
tional River and Recreation Area 
From the Secretary of the Army to the 
Secretary of the Interior, and for Other 
purposes. United States. (AE 2.110:101- 
561), 91-12760 


Bilingual Program Resource and Training 
Center (New York City Public Schools) 
The Bilingual Program Resource and 

Training Center, 1985-1986 / (ED 
1.310/2:280929), 91-13180 


The Bilingual Program Resource and 
Training Center, 1986-1987 / Asselle, 
Maria Grazia. (ED 1.310/2:298773), 
91-13278 


Bills, Legislative — United States. 

Joint Resolution Waiving Certain Enroll- 
ment Requirements with respect to 
Any Reconciliation Bill, Appropriation 
Bill, or Continuing Resolution for the 
Remainder of the One Hundred First 
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Congress. United _ States. 
2.110:101-466), 91-12746 

Waiving certain points of order against 
consideration of H.R. 1283 : report (to 
accompany H. Res. 104). United States. 
Congress. House. Committee on Rules. 
(Y 1.1/8:102-12), 91-13936 


Binoculars — Handbooks, manuals, etc. 
Operator’s manual : binocular M19 W/E 
(1240-00-930-3833). (D 101.11:9-1240- 
381-10), 91-13032 


(AE 


Birth control — Research — United States. 

RU 486 : the import ban and its effect on 
medical research : hearing before the 
Subcommittee on Regulation, Business 
Opportunities, and Energy of the Com- 
mittee on Small Business, House of 
Representatives, One Hundred First 
Congress, second session, Washington, 
DC, November 19, 1990. United States. 
Congress. House. Committee on Small 
Business. Subcommittee on Regulation, 
Business Opportunities, and Energy. (Y 
4.Sm 1:101-85), 91-14132 


Black Sea — Navigation. 

Black Sea, Soviet Union, Port Novoros- 
siysk and approaches / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:55129/990), 91-12955 

Black Sea, Soviet Union, Port of Tuapse 
and approaches / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:55133/ 
990), 91-12956 


Soviet Union, Black Sea, Kurortnoye to 
Ochakov / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:55085/ 
990), 91-12954 


Blackbody radiation. 
Scaling blackbody laser to high powers 
[microform] / De Young, R. J. (NAS 
1.15:86395), 91-13710 


Block Island Sound (R.1.) — Navigation. 
United States—east coast, Rhode 
Island—Connecticut—New York, Fish- 
ers Island Sound / United States. Na- 
tional Ocean Service. (C 55.418/ 
7:13214/990), 91-12845 


Blocking oscillators — Maintenance and 
repair — Handbooks, manuals, etc. 
Organizational, direct support, and gener- 

al support maintenance repair parts and 
special tools lists (including depot 
maintenance repair parts and special 
tools) for noise blanker F-1139/GRC- 
159(V) (NSN 5820-00-960-8526). (D 
101.11:11-5820-554-24 P-8), 91-13070 
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Blue Canyon Wilderness (Or.) 

Mineral resources of the Blue Canyon 
and Owyhee Breaks Wilderness Study 
Areas, Malheur County, Oregon / (I 
19.3:1741-G), 91-13514 


Board of Governors of the Federal Reserve 
System (U.S.) — Appropriations and 
expenditures. 

Budget of the Federal Reserve System 
and proposals to control inflation : 
hearing before the Subcommittee on 
Domestic Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred First Congress, 
second session, June 14, 1990. United 
States. Congress. House. Committee on 
Banking, Finance, and Urban Affairs. 
Subcommittee on Domestic Monetary 
Policy. (Y 4.B  22/1:101-134), 91- 
13990 


Bolts and nuts. 

An application of retroduction to analyz- 
ing and testing the backing off of nuts 
and bolts during dynamic loading [mi- 
croform] / Kerley, James J. (NAS 
1.15:4001), 91-13696 


Books and reading — United States — 

History — 18th century. 

“Well acquainted with books” the 
founding framers of 1787 : with James 
Madison’s list of books for Congress / 
Rutland, Robert Allen, 1922- (LC 1.2:B 
64/12), 91-13687 


Boundary layer. 

An asymptotic investigation of the sta- 
tionary modes of instability of the 
boundary layer on a rotating disc [mi- 
croform] / Hall, Philip. (NAS 
1.26:177977), 91-13750 


An Act to Authorize the Transfer by 
Lease of a Specified Naval Landing 
Ship Dock to the Government of 
Brazil. United States. (AE 2.110:101- 
568), 91-12762 


Broad River (S.C.) — Navigation. 
United States—east coast, South Caroli- 
na, parts of Coosaw and Broad Rivers 
/ United States. National Ocean Serv- 
ice. (C 55.418/7:11519/990), 91-12836 


Bronx (New York, N.Y.) 
Project GET SET, 1986-1987 / Martinez, 
Ana L. (ED _1.310/2:298776), 91- 
13281 


Brook, Douglas Alan, 1944- 

Nominations before the Senate Armed 
Services Committee, second session, 
10ist Congress : hearings before the 
Committee on Armed Services, United 
States Senate, One Hundred First Con- 
gress, second session, on nominations 





of Douglas A. Brook (Feb. 21); Ste- 
phen K. Conver (Feb. 21); William J. 
Haynes, II (Feb. 21); Enrique Mendez, 
Jr. (Feb. 21); Collin R. McMillan ... 
February 21, 22; March 6; May 22; 
June 14, 21; September 28; October 24, 
1990. United States. Congress. Senate. 
Committee on Armed Services. (Y 
4.Ar 5/3:S.hrg.101-909), 91-13986 


Browning automatic rifle — Maintenance 
and repair — Handbooks, manuals, etc. 
DS, GS, and depot maintenance manual 

including repair parts and special tools 
lists rifle caliber .30, automatic, 
Browning, M1918A2, W/E (1005-674- 
1309). (D 101.11:9-1005-208-35), 91- 
13024 


Bubbles. 

Studies on pressure response of gas bub- 
bles contributions of condensed drop- 
lets in bubbles generated by a uniform 
nucleation [microform] / Matsumoto, 
Y. (NAS 1.77:20343), 91-13836 


Budd Inlet (Wash.) — Navigation. 

United States—west coast, Washington, 
Olympia Harbor and Budd Inlet / 
United States. National Ocean Service. 
(C 55.418/7:18456/990), 91-12875 


Budget — United States. 

Deferrals and revised deferrals of budget 
authority : message from the President 
of the United States transmitting a 
report of two new deferrals and four 
revised deferrals of budget authority 
which affect programs in international 
security assistance, and the departments 
of Agriculture, State, and Transporta- 
tion, pursuant to 2 U.S.C. 684(a), 
685(c). United States. President (1989- : 
Bush) (Y 1.1/7:102-24), 91-13924 


The economic and budget outlook : hear- 
ing before the Committee on the 
Budget, House of Representatives, One 
Hundred First Congress, second ses- 
sion, Thursday December 6, 1990. 
United States. Congress. House. Com- 
mittee on the Budget. (Y 4.B 85/3:101- 
14), 91-14003 


OMB’s response to government manage- 
ment failures : hearing before the Com- 
mittee on Governmental Affairs, 
United States Senate, One Hundred 
First Congress, second session, October 
3, 11, 1990. United States. Congress. 
Senate. Committee on Governmental 
Affairs. (Y 4.G 74/9:S.hrg.101-1152), 
91-14072 


Supplemental non-defense appropriations 
request for fiscal year 1991 : communi- 
cation from the President of the United 
States transmitting his request for 
emergency fiscal year 1991 supplemen- 
tal appropriations for various civilian 
executive branch agencies, pursuant to 
31 U.S.C. 1107. United States. Presi- 
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dent (1989- : Bush) (Y 1.1/7:102-44), 
91-13928 


Budget — United States — Periodicals. 
President ... fiscal year ... budget / (Y 4.B 
85/3:P 92/3/992), 91-14000 


Buoys — United States — Handbooks, 
manuals, etc. 
Aids to navigation : technical. United 
States. Coast Guard. (TD 5.8:N 22/7/ 
990), 91-13906 


Burley tobacco — Government policy — 

United States. 

An Act to Amend the Farm Poundage 
Quota Provisions of Section 319 (G), 
(H) and (I) of the Agricultural Adjust- 
ment Act of 1938, and for Other Pur- 
poses. United States. (AE 2.110:101- 
577), 91-12765 


Business enterprises — Taxation — United 
States. 
Taxpayers starting a business. United 
States. Internal Revenue Service. (T 
22.44/2:583/990), 91-13877 


1990 instructions for form 2106 : employ- 
ee business expenses. United States. In- 
ternal Revenue Service. (T 22.51:2106/ 
inst./990), 91-13890 


Cc 


Cactus Plain Wilderness (Ariz.) 

Mineral resources of the Cactus Plain and 
East Cactus Plain Wilderness Study 
Areas, La Paz County, Arizona / (I 
19.3:1704-D), 91-13513 


Cadiz (Spain) — Maps. 

North Atlantic Ocean, Spain—southwest 
coast, Ports of Cadiz, Base Naval de 
Rota and El Puerto de Santa Maria / 
Instituto Hidrografico de la Marina 
(Spain) (D 5.356:51165/989), 91-12946 


California — Maps, Topographic. 

7.5 minute series (topographic), [Califor- 
nia]. 37120-B6-TF-024, Turner Ranch 
quadrangle, California—Merced Co., 
1961 / Geological Survey (U.S.) (I 
19.81:37120-B 6-TF-024/976), 91- 
13580 

7.5 minute series (topographic), [Califor- 
nia]. 38120-D8-TF-024, Irish Hill quad- 
rangle, California—Amador Co., 1962 
/ Geological Survey (US.) (I 
19.81:38120-D 8-TF-024/962), 91- 
13590 


California — Public lands. 
Bishop resource management plan and 
environmental impact statement. (I 
1.98:B 54/3/maps/draft), 91-13508 
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Cam Ranh Region (Vietnam) Strategic aspects. 


Cam Ranh Region (Vietnam) — Strategic 


aspects. 

Bear tracks in Indochina : an analysis of 
Soviet presence in Vietnam / Johnson, 
Dion W. (D 301.26/6:B 38), 91-13147 


Cancer — Etiology — Congresses. 
Proceedings of the Fourth NCI/EPA/ 
NIOSH Collaborative Workshop 
Progress on Joint Environmental and 
Occupational Cancer Studies : April 
22-23, 1986, Holiday Inn Crowne Plaza 
Hotel, Rockville, Maryland / NCI/ 
EPA/NIOSH Collaborative Work- 
shop: Progress on Joint Environmental 
and Occupational Cancer Studies (4th : 
1986 : Rockville, Md.) (HE 20.3152:En 

8/986), 91-13484 


Cancer — Research — United States — 
Statistics. 
The association of selected cancers with 
service in the U.S. military in Vietnam 
: final report / Selected Cancers Coop- 
erative Study Group. (HE 20.7502:Se 
4), 91-13498 


Capacitance meters — Maintenance and 
repair — Handbooks, manuals, etc. 
Operator’s, organizational, direct support 

and general support maintenance 
manual for impedance bridge ZM-71A/ 
U (NSN _— 6625-00-236-1536). (D 
101.11:11-6625-3077-14), 91-13114 


Cape Verde / (C 61.11:C 17/990-2), 91- 


12892 


Cape Verde — Foreign economic relations — 
United States — Periodicals. 
Cape Verde / (C 61.11:C 17/990-2), 
12892 


Capital punishment — Government policy — 

United States. 

Death penalty legislation and the Racial 
Justice Act : hearing before the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, One 
Hundred First Congress, second ses- 
sion, on H.R. 4618 ... and H.R. 105, 
H.R. 380, H.R. 598, H.R. 1197, H.R. 
1464, H.R. 1477, H.R. 2196, Title I of 
H.R. 2709, and Titles I and II of H.R. 
3119 ... May 3 and 9, 1990. United 
States. Congress. House. Committee on 
the Judiciary. Subcommittee on Civil 
and Constitutional Rights. (Y 4.J 89/ 
1:101/125), 91-14094 


Carayannis, Jocelyne. 
An Act for the Relief of Jocelyne Car- 
ayannis and Marie Carayannis. United 
States. (AE 2.110/2:101-13), 91-12781 


Page I-314 


91- 





Marie. 
An Act for the Relief of Jocelyne Car- 
ayannis and Marie Carayannis. United 
States. (AE 2.110/2:101-13), 91-12781 


Carbon, Activated. 

Toxic substance removal in activated 
sludge and PAC treatment systems / 
Weber, Walter J., 1934 (EP 1.89/ 
2:600/S 2-86/045), 91-13344 


Carcinogenicity testing — Indexes — 
Periodicals. 


Survey of compounds which have been 
tested for carcinogenic activity / (HE 
20.3187:987-88/sec.1-2), 91-13485 


Carcinogens — Environmental aspects — 


Congresses. 

Proceedings of the Fourth NCI/EPA/ 
NIOSH Collaborative Workshop 
Progress on Joint Environmental and 
Occupational Cancer Studies : April 
22-23, 1986, Holiday Inn Crowne Plaza 
Hotel, Rockville, Maryland / NCI/ 
EPA/NIOSH Collaborative Work- 
shop: Progress on Joint Environmental 
and Occupational Cancer Studies (4th : 
1986 : Rockville, Md.) (HE 20.3152:En 
8/986), 91-13484 


Carcinogens — Indexes — Periodicals. 
Survey of compounds which have been 
tested for carcinogenic activity / (HE 

20.3187:987-88/sec.1-2), 91-13485 


Cardiovascular system. 

The effects of normal and therapeutic 
baths on the central vascular organs of 
persons with healthy hearts, as meas- 
ured by x-ray [microform] / Boehm, 
G. (NAS 1.77:20252), 91-13819 


Career changes. 
Adult career guidance [microform] / 
Belcher, James O. (ED _1.310/ 
2:288989), 91-13214 


Career changes — United States — Audio- 
visual aids. 
OPTIONS, expanding educational serv- 
ices for adults : publicity kit. (ED 
1.310/2:288986), 91-13212 


Career development — New York (N.Y.) 
Seward Park High School Project 
CABES (Career Advancement 
Through Education Skills), 1986-1987 / 
Cabrera, Eulalia. (ED 1.310/2:298775), 
91-13280 


Career education. 
The employer’s choice on the job [micro- 
form] / Izzo, Margaretha Vreeburg. 
(ED 1.310/2:288970), 91-13211 


Career education — New York (N.Y.) 
Chinese Bilingual Career Awareness Pro- 
gram, 1986-1987 / Scorza, Margaret H. 

(ED 1.310/2:298792), 91-13289 
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Career education — United States. 
It’s your life— take charge : user’s guide 
and student workbook / Veach, June. 
(ED 1.310/2:298322), 91-13275 


Noneconomic effects of vocational edu- 
cation / Hotchkiss, Lawrence. (ED 
1.310/2:297132), 91-13267 


Caribbean Sea — Navigation. 

South America, Panama—Colombia— 
north coast, Cabo Tiburon to Barran- 
quilla / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:24480/990), 
91-12931 


West Indies, Guadeloupe (France), an- 
chorages in Guadeloupe / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:25567/990), 91-12932 

West Indies, St. Thomas, Saint Thomas 
Harbor / United States. National 
Ocean Service. (C 55.418/7:25649/990), 
91-12882 


Caroline Islands — Maps. 

North Pacific Ocean, Federated States of 
Micronesia, Caroline Islands—western 
part / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:81002/990), 91-12986 


Casinos — Law and legislation — United 

States. 

Gambling on vessels : hearing before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, One Hundred First Congress, ses- 
sion second on H.R. 5533 ... H.R. 5534 
... October 3, 1990. United States. Con- 
gress. House. Committee on Merchant 
Marine and Fisheries. Subcommittee on 
Merchant Marine. (Y 4.M 53:101-122), 
91-14110 


Cataloging — Bibliography — Catalogs — 

Periodicals. 

The complete catalog / Library of Con- 
gress. Cataloging Distribution Service. 
(LC 30.27/2:991), 91-13693 

Library of Congress, the complete cata- 
log Library of Congress. Cataloging 
Distribution Service. (LC 30.27/2:991), 
91-13693 


Cavitation. 

Studies on pressure response of gas bub- 
bles contributions of condensed drop- 
lets in bubbles generated by a uniform 
nucleation [microform] / Matsumoto, 
Y. (NAS 1.77:20343), 91-13836 


Cement. 
Final report on the use of reinforced in- 
organic cement materials for spark 
wire and drift chamber wire frames 
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[microform] / (NAS 1.26:180759), 
13774 


91- 


Central America — Economic policy. 

The Central American Democracy and 
Development Act, S. 3041 : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, One Hun- 
dred First Congress, second session, 
September 18, 1990. United States. 
Congress. Senate. Committee on For- 
eign Relations. (Y 4.F 76/2:S.hrg.101- 
1122), 91-14056 


Central America — Politics and government. 
The Central American Democracy and 
Development Act, S. 3041 : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, One Hun- 
dred First Congress, second session, 
September 18, 1990. United States. 
Congress. Senate. Committee on For- 
eign Relations. (Y 4.F 76/2:S.hrg.101- 
1122), 91-14056 


Central America — Social policy. 

The Central American Democracy and 
Development Act, S. 3041 : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, One Hun- 
dred First Congress, second session, 
September 18, 1990. United States. 
Congress. Senate. Committee on For- 
eign Relations. (Y 4.F 76/2:S.hrg.101- 
1122), 91-14056 


Central nervous system — Diseases. 
Neuroaxonal dystrophy : an ultrastruc- 
tural link between subacute spongiform 
virus encephalopathies and Alzheimer’s 
disease / (HE 20.3502:N 39/8), 91- 
13487 


Centrifugal pumps — Maintenance and 
repair — Handbooks, manuals, etc. 
Operator and organizational maintenance 

manual pump, centrifugal, fresh 
water; gasoline driven, 2 wheel mount- 
ed; 4 in 500 GPM, 30 ft head, (Carver 
model K400S) FSN 4320-810-7311 (less 
engine). (D 101.11:5-4320-215-12), 91- 
13015 


Operator, organizational, direct support 
and general support maintenance 
manual including repair parts and spe- 
cial tools list : pump, centrifugal: frame 
mounted, 1 1/2 in. MIL-P-14514D, 
electrical motor driven, (E.C. Schleyer 
Pump Co. model 4M-SE2000) NSN 
4320-01-010-5888. (D _  101.11:5-4320- 
274-14 & P), 91-13017 


Champlain, Lake — Navigation. 

United States, Great Lakes, Lake Cham- 
plain—Vermont—New York, Riviere 
Richelieu to South Hero Island / 
United States. National Ocean Service. 
(C 55.418/7:14781), 91-12847 





Children of minorities Education U.S. 


Charitable uses, trusts, and foundations — 

Taxation — United States. 

1990 instructions for Form 990-PF 
return of private foundation or section 
4947 (a)(1) charitable trust treated as a 
private foundation. United States. In- 
ternal Revenue Service. (T 22.51:990- 
PF/inst./990), 91-13881 


Charlevoix, Lake (Mich.) — Navigation. 
United States—Great Lakes, Lake Michi- 
gan—Michigan, Lake Charlevoix / 
United States. National Ocean Service. 

(C 55.418/7:14942/990), 91-12854 


Checks — United States. 
U.S. government check deadlines. (T 
63.123:C 41/5), 91-13896, 91-13897 


Chemical reactions. 
Interaction of vinylidene fluoride - tetra- 
fluoroethylene copolymer with ammo- 
nia [microform] / Kostrov, Yu. A. 
(NAS 1.77:20292), 91-13825 


Chemicals — Accidents — Handbooks, 
manuals, etc. 

Prevention reference manual : control 
technologies / Davis, Daniel S. (Daniel 
Scott), 1958- (EP 1.23/9:600/8-87/039 
a), 91-13342 


Chemicals — Periodicals. 

List of proprietary substances and non- 
food compounds authorized for use 
under USDA inspection and grading 
programs / (A 110.15:990), 91-12709 


Chemicals — United States — Safety 
measures. 

Adequacy of OSHA protections for 
chemical workers : hearing before the 
Employment and Housing Subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
One Hundred First Congress .... United 
States. Congress. House. Committee on 
Government Operations. Employment 
and Housing Subcommittee. (Y 4.G 
74/7:C 42/pt.2), 91-14061 


Chemical emergency preparedness and 
prevention technical assistance bulletin 
: state of Ohio : Hamilton County, 
Ohio : Wallingford, Connecticut : Oau- 
chita Parish, Louisiana. (EP 1.2:Em 3/ 
3), 91-13334 


Chesapeake Bay (Md. and Va.) — 

Navigation. 

United States—east coast, Virginia, 
Chesapeake Bay entrance / United 
States. National Ocean Service. (C 
55.418/7:12221/990), 91-12838 


Chichagof Island (Alaska) — Maps. 

United States, Alaska—southeast coast, 
west coast of Chichagof Island, Khaz 
Bay / United States. National Ocean 
Service. (C 55.418/7:17322), 91-12867 
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Child health services. 

Family-centered health care for medically 
fragile children [microform] : principles 
and practices / Nelkin, Valerie. (ED 
1.310/2:303000), 91-13316 


Child welfare — United States. 

Federal programs affecting children and 
their families, 1990 : a report, together 
with additional minority views, of the 
Select Committee on Children, Youth, 
and Families, House of Representa- 
tives, One Hundred First Congress, 
second session. (Y 4.C 43/2:C 43/7/ 
990), 91-14006 


Children — Books and reading. 

Becoming a nation of readers [micro- 
form] : what parents can do / Binkley, 
Marilyn R. (ED 1.310/2:289160), 91- 
13220 


Children — Conduct of life — Research — 
United States. 
Television and children : a review of 
recent research / Comstock, George 
A. (ED 1.310/2:292466), 91-13237 


Children — Government policy — United 

States. 

Federal programs affecting children and 
their families, 1990 : a report, together 
with additional minority views, of the 
Select Committee on Children, Youth, 
and Families, House of Representa- 
tives, One Hundred First Congress, 
second session. (Y 4.C 43/2:C 43/7/ 
990), 91-14006 


Children — United States — Language. 
Second language learners’ formal defini- 
tions : an oral language correlate of 
school literacy / (ED 1.310/2:287307), 
91-13208 


Children, Black — Medical care — United 

States. 

Health care crisis : problems of cost and 
access for children of color : hearing 
before the Task Force on Human Re- 
sources of the Committee on the 
Budget, House of Representatives, One 
Hundred First Congress, second ses- 
sion, November 19, 1990. United 
States. Congress. House. Committee on 
the Budget. Task Force on Human Re- 
sources. (Y 4.B 85/3:101-5-14), 91- 
14002 


Children of migrant laborers — Education — 
United States. 
Models of effective migrant education 
programs / Mattera, Gloria. (ED 
1.310/2:294704), 91-13249 


Children of minorities — Education — 
United States. 
Beyond language : social and cultural fac- 
tors in schooling language minority stu- 
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dents / (ED _ 1.310/2:304241), 91- Citizenship. 


13321 


China — Bibliography — Catalogs. 
China. United States. Superintendent of 
Documents. (GP  3.22/2:299/990-2), 
91-13478 


China — Foreign relations — United States. 
Sino-American relations : one year after 
the massacre at Tiananmen Square : 
hearing before the Subcommittee on 
East Asian and Pacific Affairs of the 
Committee on Foreign Relations, 
United States Senate, One Hundred 
First Congress, second session, June 6, 
1990. United States. Congress. Senate. 


Committee on Foreign Relations. Sub- | 


committee on East Asian and Pacific 
Affairs. (Y 4.F 76/2:S.hrg.101-1125), 
91-14057 


China — Politics and government — 1976- 
Sino-American relations : 
the massacre at Tiananmen Square : 


hearing before the Subcommittee on | 


East Asian and Pacific Affairs of the 
Committee on Foreign Relations, 
United States Senate, One Hundred 
First Congress, second session, June 6, 
1990. United States. Congress. Senate. 
Committee on Foreign Relations. Sub- 
committee on East Asian and Pacific 
Affairs. (Y 4.F 76/2:S.hrg.101-1125), 
91-14057 


Chinese Americans — Education — New 
York (N.Y.) 
Bilingual Pupil Services, 1986-1987 / Ca- 
brera, Eulalia. (ED  1.310/2:298788), 
91-13287 


Chinese Bilingual Career Awareness Pro- 
gram, 1986-1987 / Scorza, Margaret H. 
(ED 1.310/2:298792), 91-13289 


Project CHAMP, 1986-1987 / Cabrera, 
Eulalia. (ED _ 1.310/2:298785), 91- 
13286 


Chlorophyll. 

Remote determination of chlorophyll 
concentration in the ocean using an op- 
tical pulse radar [microform] / Levin, 
I. M. (NAS 1.77:20301), 91-13830 


Chukchi Sea — Navigation. 

United States, Alaska—Arctic coast, 
Cape Sabine / United States. National 
Ocean Service. (C 55.418/7:16104/990), 
91-12859 


United States, Alaska—Arctic coast, 
Peard Bay and approaches / United 
States. National Ocean Service. (C 
55.418/7:16084/990), 91-12858 


Cigarette habit — Treatment — United 
States. 
Nurses, help your patients stop smoking. 
(HE 20.3002:N 93/12), 91-13482 
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Handbook on human rights and citizen- 
ship / (ED 1.310/2:289806), 91-13224 
Citizenship — United States — Congresses. 
Content, character and choice in school- 
ing : public policy and research impli- 
cations : proceedings of a symposium / 
National Council on Educational Re- 
search. (ED _ 1.310/2:298020), 91- 
13273 


City children — Education — United States. 
Improving the school-home connection 
for low-income urban parents. Ascher, 
Carol, 1941- (ED 1.310/2:293973), 91- 
13247 


Civics — Awards. 

Joint Resolution Committing to the Pri- 
vate Sector the Responsibility for Sup- 
port of the Civic Achievement Award 
Program in Honor of the Office of 
Speaker of the House of Representa- 
tives, and for Other Purposes. United 
States. (AE 2.110:101-483), 91-12750 


Civil reserve air fleet. 

Effectiveness of the U.S. Civil Reserve 
Air Fleet program : hearing before the 
Subcommittee on Investigations and 
Oversight of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred First 
Congress, second session, October 10, 
1990. United States. Congress. House. 
Committee on Public Works and 
Transportation. Subcommittee on In- 
vestigations and Oversight. (Y 4.P 96/ 
11:101-80), 91-14127 


Civil rights. 
Handbook on human rights and citizen- 
ship / (ED 1.310/2:289806), 91-13224 


Civil rights — Periodicals. 

Country reports on human rights prac- 
tices : report submitted to the Commit- 
tee on Foreign Relations, U.S. Senate 
and Committee on Foreign Affairs, 
U.S. House of Representatives by the 
Department of State in accordance 
with sections 116(d) and 502B(b) of the 
Foreign Assistance Act of 1961, as 
amended. Country reports on human 
rights practices (Washington, D.C. : 
1979) (Y 4.F 76/1-15:990), 91-14055 


Civil rights — United States. 

First amendment rights of federal work- 
ers : hearing before the Employment 
and Heusing Subcommittee of the 
Committee on Government Operations, 
House of Representatives, One Hun- 
dred First Congress, second session, 
February 14, 1990. United States. Con- 
gress. House. Committee on Govern- 
ment Operations. Employment and 
Housing Subcommittee. (Y 4.G 74/7:W 
89/5), 91-14067 
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The Reauthorization of the U.S. Commis- 
sion on Civil Rights : hearing before 
the Subcommittee on the Constitution 
of the Committee on the Judiciary, 
United States Senate, One Hundred 
First Congress, first session, on ... June 
22, 1989. United States. Congress. 
Senate. Committee on the Judiciary. 
Subcommittee on the Constitution. (Y 
4.J 89/2:S.hrg.101-1077), 91-14100 


Civil service — United States — Periodicals. 
Administrative personnel (AE 2.106/3:5/ 
pt.1-699/991), 91-12712 


CFR. 5, Administrative personnel (AE 
2.106/3:5/pt.1-699/991), 91-12712 


Code of federal regulations. 5, Adminis- 
trative personnel. (AE 2.106/3:5/pt.1- 
699/991), 91-12712 


Civil service — United States — Statistics. 

Federal employees : appointees converted 
to career positions, April through June 
1988 : fact sheet for the chairman, 
Committee on Post Office and Civil 
Service, House of Representatives / 
United States. General Accounting 
Office. (GA 1.13:;GGD-88-131 FS), 
91-13460 


Civil service positions — United States — 
Classification — Handbooks, manuals, etc. 
Handbook of occupational groups and 

series. (PM 1.8/2:990), 91-13848 


Clarence Strait (Alaska) — Navigation. 
United States, Alaska—southeast coast, 
Keku Strait, Monte Carlo Island to En- 
trance Island / United States. National 
Ocean Service. (C 55.418/7:17372/990), 
91-12869 


United States, Alaska—southeast coast, 
Lake Bay and approaches, Clarence 
Strait / United States. National Ocean 
Service. (C 55.418/7:17401/990), 91- 
12870 


United States, Alaska—southeast coast, 
south end of Prince of Wales Island, 
Kendrick Bay to Shipwreck Point / 
United States. National Ocean Service. 
(C 55.418/7:17433/990), 91-12873 


Classroom management — United States. 
Improving student discipline. (ED 1.310/ 
2:296982), 91-13265 


Climatic changes. 
Changing by degrees : steps to reduce 
greenhouse gases : summary. (Y 3.T 
22/2:2 D 36/3/sum.), 91-13949 


Climatic changes — Government policy — 

United States. 

Global Climate Change Prevention Act 
of 1989—S. 1610 : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
One Hundred First Congress, first ses- 
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sion, on S. 1610 ... November 6, 1989. 
United States. Congress. Senate. Com- 
mittee on Agriculture, Nutrition, and 
Forestry. (Y 4.Ag 8/3:S.hrg.101-1135), 
91-13971 


Closed caption television — Government 
policy — United States. 

Television Decoder Circuitry Act of 
1990 : report of the Senate Committee 
on Commerce, Science, and Transpor- 
tation on S. 1974. United States. Con- 


1.1/5:101-393), 91-13916 


Clothing trade — United States. 

Textile, Apparel and Footwear Trade 
Act of 1990 : hearing before the Com- 
mittee on Finance, One Hundred First 
Congress, second session, on S. 2411, 
June 7, 1990. United States. Congress. 
Senate. Committee on Finance. (Y 4.F 
49:S.hrg.101-1185), 91-14041 


Clothing trade — United States — Statistics. 
1987 census of manufactures. Industry 
series. Miscellaneous apparel and acces- 
sories, industries 2371, 2381, 2384, 
2385, 2386, 2387, and 2389. Census of 
manufactures (1987). Industry series. (C 
3.24/4:MC 87-I-23 D/990), 91-12785 


Coastwise shipping — Law and legislation — 

United States. 

Gambling on vessels : hearing before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, One Hundred First Congress, ses- 
sion second on H.R. 5533 ... H.R. 5534 
... October 3, 1990. United States. Con- 
gress. House. Committee on Merchant 
Marine and Fisheries. Subcommittee on 
Merchant Marine. (Y 4.M 53:101-122), 
91-14110 


Stability of surface nucleation [micro- 
form] /  Salik, Joshua. (NAS 
1.15:88806), 91-13725 


Cognitive styles in children — United States. 
Individual differences / Sealey, Jean. 
(ED 1.310/2:300218), 91-13300 


Cohabitation — United States — Statistics. 
Cohabitation, marriage, marital dissolu- 
tion, and remarriage : United States, 
1988 : data from the National Survey 
of Family Growth / by Kathryn A. 
London. London, Kathryn A. (HE 
20.6209/3:194), 91-13494 


Collective bargaining — Local officials and 
employees — United States. 

1990 oversight hearing on the National 
Labor Relations Board : hearing before 
the Employment and Housing Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 





tives, One Hundred First Congress, 
second session, October 3, 1990. United 
States. Congress. House. Committee on 
Government Operations. Employment 
and Housing Subcommittee. (Y 4.G 
74/7:N 21/3/990), 91-14064 


Bargaining calendar / (L 2.3/8:991), 91- 


13649 


College administrators — Selection and 
appointment. 

Selecting college and university person- 
nel [microform] : the quest and the 
questions / Kaplowitz, Richard A., 
1940- (ED 1.310/2:282489), 91-13185 


College athletes — Legal status, laws, etc. — 

United States. 

An Act to Require Institutions of Higher 
Education Receiving Federal Financial 
Assistance to Provide Certain Informa- 
tion with Respect to the Graduation 
Rates of Student-Athletes at Such Insti- 
tutions. United States. (AE 2.110:101- 
542), 91-12754 


Student Right-to-Know and Campus Se- 
curity Act United States. (AE 
2.110:101-542), 91-12754 


College attendance — 
Statistics. 
Postsecondary fall enrollment, 1986. (ED 

1.310/2:299887), 91-13294 


College entrance achievement tests — United 

States. 

College student outcomes assessment : a 
talent development perspective / 
Jacobi, Maryann. (ED 1.310/2:296693), 
91-13263 


College graduates — United States — Rating 
f. 


United States — 


College student outcomes assessment : 


talent development perspective / 
Jacobi, Maryann. (ED 1.310/2:296693), 
91-13263 


College presidents — United States. 
Symbolism and presidential perceptions 
of leadership / Tierney, William G. 

(ED 1.310/2:292405), 91-13236 


College-school cooperation — Research — 

Michigan. 

Collaborating with teachers on research : 
pioneering efforts at the Institute for 
Research on Teaching / Porter, 
Andrew C. (ED 1.310/2:283794), 91- 
13192 


College sports — Law and legislation — 

United States. 

An Act to Require Institutions of Higher 
Education Receiving Federal Financial 
Assistance to Provide Certain Informa- 
tion with Respect to the Graduation 
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Rates of Student-Athletes at Such Insti- 
tutions. United States. (AE 2.110:101- 
542), 91-12754 


Student Right-to-Know and Campus Se- 
curity Act United States. (AE 
2.110:101-542), 91-12754 


College students — Mental health — United 
States. 
Reducing stress among students / Whit- 
man, Neal. (ED 1.310/2:284526), 91- 
13199 


College students, Rating of — United States. 
College student outcomes assessment : a 
talent development perspective / 
Jacobi, Maryann. (ED 1.310/2:296693), 
91-13263 


Issues in student assessment / (ED 1.310/ 
2:286547), 91-13205 


College teachers — Selection and 
t. 

Selecting college and university person- 
nel [microform] : the quest and the 
questions / Kaplowitz, Richard A., 
1940- (ED 1.310/2:282489), 91-13185 


College trustees — United States. 

Working effectively with trustees : build- 
ing cooperative campus leadership / 
Taylor, Barbara E. (ED _1.310/ 
2:284509), 91-13196 


Collocation methods. 

Spectral collocation methods [microform] 
/ Hussaini, M. Yousuff. (NAS 
1.26:178373), 91-13762 


Colonial National Historical Park (Va.) 

An Act to Authorize the Secretary of the 
Interior to Permit Certain Uses of 
Lands within the Colonial National 
Historical Park in the Commonwealth 
of Virginia. United States. (AE 
2.110:101-573), 91-12764 


Colorado — Maps, Topographic. 

7.5 minute series (topographic), [Colora- 
do]. 37107-C1-TF-024, Pagosa Springs 
quadrangle, Colorado—Archuleta Co., 
1964 / Geological Survey (U.S.) (I 
19.81:37107-C 1-TF-024/964), 91- 
13575 


7.5 minute series (topographic), [Colora- 
do]. 37107-D4-TF-024, Granite Peak 
quadrangle, Colorado, 1964 / Geologi- 
cal Survey (U.S.) (1 19.81:37107-D 4- 
TF-024/973), 91-13576 


7.5 minute series (topographic), [Colora- 
do]. 37108-F2-TF-024, Clyde Lake 
quadrangle, Colorado, 1963 / Geologi- 
cal Survey (U.S.) (1 19.81:37108-F 2- 
TF-024/971), 91-13577 


7.5 minute series (topographic), [Colora- 
do]. 38106-D1-TF-024, Poncha Pass 
quadrangle, Colorado, 1980 / Geologi- 
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cal Survey (U.S.) (I 19.81:38106-D 1- 
TF-024/980), 91-13585 


7.5 minute series (topographic), [Colora- 
do]. 39102-C2-TF-024, Peconic quad- 
rangle, Colorado—Kit Carson Co., 
1969 / Geological Survey (U.S.) (I 
19.81:39102-C 2-TF-024/980), 91- 
13593, 91-13594 


7.5 minute series (topographic), [Colora- 
do]. 40108-A7-TF-024, Rangely quad- 
rangle, Colorado—Rio Blanco Co., 
1962 / Geological Survey (U.S.) (I 
19.81:40108-A 7-TF-024/972), 91- 
13600 


Colorado — Public lands. 

Final wilderness environmental impact 
statement for the San Juan/San Miguel 
planning area, Montrose District, Colo- 
rado / United States. Bureau of Land 
Management. Montrose District. (I 
1.98:Sa 5 j/2/final), 91-13509 


Command and control systems — 
Handbooks, manuals, etc. 
A visitor guide. United States. Air Force. 
Space Wing, Ist. (D 301.6/5:Sp 1), 
91-13146 


Commercial buildings — United States — 

Catalogs — Periodicals. 

Real estate asset inventory. (Y 3.R 31/ 
2:15/990-3/v.1) (Y 3.R 31/2:15/990-3/ 
v.2/pt.1-4) (Y 3.R 31/2:15/990-3/v.3), 
91-13946 


Commercial credit — United States. 

1990 instructions for Form 3800 : general 
business credit. United States. Internal 
Revenue Service. (T 22.51:3800/inst./ 
990), 91-13891 


Communicable diseases — United States. 
HHS authority over immigration and 
public health : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
One Hundred First Congress, second 
session, on H.R. 4506 ... June 27, 1990. 
United States. Congress. House. Com- 
mittee on Energy and Commerce. Sub- 
committee on Health and the Environ- 
ment. (Y 4.En 2/3:101-201), 91-14036 


Communicable diseases in children — United 
States — Prevention. 
Infectious diseases in day care / Sleator, 
Esther K. (ED 1.310/2:269157), 91- 
13167 


Communication — Congresses. 

Proceedings of the Mobile Satellite Con- 
ference, May 3-5, 1988 [microform] / 
Mobile Satellite Conference (1988 : 
Pasadena, Calif.) (NAS 1.26:182964), 
91-13786 
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Communication and culture — Bibliography. 

Do’s and don’t’s in doing business over- 

seas / Lassanyi, Mary E. (A 17.18/ 
6:91-01), 91-12699 


Communication in organizations — 

Bibliography. 

Organizational communication [micro- 
form] : a selected, annotated bibliogra- 
phy / Rogers, Donald P. (ED 1.310/ 
2:289195), 91-13222 


Community and school — Maryland — 

Baltimore — Directories. 

Resource manual : Baltimore City Public 
Schools, Division of Pupil Services and 
Special Programs. (ED _1.310/ 
2:291833), 91-13233 


Community colleges — Administration — 
Research — United States. 
Applying institutional research in deci- 
sion making / (ED 1.310/2:292484), 
91-13238 


Community colleges — Curricula. 
External influences on the curriculum / 
(ED 1.310/2:302297), 91-13313 


Compass — Maintenance and repair — 

Handbooks, manuals, etc. 

Operator, organizational, field and depot 
maintenance manual : compass, mag- 
netic, unmounted, M2. (D_ 101.11:9- 
1290-333-15), 91-13034 


Compensatory education — United States. 
Effective compensatory education source- 
book / Griswold, Philip A. (ED 1.310/ 
2:276787), 91-13174, 91-13291 


Competency based education — United 
States. 
The nature of economic literacy / Banas- 
zak, Ronald A. (ED 1.310/2:284823), 
91-13200 


Competency based educational tests — 
United States. 
Issues in student assessment / (ED 1.310/ 
2:286547), 91-13205 


Competition, International. 

National security review of two foreign 
acquisitions in the semiconductor 
sector : statement of Allan I. Men- 
delowitz, Director, International 
Trade, Energy, and Finance Issues 
before the Subcommittee on Com- 
merce, Consumer Protection and Com- 
petitiveness, House Committee on 
Energy and Commerce, House of Rep- 
resentatives. Mendelowitz, Allan I. 
(GA 1.5/2:T-NSIAD-90-47), 91-13448 

Oversight hearing on foreign competition 
in the banking industry : field hearing 
before the Subcommittee on Financial 
Institutions Supervision, Regulation 
and Insurance of the Committee on 
Banking, Finance and Urban Affairs, 
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House of Representatives, One Hun- 
dred First Congress, second session, 
Chicago, IL, May 14, 1990. United 
States. Congress. House. Committee on 
Banking, Finance and Urban Affairs. 
Subcommittee on Financial Institutions 
Supervision, Regulation and Insurance. 
(Y 4.B 22/1:101-123), 91-13989 


Textile, Apparel and Footwear Trade 
Act of 1990 : hearing before the Com- 
mittee on Finance, One Hundred First 
Congress, second session, on S. 2411, 
June 7, 1990. United States. Congress. 
Senate. Committee on Finance. (Y 4.F 
49:S.hrg.101-1185), 91-14041 


U.S. trade negotiations : hearing before 
the Subcommittee on Commerce, Con- 
sumer Protection, and Competitiveness 
of the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred First Congress, second ses- 
sion, July 18, 1990. United States. Con- 
gress. House. Committee on Energy 
and Commerce. Subcommittee on 
Commerce, Consumer Protection, and 
Competitiveness. (Y 4.En 2/3:101-207), 
91-14037 


Composite materials. 

Advanced organic composite materials 
for aircraft structures [microform] : 
future program / National Research 
Council (U.S.). Committee on the 
Status and Viability of Composite Ma- 
terials for Aircraft Structures. (NAS 
1.26:181467), 91-13776 


Composite materials — Testing. 

Standard test evaluation of graphite 
fiber/resin matrix composite materials 
for improved toughness [microform] / 
Chapman, Andrew a (NAS 
1.15:86298), 91-13706 


Composition (Language arts) 
Research in effective teaching of writing 
/ White, Edward M. (Edward Mi- 
chael), 1933- (ED_ 1.310/2:275007), 
91-13170 


Compost — Bibliography. 

Composts and composting of organic 
wastes : January 1985 - July 1990 / 
MacLean, Jayne T. (A 17.18/4:91-27), 
91-12694 


Computer-assisted instruction — Oregon — 

Authoring programs. 

Final report for computer-assisted in- 
struction adult literacy workshop : a 
310/special demonstration project, 
1986-1987 / Vanis, Mary I. (ED 1.310/ 
2:287527), 91-13210 
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States. 
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instruction / Komoski, P. Kenneth. 
(ED 1.310/2:295676), 91-13254 


Computer bulletin boards. 
Electronic bulletin board system for the 
Federal Depository Library Program : 
a study / MacGilvray, Marian W. (GP 
3.2:El 2), 91-13470 


Computer engineers — Salaries, etc. — 
American Samoa. 


An Act to Eliminate “Substantial Docu- 
mentary Evidence” Requirement for 
Minimum Wage Determination for 
American Samoa, and for Other Pur- 
poses. United States. (AE 2.110:101- 
583), 91-12768 


Computer industry — United States. 

Computer Software Rental Amendments 
Act : hearing before the Subcommittee 
on Courts, Intellectual Property, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, One Hundred First 
Congress, second session, on H.R. 
2740, S. 198, and H.R. 5297 ... July 30, 
1990. United States. Congress. House. 
Committee on the Judiciary. Subcom- 
mittee on Courts, Intellectual Property, 
and the Administration of Justice. (Y 
4.J 89/1:101/113), 91-14093 


literacy — United States. 
Information skills for an information soci- 
ety : a review of research / Kuhithau, 
Carol Collier, 1937- (ED _ 1.310/ 
2:297740), 91-13271 


network 
Fairness of channel access for non-time- 
critical traffic using the FDDI token 
ring protocol [microform] / Johnson, 
Marjory J. (NAS _1.15:89389), 91- 
13730 


networks — Workload. 
Workload characterization for the space 
station data communications system 
[microform] / Sevcik, Kenneth C. 

(NAS 1.15:89396), 91-13732 


Computer programmers — Salaries, etc. — 
American Samoa. 


An Act to Eliminate “Substantial Docu- 
mentary Evidence” Requirement for 
Minimum Wage Determination for 
American Samoa, and for Other Pur- 
poses. United States. (AE 2.110:101- 
583), 91-12768 


Computer programs. 

Computer program for prediction of cap- 
ture maneuver probability for an on-off 
reaction controlled upper stage [micro- 
form] / Knauber, R. N. (NAS 
1.26:165937), 91-13740 


Transferable Output ASCII Data 
(TOAD) file format description [micro- 
form] / Binge!, Bradford. (NAS 
1.26:178361), 91-13755 





Computer programs — Catalogs. 
A comparison of computerized job 
matching systems / Botterbusch, Karl 
F. (ED 1.310/2:289084), 91-13219 


Computer software. 

Computer Software Rental Amendments 
Act : hearing before the Subcommittee 
on Courts, Intellectual Property, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, One Hundred First 
Congress, second session, on H.R. 

2740, S. 198, and H.R. 5297 ... July 30, 
1990. United States. Congress. House. 
Committee on the Judiciary. Subcom- 
mittee on Courts, Intellectual Property, 
and the Administration of Justice. (Y 
4.J 89/1:101/113), 91-14093 


Computer vision. 

Combined optimization of image-gather- 
ing and image-processing systems for 
scene feature detection [microform] / 
Halyo, Nesim. (NAS 1.26:178353), 91- 
13752 


Computers — Access control. 
Access control and privacy in large dis- 
tributed systems [microform] / Leiner, 
Barry M. (NAS 1.15:89397), 91-13733 


Computers — Technological innovations. 
TABLET [microform] the personal 
computer of the year 2000 / (NAS 
1.26:182528), 91-13782 


Conflict of interests — United States. 

Ethics enforcement : results of conflict of 
interest investigation : report to con- 
gressional requesters / United States. 
General Accounting Office. (GA 
1.13:GGD-88-34), 91-13453 


Congo (Brazzaville) — Economic conditions 
Periodicals. 


The Congo / Congo (Washington, D.C.) 
(C 61.11:C 76/990), 91-12893 


The Congo / Congo (Washington, D.C.) 
(C 61.11:C 76/990), 91-12893 


Conservation laws (Mathematics) 

A kinetic equation with kinetic entropy 
functions for scalar conservation laws 
[microform] / Perthame, Benoit. (NAS 
1.26:181985), 91-13779 


Conservation laws (Physics) 

Semi-discrete approximations to nonlinear 
systems of conservation laws [micro- 
form] consistency and L [symbol for 
infinity]-stability imply convergence / 
Tadmor, Eitan. (NAS _ 1.26:181683), 
91-13777 
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Conservation of natural resources — 

Colorado. 

Final wilderness environmental impact 
statement for the San Juan/San Miguel 
planning area, Montrose District, Colo- 
rado / United States. Bureau of Land 
Management. Montrose District. (I 
1.98:Sa 5 j/2/final), 91-13509 


Consumer protection. 

Consumer energy price increases : hear- 
ing before the Subcommittee on the 
Consumer of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, One Hundred 
First Congress, second session, on the 
effects on consumer prices of recent 
Middle East disturbances, August 7, 
1990. United States. Congress. Senate. 
Committee on Commerce, Science, and 
Transportation. Subcommittee on the 
Consumer. (Y 4.C 73/7:S.hrg.101- 
1074), 91-14008 


Consumer protection — Law and legislation 

— United States. 

An Act to Amend Title 39, United States 
Code, to Designate as Nonmailable 
Matter Solicitations for the Purchase of 
Goods or Services, or Solicitation for 
Donations Which Could Reasonably 
Be Construed as Implying Any Federal 
Government Connection or Endorse- 
ment, unless Such Matter Contains an 
Appropriate, Conspicuous Disclaimer, 
and for Other United States. 
(AE 2.110:101-524), 91-12752 

Deceptive Mailings Prevention Act of 
1990 United States. (AE 2.110:101-524), 
91-12752 

Product Liability Reform Act : hearing 
before the Committee on the Judiciary, 
United States Senate, One Hundred 
First Congress, second session, on S. 
1400, a bill to regulate interstate com- 
merce by providing for a uniform 
product liablity law ... July 31, 1990. 
United States. Congress. Senate. Com- 
mittee on the Judiciary. (Y 4. 89/ 
2:S.hrg.101-1188), 91-14103 


Consumer protection — United States. 

Regulation of all-terrain vehicles : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
One Hundred First Congress, second 
session, July 27, 1990. United States. 
Congress. Senate. Committee on Gov- 
ernmental Affairs. (Y 4G 74/ 
9:S.hrg.101-1166), 91-14074 

Review of producer-funded checkoff pro- 
grams : hearing before the Subcommit- 
tee on Livestock, Dairy, and Poultry 
of the Committee on Agriculture, 
House of Representatives, One Hun- 
dred First second session, 
March 27, 1990. United States. Con- 
gress. House. Committee on Agricul- 
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ture. Subcommittee on Livestock, 
Dairy, and Poultry. (Y 4.Ag 8/1:101- 
45), 91-13959 


Continents — Origin. 
Our changing continent / Schlee, John 
Stevens, 1928- (I 19.2:C 76/991), 91- 
13511 


Continuing education. 
Case studies of programs serving adults 
[microform] / Warmbrod, Catharine P. 
(ED 1.310/2:288992), 91-13215 


Contraceptive drugs — Research — United 

States. 

RU 486 : the import ban and its effect on 
medical research : hearing before the 
Subcommittee on Regulation, Business 
Opportunities, and Energy of the Com- 
mittee on Small Business, House of 
Representatives, One Hundred First 
Congress, second session, Washington, 
DC, November 19, 1990. United States. 


Congress. House. Committee on Small | 


Business. Subcommittee on Regulation, 
Business Opportunities, and Energy. (Y 
4.Sm 1:101-85), 91-14132 


Contractors — United States — Insurance 
requirements. 

The status of the superfund contracting 
program and its relation to surety 
bonding issues : hearing before the 
Subcommittee on Superfund, Ocean, 
and Water Protection of the Commit- 
tee on Environment and Public Works, 
United States Senate, One Hundred 
First Congress, second session, Septem- 
ber 19, 1990. United States. Congress. 
Senate. Committee on Environment 
and Public Works. Subcommittee on 
Superfund, Ocean, and Water Protec- 
tion. (Y 4.P 96/10:S.hrg.101-1153), 
91-14117 


Control theory. 

Controller design for the improvement of 
feedback properties [microform] : a 
method for tuning the weight in the 
evaluation function of the LQG theory 
/ Saeki, Masami. (NAS _ 1.77:20027), 
91-13806 


Conver, Stephen Kay, 1944- 

Nominations before the Senate Armed 
Services Committee, second session, 
10ist Congress : hearings before the 
Committee on Armed Services, United 
States Senate, One Hundred First Con- 
gress, second session, on nominations 
of Douglas A. Brook (Feb. 21); Ste- 
phen K. Conver (Feb. 21); William J. 
Haynes, II (Feb. 21); Enrique Mendez, 
Jr. (Feb. 21); Collin R. McMillan ... 
February 21, 22; March 6; May 22; 
June 14, 21; September 28; October 24, 
1990. United States. Congress. Senate. 
Committee on Armed Services. (Y 
4.Ar 5/3:S.hrg.101-909), 91-13986 
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Coosaw River (S.C.) — Navigation. 
United States—east coast, South Caroli- 
na, parts of Coosaw and Broad Rivers 
/ United States. National Ocean Serv- 
ice. (C 55.418/7:11519/990), 91-12836 


Copyright — Photographs — United States. 
In answer to your query : registration of 
photographs. (LC 3.4/2:107/991), 91- 
13690 


Copyright — United States. 

How to investigate the copyright status 
of a work. (LC 3.4/2:22/991), 91- 
13688 

In answer to your query : copyright reg- 
istration of poetry. (LC 3.4/2:106/991), 
91-13689 


In answer to your query : games. (LC 
3.4/2:108/991), 91-13691 


Coral reef conservation — United States. 

Coral bleaching : hearing before the Na- 
tional Ocean Policy Study of the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
One Hundred First Congress, second 
session ... October 11, 1990. United 
States. Congress. Senate. National 
Ocean Policy Study. (Y 4.C 73/ 
7:S.hrg.101-1138), 91-14010 


Coral reef ecology — United States. 

Coral bleaching : hearing before the Na- 
tional Ocean Policy Study of the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
One Hundred First Congress, second 
session ... October 11, 1990. United 
States. Congress. Senate. National 
Ocean Policy Study. (Y 4.C 73/ 
7:S.hrg.101-1138), 91-14010 


Corporate divestiture — China. 

The president’s decision to order a Chi- 
nese company’s divestiture of a recent- 
ly acquired U.S. aircraft parts manufac- 
turer : statement of Allan I. Men- 
delowitz, Director, International 
Trade, Energy, and Finance Issues 
before the Subcommittee on Com- 
merce, Consumer Protection and Com- 
petitiveness, House Coimmittee on 
Energy and Commerce, House of Rep- 
resentatives. Mendelowitz, Allan I. 
(GA 1.5/2:T-NSIAD-90-21), 91-13444 


Corporate headings (Cataloging) — Data 
bases. 


Source hierarchy list / (D 7.15/2:90/4/ 
v.1-3), 91-12997 


Corporations, Foreign — United States. 
Foreign investment in the United States : 
hearings before the Subcommittee on 
Commerce, Consumer Protection, and 
Competitiveness of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, on H.R. 5, H.R. 
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4520, H.R. 4608, and H.R. 5225 ... June 
13 and July 31, 1990. United States. 
Congress. House. Committee on 
Energy and Commerce. Subcommittee 
on Commerce, Consumer Protection, 
and Competitiveness. (Y 4.En 2/3:101- 
194), 91-14032 


Corporations, Foreign — United States — 

Statistics. 

Foreign direct investment in the United 
States : balance of payments and direct 
investment position estimates, 1980-86. 
(C 59.2:F 76/5), 91-12887 


Corporations, Foreign — United States — 

Statistics — Periodicals. 

Foreign direct investment in the United 
States : operations of U.S. affiliates of 
foreign companies. (C 59.20:988/ 
prelim.), 91-12889 


Corporations, Nonprofit — Taxation — 

United States. 

1990 instructions for Form 990-PF 
return of private foundation or section 
4947 (a)(1) charitable trust treated as a 
private foundation. United States. In- 
ternal Revenue Service. (T 22.51:990- 
PF/inst./990), 91-13881 


1990 instructions for Form 990-T 
exempt organization business income 
tax return. United States. Internal Rev- 
enue Service. (T 22.51:990-T/inst./ 
990), 91-13882 


1990 returns for organizations exempt 
from income tax : under section 501(c) 
of the Internal Revenue Code (other 
than sections 50l(c)(3) and (c)(4)). 
United States. Internal Revenue Serv- 
ice. (T 22.51:990-1/package/990), 91- 
13883 


Corporations, Nonprofit — United States. 
Group exemption roster. (T 22.2/ 
15:6023/991), 91-13868 


— United States. 
9 for the 90s : counseling trends for to- 
morrow / Benjamin, Libby. (ED 
1.310/2:291012), 91-13231 


Court administration — United States. 

The Civil Justice Reform Act of 1990 
and the Judicial Improvements Act of 
1990 : hearings before the Committee 
on the Judiciary, United States Senate, 
One Hundred First Congress, second 
session, on S. 2027, a bill to require 
certain procedural changes in United 
States district courts in order to pro- 
mote the just, speedy and inexpensive 
determination of civil actions ... S. 
2648, a bill to amend Title 28, United 
States Code to provide for civil justice 
expense and delay reduction plans, au- 
thorize additional judicial positions for 
the Courts of Appeals and district 
courts of the the United States ... 





June 1991 


March 6 and June 26, 1990. United 
States. Congress. Senate. Committee on 
the Judiciary. (Y 4.J 89/2:S.hrg.101- 
1097), 91-14101 


Courts — United States. 

The Civil Justice Reform Act of 1990 
and the Judicial Improvements Act of 
1990 : hearings before the Committee 
on the Judiciary, United States Senate, 
One Hundred First Congress, second 
session, on S. 2027, a bill to require 
certain procedural changes in United 
States district courts in order to pro- 
mote the just, speedy and inexpensive 
determination of civil actions ... S. 
2648, a bill to amend Title 28, United 
States Code to provide for civil justice 
expense and delay reduction plans, au- 
thorize additional judicial positions for 
the Courts of Appeals and district 
courts of the the United States ... 
March 6 and June 26, 1990. United 
States. Congress. Senate. Committee on 
the Judiciary. (Y 4.J 89/2:S.hrg.101- 
1097), 91-14101 


Cranes, derricks, etc. — United States — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Organizational maintenance repair parts 
and special tools lists : crane, wheel 
mounted: 5 ton capacity at 10-foot 
radius, 3/8 cu. yd; 1 engine diesel 
driven, 4 x 4 air transportable (Hanson 
Machinery model H446), FSN 3810- 
948-0497. (D 101.11:5-3810-233-20 P), 
91-13007 


Cranes, derricks, etc. — United States — 
Transportation — Handbooks, manuals, 
etc. 

Transportability guidance for the crane, 7 

1/2-ton, rough-terrain, Koehring, type 

I (NSN 3810-01-165-0646), type II 

(NSN 3810-01-165-0647). (D 101.11:55- 

3810-01-165-14), 91-13122 


Cranston, Alan MacGregor. 

Preliminary inquiry into allegations re- 
garding Senators Cranston, DeConcini, 
Glenn, McCain, and Riegle, and Lin- 
coln Savings and Loan : open session 
hearings before the Select Committee 
on Ethics, United States Senate, One 
Hundred First Congress, second ses- 
sion, November 15, 1990, through Jan- 
uary 16, 1991. United States. Congress. 
Senate. Select Committee on Ethics. (Y 
4.Et 3/4:S.hrg.101-1190/pt.1-4), 91- 
14039 


Creative writing (Higher education) 
Research in effective teaching of writing 
/ White, Edward M. (Edward Mi- 
chael), 1933- (ED _ 1.310/2:275007), 
91-13170 
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Crushing machinery Handbooks, manuals, etc. 


Creoles — Education — New York (N.Y.) 
Bilingual Pupil Services, 1986-1987 / Ca- 
brera, Eulalia. (ED 1.310/2:298788), 
91-13287 


Crescent Harbor (Wash.) — Navigation. 
United States—west coast, Washington, 
Oak and Crescent Harbors / United 
States. National Ocean Service. (C 
55.418/7:18428), 91-12874 


Crime — United States — Bibliography — 
Catalogs. 
Crime and criminal justice. United States. 
Superintendent of Documents. (GP 
3.22/2:036/990), 91-13471 


Crime prevention — New York (N.Y.) 

Crime in mass transit : hearing before a 
subcommittee of the the Committee on 
Appropriations, United States Senate, 
One Hundred First Congress, second 
session : special hearing. United States. 
Congress. Senate. Committee on Ap- 
propriations. Subcommittee on Trans- 
portation and Related Agencies. (Y 
4.Ap 6/2:C 86/2), 91-13976 


Criminal justice, Administration of — United 

States. 

Exercise of federal prosecutorial author- 
ity in a changing legal environment : 
hearing before the Government Infor- 
mation, Justice, and Agriculture Sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, May 10, 1990. 
United States. Congress. House. Com- 
mittee on Government Operations. 
Government Information, Justice, and 
Agriculture Subcommittee. (Y 4.G 74/ 
7:P 94/20), 91-14065 

Oversight hearings on emerging criminal 
justice issues : hearings before the Sub- 
committee on Criminal Justice of the 
Committee on the Judiciary, House of 
Representatives, One Hundred First 
Congress, second session, March 27, 
April 19, July 23, and August 15, 1990. 
United States. Congress. House. Com- 
mittee on the Judiciary. Subcommittee 
on Criminal Justice. (Y 4.J 89/1:101- 
126), 91-14095 


Criminal justice, Administration of — United 
States — Bibliography — Catalogs. 
Crime and criminal justice. United States. 
Superintendent of Documents. (GP 
3.22/2:036/990), 91-13471 


Criminal — United States. 

State and local law enforcement wiretap- 
ping of confidential conversations, in- 
cluding those between criminal defend- 
ants and their lawyers : hearing before 
the Subcommittee on Courts, Intellec- 
tual Property, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, One 
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Hundred First Congress, first session, 
December 18, 1989. United States. 
Congress. House. Committee on the 
Judiciary. Subcommittee on Courts, In- 
tellectual Property, and the Adminis- 
tration of Justice. (Y 4.J 89/1:101/132), 
91-14099 


Criminals — United States. 

Federal Contract Crimes Sentencing Act 
of 1990 : hearing before the Subcom- 
mittee on Criminal Justice of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, on H.R. 4795 ... 
October 11, 1990. United States. Con- 
gress. House. Committee on the Judici- 
ary. Subcommittee on Criminal Justice. 
(Y 4.3 89/1:101-128), 91-14097 


Crime and criminal justice. United States. 
Superintendent of Documents. (GP 
3.22/2:036/990), 91-13471 


Criminals — United States — Drug use. 

Oversight hearings on emerging criminal 
justice issues : hearings before the Sub- 
committee on Criminal Justice of the 
Committee on the Judiciary, House of 
Representatives, One Hundred First 
Congress, second session, March 27, 
April 19, July 23, and August 15, 1990. 
United States. Congress. House. Com- 
mittee on the Judiciary. Subcommittee 
on Criminal Justice. (Y 4.J 89/1:101- 
126), 91-14095 


Critical thinking — Study and Teaching — 
United States. 
At-risk students and thinking [microform] 
: perspectives from research / (ED 
1.310/2:302604), 91-13314 


Critical thinking — United States. 

Critical thinking : theory, research, prac- 
tice, and possibilities / Kurfiss, Joanne 
Gainen. (ED _ 1.310/2:304041), 91- 
13320 


Crops and climate — United States. 

Disaster assistance : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
One Hundred First Congress, first ses- 
sion, on crop production losses caused 
by extreme weather, July 13, 1989. 
United States. Congress. Senate. Com- 
mittee on Agriculture, Nutrition, and 
Forestry. (Y 4.Ag 8/3:S.hrg.101-898), 
91-13970 


Crushing machinery — Handbooks, manuals, 
etc. 


: crusher, jaw, diesel 


Operator’s manual 
and electric driven; wheel mounted 
pneumatic tires; 75 ton per hour (Eagle 
crusher model 5157) FSN 3820-783- 


Page I-321 





Crushing machinery Handbooks, manuals, etc. 


7311, component of crushing and 
screening plant; diesel and electric 
driven; wheel mounted; 75 ton per 
hour. (D 101.11:5-3820-205-10/2), 91- 
13008 


Crushing machinery — Maintenance and 
repair — Handbooks, manuals, etc. 
Organizational maintenance manual 

crusher, roll: diesel and electric driven; 
wheel mounted, pneumatic tires; 75 ton 
per hour (Eagle crusher model 5230B), 
FSN 3820-788-5999; component of 
crushing and screening plant; diesel 
and electric driven; wheel mounted; 75 
ton per hour. (D 101.11:5-3820-205-20/ 
1), 91-13009 


Cultural relations — Bibliography. 
Do’s and don’t’s in doing business over- 
seas / Lassanyi, Mary E. (A 17.18/ 
6:91-01), 91-12699 


Currency question — United States — 

Periodicals. 

Legislative calendar / United States. 
Congress. House. Committee on Bank- 
ing, Finance, and Urban Affairs. (Y 4.B 
22/1-10:990), 91-13998 


Curriculum change — Standards — United 

States. 

Changes in school mathematics : curricu- 
lar changes, instructional changes, and 
indicators of changes / Romberg, 
Thomas A. (ED 1.310/2:300278), 91- 
13302 


Curriculum evaluation — United States. 

The Underachieving curriculum : assess- 
ing U.S. school mathematics from an 
international perspective / (ED 1.310/ 
2:297930), 91-13272 


Curriculum planning — Japan. 
Analyses and comparisons of science cur- 
ricula in Japan and the United States / 
(ED 1.310/2:271395), 91-13169 


Curriculum planning — United States. 
Analyses and comparisons of science cur- 
ricula in Japan and the United States / 

(ED 1.310/2:271395), 91-13169 


Customs administration — United States. 

Customs Service : importing community 
should benefit from PAIRED program 
: briefing report to the chairman, Sub- 
committee on Treasury, Postal Service, 
and General Government, Committee 
on Appropriations, U.S. Senate / 
United States. General Accounting 
Office. (GA 1.13:GGD-88-118 BR), 
91-13457 

United States import requirements. (T 
17.2:Im 7/2/990), 91-13866 
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Customs administration and tourists — 
United States. 
United States Customs hints for visitors 
(nonresidents). U.S. Customs Service. 
(T 17.2:C 96/5/990), 91-13865 


D 


Data base management — United States. 
Statewide education databases : policy 
issues : discussion draft / Hansen, Ken- 
neth H. (ED _1.310/2:286256), 91- 
13204 


Davidson Inlet (Alaska) — Navigation. 
United States, Alaska—southeast coast, 
Davidson Inlet and Sea Otter Sound / 
United States. National Ocean Service. 
(C 55.418/7:17403/990), 91-12871 


Day care centers — Health aspects — 
United States. 
Infectious diseases in day care / Sleator, 
Esther K. (ED 1.310/2:269157), 91- 
13167 


Day care centers — Virginia — Rockingham 

County. 

An Act to Allow a Certain Parcel of 
Land in Rockingham County, Virginia, 
to Be Used for a Child Care Center. 
United States. (AE 2.110:101-479), 91- 
12749 


Deaf — Education (Higher) — New York 

(State) — Rochester. 

Academic and social mainstreaming : 
deaf students’ perspectives on their col- 
lege experiences / Foster, Susan Ban- 
nerman. (ED _1.310/2:300967), 91- 
13305 


Deaf — Services for — United States. 

Television Decoder Circuitry Act of 
1990 : report of the Senate Committee 
on Commerce, Science, and Transpor- 
tation on S. 1974. United States. Con- 
gress. Senate. Committee on Com- 
merce, Science, and Transportation. (Y 
1.1/5:101-393), 91-13916 


Deafness — Prevention — Handbooks, 
manuals, etc. 
A Practical guide to effective hearing 
conservation programs in the work- 
place / (HE 20.7108:H 35), 91-13497 


Death — Causes — Statistics. 
Deaths of Hispanic origin : 15 reporting 
states, 1979-81 / Maurer, Jeffrey D. 
(HE 20.6209:20/18), 91-13493 


Debts, Public — United States. 
Administration’s request for an increase 
in the public debt limit and on addi- 
tional financing needs of the Resolution 
Trust Corporation : hearing before the 
Committee on Ways and Means, House 
of Representatives, One Hundred First 
Congress, second session, July 11, 
1990. United States. Congress. House. 
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Committee on Ways and Means. (Y 
4.W 36:101-122), 91-14137 


Joint Resolution Making Further Con- 
tinuing Appropriations for the Fiscal 
Year 1991, and for Other Purposes. 
United States. (AE 2.110:101-467), 91- 
12747 


Decision-making — United States. 
Applying institutional research in deci- 
sion making / (ED 1.310/2:292484), 
91-13238 


Decoders (Electronics) 

Television Decoder Circuitry Act of 
1990 : report of the Senate Committee 
on Commerce, Science, and Transpor- 
tation on S. 1974. United States. Con- 
gress. Senate. Committee on Com- 
merce, Science, and Transportation. (Y 
1.1/5:101-393), 91-13916 


sickness. 

The effect of exercise on venous gas 
emboli and decompression sickness in 
human subjects at 4.3 psia [microform] 
/ (NAS 1.15:58278), 91-13703 


DeConcini, Dennis. 

Preliminary inquiry into allegations re- 
garding Senators Cranston, DeConcini, 
Glenn, McCain, and Riegle, and Lin- 
coln Savings and Loan : open session 
hearings before the Select Committee 
on Ethics, United States Senate, One 
Hundred First Congress, second ses- 
sion, November 15, 1990, through Jan- 
uary 16, 1991. United States. Congress. 
Senate. Select Committee on Ethics. (Y 
4.Et  3/4:S.hrg.101-1190/pt.1-4), 91- 
14039 


Default (Finance) — United States. 

Abuses in federal student aid programs : 
hearings before the Permanent Sub- 
committee on Investigations of the 
Committee on Governmental Affairs, 
United States Senate, One Hundred 
First Congress, second session .... 
United States. Congress. Senate. Com- 
mittee on Governmental Affairs. Per- 
manent Subcommittee on Investiga- 
tions. (Y 4.G 74/9:S.hrg.101-659/pt.3- 
4), 91-14069 


Defense contracts — United States. 

Federal Contract Crimes Sentencing Act 
of 1990 : hearing before the Subcom- 
mittee on Criminal Justice of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, on H.R. 4795 ... 
October 11, 1990. United States. Con- 
gress. House. Committee on the Judici- 
ary. Subcommittee on Criminal Justice. 
(Y 4.J 89/1:101-128), 91-14097 





June 1991 


Defense contracts — United States — 
Corrupt practices. 
Defense procurement fraud / United 
States. Dept. of Justice. Office of Legal 
Education. (J 1.2:F 86/2), 91-13646 


Defense Technical Information Center (U.S.) 
— Data bases. 
Source hierarchy list / (D 7.15/2:90/4/ 
v.1-3), 91-12997 


Degree days — United States — Statistics 
— Periodicals. 
State, regional, and national monthly and 
seasonal heating degree days weighted 
by population / (C 55.287/60:5-1), 91- 
12811 


Delaware — Maps, T 
7.5 minute series (topographic), [New 
Jersey]. 39075-C3-TF-024, Ben Davis 
Point quadrangle, New Jersey—Dela- 
ware, 1972 / Geological Survey (U.S.) 
(I 19.81:39075-C 3-TF-024/977), 91- 
13591 


Denmark / Denmark (United States. Em- 
bassy (Denmark) : 1987) (C 61.11:D 
41/991), 91-12894 


Denmark — Foreign economic relations — 
United States — Periodicals. 
D k/D k (United States. Em- 
bassy (Denmark) : 1987) (C 61.11:D 
41/991), 91-12894 





Denmark Strait — Navigation. 

North Atlantic Ocean, waters between 
Greenland and Iceland / Deutsches 
Hydrographisches Institut. (D 
5.356:112/990), 91-12925 


Deportation — United States. 

INS delivery bonds : stronger internal 
contrels needed : report to the Honora- 
ble Alan J. Dixon, U.S. Senate / 
United States. General Accounting 
Office. (GA  1.13:GGD-88-36), 91- 
13454 


Design — United States. 
Design America / Drabelle, Dennis. (NF 
2.2:D 46/4), 91-13840 


From commas to cathedrals : design at 
work / McIntosh, Phyllis Lehmann, 
1944- (NF 2.2:C 28), 91-13839 


Desktop publishing — United States. 
Electronic publishing : guide to selection 
/ Rosenthal, Lynne. (C 13.10:500-164), 
91-12802 


Deterrence (Strategy) 

Department of Defense authorization for 
appropriations for fiscal year 1991 : 
hearings before the Committee on 
Armed Services, United States Senate, 
One Hundred First Congress, second 
session, on S. 2884 .... United States. 





Discrimination in education Wisconsin. 


Congress. Senate. Committee on 
Armed __ Services. 4Ar 5/ 
3:S.hrg.101-986/pt.6), 91-13987 


Developmental reading. 

Becoming a nation of readers [micro- 
form] : what parents can do / Binkley, 
Marilyn R. (ED 1.310/2:289160), 91- 
13220 


Diamond thin films. 
Recent development of surface modifica- 
tion processing [microform] / (NAS 
1.77:20326), 91-13834 


Diesel motor — Cylinders — Maintenance 
and repair — Handbooks, manuals, etc. 
Direct support and general support main- 

tenance manual for engine, with con- 
tainer, turbosupercharged, diesel, fuel 
injection, 90-degree “V” type, air- 
cooled, 12-cylinder, assembly; models 
AVDS-1790-2C, 2815-00-410-1203 and 
AVDS-1790-2D, 2815-00-410-1204. (D 
101.11:9-2815-220-34/990), 91-13038 


Operator’s and organizational mainte- 
nance manual : generator set, diesel 
engine, 200 KW, 60 cycle, AC, 120/ 
208V, 240/416V, 3 phase convertible 
FO 167 KW, 50 cycle 120/208V, 240/ 
416V, 3 phase, multi-purpose, portable, 
skid mounted, (Military Design model 
SF-200-MD/CIED) FSN_ 6115-999- 
7901. (D_ 101.11:5-6115-400-12), 91- 


Direct support and general support main- 
tenance manual for engine, with con- 
tainer, turbosupercharged, diesel, fuel 
injection, 90-degree “V” type, air- 
cooled, 12-cylinder, assembly; models 
AVDS-1790-2C, 2815-00-410-1203 and 
AVDS-1790-2D, 2815-00-410-1204. (D 
101.11:9-2815-220-34/990), 91-13038 


Diesel motor — Turbochargers — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Direct support and general support main- 
tenance manual for engine, with con- 
tainer, turbosupercharged, diesel, fuel 
injection, 90-degree “V” type, air- 
cooled, 12-cylinder, assembly; models 
AVDS-1790-2C, 2815-00-410-1203 and 
AVDS-1790-2D, 2815-00-410-1204. (D 
101.11:9-2815-220-34/990), 91-13038 


Differential equations, Parabolic. 
Galerkin/Runge-Kutta discretizations for 
parabolic equations with time depend- 
ent coefficients [microform] / Keeling, 
Stephen L. (NAS 1.26:178372), 91- 
13761 


Do not order from index; see indicated entry 





Differential equations, Partial. 

Analysis of spectral operators in one-di- 
mensional domains [microform] / 
Maday, Yvon. (NAS 1.26:172573), 91- 
13744 

Discontinuous solutions to hyperbolic 
systems under operator splitting [mi- 
croform] / Roe, P. L. (NAS 
1.26:178375), 91-13763 


Dillard, Todd Walther, 1934- 

Nominations of Thomas F. Kranz, Todd 
W. Dillard, and Antonio C. Amador : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, One Hundred First Congress, 
second session, on nominations of 
Thomas F. Kranz, to be Associate Di- 
rector, Federal Emergency Manage- 
ment Agency; Todd W. Dillard, to be 
U.S. Marshal for the Superior Court ... 
and Antonio C. Amador ... Merit Sys- 
tems Protection Board, October 19, 
1990. United States. Congress. Senate. 
Committee on Governmental Affairs. 
(Y 4.G 74/9:S.hrg.101-1177), 91-14077 


Disability evaluation — United States. 

Social security, disability process, and the 
Zebley Supreme Court decision : hear- 
ing before the Subcommittee on Retire- 
ment Income and Employment of the 
Select Committee on Aging, House of 
Representatives, One Hundred First 
Congress, second session, September 
12, 1990. United States. Congress. 
House. Select Committee on Aging. 
Subcommittee on Retirement Income 
and Employment. (Y 4.Ag 4/2:So 1/ 
43), 91-13956 


Disaster relief — United States. 

Disaster assistance : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
One Hundred First Congress, first ses- 
sion, on crop production losses caused 
by extreme weather, July 13, 1989. 
United States. Congress. Senate. Com- 
mittee on Agriculture, Nutrition, and 
Forestry. (Y 4.Ag 8/3:S.hrg.101-898), 
91-13970 


Discrimination in education — Wisconsin. 

Field hearing on parental choice : hearing 
before the Subcommittee on Elementa- 
ry, Secondary, and Vocational Educa- 
tion of the Committee on Education 
and Labor, House of Representatives, 
One Hundred First Congress, second 
session, hearing held in Milwaukee, 
WI, November 16, 1990. United States. 
Congress. House. Committee on Edu- 
cation and Labor. Subcommittee on El- 
ementary, , and Vocational 
Education. (Y 4.Ed 8/1:101-131), 91- 
14015 
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Disinvestment — China. 

The president’s decision to order a Chi- 
nese company’s divestiture of a recent- 
ly acquired U.S. aircraft parts manufac- 
turer : statement of Allan I. Men- 
delowitz, Director, International 
Trade, Energy, and Finance Issues 
before the Subcommittee on Com- 
merce, Consumer Protection and Com- 
petitiveness, House Coimmittee on 
Energy and Commerce, House of Rep- 
resentatives. Mendelowitz, Allan I. 
(GA 1.5/2:T-NSIAD-90-21), 91-13444 


Displaced homemakers — Employment — 
United States. 
Career development of single parents / 
Burge, Penny L. (ED 1.310/2:290934), 
91-13229 


District courts — United States. 

The Civil Justice Reform Act of 1990 
and the Judicial Improvements Act of 
1990 : hearings before the Committee 
on the Judiciary, United States Senate, 
One Hundred First Congress, second 
session, on S. 2027, a bill to require 
certain procedural changes in United 
States district courts in order to pro- 
mote the just, speedy and inexpensive 
determination of civil actions ... S. 
2648, a bill to amend Title 28, United 
States Code to provide for civil justice 
expense and delay reduction plans, au- 
thorize additional judicial positions for 
the Courts of Appeals and district 
courts of the the United States ... 
March 6 and June 26, 1990. United 
States. Congress. Senate. Committee on 
the Judiciary. (Y 4. 89/2:S.hrg.101- 
1097), 91-14101 


District of Columbia. Superior Court — 
Officials and employees — Selection and 
appointment. 

Nominations of Thomas F. Kranz, Todd 
W. Dillard, and Antonio C. Amador : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, One Hundred First Congress, 
second session, on nominations of 
Thomas F. Kranz, to be Associate Di- 
rector, Federal Emergency Manage- 
ment Agency; Todd W. Dillard, to be 
U.S. Marshal for the Superior Court ... 
and Antonio C. Amador ... Merit Sys- 
tems Protection Board, October 19, 
1990. United States. Congress. Senate. 
Committee on Governmental Affairs. 
(Y 4.G 74/9:S.hrg.101-1177), 91-14077 


Divorce — United States — Statistics. 
Cohabitation, marriage, marital dissolu- 
tion, and remarriage : United States, 
1988 : data from the National Survey 
of Family Growth / by Kathryn A. 
London. London, Kathryn A. (HE 
20.6209/3:194), 91-13494 
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Divorced people — Legal status, laws, etc. 

— United States. 

Uniformed Services Former Spouses Pro- 
tection Act (FSPA) : hearing before 
the Military Personnel and Compensa- 
tion Subcommittee of the Committee 
on Armed Services, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, hearing held 
April 4, 1990. United States. Congress. 
House. Committee on Armed Services. 
Military Personnel and Compensation 
Subcommittee. (Y 4.Ar 5/2 a:989-90/ 
76), © 91-13984 


Divorced women — Legal status, laws, etc. 

— United States. 

Uniformed Services Former Spouses Pro- 
tection Act (FSPA) : hearing before 
the Military Personnel and Compensa- 
tion Subcommittee of the Committee 
on Armed Services, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, hearing held 
April 4, 1990. United States. Congress. 
House. Committee on Armed Services. 
Military Personnel and Compensation 
Subcommittee. (Y 4.Ar 5/2 a:989-90/ 
76), 91-13984 


Dixon Entrance (B.C. and Alaska) — 

Navigation. 

United States—Canada, Alaska—south- 
east coast and British Columbia, 
Hecate Strait to Etolin Island, includ- 
ing Behm and Portland canals / United 
States. National Ocean Service. (C 
55.418/7:17420/990), 91-12872 


United States, Alaska—southeast coast, 
south end of Prince of Wales Island, 
Kendrick Bay to Shipwreck Point / 
United States. National Ocean Service. 
(C 55.418/7:17433/990), 91-12873 


Dodekanesos (Greece) 

Mediterranean, Aegean Sea, Greece— 
Turkey, Nisos Samos to Nisos Rodhos 
including Dhodhekanisos (Dodecanese) 
and southwest coast of Turkey / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:54400/990), 91-12953 


Domestic animals — United States. 

Farm Animal and Research Facilities 
Protection Act of 1989 : hearing before 
the Subcommittee on Department Op- 
erations, Research, and Foreign Agri- 
culture and the Subcommittee on For- 
ests, Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
Congress, second session, on H.R. 
3270, July 17, 1990. United States. 
Congress. House. Committee on Agri- 
culture. Subcommittee on Department 
Operations, Research, and Foreign Ag- 
riculture. (Y 4.Ag 8/1:101-62), 91- 
13963 
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Drag (Aerodynamics) 

A preliminary investigation of drag re- 
duction and mechanism for a blunt 
body of revolution with slanted base 
[microform] / Xuejian, Xia. (NAS 
1.77:20349), 91-13838 


Drainage — Tennessee, East. 

Recharge rates and aquifer hydraulic 
characteristics for selected drainage 
basins in middle and east Tennessee / 
Hoos, Anne B. (1 19.42/4:90-4015), 
91-13523 


Drainage — Tennessee, Middle. 

Recharge rates and aquifer hydraulic 
characteristics for selected drainage 
basins in middle and east Tennessee / 
Hoos, Anne B. (I 19.42/4:90-4015), 
91-13523 


Drinking and traffic accidents — United 

States. 

An Act to Amend Title 11 of the United 
States Code with Respect to the Non- 
dischargeability of Debts Arising from 
Unlawful Driving While Intoxicated or 
Impaired and Arising from Restitution 
Imposed for Committing Crimes. 
United States. (AE 2.110:101-581), 91- 
12766 


Criminal Victims Protection Act of 1990 
United States. (AE 2.110:101-581), 91- 
12766 


Dropout behavior, Prediction of. 
Dropping out of school / Sherman, Joel 
D. (ED 1.310/2:299478), 91-13292 


Dropouts. 
The helping process booklet for students 
[microform] / Veach, June P. (ED 
1.310/2:298319), 91-13274 


Dropouts — United States. 
Dropping out of school / Sherman, Joel 
D. (ED 1.310/2:299478), 91-13292 
It’s your life— take charge : user’s guide 
and student workbook / Veach, June. 
(ED 1.310/2:298322), 91-13275 


Drought relief — United States. 

Disaster assistance : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
One Hundred First Congress, first ses- 
sion, on crop production losses caused 
by extreme weather, July 13, 1989. 
United States. Congress. Senate. Com- 
mittee on Agriculture, Nutrition, and 
Forestry. (Y 4.Ag 8/3:S.hrg.101-898), 
91-13970 


Drug abuse — Congresses. 

Problems of drug dependence : proceed- 
ings of the ... Annual Scientific Meet- 
ing, the Committee on Problems of 
Drug Dependence, Inc. Committee on 
Problems of Drug Dependence (U.S.). 
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Scientific Meeting. (HE 20.8216/5:988), 
91-13501 


Drug abuse — Economic aspects — United 

States. 

The impact of drugs on American busi- 
ness and the American economy : hear- 
ing before the Select Committee on 
Narcotics Abuse and Control, House of 
Representatives, One Hundred First 
Congress, second session, October 3, 
1990. United States. Congress. House. 
Select Committee on Narcotics Abuse 
and Control. (Y 4.N 16:101-2-13), 91- 
14113 


Drug abuse — Government policy — United 

States. 

National Drug Policy Board : leadership 
evolving, greater role in developing 
budgets possible : report to the chair- 
man, Committee on the Judiciary, U.S. 
Senate / United States. General Ac- 
counting Office. (GA 1.13:GGD-88- 
24), 91-13452 


Drug abuse — Periodicals. 

Problems of drug dependence : proceed- 
ings of the ... Annual Scientific Meet- 
ing, the Committee on Problems of 
Drug Dependence, Inc. Committee on 
Problems of Drug Dependence (U.S.). 
Scientific Meeting. (HE 20.8216/5:988), 
91-13501 


Drug abuse — Treatment — Congresses. 

Problems of drug dependence : proceed- 
ings of the ... Annual Scientific Meet- 
ing, the Committee on Problems of 
Drug Dependence, Inc. Committee on 
Problems of Drug Dependence (U.S.). 
Scientific Meeting. (HE 20.8216/5:988), 
91-13501 


Drug abuse — United States — Costs. 

The emergency room crisis : the impact 
on drug abuse : hearing before the 
Select Committee on Narcotics Abuse 
and Control, House of Representatives, 
One Hundred First Congress, second 
session, September 28, 1990. United 
States. Congress. House. Select Com- 
mittee on Narcotics Abuse and Con- 
trol. (Y 4.N 16:101-2-12), 91-14112 


Drug abuse in pregnancy — United States. 
Alcohol, tobacco, and other drugs may 
harm the unborn / Cook, Paddy Shan- 
non. (HE 20.8002:T 55), 91-13499 


Drug traffic — United States. 

Heroin trafficking and abuse : a growing 
crisis : hearing before the Select Com- 
mittee on Narcotics Abuse and Con- 
trol, House of Representatives, One 
Hundred First Congress, second ses- 
sion, July 19, 1990. United States. Con- 
gress. House. Select Committee on 
Narcotics Abuse and Control. (Y 4.N 
16:101-2-11), 91-14111 





Dutch elm disease — Bibliography. 
Dutch elm disease : January 1979 - 
August 1990 / Chapman, Susan, 1933- 

(A 17.18/4:91-33), 91-12695 


Dwellings — United States — Safety 
measures. 
Family earthquake safety home hazard 
hunt and drill / (FEM 1.2:Ea 7/5), 
91-13346 


E 


Earned income tax credit — United States. 
Earned income credit. United States. In- 
ternal Revenue Service. (T 22.44/ 
2:596/990), 91-13878 


Earth resources technology satellites. 
Interpreting forest and grassland biome 
productivity utilizing nested scales of 
image resolution and biogeographical 
analysis [microform.] (NAS 
1.26:180213), 91-13773 


Earth sciences — Congresses. 

Workshop on the Archean Mantle [mi- 
croform] / Workshop on the Archean 
Mantle (1989 ; Lunar and Planetary In- 
stitute) (NAS 1.26:186156), 91-13799 


Earthquakes — United States — Safety 
measures. 
Family earthquake safety home hazard 
hunt and drill / (FEM 1.2:Ea 7/5), 
91-13346 


East Cactus Plain Wilderness (Ariz.) 

Mineral resources of the Cactus Plain and 
East Cactus Plain Wilderness Study 
Areas, La Paz County, Arizona / (I 
19.3:1704-D), 91-13513 


*Ecology — United States — legislation. 
CFR. 40, Protection of environment (AE 
2.106/3:40/pt.1-51/990), 91-12720, 
91-12721, 91-12722, 91-12723, 91- 
12724, 91-12725 


Code of Federal regulations. 40, Protec- 
tion of environment. (AE 2.106/3:40/ 
pt.1-51/990), 91-12720, 91-12721, 
91-12722, 91-12723, 91-12724, 91- 
12725 


Protection of environment (AE 2.106/ 
3:40/pt.1-51/990), 91-12720, 91- 
12721, 91-12722, 91-12723, 91- 
12724, 91-12725 


Economic American. 

Accountability and control over foreign 
assistance : statement of Frank C. Con- 
ahan, Assistant Comptroller General, 
National Security & International Af- 
fairs Division before the Committee on 
Appropriations, Subcommittee on For- 
eign Operations, Export Financing, and 
Related Programs, House of Represent- 
atives. Conahan, Frank C. (GA 1.5/ 
2:T-NSIAD-90-25), 91-13446 
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Economic conversion U.S. 


Economic assistance, American — 

Developing countries. 

Strategies for overcoming hunger : from 
goals to implementation hearing 
before the Select Committee on 
Hunger, House of Representatives, One 
Hundred First Congress, second ses- 
sion, hearing held in Washington, DC, 
September 26, 1990. United States. 
Congress. House. Select Committee on 
Hunger. (Y 4.H 89:101-23), 91-14083 


Economic assistance, Domestic — United 

States. 

Disaster assistance : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
One Hundred First Congress, first ses- 
sion, on crop production losses caused 
by extreme weather, July 13, 1989. 
United States. Congress. Senate. Com- 
mittee on Agriculture, Nutrition, and 
Forestry. (Y 4.Ag 8/3:S.hrg.101-898), 
91-13970 


Strategies for overcoming hunger : from 
goals to implementation hearing 
before the Select Committee on 
Hunger, House of Representatives, One 
Hundred First Congress, second ses- 
sion, hearing held in Washington, DC, 
September 26, 1990. United States. 
Congress. House. Select Committee on 
Hunger. (Y 4.H 89:101-23), 91-14083 


Economic assistance, Domestic — United 

States — Periodicals. 

Background material and data on major 
programs within the jurisdiction of the 
Committee on Ways and Means / (Y 
4.W 36:10-4/989), 91-14136 


Background material and data on pro- 
grams within the jurisdiction of the 
Committee on Ways and Means (Y 
4.W 36:10-4/989), 91-14136 


Green book (Y 4.W 36:10-4/989), 91- 
14136 


Overview of entitlement programs 
green book (Y 4.W 36:10-4/989), 
14136 


Economic conversion — United States. 

Defense Economic Adjustment, Diversifi- 
cation, Conversion, and Stabilization 
Act of 1990—H.R. 3999 : joint hearing 
before the Subcommittee on Economic 
Stabilization of the Committee on 
Banking, Finance, and Urban Affairs, 
and the Subcommittee on Environment 
and Labor of the Committee on Small 
Business, House of Representatives, 
One Hundred First Congress, second 
session, Paramount, CA, July 23, 1990. 
United States. Congress. House. Com- 
mittee on Banking, Finance, and Urban 
Affairs. Subcommittee on Economic 
Stabilization. (Y 4.B 22/1:101-i46), 
91-13992 


91- 
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Economic development Effect of education on. 


Education and economic development / 
Haynes, Chloe J. (ED 1.310/2:293207), 
91-13241 


Education and economic growth : a legis- 
lator’s guide / Siegel, Peggy M. (ED 
1.310/2:296082), 91-13258 


Economic stabilization — Law and 
legislation — United States. 

Defense Economic Adjustment, Diversifi- 
cation, Conversion, and Stabilization 
Act of 1990—H.R. 3999 : joint hearing 
before the Subcommittee on Economic 
Stabilization of the Committee on 
Banking, Finance, and Urban Affairs, 
and the Subcommittee on Environment 
and Labor of the Committee on Small 
Business, House of Representatives, 
One Hundred First Congress, second 
session, Paramount, CA, July 23, 1990. 
United States. Congress. House. Com- 
mittee on Banking, Finance, and Urban 
Affairs. Subcommittee on Economic 
Stabilization. (Y 4.B 22/1:101-146), 
91-13992 


Economics — Study and teaching — United 
States. 
The nature of economic literacy / Banas- 
zak, Ronald A. (ED 1.310/2:284823), 
91-13200 


Eddies. 

On the interaction of small and large 
eddies in two dimensional turbulent 
flows [microform] / Foias, Ciprian. 
(NAS 1.26:178370), 91-13759 


Education — Data processing. 

Assessing the accuracy of a knowledge- 
based system [microform] : special edu- 
cation regulations and procedures / 
Hofmeister, Alan M. (ED _1.310/ 
2:284403), 91-13194 


Education — Demographic aspects — United 

States. 

Students in urban settings : achieving the 
baccalaureate degree / Richardson, 
Richard C. (ED 1.310/2:284518), 91- 
13197 


Education and economic development / 
Haynes, Chloe J. (ED 1.310/2:293207), 
91-13241 


Education and economic growth : a legis- 
lator’s guide / Siegel, Peggy M. (ED 
1.310/2:296082), 91-13258 


Education — Hawaii. 
Profile of Pacific schools / (ED 1.310/ 
2:286976), 91-13207 
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Education — Japan. 
A look at Japanese education today / 
McKinney, Kay. (ED 1.310/2:282799), 
91-13191 


Education — Pacific Islands (Trust 
Territory) 
Profile of Pacific schools / (ED 1.310/ 
2:286976), 91-13207 


Education — Research. 
Measuring teacher attitudes toward main- 
streaming [microform.] (ED 1.310/ 
2:289885), 91-13227 


Education — Research — 

Collaborating with teachers on research : 
pioneering efforts at the Institute for 
Research on Teaching / Porter, 
Andrew C. (ED 1.310/2:283794), 91- 
13192 


Education — Research — United States. 
Lessons learned : federal policy making 
and the education research community. 
Finn, Chester E., 1944- (ED 1.310/ 
2:300404), 91-13303 


Education — United States — Aims and 
objectives. 

Steady work [microform] : policy, prac- 
tice, and the reform of American edu- 
cation / Elmore, Richard F. (ED 
1.310/2:296020), 91-13257 


Education — United States — Aims and 
objectives — Congresses. 
Private sector initiatives in educational 
reform : proceedings of a conference / 
(ED 1.310/2:297420), 91-13268 


Education — United States — Citizen 
participation. 
America’s schools, everybody’s business 
[microform] : a report to the President. 
(ED 1.310/2:301973), 91-13310 


Education — United States — Curricula — 


Content, character and choice in school- 
ing : public policy and research impli- 
cations : proceedings of a symposium / 
National Council on Educational Re- 
search. (ED __ 1.310/2:298020), 91- 
13273 


Education — United States — Information 
services — Abstracts. 
Verification, an annotated bibliography. 
(ED 1.310/2:293474), 91-13244 


Education — United States — Parent 
participation. 


Improving the school-home connection 
for low-income urban parents. Ascher, 
Carol, 1941- (ED 1.310/2:293973), 91- 
13247 

Parents, here’s how to make school visits 
work / McKinney, Kay. (ED 1.310/ 
2:286864), 91-13206 
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Teacher, principal, and parent involve- 
ment in the effective school. Wells, 
Amy Stewart. (ED _ 1.310/2:292941), 
91-13239 


Education — United States — States — 

Data bases. 

Statewide education databases : policy 
issues : discussion draft / Hansen, Ken- 
neth H. (ED _1.310/2:286256), 91- 
13204 


*Education — United States — statistics. 
Digest of education statistics (ED 
1.326:990), 91-13333 


Education — Wisconsin. 

Field hearing on parental choice : hearing 
before the Subcommittee on Elementa- 
ry, Secondary, and Vocational Educa- 
tion of the Committee on Education 
and Labor, House of Representatives, 
One Hundred First Congress, second 
session, hearing held in Milwaukee, 
WI, November 16, 1990. United States. 
Congress. House. Committee on Edu- 
cation and Labor. Subcommittee on El- 
ementary, Secondary, and Vocational 
Education. (Y 4.Ed 8/1:101-131), 91- 
14015 


— New York (N.Y.) 
Adlai E. Stevenson High School Bilin- 
gual Education and Career Awareness 
Program, 1986-1987 / Cabrera, Eulalia. 
(ED 1.310/2:298774), 91-13279 


The Bilingual Program Resource and 
Training Center, 1985-1986 / (ED 
1.310/2:280929), 91-13180 


The Bilingual Program Resource and 
Training Center, 1986-1987 / Asselle, 
Maria Grazia. (ED _ 1.310/2:298773), 
91-13278 


Bilingual Pupil Services, 1986-1987 / Ca- 
brera, Eulalia. (ED 1.310/2:298788), 
91-13287 


Chinese Bilingual Career Awareness Pro- 
gram, 1986-1987 / Scorza, Margaret H. 
(ED 1.310/2:298792), 91-13289 


James Monroe High School Proyecto 
Nuevos Horizontes, 1986-1987 / Marti- 
nez, Ana L. (ED 1.310/2:298784), 91- 
13285 


Park West High School Vocational and 
High School Equivalency Bilingual 
Program, 1986-1987 / Asselle, Maria 
Grazia. (ED _ 1.310/2:298779), 91- 
13284 


Project BRIDGES, 1986-1987 / Scorza, 
Margaret H. (ED 1.310/2:298790), 91- 
13288 

Project CHAMP, 1986-1987 / Cabrera, 


Eulalia. (ED  1.310/2:298785), 91- 
13286 
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Project GET SET, 1986-1987 / Martinez, 
Ana L. (ED _1.310/2:298776), 91- 
13281 


Seward Park High School Project 
CABES (Career Advancement 
Through Education Skills), 1986-1987 / 
Cabrera, Eulalia. (ED 1.310/2:298775), 
91-13280 


Education, Bilingual — New York (N.Y.) — 
-assisted instruction. 


Computer: 

Jamaica High School Computer-Assisted 
Bilingual/Bicultural Multi-Skills 
Project, 1986-1987 / Asselle, Maria 
Grazia. (ED __ 1.310/2:298778), 91- 
13283 


Project COM-TECH (Bilingual Comput- 
er- and Technology-Oriented Pro- 
gram), 1986-1987 / Martinez, Ana L. 
(ED 1.310/2:298777), 91-13282 


Education, Bilingual — United States. 
Beyond language : social and cultural fac- 
tors in schooling language minority stu- 
dents / (ED _1.310/2:304241), 91- 
13321 


Education, Cooperative. 
Linking with employers [microform] / 
Kalamas, David J. (ED _ 1.310/ 
2:288987), 91-13213 


Education, Elementary — United States — 
Curricula. 


James Madison Elementary School : a 
curriculum for American students. (ED 
1.310/2:295760), 91-13256 


Education, Higher — Research — United 
States. 


Applying institutional research in deci- 
sion making / (ED 1.310/2:292484), 
91-13238 


Education, Higher — United States. 

Guide to programs administered by 
Office of Higher Education Programs 
and Fund for the Improvement of 
Postsecondary Education. (ED 1.310/ 
2:276357), 91-13173 

Higher education and the public trust 
[microform] : improving stature in col- 
leges and universities / Alfred, Richard 
L. (ED 1.310/2:296692), 91-13262 


Education, Higher — United States — Aims 
and 


objectives. 

Strengthening the ties that bind : integrat- 
ing undergraduate liberal and profes- 
sional study : report of the Professional 
Preparation Network, the University of 
Michigan / Stark, Joan S. (ED 1.310/ 
2:304951), 91-13327 


Education, Higher — United States — 


Bibliography — Catalogs. 

Higher education. United States. Superin- 
tendent of Documents. (GP 3.22/ 
2:217/990-2), 91-13476 





Education, Higher — United States — 
Curricula. 
Developing academic programs : the cli- 
mate for innovation / Seymour, Daniel 
T. (ED 1.310/2:305015), 91-13328 


Education, Higher — United States — 
Directories. 
Education directory, colleges and univer- 
sities, 1985-86 / Broyles, Susan G. (ED 
1.310/2:275289), 91-13172 


Education, Humanistic — United States — 
Periodicals. 
Division of Education Programs / (NF 
3.17:991), 91-13845 


Education, Primary. 
Helping your child become a reader [mi- 
croform] / Roser, Nancy L. (ED 
1.310/2:303789), 91-13319 


Education, Rural — Directories. 

Rural school source book : exemplary 
programs, practices and resources for 
rural educators / (ED 1.310/2:300156), 
91-13297 


Education, Secondary — Aims and 
objectives. 
Collaborating with high schools / (ED 
1.310/2:300073), 91-13296 


Education, Secondary — United States — 
Information 
Online information services for secondary 
school students : a current assessment / 
Aversa, Elizabeth Smith. (ED 1.310/ 
2:295682), 91-13255 


Education and state — United States. 
Alternative policy instruments / McDon- 
nell, Lorraine, 1947- (ED 1.310/ 
2:293218), 91-13242 


Beyond the wall chart : appraisal of state- 
wide educational progress : a policy 
issues / Hansen, Kenneth H. 
(ED 1.310/2:277158), 91-13175 


Dropping out of school / Sherman, Joel 
D. (ED 1.310/2:299478), 91-13292 

Lessons learned : federal policy making 
and the education research community. 
Finn, Chester E., 1944- (ED 1.310/ 
2:300404), 91-13303 


Priorities for research and development 
in vocational education : monographs 
prepared in partial fulfillment of a plan- 
ning grant for a National Center for 
Research in Vocational Education / 
Lynch, Richard L. (ED _ 1.310/ 
2:293981), 91-13248 

Steady work [microform] : policy, prac- 
tice, and the reform of American edu- 
cation / Elmore, Richard F. (ED 
1.310/2:296020), 91-13257 
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Education and state — United States — 


Congresses. 

Content, character and choice in school- 
ing : public policy and research impli- 
cations : proceedings of a symposium / 
National Council on Educational Re- 
search. (ED _ 1.310/2:298020), 91- 
13273 

Private sector initiatives in educational 
reform : proceedings of a conference / 
(ED 1.310/2:297420), 91-13268 


Educational acceleration — Case studies. 
Flexible pacing for able learners / Daniel, 
Neil, 1932- (ED 1.310/2:298725), 91- 
13277 


Educational accountability — United States 

— States. 

Creating responsible and responsive ac- 
countability systems : report of the 
OERI State Accountability Study 
Group. (ED _ 1.310/2:299706), 91- 
13293 


anthropology — Japan. 
A look at Japanese education today / 
McKinney, Kay. (ED 1.310/2:282799), 
91-13191 


Educational anthropology — United States. 
Beyond language : social and cultural fac- 
tors in schooling minority stu- 
dents / (ED 1.310/2:304241), 91- 
13321 


Educational change — United States — 
Decision making. 
Alternative policy instruments / McDon- 
nell, Lorraine, 1947- (ED 1.310/ 
2:293218), 91-13242 


Handbooks, manuals, etc. 
SUPPORT, peer consultant’s handbook. 
(ED 1.310/2:250883), 91-13166 


Educational equalization — United States. 
Students in urban settings : achieving the 
baccalaureate degree / Richardson, 
Richard C. (ED 1.310/2:284518), 91- 
13197 


Educational evaluation — United States. 

Evaluation process in schools and class- 
rooms / Natriello, Gary (ED 1.310/ 
2:294890), 91-13250 

The science report card : elements of risk 
and recovery : trends and achievement 
based on the 1986 National Assessment 
/ Mullis, Ina V. S. (ED 1.310/ 
2:300265), 91-13301 

The Underachieving curriculum : assess- 
ing U.S. school mathematics from an 
international ive / (ED 1.310/ 
2:297930), 91-13272 
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Educational evaluation — United States — 
States. 


Beyond the wall chart : appraisal of state- 
wide educational progress : a policy 
issues paper / Hansen, Kenneth H. 
(ED 1.310/2:277158), 91-13175 

Creating responsible and responsive ac- 
countability systems : report of the 
OERI State Accountability Study 
Group. (ED _ 1.310/2:299706), 91- 
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Educational innovations — United States. 
Developing academic programs : the cli- 
mate for innovation / Seymour, Daniel 

T. (ED 1.310/2:305015), 91-13328 


Oversight hearing on education reform 
and American business and the imple- 
mentation of the MHawkins-Stafford 
Amendments of 1988 : hearing before 
the Subcommittee on Select Education 
of the Committee on Education and 
Labor, House of Representatives, One 
Hundred First Congress, second ses- 
sion, hearing held in Washington, DC, 
November 20, 1990. United States. 
Congress. House. Committee on Edu- 
cation and Labor. Subcommittee on El- 
ementary, Secondary, and Vocational 
Education. (Y 4.Ed 8/1:101-130), 91- 
14014 


Strengthening the ties that bind : integrat- 
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sional study : report of the Professional 
Preparation Network, the University of 
Michigan / Stark, Joan S. (ED 1.310/ 
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Educational innovations — Utah. 
Career ladders and teacher incentives : 
the Utah experiment / Peterson, Ken. 
(ED 1.310/2:275064), 91-13171 


Educational law and legislation — United 
States. 


Oversight hearing on education reform 
and American business and the imple- 
mentation of the Hawkins-Stafford 
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the Subcommittee on Select Education 
of the Committee on Education and 
Labor, House of Representatives, One 
Hundred First Congress, second ses- 
sion, hearing held in Washington, DC, 
November 20, 1990. United States. 
Congress. House. Committee on Edu- 
cation and Labor. Subcommittee on El- 
ementary, Secondary, and Vocational 
Education. (Y 4.Ed 8/1:101-130), 91- 
14014 


School Dropout Prevention and Basic 
Skills Improvement Act of 1990. 
United States. (AE 2.110:101-600), 91- 
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Educational planning — United States. 
Developing academic programs : the cli- 
mate for innovation / Seymour, Daniel 
T. (ED 1.310/2:305015), 91-13328 
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Applications of computer technology in 
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making / Deck, Dennis. (ED 1.310/ 
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Educational statistics. 

A summary of state chapter | participa- 
tion and achievement information for 
1985-86 / Gutmann, Babette. (ED 
1.310/2:305410), 91-13331 


Educational statistics — Data processing. 
Applications of computer technology in 
school profiling and databased decision 
making / Deck, Dennis. (ED 1.310/ 
2:277159), 91-13176 


Educational statistics — Periodicals. 
Digest of education statistics. (ED 
1.326:990), 91-13333 


Educational surveys — United States. 
Minority student issues : racial/ethnic 
data collected by the National Center 
for Education Statistics since 1969 / 
Black, MacKnight. (ED _ 1.310/ 
2:305416), 91-13332 


Educational technology — United States. 
Educational technology ; the closing-in 
or the opening-out of curriculum and 
instruction / Komoski, P. Kenneth. 
(ED 1.310/2:295676), 91-13254 


Technology education : industrial arts in 
transition : a review and synthesis of 
the research / McCrory, David L. 
(ED 1.310/2:290935), 91-13230 


Educational tests and measurements — Law 
and legislation — United States. 
Legal issues in testing [microform.] (ED 
1.310/2:289884), 91-13226 


Educational tests and measurements — 
United States. 
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rooms / Natriello, Gary (ED 1.310/ 
2:294890), 91-13250 


A guide to item banking in education : 
item bank data sheets / Naccarato, 
Richard W. (Richard William) (ED 
1.310/2:291804), 91-13232 


Issues in student assessment / (ED 1.310/ 
2:286547), 91-13205 


Testing policies and procedures for the 
at-risk student program area / Gomez, 
Mary Louise. (ED 1.310/2:304454), 
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supplies — Periodicals. 
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fcod compounds authorized for use 
under USDA inspection and grading 
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El Puerto de Santa Maria (Spain) — Maps. 
North Atlantic Ocean, Spain—southwest 
coast, Ports of Cadiz, Base Naval de 
Rota and El Puerto de Santa Maria / 
Instituto Hidrografico de la Marina 
(Spain) (D 5.356:51165/989), 91-12946 


Elbe River — Navigation. 

North Sea, coast of West Germany, Elbe 
River from Krautsand to Schulau / 
Deutsches Hydrographisches Institut. 
(D 5.356:1454/990), 91-12927 


North Sea, coast of West Germany, Elbe 
River, from Schulau to Hamburg / 
Deutsches Hydrographisches Institut. 
(D 5.356:1455/990), 91-12928 


Electric cable sheathing — Statistics — 
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lated wire and cable / (C 3.158:MA-33 
L (89)-1), 91-12791 


Insulated wire and cable (C 3.158:MA-33 
L (89)-1), 91-12791 


Electric cables. 
Evaluation of flammability for cable-like 
polymers [microform] / Mikado, 
Tuneo. (NAS 1.77:20225), 91-13816 


Electric fault location — Data processing. 
Automatic detection of electric power 
troubles (AI application) [microform] / 
(NAS 1.15:86593), 91-13713 


Electric generators — Maintenance and 
repair — Handbooks, manuals, etc. 

Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
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rent): Prestolite model AMA-5102UT 
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models 3002AC and 3002AD (FSN 
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(FSN 2920-475-1446), 2184AC (FSN 
2920-782-1955), 5300GP (FSN 2920- 
818-8635). (D 101.11:9-2920-225-34 P), 
91-13039 


Operator’s, organizational, direct support, 
and general support maintenance 
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(6115-00-857-1397). (D 101.11:5-6115- 
596-14), 91-13021 


Operator’s, organizational, direct support 
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Organizational, DS, GS, and depot main- 
tenance manual : test set TS-140/PCM 
: signal generator SG-15/PCM and 





June 1991 


SG-15A/PCM, and decibel meter ME- 
22/PCM and ME-22A/PCM. (D 
101.11:11-6625-251-15), 91-13095 


Electric power-plants — United States — 
Fuel consumption — Statistics 
Periodicals. 

Electric power annual / (E 3.11/17- 
10:985), 91-13151, 91-13152 


Electric power production — United States 
— Statistics — Periodicals. 
Electric power annual / (E 3.11/17- 
10:985), 91-13151, 91-13152 


Electric utilities — United States — Costs 
— Statistics — Periodicals. 
Electric power annual / (E 3.11/17- 
10:985), 91-13151, 91-13152 


Electric utilities — United States — Rates 
— Statistics — Periodicals. 
Electric power annual / (E 3.11/17- 
10:985), 91-13151, 91-13152 


Electric utilities — United States — 
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Electric power annual / (E 3.11/17- 
10:985), 91-13151, 91-13152 


Electric wire and cable industry — United 
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lated wire and cable / (C 3.158:MA-33 
L (89)-1), 91-12791 

Insulated wire and cable (C 3.158:MA-33 
L (89)-1), 91-12791 


Electrodes, Enzyme. 

Employment of porous polytetraflour- 
oethylene membrane with a hydropphi- 
lic and hydrophobic spatial structure 
for construction of an enzyme elec- 
trode [microform] / Hato, Masakatsu. 
(NAS 1.77:20296), 91-13827 


Electron beam welding. 

Creep properties of PWC-11 base metal 
and weldments as affected by heat 
treatment [microform] / _ Titran, 
Robert. H. (NAS _ 1.15:88842), 91- 
13728 


Electronic apparatus and appliances — 
United States — Maintenance and repair 
— Handbooks, manuals, etc. 

iati intermediate maintenance 
manual (AVIM) : countermeasures set 
AN/TLQ-156(V)1, NSN 5865-01-145- 
5197. (D 101.11:11-5865-201-30-1), 91- 
13084 


Operator and organizational maintenance 
manual : test and repair system, elec- 
tronic equipment AN/MSM-105(V)1. 
(D 101.11:11-6625-3019-12), 91-13112 


Electronic circuits — Testing — Equipment 
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Electronic countermeasures — Handbooks, 
manuals, etc. 

Aviation intermediate maintenance 
manual (AVIM) : countermeasures set 
AN/TLQ-156(V)1, NSN 5865-01-145- 
5197. (D 101.11:11-5865-201-30-1), 91- 
13084 


Electronic instruments — United States — 
Calibration — Handbooks, manuals, etc. 
Alignment procedures : test station, elec- 

tronic equipment AN/USM-410(V)2, 
6625-01-069-4223. (D  101.25:11-6625- 
2773-35), 91-13126 


Electronic instruments — United States — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Direct support and general support main- 
tenance manual : electronic equipment 
configurations Army models AH-1G, 
AH-1Q, and AH-1S(MOD) helicopters. 
(D 101.11:11-1520-221-34), 91-13055 

Operator’s, organizational, DS, GS, and 
depot maintenance manual : electronic 
marker generator AN/USM-271 (NSN 
6625-00-982-1543). (D 101.11:11-6625- 
2383-15), 91-13105 

Organizational maintenance manual 
electronics equipment configuration 
Army model OH-6A helicopter (with- 
out standard lightweight avionics 
equipment). (D 101.11:11-1520-214-20), 
91-13054 


Electronic mail systems — United States — 
Library applications. 
Electronic bulletin board system for the 
Federal Depository Library Program : 
a study / MacGilvray, Marian W. (GP 
3.2:El 2), 91-13470 


Electronic surveillance — United States. 

State and local law enforcement wiretap- 
ping of confidential conversations, in- 
cluding those between criminal defend- 
ants and their lawyers : hearing before 
the Subcommittee on Courts, Intellec- 
tual Property, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, One 
Hundred First Congress, first session, 
December 18, 1989. United States. 
Congress. House. Committee on the 
Judiciary. Subcommittee on Courts, In- 
tellectual Property, and the Adminis- 
tration of Justice. (Y 4.J 89/1:101/132), 
91-14099 


Elementary schools — United States — 
Curricula. 
James Madison Elementary School : a 
curriculum for American students. (ED 
1.310/2:295760), 91-13256 
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velopment Act of 1990 : conference 
report (to accompany H.R. 1602). 
United States. Congress (101st, 2nd ses- 
sion : 1990) (Y 1.1/8:101-956), 91- 
13932 


Emigration and immigration law — United 
States. 


An Act for the Relief of Jocelyne Car- 
ayannis and Marie Carayannis. United 
States. (AE 2.110/2:101-13), 91-12781 


Older Workers Benefit Protection Act. 
United States. (AE 2.110:101-433), 91- 
12745 


Fringe benefits available to public school 
teachers in the Southeast : research 
report / Mabry, Rodney H. (ED 
1.310/2:269394), 91-13168 


Employee fringe benefits — Taxation — 

United States. 

1990 instructions for Form 5500 : annual 
return/report of employee benefit plan 
(with 100 or more participants). United 
States. Internal Revenue Service. (T 
22.51:5500/inst./990), 91-13895 


1990 instructions for Form 5500-C/R : 
return/report of employee benefit plan 
(with fewer than 100 participants). 
United States. Internal Revenue Serv- 
ice. (T 22.51:5500-C/R/inst./990), 91- 
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Employee-management relations in 
government — United States — 
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systems and resources / United States. 
Office of Personnel Management. 
Office of Employee and Labor Rela- 
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A comparison of computerized job 
matching systems / Botterbusch, Karl 
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Oversight hearing on U.S. employment 
services : hearing before the Subcom- 
mittee on Employment Opportunities 
of the Committee on Education and 
Labor, House of Representatives, One 
Hundred First Congress, second ses- 
sion, hearing held in Washington, DC, 
October 16, 1990. United States. Con- 
gress. House. Committee on Education 
and Labor. Subcommittee on Employ- 
ment Opportunities. (Y 4.Ed 8/1:101- 
133), 91-14016 


Employer attitude surveys — Iowa. 

Report on postsecondary student and em- 
ployer follow-up : 1986 sample survey 
and 1986 common data / Boal, Steve. 
(ED 1.310/2:285613), 91-13203 


Employment agencies — United States — 
States. 


Oversight hearing on U.S. employment 
services : hearing before the Subcom- 
mittee on Employment Opportunities 
of the Committee on Education and 
Labor, House of Representatives, One 
Hundred First Congress, second ses- 
sion, hearing held in Washington, DC, 
October 16, 1990. United States. Con- 
gress. House. Committee on Education 
and Labor. Subcommittee on Employ- 
ment Opportunities. (Y 4.Ed 8/1:101- 
133), 91-14016 
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$5,000 under the African Elephant 
Conservation Act. (I 49.14:In 8/small), 
91-13641 


Endangered species — Idaho — 
Identification — Handbooks, manuals, etc. 
Idaho and Wyoming : endangered and 

sensitive plant field guide. (A 13.36/ 
2:Id 1), 91-12691 


species — Law and legislation 

— United States. 

Review of the implementation of Section 
318 of the 1990 Interior Appropriations 
Act (old-growth forests of the Pacific 
Northwest) : joint hearing before the 
Subcommittee on Forests, Family 
Farms, and Energy of the Committee 
on Agriculture, and the Subcommittee 
on National Parks and Public Lands of 
the Committee on Interior and Insular 
Affairs, and the Subcommittee on Fish- 
eries and Wildlife Conservation and the 
Environment of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, One Hundred First 
Congress, second session, April 4, 1990. 
United States. Congress. House. Com- 
mittee on Agricuiture. Subcommittee 
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2:Id 1), 91-12691 


Endowments — United States — Periodicals. 
Division of Education Programs / (NF 
3.17:991), 91-13845 


Energy conservation — United States. 
More powerful ideas— : —that saves 
Army energy. (D 103.122/4:91-1), 91- 
13135 


Energy conservation — United States — 

Bibliography — Catalogs. 

Energy management for consumers and 
businesses. United States. Superintend- 
ent of Documents. (GP 3.22/2:303/ 
990), 91-13479, 91-13480 


Energy development — Law and legislation 

— United States. 

Energy and water development appro- 
priations for fiscal year 1991 : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, One Hundred First Congress, 
second session, on H.R. 5019 .... United 
States. Congress. Senate. Committee on 
Appropriations. Subcommittee on 
Energy and Water Development. (Y 
4.Ap 6/2:S.hrg.101-1081/pt.2), 91- 
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Profiles of foreign direct investment in 
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Profiles of foreign direct investment in 
U.S. energy / (E 3.52:989), 91-13160 


Energy policy — United States. 

Key elements of a national energy policy 
: hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session .. October 2, 
1990. United States. Congress. Senate. 
Committee on Energy and Natural Re- 
sources. (Y 4.En 2:S.hrg.101-1183), 
91-14026 


Energy policy — United States — 

Bibliography — Catalogs. 

Energy management for consumers and 
businesses. United States. Superintend- 
ent of Documents. (GP 3.22/2:303/ 
990), 91-13479, 91-13480 


Full scale technology demonstration of a 
modern counterrotating unducted fan 
engine concept [microform] : design 
report / (NAS 1.26:180867), 91-13775 


English language — Study and teaching 

(Elementary) — Foreign speakers. 

Beyond language : social and cultural fac- 
tors in schooling language minority stu- 
dents / (ED _ 1.310/2:304241), 91- 
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Entrepreneurship — United States — Audio- 
visual aids. 
OPTIONS, expanding educational serv- 
ices for adults : publicity kit. (ED 
1.310/2:288986), 91-13212 


Enviromental monitoring — United States — 

Statistics — Periodicals. 

Environmental monitoring and assess- 
ment program ... project descriptors 
(EP 1.23/6:600/9-90/028), 91-13341 

Project descriptors / (EP 1.23/6:600/9- 
90/028), 91-13341 


Environmental education — United States. 
Let’s reduce and recycle : curriculum for 
solid waste awareness : lesson plans for 
grades K-6 and 7-12. (EP 1.17:530-SW- 
90-005), 91-13337 
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CFR. 40, Protection of environment (AE 


2.106/3:40/pt.1-51/990), 91-12720, 
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12724, 91-12725 


Code of Federal regulations. 40, Protec- 
tion of environment. (AE 2.106/3:40/ 
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An Act to Address Immediate Problems 
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tivities. United States. (AE 2.110:101- 
584), 91-12769 


An Act to Protect and Conserve the 
Continent of Antarctica, and for Other 

: United States. (AE 
2.110:101-594), 91-12772 


Antarctic Protection Act of 1990 United 
States. (AE 2.110:101-594), 91-12772 


Global Climate Change Prevention Act 
of 1989—S. 1610 : hearing before the 
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sion, on S. 1610 ... November 6, 1989. 
United States. Congress. Senate. Com- 
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Forestry. (Y 4.Ag 8/3:S.hrg.101-1135), 
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National Environmental Policy Act hand- 
book. (I 27.19/2:En 8/2), 91-13629 
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Antarctic Protection Act of 1990 United 
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sion, September 26, 1990. United 
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conditions : research, development, and 
acquisition. United States. Dept. of the 
Army. (D 101.9:70-38/979), 91-13003 
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Evaluation of experimental epoxy mon- 
omers [microform] / (NAS 1.15:87476), 
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States. National Ocean Service. (C 
55.418/7:14836/990), 91-12849 
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Alternative U.S. policy approaches to 
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sentatives, One Hundred First Con- 
gress, first session, November 15, 1989. 
United States. Congress. House. Com- 
mittee on Foreign Affairs. Subcommit- 
tee on Arms Control, International Se- 
curity, and Science. (Y 4.F 76/1:Ar 5/ 
40), 91-14044 


Page I-331 





Europe Politics and government 20th century. 


Europe — Politics and government — 20th 


century. 

Current developments in the United Na- 
tions system : hearing before the Sub- 
committees on Human Rights and 
International Organizations, and on 
International Operations of the Com- 
mittee on Foreign Affairs, House of 
Representatives, One Hundred First 
Congress, second session, September 
19, 1990. United States. Congress. 
House. Committee on Foreign Affairs. 
Subcommittee on Human Rights and 
International Organizations. (Y 4.F 76/ 
1:Un 35/99), 91-14054 


Report on the visit to Eastern Europe of 
the senate delegation led by Senator 
John Heinz : political and economic 
developments in Central and Eastern 
Europe and their implications for 
United States foreign economic policy. 
(Y 1.1/5:101-400), 91-13917 


Europe, Eastern — Foreign economic 
relations — United States. 

Report on the visit to Eastern Europe of 
the senate delegation led by Senator 
John Heinz : political and economic 
developments in Central and Eastern 
Europe and their implications for 
United States foreign economic policy. 
(Y 1.1/5:101-400), 91-13917 


Europe, Eastern — Politics and government 

— 1989- 

Report on the visit to Eastern Europe of 
the senate delegation led by Senator 
John Heinz : political and economic 
developments in Central and Eastern 
Europe and their implications for 
United States foreign economic policy. 
(Y 1.1/5:101-400), 91-13917 


Evaluation research (Social action programs) 
— United States — Handbooks, manuals, 
etc. 

Program evaluation : a self-study manual 
/ Smith, Christopher A. (ED 1.310/ 
2:289083), 91-13218 


Excavations (Archaeology) — New Mexico 

— Salinas National Monument. 

The 1939-1940 excavation project at 
Quarai pueblo and mission buildings : 
Salinas Pueblo Missions National 
Monument, New Mexico / Hurt, 
Wesley R. (Wesley Robert), 1917- (I 
29.116:29), 91-13637 


Excise tax — Law and legislation — United 
States. 
Schedule of present federal excise taxes / 
(Y 4.T 19/4:F 31/3/990), 91-14133 


Excise tax — United States — Rates and 
tables. 
Schedule of present federal excise taxes / 
(Y 4.T 19/4:F 31/3/990), 91-14133 


Page I-332 





Executive departments — United States — 


Management. 

OMB’s response to government manage- 
ment failures : hearing before the Com- 
mittee on Governmental Affairs, 
United States Senate, One Hundred 
First Congress, second session, October 
3, 11, 1990. United States. Congress. 
Senate. Committee on Governmental 
Affairs. (Y 4.G 74/9:S.hrg.101-1152), 
91-14072 


Executive departments — United States — 

Periodicals. 

Agencies and functions of the federal 
government establ;ished, continued, 
abolished, transferred, of changed in 
name by legislative or executive action 
during calendar year ... (Y 4.G 74/9- 
10:988/supp.), 91-14079 


Supplement to ... Organization of federal 
executive departments and agencies / 
(Y 4.G 74/9-10:988/supp.), 91-14079 


Exercise therapy. 
The effect of exercise on venous gas 


emboli and decompression sickness in 
human subjects at 4.3 psia [microform] 
/ (NAS 1.15:58278), 91-13703 


*Expenditures, Health — United States. 
Determinants of total family charges for 
health care—United States, 1980 / Sun- 
shine, Jonathan H. (HE 22.26/4:8), 
91-13505 


Expense accounts and taxation — United 

States. 

Miscellaneous deductions : for use in pre- 
paring 1990 returns. United States. In- 
ternal Revenue Service. (T 22.44/ 
2:529/990), 91-13875 


1990 instructions for Form 990-T 
exempt organization business income 
tax return. United States. Internal Rev- 
enue Service. (T 22.51:990-T/inst./ 
990), 91-13882 


1990 instructions for form 2106 : employ- 
ee business expenses. United States. In- 
ternal Revenue Service. (T 22.51:2106/ 
inst./990), 91-13890 


Explosive ordnance disposal. 

Naval Explosive Ordnance Disposal 
Technology Center. Naval Explosive 
Ordnance Di Technology Center 
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Field manual for the investigation of fish 
kills / (I 49.66:177), 91-13642 


Fishes — Effect of water pollution on —- 
Handbooks, manuals, etc. 
Field manual for the investigation of fish 
kills / (I 49.66:177), 91-13642 


Fishes — Spermatozoa. 

Supplemental report for the sperm cell 
tests using the sea urchin Arbacia 
punctulata : training videotape / (EP 
1.23:600/3-90/077), 91-13339 


Fishes — Virus diseases. 
Viral hemorrhagic septicemia of fishes / 
Mann, Joyce A. (I 49.79/2:9), 91- 
13643 


Fishlake National Forest (Utah) — Maps. 
Firewood program : Fishlake National 
Forest, 1991 / United States. Forest 
Service. Intermountain Region. (A 
13.28:F 51/991), 91-12681 


Fission products. 

Mass spectrometric high temperature 
measurements of the barium oxide-zir- 
conium dioxide system and the deter- 
mination of thermodynamic data for 
barium zirconate [microform] : Clarifi- 
cation of the counter-stopping capacity 
of coated particles for solid fission 
products by zirconium dioxude addi- 
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tion / Odoj, R. (NAS 1.77:20187), 91- 
13813 


Flame — Measurement. 

Measurement of the radiative properties 
of gas and oil flames [microform] / 
Tietze, H. (NAS _1.77:20299), 91- 
13828 


Flame 
Effect of thickness on downward flame 
spread over paper [microform] / 
Hirano, Toshisuke. (NAS 1.77:20282), 
91-13821 


Flame spread mechanisms over PMMA 
surfaces [microform] / Hirano, Toshi- 
suke. (NAS 1.77:20284), 91-13822 


Water-surface profile and ‘flood bound- 
aries for the computed 100-year flood, 
Poplar River, Fort Peck Indian Reser- 
vation, Montana / Geological Survey 
(U.S.) (1 19.42/4:90-4169), 91-13530 


Flood forecasting — Poplar River Watershed 

(Sask. and Mont.) — Maps. 

Water-surface profile and flood bound- 
aries for the computed 100-year flood, 
Poplar River, Fort Peck Indian Reser- 
vation, Montana / Geological Survey 
(U.S.) (I 19.42/4:90-4169), 91-13530 


Floods — United States. 

Existing federal mitigation programs : 
hearing before the Subcommittee on 
Policy Research and Insurance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred First Congress, 
second session, June 27, 1990. United 
States. Congress. House. Committee on 
Banking, Finance, and Urban Affairs. 
Subcommittee on Policy Research and 
Insurance. (Y 4.B 22/1:101-143), 91- 
13991 


Florida — Bathymetric maps. 
Dry Tortugas, Florida, 1989 : 1:250 000- 
scale metric topographic-bathymetric 
p : | x 2 degree series (topographic- 
bathymetric) / Geological Survey 
(U.S.) (I 19.98:24082-A 1-TB-250/989), 
91-13624 


Florida — Maps, Topographic. 

Dry Tortugas, Florida, 1989 : 1:250 000- 
scale metric topographic-bathymetric 
map : | x 2 degree series (topographic- 
bathymetric) / Geological Survey 
(U.S.) (1 19.98:24082-A 1-TB-250/989), 
91-13624 


Florida Keys Region (Fla.) — Maps. 
Florida, Intracoastal Waterway, Bahia 
Honda Key to Sugarloaf Key [and] Su- 
garloaf Key to Key West / United 
States. National Ocean Service. (C 

55.418/7:11445/990), 91-12832 
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Flow visualization. 

Operational performance of vapor-screen 
systems for in-flight visualization of 
leading-edge vortices on the F-106B 
aircraft [microform] / (NAS 1.15:4004), 
91-13699 


Fluid dynamics — Computer simulation. 
Report on the feasibility of hypercube 
concurrent processing systems in com- 
putational fluid dynamics [microform] 
/ Bruno, John. (NAS 1.15:89398), 91- 
13734 


Fluid mechanics. 

Determination of the specific area of 
liquid gas and the velocity of weak 
pressure waves in aqueous foams [mi- 
croform] / (NAS _1.77:20347), 91- 
13837 


Fluorescent lamps. 

Potentialities for an improvement of the 
efficiency of fluore[s]cent mercury 
lamps [microform] / Hilpert, K. (NAS 
1.77:20120), 91-13811 


Flutter (Aerodynamics) 

A characteristic method for calculating 
the generalized flat flutter aerodynamic 
forces [microform] / Teipel, Ingolf. 
(NAS 1.77:20300), 91-13829 


Tilt-rotor flutter control in cruise flight 
[microform] / Nasu, Ken-ichi. (NAS 
1.15:88315), 91-13723 


Follow-up in teacher training — 
States. 
Teacher training in assessment / Stiggins, 
Richard J. (ED 1.310/2:303439), 91- 
13317 


United 


Fonorow, Benjamin H. 
An Act for the Relief of Benjamin H. 
Fonorow. United States. (AE 2.110/ 
2:101-16), 91-12783 


Food — Composition — Bibliography. 
Nutrient composition of selected grains as 
food : January 1986 - September 1990 / 
Headley-A yotunde, Beverley. (A 
17.18/4:91-34), 91-12696 


Food additives — Periodicals. 
List of proprietary substances and non- 
food compounds authorized for use 
under USDA inspection and i 
programs / (A 110.15:990), 


Food adulteration and inspection — United 

States. 

Review of producer-funded checkoff pro- 
grams : hearing before the Subcommit- 
tee on Livestock, Dairy, and Poultry 
of the Committee on Agriculture, 
House of eee One Hun- 
dred First Congress, second session, 
March 27, 1990. United States. Con- 
gress. House. Committee on Agricul- 
ture. Subcommittee on Livestock, 


ing 
91-12709 
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Dairy, and Poultry. (Y 4.Ag 8/1:101- 
45), 91-13959 


Food adulteration and inspection — United 

States — Periodicals. 

List of proprietary substances and non- 
food compounds authorized for use 
under USDA inspection and grading 
programs / (A 110.15:990), 91-12709 


Food relief, American — Developing 
countries. 

Strategies for overcoming hunger : from 
goals to implementation hearing 
before the Select Committee on 
Hunger, House of Representatives, One 
Hundred First Congress, second ses- 
sion, hearing held in Washington, DC, 
September 26, 1990. United States. 
Congress. House. Select Committee on 
Hunger. (Y 4.H 89:101-23), 91-14083 


Food relief, American — Sudan. 

Emergency situations in Sudan and Libe- 
ria : hearing before the Subcommittee 
on African Affairs of the Committee 
on Foreign Relations, United States 
Senate, One Hundred First Congress, 
second session, November 27, 1990. 
United States. Congress. Senate. Com- 
mittee on Foreign Relations. Subcom- 
mittee on African Affairs. (Y 4.F 76/ 
2:S.hrg.101-1163), 91-14059 


Footwear industry — United States. 

Textile, Apparel and Footwear Trade 
Act of 1990 : hearing before the Com- 
mittee on Finance, One Hundred First 
Congress, second session, on S. 2411, 
June 7, 1990. United States. Congress. 
Senate. Committee on Finance. (Y 4.F 
49:S.hrg.101-1185), 91-14041 


Ford, William D. — Portraits. 

Unveiling of a portrait of the Honorable 
William D. Ford a representative in 
Congress from the fifteenth district of 
Michigan since November 3, 1964, 
elected to eighty-ninth and all succeed- 
ing Congresses, chairman, House Com- 
mittee on Post Office and Civil Service 
: proceedings before the Committee on 
Post Office and Civil Service, Wednes- 
day March 21, 1990. (Y 1.1/7:101-240/ 
corr.), 91-13922 


Forecasting — Research — United States — 


Congresses. 
Federal Forecasters Conference proceed- 
ings, April 25, 1988 / Federal Fore- 


casters Conference (ist : 1988 : Wash- 
ington, D.C.) (ED _ 1.310/2:305388), 
91-13330 


Foreign trade and employment — United 
States — Statistics — Periodicals. 
U.S. manufactured exports & export-re- 
lated employment. (C 61.2:Ex 7/18/ 
988), 91-12890 
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US manufactured exports & export-relat- 
ed employment (C 61.2:Ex 7/18/988), 
91-12890 


Foreign trade promotion — Government 
policy — United States. 

Status report on GAO’s reviews of the 
Targeted Export Assistance Program, 
the Export Enhancement Program, and 
the GSM-102/103 Export Credit Guar- 
antee Programs : statement of Allan I. 
Mendelowitz, Director, Trade, Energy, 
and Finance Issues, National Security 
and International Affairs Division 
before the Task Force on Urgent 
Fiscal Issues, Committee on Budget, 
House of Representatives. Men- 
delowitz, Allan I. (GA_ 1.5/2:T- 
NSIAD-90-53), 91-13449 


Foreign trade promotion — United States. 

Manufacturing extension programs : hear- 
ing before the Joint Economic Com- 
mittee, Congress of the United States, 
One Hundred First Congress, second 
session, May 1, 1990. United States. 
Congress. Joint Economic Committee. 
(Y 4.Ec 7:M 31), 91-14012 


Status report on GAO’s reviews of the 
Targeted Export Assistance Program, 
the Export Enhancement Program, and 
the GSM-102/103 Export Credit Guar- 
antee Program : statement of Allan I. 
Mendelowitz, Director, Trade, Energy, 
and Finance Issues ... before the Sub- 
committee on Department Operations, 
Research and Foreign Agriculture; To- 
bacco and Peanuts; and Wheat, Soy- 
beans, and Feed Grains, Committee on 
Agriculture, House of Representatives. 
Mendelowitz, Allan I. (GA _ 1.5/2:T- 
NSIAD-90-12), 91-13443 


Foreign trade regulation — United States. 

Oversight of U.S. position in GATT ne- 
gotiations affecting American manufac- 
turing jobs : hearing before the Sub- 
committee on Oversight of Govern- 
ment Management of the Committee 
on Government Affairs, United States 
Senate, One Hundred First Congress, 
second session, September 26, 1990. 
United States. Congress. Senate. Com- 
mittee on Governmental Affairs. Sub- 
committee on Oversight of Govern- 
ment Management. (Y 4.G 74/ 
9:S.hrg.101-1129), 91-14071 


U.S. government controls on sales to Iraq 
: hearing before the Commerce, Con- 
sumer, and Monetary Affairs Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, One Hundred First Congress, 
second session, September 27, 1990. 
United States. Congress. House. Com- 
mittee on Government Operations. 
Commerce, Consumer, and Monetary 
Affairs Subcommittee. (Y 4.G 74/7:Sa 
8/3), 91-14066 





United States import requirements. (T 
17.2:Im 7/2/990), 91-13866 


Foreign trade regulation — United States — 
Posters. 
Attention international travelers [picture] 
: a ban on elephant ivory is now in 
effect, any elephant ivory brought into 
the United States is subject to seizure, 
in addition, violators could be fined 
$5,000 under the African Elephant 
Conservation Act. (I 49.14:In 8/small), 
91-13641 


Forest management — United States. 

Administration’s proposed below-cost 
commercial timber sale pilot test : hear- 
ing before the Subcommittee on For- 
ests, Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
Congress, second session, March 1, 
1990. United States. Congress. House. 
Committee on Agriculture. Subcom- 
mittee on Forests, Family Farms, and 
Energy. (Y 4.Ag 8/1:101-65), 91- 
13966 


National forest management : hearings 
before the Subcommittee on Forests, 
Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
Congress, first and second sessions, No- 
vember 9, 1989, status of national forest 
lands ... March 6, 1990, national forest 
timber supply .... United States. Con- 
gress. House. Committee on Agricul- 
ture. Subcommittee on Forests, Family 
Farms, and Energy. (Y 4.Ag 8/1:101- 
42), 91-13958 


Review of the implementation of Section 
318 of the 1990 Interior Appropriations 
Act (old-growth forests of the Pacific 
Northwest) : joint hearing before the 


Subcommittee on Forests, Family 
Farms, and Energy of the Committee 
on Agriculture, and the Subcommittee 
on National Parks and Public Lands of 
the Committee on Interior and Insular 
Affairs, and the Subcommittee on Fish- 
eries and Wildlife Conservation and the 
Environment of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, One Hundred First 
Congress, second session, April 4, 1990. 
United States. Congress. House. Com- 
mittee on Agriculture. Subcommittee 
on Forests, Family Farms, and Energy. 
(Y 4.Ag 8/1:101-60), 91-13962 


Forest policy — Toiyabe National Forest 

(Nev. and Calif.) 

Toiyabe National Forest (Austin Ranger 
District), Nevada : forest visitor/travel 
map, 1987 / United States. Forest 
Service. Intermountain Region. (A 
13.28:T 57/19/990), 91-12690 
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Forest policy — United States. 

National forest management : hearings 
before the Subcommittee on Forests, 
Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
Congress, first and second sessions, No- 
vember 9, 1989, status of national forest 
lands ... March 6, 1990, national forest 
timber supply .... United States. Con- 
gress. House. Committee on Agricul- 
ture. Subcommittee on Forests, Family 
Farms, and Energy. (Y 4.Ag 8/1:101- 
42), 91-13958 


Forest reserves — Law and legislation — 
New Mexico. 
Baca Location no. 1 Land Acquisition 
and Study Act of 1990. United States. 
(AE 2.110:101-556), 91-12758 


Forestry law and legislation —- United 

States. 

Miscellaneous Bureau of Land Manage- 
ment and Forest Service legislation : 
hearing before the Subcommittee on 
Public Lands, National Parks, and For- 
ests of the Committee on Energy and 
Natural. Resources, United States 
Senate, One Hundred First Congress, 
second session, on S. 2472, S. 2543, S. 
2815, S. 2816, S. 2891, H.R. 2566, H.R. 
3888, September 26, 1990. United 
States. Congress. Senate. Committee on 
Energy and Natural Resources. Sub- 
committee on Public Lands, National 
Parks, and Forests. (Y 4.En 
2:S.hrg.101-1159), 91-14022 


Miscellaneous forestry : hearings before 
the Subcommittee on Forests, Family 
Farms, and Energy of the Committee 
on Agriculture, House of Representa- 
tives, One Hundred First Congress, 
second session, March 14, 1990 ... H.R. 
3454 Forest Stewardship Assistance 
Act of 1989 ... September 27, 1990 
H.R. 3617 Fishlake National Forest 
Enlargement Act .... United States. 
Congress. House. Committee on Agri- 
culture. Subcommittee on Forests, 
Family Farms, and Energy. (Y 4.Ag 8/ 
1:101-67), 91-13968 

Review of the implementation of Section 
318 of the 1990 Interior Appropriations 
Act (old-growth forests of the Pacific 
Northwest) : joint hearing before the 
Subcommittee on Forests, Family 
Farms, and Energy of the Committee 
on Agriculture, and the Subcommittee 
on National Parks and Public Lands of 
the Committee on Interior and Insular 
Affairs, and the Subcommittee on Fish- 
eries and Wildlife Conservation and the 
Environment of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, One Hundred First 
Congress, second session, April 4, 1990. 

United States. Congress. House. Com- 
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mittee on Agriculture. Subcommittee 
on Forests, Family Farms, and Energy. 
(Y 4.Ag 8/1:101-60), 91-13962 


Fork lift trucks — Handbooks, manuals, etc. 
Operator’s manual : truck, lift, fork, gaso- 
line, pneumatic-tired wheels, 15,000- 
pound capacity, (Clark model CY 150 
B, Army model MHE-175), federal 
stock number 3930-621-7413. (D 
101.11:10-3930-225-10), 91-13044, 91- 
13045 


Fork lift trucks — Maintenance and repair 

—- Handbooks, manuals, etc. 

Direct and general support and depot 
maintenance repair parts and special 
tools lists : truck, fork lift, electric, 
solid rubber tires, 6000 Ib capacity, 180 
in. lift (Drexel Dynamics model FL60- 
EES600), (Army model MHE-206), 
FSN 3930-935-7867. (D 101.11:10-3930- 
611-35 P), 91-13047 


Direct and general support maintenance 
manual : truck, lift, fork, electric, solid 
rubber tires, Army model MHE-218, 
4,000 Ibs. capacity, 100 in. lift, Drexel 
Dynamics model FL-40-EE-6550, FSN 
3930-403-5661, 4,000 Ibs. capacity, 180 
in. lift, Drexel Dynamics model FL-40- 
EE-6250, FSN 3930-403-5662. (D 
101.11:10-3930-625-34), 91-13048 


Operator and organizational maintenance 
manual : truck, lift, fork; diesel engine, 
pneumatic tired wheels, rough terrain, 
6,000 Ib. capacity, 24” load center, An- 
thony model MLT 6-2, Army model 
MHE-230, NSN 3930-00-327-1575. (D 
101.11:10-3930-634-12), 91-13050 

Organizational maintenance manual 
truck, lift, fork, electric, solid rubber 
tires, 6000-pound capacity, Army 
model MHE-198, Baker model FTD- 
060-EE, FSN 3930-724-4057 (130-in. 
lift), FSN 3930-724-4059 (172-in. lift). 
(D 101.11:10-3930-256-20), 91-13046 


Fort Davis (Tex.) — History. 
History of Fort Davis, Texas / Wooster, 
Robert, 1956- (I 29.116:34), 91-13638 


Fort Lauderdale Region (Fla.) — Maps. 
United States—east coast, Florida, Fort 
Lauderdale, Port Everglades / United 
States. National Ocean Service. (C 
55.418/7:11470/990), 91-12833 


Fracture mechanics — Simulation methods. 
Simulation of liquid and vapor movement 
in unsaturated fractured rock at the 
Apache Leap Tuff Site : models and 
strategies / Yeh, T. C. (T.-C. Jim) (Y 
3.N 88:25/5097), 91-13942 


Fraud — United States. 

Abuses in federal student aid programs : 
hearings before the Permanent Sub- 
committee on Investigations of the 
Committee on Governmental Affairs, 
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United States Senate, One Hundred 
First Congress, second session 
United States. Congress. Senate. Com- 
mittee on Governmental Affairs. Per- 
manent Subcommittee on Investiga- 
tions. (Y 4.G 74/9:S.hrg.101-659/pt.3- 
4), 91-14069 


Defense procurement fraud / United 
States. Dept. of Justice. Office of Legal 
Education. (J 1.2:F 86/2), 91-13646 


Free ports and zones — United States. 

Foreign Trade Zones program needs 
clarified criteria : statement of Allan I. 
Mendelowitz, director, Trade, Energy, 
and Finance Issues, National Security 
and International Affairs Division, 
before the Subcommittee on Trade, 
House Committee on Ways and Means. 
Mendelowitz, Allan I. (GA _ 1.5/2:T- 
NSIAD-90-05), 91-13442 


Freedom of speech — United States. 

First amendment rights of federal work- 
ers : hearing before the Employment 
and Housing Subcommittee of the 
Committee on Government Operations, 
House of Representatives, One Hun- 
dred First Congress, second session, 
February 14, 1990. United States. Con- 
gress. House. Committee on Govern- 
ment Operations. Employment and 
Housing Subcommittee. (Y 4.G 74/7:W 
89/5), 91-14067 


Fuelwood cutting — Utah — Fishlake 

National Forest. 

Firewood program : Fishlake National 
Forest, 1991 / United States. Forest 
Service. Intermountain Region. (A 
13.28:F 51/991), 91-12681 


— Reproduction. 

Supplemental report for the red algal 
sexual reproduction test : training vid- 
eotape / (EP 1.23:600/3-90/076), 91- 
13338 


G 


Galerkin methods. 

Comprehensive analysis of helicopters 
with bearingless rotors [microform] : 
status report / Murthy, V. R. (NAS 
1.26:182537), 91-13783 

Galerkin/Runge-Kutta discretizations for 
parabolic equations with time depend- 
ent coefficients [microform] / Keeling, 
Stephen L. (NAS 1.26:178372), 91- 
13761 

A hybrid perturbation Galerkin technique 
with applications to slender body 
theory [microform] / Geer, James F. 
(NAS 1.26:178354), 91-13753 


Galveston Bay (Tex.) — Navigation. 
Galveston Bay, Texas / United States. 
National Ocean Service. (C 55.418/ 
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Gambling — United States. 

Gambling on vessels : hearing before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, One Hundred First Congress, ses- 
sion second on H.R. 5533 ... H.R. 5534 
... October 3, 1990. United States. Con- 
gress. House. Committee on Merchant 
Marine and Fisheries. Subcommittee on 
Merchant Marine. (Y 4.M 53:101-122), 
91-14110 


(C 55.418/7:11326/folder), 


Games — United States. 
In answer to your query : games. (LC 
3.4/2:108/991), 91-13691 


Gas, Natural — Law and legislation — 

United States. 

Natural Gas Cofiring Promotion Act of 
1989 : hearing before the Subcommittee 
on Energy Research and Development 
of the Committee on Energy and Natu- 
ral Resources, United States Senate, 
One Hundred First Congress, second 
session on S. 1848, Natural Gas Cofir- 
ing Promotion Act of 1989, May 8, 
1990. United States. Congress. Senate. 
Committee on Energy and Natural Re- 
sources. Subcommittee on Energy Re- 
search and Development. (Y 4.En 
2:S.hrg.101-963), 91-14018 


Gas, Natural — United States — 
Periodicals. 
The Gas supplies of interstate natural gas 
pipeline companies / (E 3.25/2:989), 
91-13153 


Gas, Natural — United States — Pipe lines 
— Statistics — Periodicals. 
The Gas supplies of interstate natural gas 
pipeline companies / (E 3.25/2:989), 
91-13153 


Gas, Natural — Virginia — Pipe lines — 

Right of way. 

An Act to Authorize the Secretary of the 
Interior to Permit Certain Uses of 
Lands within the Colonial National 
Historical Park in the Commonwealth 
of Virginia. United States. (AE 
2.110:101-573), 91-12764 


Gas, Natural, in submerged lands — Law 
and legislation — United States. 

Review of offshore oil and gas programs 
and laws : hearing before the Subcom- 
mittee on Water, Power, and Offshore 
Energy Resources of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundred First 
Congress, first session, on oversight on 
effectiveness of the current offshore 
drilling .... United States. Congress. 
House. Committee on Interior and In- 
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sular Affairs. Subcommittee on Water, 
Power, and Offshore Energy Re- 
sources. (Y 4.In 8/14:101-10/pt.2-3), 
91-14088 


The Gas supplies of interstate natural gas 
pipeline companies / (E 3.25/2:989), 
91-13153 


Gasohol — Bibliography. 
Gasahol [i.e. gasohol] : January 1983 - 
September 1990 / Cheney, Sheldon. (A 
17.18/4:91-36), 91-12697 


Gasoline — Prices. 

Consumer energy price increases : hear- 
ing before the Subcommittee on the 
Consumer of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, One Hundred 
First Congress, second session, on the 
effects on consumer prices of recent 
Middle East disturbances, August 7, 
1990. United States. Congress. Senate. 
Committee on Commerce, Science, and 
Transportation. Subcommittee on the 
Consumer. (Y 4.C_ 73/7:S.hrg.101- 
1074), 91-14008 


Gasoline supply. 

Consumer energy price increases : hear- 
ing before the Subcommittee on the 
Consumer of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, One Hundred 
First Congress, second session, on the 
effects on consumer prices of recent 
Middle East disturbances, August 7, 
1990. United States. Congress. Senate. 
Committee on Commerce, Science, and 
Transportation. Subcommittee on the 
Consumer. (Y 4.C 73/7:S.hrg.101- 
1074), 91-14008 


Gdansk, Gulf of (Poland and R.S.F.S.R.) — 

Navigation. 

Baltic Sea, Poland—Soviet Union, Lie- 
paja to Gdynia / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44430/ 
989), 91-12942 


Baltic Sea, Poland—Soviet Union, 
Rozewie to Mys Taran, including Gulf 
of Gdansk / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44461/ 
989), 91-12943 


Baltic Sea, Poland, approaches to Gdynia 
and Gdansk / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44465/ 
990), 91-12944 


General Agreement on Tariffs and Trade 
(Organization) 
Oversight of U.S. position in GATT ne- 
gotiations affecting American manufac- 





turing jobs : hearing before the Sub- 
committee on Oversight of Govern- 
ment Management of the Committee 
on Government Affairs, United States 
Senate, One Hundred First Congress, 
second session, September 26, 1990. 
United States. Congress. Senate. Com- 
mittee on Governmental Affairs. Sub- 
committee on Oversight of Govern- 
ment ement. (Y 4G _ 74/ 
9:S.hrg.101-1129), 91-14071 


Genetics. 

Measurement of the light flux density 
patterns from luminaires proposed as 
photon sources for photosynthesis 
during space travel [microform] / 
Walker, Paul N. (NAS 1.26:186124), 
91-13798 


Geological Survey (U.S.) 
Geologic studies in Alaska by the U.S. 
Geological Survey, 1989 / (I 
19.3:1946), 91-13515 


Geology — Alaska. 
Geologic studies in Alaska by the U.S. 
Geological Survey, 1989 / (I 
19.3:1946), 91-13515 


Geology — Connecticut — Bristol Region. 
Bedrock geology of the Bristol Quadran- 
gle, Hartford, Litchfield, and New 
Haven counties, Connecticut / Simp- 
son, Howard E. (I 19.3:1573/990), 91- 
13512 


Geology — Marshall Islands — Enewetak 
Atoll. 
Introduction : Enewetak Atoll and the 
PEACE Program / Henry, Thomas W. 
(I 19.16:1513-A), 91-13518 


Geology — North America. 
Our changing continent / Schlee, John 
Stevens, 1928- (I 19.2:C 76/991), 91- 
13511 


Geology, Stratigraphic. 
Geologic studies in Alaska by the U.S. 
Geological Survey, 1989 / (I 
19.3:1946), 91-13515 


Geology, Stratigraphic — Devonian. 
Bedrock geology of the Bristol Quadran- 
gle, Hartford, Litchfield, and New 
Haven counties, Connecticut / Simp- 
son, Howard E. (I 19.3:1573/990), 91- 
13512 


Geology, Stratigraphic — Ordovician. 
Bedrock geology of the Bristol Quadran- 
gle, Hartford, Litchfield, and New 
Haven counties, Connecticut / Simp- 
son, Howard E. (I 19.3:1573/990), 91- 
13512 


Geology, Stratigraphic — Triassic. 
Bedrock geology of the Bristol Quadran- 
gle, Hartford, Litchfield, and New 
Haven counties, Connecticut / Simp- 
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son, Howard E. (I 19.3:1573/990), 
13512 


Geophysics — Marshall Islands — Enewetak 
Atoll. 


91- 


Introduction : Enewetak Atoll and the 
PEACE Program / Henry, Thomas W. 
(I 19.16:1513-A), 91-13518 


Directory of U.S. marine CD- 
ROMs. (C 55.48:M 33), 91-12810 


Germany (East) — Economic conditions — 
Periodicals. 


German Democratic Republic / German 
Democratic Republic (Washington, 
D.C. : 1977) (C 61.11:G 31/2/990), 
91-12895 


Germany (East) — Foreign economic 
relations — United States — Periodicals. 
German Democratic Republic / German 

Democratic Republic (Washington, 
D.C. : 1977) (C 61.11:G 31/2/990), 
91-12895 


Germany (East) — Foreign relations — 
Treaties. 


Implications of treaty on final German 
settlement for NATO strategy and U.S. 
military presence in Europe : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, One Hun- 
dred First Congress, second session, 
October 4, 1990. United States. Con- 
gress. Senate. Committee on Armed 
Services. (Y 4.Ar 5/3:S.hrg.101-1154), 
91-13988 


Germany (West) — Foreign relations — 
Treaties. 


Implications of treaty on final German 
settlement for NATO strategy and U.S. 
military presence in Europe : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, One Hun- 
dred First Congress, second session, 
October 4, 1990. United States. Con- 
gress. Senate. Committee on Armed 
Services. (Y 4.Ar 5/3:S.hrg.101-1154), 
91-13988 


Gifted children — Education — United 
States — Case studies. 
Flexible pacing for able learners / Daniel, 
Neil, 1932- (ED 1.310/2:298725), 91- 
13277 


Glenn, John, 1921- 

Preliminary inquiry into allegations re- 
garding Senators Cranston, DeConcini, 
Glenn, McCain, and Riegle, and Lin- 
coln Savings and Loan : open session 
hearings before the Select Committee 
on Ethics, United States Senate, One 
Hundred First Congress, second ses- 
sion, November 15, 1990, through Jan- 
uary 16, 1991. United States. Congress. 
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Glenn, John, 1921- 


Senate. Select Committee on Ethics. (Y 
4.Et 3/4:S.hrg.101-1190/pt.1-4), 91- 
14039 


Global warming. 
Changing by degrees : steps to reduce 
greenhouse gases : summary. (Y 3.T 
22/2:2 D 36/3/sum.), 91-13949 


Glorieta National Battlefield (N.M.) 

An Act to Authorize the Establishment 
of the Glorieta National Battlefield in 
the State of New Mexico, and for 
Other Purposes. United States. (AE 
2.110:101-536), 91-12753 


Pecos National Historical Park Expansion 
Act of 1990 United States. (AE 
2.110:101-536), 91-12753 


Golden Gate National Recreation Area 

(Calif.) — Antiquities. 

Submerged cultural resource assessment : 
Golden Gate National Recreation 
Area, Gulf of the Farallones National 
Marine Sanctuary, and Point Reyes 
National Seashore / Delgado, James P. 
(I 29.116:18), 91-13636 


Goodwill Industries of America — 
Handbooks, manuals, etc. 
Program evaluation : a self-study manual 
/ Smith, Christopher A. (ED 1.310/ 
2:289083), 91-13218 


Government contractors — United States. 

Federal Contract Crimes Sentencing Act 
of 1990 : hearing before the Subcom- 
mittee on Criminal Justice of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, on H.R. 4795 ... 
October 11, 1990. United States. Con- 
gress. House. Committee on the Judici- 
ary. Subcommittee on Criminal Justice. 
(Y 4.J 89/1:101-128), 91-14097 


Government executives. 

Senior Executive Service Improvements 
Act : hearing before the Subcommittee 
on the Civil Service of the Committee 
on Post Office and Civil Service, 
House of Representatives, One Hun- 
dred First Congress, second session on 
H.R. 5322 September 25, 1990. 
United States. Congress. House. Com- 
mittee on Post Office and Civil Serv- 
ice. Subcommittee on the Civil Service. 
(Y 4.P 84/10:101-62), 91-14114 


Government executives — Training of — 

United States. 

Senior executive service : training and 
development of senior executives 
report to the chairman, Subcommittee 
on Civil Service, Committee on Post 
Office and Civil Service, House of 
Representatives / (GA 1.13:GGD-89- 
127), 91-13465 
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Government executives — United States — 
Handbooks, manuals, etc. 
Management Achievement Program 
(MAP) : managers handbook. (T 22.2/ 
15:7405), 91-13870 


Government information — United States. 
Compilation of Privacy Act System no- 
tices. (D 1.46/2:5410.13), 91-12919 


Oversight on the U.S. Government Print- 
ing Office general sales program : hear- 
ings held before the Subcommittee on 
Procurement and Printing of the Com- 
mittee on House Administration, U.S. 
House of Representatives, One Hun- 
dred First Congress, second session, 
July 26 and 27, 1990, Washington, DC. 
United States. Congress. House. Com- 
mittee on House Administration. Sub- 
committee on Procurement and Print- 
ing. (Y 4.H 81/3:Sa 1), 91-14081 


Government information — United States — 

Statistics. 

Federal information : agency needs and 
practices : fact sheet for the chairman, 
Joint Committee on Printing, U.S. 
Congress / United States. General Ac- 
counting Office. (GA 1.13:GGD-88-115 
FS), 91-13455 


Government publications — United States — 
Bibliography — Catalogs. 
Architecture. United States. Superintend- 
ent of Documents. (GP 3.22/2:215/ 
991), 91-13475 


China. United States. Superintendent of 
Documents. (GP  3.22/2:299/990-2), 
91-13478 


Civil War. United States. Superintendent 
of Documents. (GP 3.22/2:192/990), 
91-13474 


Crime and criminal justice. United States. 
Superintendent of Documents. (GP 
3.22/2:036/990), 91-13471 


Energy management for consumers and 
businesses. United States. Superintend- 
ent of Documents. (GP 3.22/2:303/ 
990), 91-13479, 91-13480 


Federal government. United States. Su- 
perintendent of Documents. (GP 3.22/ 
2:141/990), 91-13472 


Higher education. United States. Superin- 
tendent of Documents. (GP 3.22/ 
2:217/990-2), 91-13476 


Minerals and mining. United States. Su- 
perintendent of Documents. (GP 3.22/ 
2:151/990-2), 91-13473 

NASA scientific and technical publica- 
tions. NASA scientific and technical 
publications (1987) (NAS _ 1.21:7063 
(02)) (NAS 1.21:7063 (03)) (NAS 
1.21:7063 (04)), 91-13737 

NASA scientific and technical publica- 
tions catalog NASA scientific and 
technical publications (1987) (NAS 
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1.21:7063 (02)) (NAS 1.21:7063 (03)) 
(NAS 1.21:7063 (04)), 91-13737 


NCADI publications catalog. National 
Clearinghouse for Alcohol and Drug 
Information (U.S.) (HE 20.8012/2:990), 
91-13500 


United States Coast Guard. United 
States. Superintendent of Documents. 
(GP 3.22/2:263/991), 91-13477 


Government publications — United States — 
Bibliography — Catalogs — Periodicals. 
The complete catalog / Library of Con- 

gress. Cataloging Distribution Service. 
(LC 30.27/2:991), 91-13693 


Library of Congress, the complete cata- 
log Library of Congress. Cataloging 
Distribution Service. (LC 30.27/2:991), 
91-13693 


Government publications — United States — 

Costs. 

Oversight on the U.S. Government Print- 
ing Office general sales program : hear- 
ings held before the Subcommittee on 
Procurement and Printing of the Com- 
mittee on House Administration, U.S. 
House of Representatives, One Hun- 
dred First Congress, second session, 
July 26 and 27, 1990, Washington, DC. 
United States. Congress. House. Com- 
mittee on House Administration. Sub- 
committee on Procurement and Print- 
ing. (Y 4.H 81/3:Sa 1), 91-14081 


Government purchasing — United States. 
Forecast of GSA contracting opportuni- 
ties. (GS 1.2:C 76), 91-13481 


Procurement regulatory activity report. 
(PrEx 2.24/15:3), 91-13853 


Government purchasing of real property — 
New Mexico. 
Baca Location no. 1 Land Acquisition 
and Study Act of 1990. United States. 
(AE 2.110:101-556), 91-12758 


Government securities — Law and legislation 

— United States. 

An Act to Address Immediate Problems 
Affecting Environmental Cleanup Ac- 
tivities. United States. (AE 2.110:101- 
584), 91-12769 


Government spending policy — United 

States. 

OMB’s response to government manage- 
ment failures : hearing before the Com- 
mittee on Governmental Affairs, 
United States Senate, One Hundred 
First Congress, second session, October 
3, 11, 1990. United States. Congress. 
Senate. Committee on Governmental 
Affairs. (Y 4.G 74/9:S.hrg.101-1152), 
91-14072 
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Graduate teaching assistants — United 
States. 


Peer teaching : to teach is to learn twice 
/ Whitman, Neal. (ED 1.310/2:305016), 
91-13329 


Grain — Bibliography. 

Nutrient composition of selected grains as 
food : January 1986 - September 1990 / 
Headley-Ayotunde, Beverley. (A 
17.18/4:91-34), 91-12696 


Grants-in-aid — United States. 

Grant programs administered by the De- 
partment of Justice : hearings before 
the Government Information, Justice, 
and Agriculture Subcommittee of the 
Committee on Government Operations, 
House of Representatives, One Hun- 
dred First Congress, second session, 
April 18, 24; and May 24, 1990. United 
States. Congress. House. Committee on 
Government Operations. Government 
Information, Justice, and Agriculture 
Subcommittee. (Y 4.G 74/7:G 76/11), 
91-14062 

Guide to programs administered by 
Office of Higher Education Programs 
and Fund for the Improvement of 
Postsecondary Education. (ED 1.310/ 
2:276357), 91-13173 


Grants-in-aid — United States — 
Periodicals. 
Significant features of fiscal federalism. 
(Y 3.Ad 9/8:18/990/v.2), 91-13938, 
91-13939 


Gravitational fields. 
An improved model of the earth’s gravi- 
tational field [microform] : GEM-T1 / 
(NAS 1.15:4019), 91-13702 


Gravity. 

Fugacity and concentration gradients in a 
gravity field [microform] / May, 
Charles E. (NAS 1.15:88809), 91- 
13726 


Grays Harbor (Wash.) — Navigation. 

United States—west coast, Washington, 
Grays Harbor / United States. Nation- 
al Ocean Service. (C 55.418/7:18502/ 
990), 91-12876 


Greenhouse effect, Atmospheric. 
Changing by degrees : steps to reduce 
greenhouse : summary. (Y 3.T 
22/2:2 D 36/3/sum.), 91-13949 


Greenhouse gardening — B y- 
Greenhouse growing / Kopolow, Carol. 
(A 17.18/6:90-01), 91-12698 


Greyhound racing — Law and legislation — 
United States. 
Interstate Greyhound Racing Act of 1990 
: report together with dissenting views 
(to accompany H.R. 3429) (including 
cost estimate of the Congressional 
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Budget Office). United States. Con- 
gress. House. Committee on Energy 
and Commerce. (Y 1.1/8:101-910), 91- 
13930 


Gross national product — United States — 

Statistics. 

The National income and product ac- 
counts of the United States. Statistical 
tables. (C 59.11/4:In 2/929-82), 91- 
12888 


Ground support systems (Astronautics) 

The Telecc ications and data acqui- 
sition progress report 42-94 [micro- 
form] April-June 1988 / (NAS 
1.26:183243), 91-13789 


Groundwater flow — Utah — Salt Lake City 





Region. 

Selected factors related to the potential 
for contamination of the principal aqui- 
fer, Salt Lake Valley, Utah / Baskin, 
Robert L. (I 19.42/4:90-4110), 91- 
13527 


Group work in education. 

Cooperative learning with limited-Eng- 
lish-proficient students / Jacob, 
Evelyn. (ED _ 1.310/2:287314), 91- 
13209 


Guam — Maps. 

Guam (United States). United States. 
Central Intelligence Agency. (PrEx 
3.10/4:G 93/8), 91-13854, 91-13855 


Guinea, Gulf of — Navigation. 
Africa—Ghana, approaches to Takoradi 
and Sekondi / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:57062/ 
990), 91-12958 


Africa—west coast, Ghana, approaches 
to Takoradi and Sekondi / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:57061/990), 91-12957 


Africa—west coast, Ivory Coast, port of 
Abidjan / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:57064/990), 
91-12959 


Africa—west coast, Nigeria, Gulf of 
Guinea, River Dodo to Bonny River / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:57100/990), 91-12960 


Gulf Intracoastal Waterway — Navigation. 

Florida, Intracoastal Waterway, Bahia 
Honda Key to Sugarloaf Key [and] Su- 
garloaf Key to Key West / United 
States. National Ocean Service. (C 
55.418/7:11445/990), 91-12832 

Waveland to Catahoula Bay, Mississip- 
pi—Louisiana / United States. National 
Ocean Service. (C 55.418/7:11367/990) 
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Gulf of the Farallones National Marine 
Sanctuary (Calif.) — Antiquities. 
Submerged cultural resource assessment : 

Golden Gate National Recreation 
Area, Gulf of the Farallones National 
Marine Sanctuary, and Point Reyes 
National Seashore / Delgado, James P. 
(I 29.116:18), 91-13636 


Gun control — United States. 
Identifying persons, other than felons, in- 
eligible to purchase firearms : a feasibil- 
ity study / Tien, James M. (J 29.2:Id 
2), 91-13647 


Gypsy moth — Control — United States. 
Gypsy moth research and development 
program. (A_ 13.42/2:G 99/2), 91- 
12692 


Gypsy moth — United States. 
Gypsy moth research and development 
program. (A 13.42/2:G 99/2), 91- 
12692 


55.418/7:11367/990/folder), 91- 


H 


Hackensack River (N.Y. and N.J.) — 
Navigation. 

United States—east coast, New Jersey, 
Passaic and Hackensack Rivers / 
United States. National Ocean Service. 
(C 55.418/7:12337/990), 91-12841 


Hampton Roads (Va.) — Navigation. 

United States—east coast, Virginia, 
Hampton Roads / United States. Na- 
tional Ocean Service. (C 55.418/ 
7:12245/990), 91-12839 


Handicapped — Education (Higher) — 

Bibliography — 

Building a library collection on blindness 
and physical disabilities : basic materi- 
als and resources. (LC 19,.4/2:90-3), 
91-13692 


Summary of existing legislation affecting 
persons with disabilities [microform.] 
(ED 1.310/2:302996), 91-13315 


Handicapped — Employment — United 


The industrial work model : 
developing transitional and supported 
employment / Barrett, John (John J.) 
(ED 1.310/2:284994), 91-13201 


: information for those who 
have rights and responsibilities under 
section 504 of the Rehabilitation Act of 
1973. (ED 1.310/2:292256), 91-13235 
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The rights of individuals with handicaps 
under federal law [microform] : infor- 
mation for those who have rights and 
responsibilities under section 504 of the 
Rehabilitation act of 1973. (ED 1.310/ 
2:302027), 91-13311 


Handicapped — Taxation — United States. 
Credit for the elderly or the disabled. 
United States. Internal Revenue Serv- 
ice. (T 22.44/2:524/990), 91-13874 


Handicapped children — Education. 


Assessing the accuracy of a knowledge- 





| 


based system [microform] : special edu- | 


cation regulations and procedures / 
Hofmeister, Alan M. (ED _ 1.310/ 
2:284403), 91-13194 


Handicapped children — Education — 

United States. 

Experimental teaching : an approach to 
improving student achievement, chang- 
ing teacher beliefs, and identifying ef- 
fective practices / Deno, Stanley L. 
(ED 1.310/2:302042), 91-13312 


Handicapped children — Education — 
United States — Congresses. 
Critical issues for low incidence popula- 
tions / (ED 1.310/2:296498), 


Handicapped children — Hospital care — 
Nebraska. 
Guide for referral and case coordination 
for young children in hospital settings 
/ (ED 1.310/2:297487), 91-13269 


Handicapped children — Nebraska — 
Development. 
Guide for referral and case coordination 
for young children in hospital settings 
/ (ED 1.310/2:297487), 91-13269 


Handicapped children — Nebraska — 
Identification. 
Guide for referral and case coordination 
for young children in hospital settings 
/ (ED 1.310/2:297487), 91-13269 


Handicapped children — Services for — 
Nebraska. 
Guide for referral and case coordination 
for young children in hospital settings 
/ (ED 1.310/2:297487), 91-13269 


Handicapped youth — Education — United 

States. 

Effective schools : implications for pro- 
grams serving high school students 
with moderate and severe handicaps : a 
primer for principals. (ED  1.310/ 
2:297541), 91-13270 


School-to-work transition for handi- 
capped youth : perspectives on educa- 
tional and economic trends / (ED 
1.310/2:293301), 91-13243 
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Handicapped youth — Employment — 

United States. 

School-to-work transition for handi- 
capped youth : perspectives on educa- 
tional and economic trends / (ED 
1.310/2:293301), 91-13243 


Handicapped youth — United States — Life 
skills guides. 


School-to-work transition for handi- 
capped youth : perspectives on educa- 
tional and economic trends / (ED 
1.310/2:293301), 91-13243 


Harbors — Congo — Point-Noire 

(Brazzaville) — Maps. 

Congo, Africa—west coast, approaches 
to Pointe-Noire / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:57241/ 
989), 91-12961 


Harbors — Djibouti — Djibouti — Maps. 

Africa—northeast coast, Republic of Dji- 
bouti, Djibouti and approaches / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62093/990), 91-12967 

Africa—northeast coast, Republic of Dji- 
bouti, port of Djibouti / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:62095/990), 91-12968 


| Harbors — Florida — Port Everglades (Fort 








Lauderdale) — Maps. 

United States—east coast, Florida, Fort 
Lauderdale, Pori Everglades / United 
States. National Ocean Service. (C 
55.418/7:11470/990), 91-12833 


Harbors — France — Corsica — Maps. 

Mediterranean Sea, France—Italy, west 
coasts of Corse and Sardegna / (D 
5.356:53110/989), 91-12948 

Tyrrhenian Sea, Italy—France, Capo 
Circeo to Capo Falcone, including east 
Corse and northeast Sardegna / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:53120/990), 91-12949 


Harbors — Georgia — Brunswick — Maps. 


United States—east coast, Georgia, St. 
Simons Sound, Brunswick Harbor, and 
Turtle River / United States. National 
Ocean Service. (C 55.418/7:11506/990), 
91-12834 


Harbors — Germany — Peenemunde — 


Maps. 

Baltic Sea, East Germany, port of Peene- 
munde / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:44085/990), 
91-12938 


Harbors — Germany — Rostock — Maps. 
Baltic Sea, East Germany, approaches to 
Rostock / United States. Defense Map- 
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ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:44076/990), 
91-12935 


Harbors — Ghana — Sekondi — Maps. 
Africa—Ghana, approaches to Takoradi 
and Sekondi / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:57062/ 
990), 91-12958 


Africa—west coast, Ghana, approaches 
to Takoradi and Sekondi / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:57061/990), 91-12957 


Harbors — Ghana — Takoradi — Maps. 
Africa—Ghana, approaches to Takoradi 
and Sekondi / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:57062/ 
990), 91-12958 


Africa—west coast, Ghana, approaches 
to Takoradi and Sekondi / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:57061/990), 91-12957 


Harbors — Guadeloupe — Anchorage. 
West Indies, Guadeloupe (France), an- 
chorages in Guadeloupe / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:25567/990), 91-12932 


Harbors — Hawaii — Mahukona — Maps. 
United States, Hawaii, Mahukona Harbor 
and approaches, Island of Hawaii / 
United States. National Ocean Service. 
(C 55.418/7:19329), 91-12880 


Harbors — Iran — Bandar Abbas — Maps. 
Persian Gulf, Iran, approaches to Bandar 
Abbas / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Cenier. (D 5.356:62393/991), 
91-12976 


Persian Gulf, Iran, Bandar Abbas / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62394/990), 91-12977 


Harbors — Iraq — Maps. 

Asia, Iran—United Arab Emirates, Per- 
sian Gulf—eastern part / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:62460/990), 91-12980 


Harbors — Italy — Maps. 

Tyrrhenian Sea, Italy—France, Capo 
Circeo to Capo Falcone, including east 
Corse and northeast Sardegna / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:53120/990), 91-12949 
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Harbors — Italy — Sardinia — Maps. 

Italy, Mediterranean Sea, Sardegna—west 
coast, Isola San Pietro to Capo San 
Marco / Istituto idrografico della 
Marina. (D  5.356:53266/990), 91- 
12950 


Mediterranean Sea, France—lItaly, west 
coasts of Corse and Sardegna / (D 
5.356:53110/989), 91-12948 


Harbors — Italy — Trieste — Maps. 
Italy—Yugoslavia, Mediterranean Sea, 
Adriatic Sea, Gulf of Trieste / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:54163/989), 91-12951 


Harbors — Ivory Coast — Abidjan — 
Maps. 


Africa—west coast, Ivory Coast, port of 
Abidjan / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:57064/990), 
91-12959 


Harbors — Massachusetts — Gloucester — 


Maps. 

United States—east coast, Massachusetts, 
Gloucester Harbor and Annisquam 
River / United States. National Ocean 
Service. (C 55.418/7:13281/990), 91- 
12846 


Harbors — Morocco — Casablanca — 

Maps. 

Africa—Morocco—northwest coast, ap- 
proaches to Casablanca and Mohamme- 
dia / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:51223/990), 91-12947 


Harbors — Morocco — Mohammedia — 

Maps. 

Africa—-Morocco—northwest coast, ap- 
proaches to Casablanca and Mohamme- 
dia / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:51223/990), 91-12947 


Harbors — Norway — Harstad — Maps. 
Plans on the northwest coast of Norway 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:43125/990), 91-12933 


Harbors — Norway — Stavanger — Maps. 
Norway—west coast, Stavanger Harbor 
and approaches / Norges sjokartverk. 
(D 5.356:43342/989), 91-12934 


Harbors — Norway — Tromso — Maps. 
Plans on the northwest coast of Norway 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:43125/990), 91-12933 


Harbors — Ohio — Ashtabula — Maps. 
United States—Great Lakes, Lake Erie— 
Ohio, Ashtabula Harbor / United 
States. National Ocean Service. (C 
55.418/7:14836/990), 91-12849 





Harbors — Oman — Maps. 

Arabian Sea, Oman, Ra’s Dugqm to Ra’s 
al Hadd / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:62340), 91- 
12975 


Harbors — Poland — Gdansk — Maps. 
Baltic Sea, Poland, approaches to Gdynia 
and Gdansk / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44465/ 
990), 91-12944 
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1.15:86595), 91-13715 
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Report on the visit to Eastern Europe of 
the senate delegation led by Senator 
John Heinz : political and economic 
developments in Central and Eastern 
Europe and their implications for 
United States foreign economic policy. 
(Y 1.1/5:101-400), 91-13917 


Human rights — Periodicals. 

Country reports on human rights prac- 
tices : report submitted to the Commit- 
tee on Foreign Relations, U.S. Senate 
and Committee on Foreign Affairs, 
U.S. House of Representatives by the 
Department of State in accordance 
with sections 116(d) and 502B(b) of the 
Foreign Assistance Act of 1961, as 
amended. Country reports on human 
rights practices (Washington, D.C. : 
1979) (Y 4.F 76/1-15:990), 91-14055 





Human services — Maryland — Baltimore 

— Directories. 

Resource manual : Baltimore City Public 
Schools, Division of Pupil Services and 
Special Programs. (ED _1.310/ 
2:291833), 91-13233 


Humanities — Scholarships, fellowships, etc. 

— United States — Periodicals. 

Faculty graduate study program for his- 
torically Black colleges and universities 
Guidelines and application forms (Na- 
tional Endowment for the Humanities. 
Faculty Graduate Study Program) (NF 
3.8/2-7:991), 91-13843 


Guidelines and application forms / 
Guidelines and application forms (Na- 
tional Endowment for the Humanities. 
Faculty Graduate Study Program) (NF 
3.8/2-7:991), 91-13843 


Hungary. 
Hungary, a country study / (D 
101.22:550-165/991), 91-13124 


Hungary — Economic conditions — 
Periodicals. 
Hungary / Hungary (Washington, D.C.) 
(C 61.11:H 89/990), 91-12897 


Hungary — Foreign economic relations — 
United States — Periodicals. 
Hungary / Hungary (Washington, D.C.) 
(C 61.11:H 89/990), 91-12897 


Hungary — Foreign relations — United 
States. 
Dedication by the Congress of a bust of 
Lajos (Louis) Kossuth : proceedings in 
the U.S. Capitol Rotunda, March 15, 
1990. (Y 1.1/7:101-168), 91-13921 


Hungary — History — Uprising of 1848- 
1849, 
Dedication by the Congress of a bust of 
Lajos (Louis) Kossuth : proceedings in 
the U.S. Capitol Rotunda, March 15, 
1990. (Y 1.1/7:101-168), 91-13921 


Huron, Lake (Mich. and Ont.) — 

Navigation. 

United States—Great Lakes, Lake 
Huron—Michigan, Harrisville to Forty 
Mile Point / United States. National 
Ocean Service. (C 55.418/7:14864/990), 
91-12851 


United States—Great Lakes, Lake 
Huron—Michigan, Les Cheneaux Is- 
lands / United States. National Ocean 
Service. (C 55.418/7:14885/990), 91- 
12853 


Hydraulics — Handbooks, manuals, etc. 
Operator’s, organizational, direct support, 
and general support maintenance 
manual for tool outfit, Hydraulic Sys- 
tems Test and Repair (HSTRU) (NSN 
4940-01-036-5784). (D  101.11:9-4940- 
468-14), 91-13041 
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Incentives in industry U.S. 


Hydrazine. 
Decomposition of hydrazine by high fre- 
quency glow electrical discharges [mi- 
croform] / Suzuki, M. (NAS 


1.77:20240), 91-13818 
Hydrogeology — Arizona — Simulation 
methods. 


Simulation of liquid and vapor movement 
in unsaturated fractured rock at the 
Apache Leap Tuff Site : models and 
strategies / Yeh, T. C. (T.-C. Jim) (Y 
3.N 88:25/5097), 91-13942 


Hydrology — United States — Periodicals. 
Selected papers in the hydrologic sci- 
ences. (I 19.13/2:987), 91-13516 


HIV (Viruses) 

HHS authority over immigration and 
public health : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
One Hundred First Congress, second 
session, on H.R. 4506 ... June 27, 1990. 
United States. Congress. House. Com- 
mittee on Energy and Commerce. Sub- 
committee on Health and the Environ- 
ment. (Y 4.En 2/3:101-201), 91-14036 


I 


Icing (Meteorology) 

An experimental and theoretical study of 
the ice accretion process during artifi- 
cial and natural icing conditions [mi- 
croform] / Kirby, Mark S. (NAS 
1.26:182119), 91-13780 


Icy Bay (Alaska) — Navigation. 

United States, Alaska—south coast, Icy 
Bay / United States. National Ocean 
Service. (C 55.418/7:16741/990), 91- 
12866 


Illinois — Maps, Topographic. 

7.5 minute series (topographic), [Illinois]. 
[38090-C2-TF-024], Waterloo quadran- 
gle, Illinois—Monroe Co., 1954 / Geo- 
logical Survey (U.S.) (I 19.81:38090-C 
2-TF-024/979), 91-13583 


Image processing. 

Combined optimization of image-gather- 
ing and image-processing systems for 
scene feature detection [microform] / 
Halyo, Nesim. (NAS 1.26:178353), 91- 
13752 


Immunization of children — United States. 
Infectious diseases in day care / Sleator, 
Esther K. (ED 1.310/2:269157), 91- 
13167 


Incentives in industry — United States. 
Limited resources— unlimited ideas! : ex- 
plore new horizons— suggest a better 

way. (PM 1.10:WPS-5), 91-13849 


Page I-347 





Income tax Law and legislation U.S. 


Income tax — Law and legislation — United 

States — Congresses. 

The Impact of the Tax Reform Act of 
1986 : did it improve fairness and sim- 
plicity? : research conference. Wash- 
ington, D.C., November 16-17, 1989. 
(T 22.2/15:7302), 91-13869 


Income tax — United States. 
Earned income credit. United States. In- 
ternal Revenue Service. (T 22.44/ 
2:596/990), 91-13878 


Guide to the Internal Revenue Service : 
for congressional staff. United States. 
Internal Revenue Service. (T 22.44/ 
2:1273/989), 91-13880 


Instructions for Form 1040EZ, 1990. 
United States. Internal Revenue Serv- 
ice. (T 22.51:1040 EZ/990/inst.), 91- 
13888 


Tax information for U.S. government ci- 
villian employees stationed abroad. 
United States. Internal Revenue Serv- 
ice. (T 22.44/2:516/990), 91-13873 


1990 instructions for Form 5329 : return 
for additional taxes attributable to 
qualified retirement plans (including 
IRAs), annuities, and modified endow- 
ment contracts. United States. Internal 
Revenue Service. (T 22.51:5329/inst./ 
990), 91-13892 


1990 instructions for schedule 3 (form 
1040A) : credit for the elderly or the 
disabled for form 1040A filers. United 
States. Internal Revenue Service. (T 
22.51:1040 A/sch.3/990/inst.), 91- 
13884 


1990 1040 forms and instructions. United 
States. Internal Revenue Service. (T 
22.51:1040/990/Pack 4), 91-13889 


1990, 1040A forms and _ instructions. 
United States. Internal Revenue Serv- 
ice. (T 22.51:1040 A-1/990/inst.), 91- 
13885, 91-13886 


1991 instructions for Form 1040C : U.S. 
departing alien income tax return. 
United States. Internal Revenue Serv- 
ice. (T 22.51:1040 C/inst./991), 91- 
13887 


Income tax — United States — Deductions. 
Protecting older Americans against over- 
payment of income taxes : (deductions 
you are entitled to use for 1990) : an 
information paper / (Y 4.Ag 
4:S.prt.102-3), 91-13952 


Income tax — United States — Deductions 

— Expenses. 

Miscellaneous deductions : for use in pre- 
paring 1990 returns. United States. In- 
ternal Revenue Service. (T 22.44/ 
2:529/990), 91-13875 
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Income tax — United States — Deductions 

— Interest. 

List of original issue discount instru- 
ments. United States. Internal Revenue 
Service. (T 22.44/2:1212/990), 91- 
13879 


Index medicus (National Library of 
Medicine (U.S.)) — Periodicals. 
Medical subject headings. National Li- 
brary of Medicine (U.S.) (HE 20.3612/ 
3-8:989), 91-13488 


Indian Coast (Africa) 

Africa—east coast, Somalia, Raas Gar- 
maal to Raas Binna / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:61280/990), 91-12963 


Indian Ocean — Navigation. 

Africa—east coast, Somalia, Raas Gar- 
maal to Raas Binna / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:61280/990), 91-12963 

Africa—east coast, Zanzibar Island, Zan- 
zibar Harbor / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:61204/ 
990), 91-12962 


Africa—Morocco—northwest coast, ap- 
proaches to Casablanca and Mohamme- 
dia / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:51223/990), 91-12947 

Sri Lanka—east coast, approaches to 
Trincomalee / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:63241/ 
990), 91-12982 


Sri Lanka—south west coast, approaches 
to Galle / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:63232/990), 
91-12981 


Indiana Dunes National Lakeshore (Ind.) — 

Boundaries. 

Indiana Dunes National Lakeshore access 
and Enhancement Act and amending 
the Illinois and Michigan Corridor Act 
: hearing before the Subcommittee on 
Public Lands, National Parks, and For- 
ests of the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred First Congress, 
second session, on S. 2882 and H.R. 
3209 ... S. 3048 ... September 27, 1990. 
United States. Congress. Senate. Com- 
mittee on Energy and Natural Re- 
sources. Subcommittee on Public 
Lands, National Parks, and Forests. (Y 
4.En 2:S.hrg.101-1182), 91-14025 
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Indians of North America — Art — 
Exhibitions. 
Northern Plains Indian art / Claymore, 
Charles, 1953- (I 1.84:P 69/2), 91- 
13507 


Indians of North America — Books and 
reading — Periodicals. 
Library programs (ED 
91-13162 

Library services for Indian tribes and Ha- 
waiian natives program. Review of 
program activities. (ED 1.18/3-2:989), 
91-13162 


Review of program activities (ED 1.18/3- 
2:989), 91-13162 


Indians of North America — Dolls — 
Exhibitions. 
Dolls by Nadine Van Mechelen. Van Me- 
chelen, Nadine, 1933- (I 1.84:D 69/4), 
91-13506 


Indians of North America — Irrigation. 

BIA management and operation of Indian 
irrigation projects : hearing before the 
Select Committee on Indian Affairs, 
United States Senate, One Hundred 
First Congress, second session ... July 
12, 1990, Washington, DC. United 
States. Congress. Senate. Select Com- 
mittee on Indian Affairs. (Y 4.In 2/ 
11:S.hrg.101-1164), 91-14084 


1.18/3-2:989), 


Indians of North America — Legends. 
Karuk stories [microform] / Bennett, 
Ruth. (ED 1.310:282709), 91-13165 


Indians of North America — New Mexico 

— An 

The 1939-1940 excavation project at 
Quarai pueblo and mission buildings : 
Salinas Pueblo Missions National 
Monument, New Mexico / Hurt, 
Wesley R. (Wesley Robert), 1917- (I 
29.116:29), 91-13637 


Individual differences in children — United 
States. 
Individual differences / Sealey, Jean. 
(ED 1.310/2:300218), 91-13300 


Individual retirement accounts — Taxation 

— United States. 

1990 instructions for Form 5329 : return 
for additional taxes attributable to 
qualified retirement plans (including 
IRAs), annuities, and modified endow- 
ment contracts. United States. Internal 
Revenue Service. (T 22.51:5329/inst./ 
990), 91-13892 


Individualized instruction. 

Effective schools : implications for pro- 
grams serving high school students 
with moderate and severe handicaps : a 
primer for principals. (ED  1.310/ 
2:297541), 91-13270 





June 1991 


Experimental teaching : an approach to 
improving student achievement, chang- 
ing teacher beliefs, and identifying ef- 
fective practices / Deno, Stanley L. 
(ED 1.310/2:302042), 91-13312 


Individualized instruction — Case studies. 
Flexible pacing for able learners / Daniel, 
Neil, 1932- (ED 1.310/2:298725), 91- 
13277 


Indoor air pollution — Measurement. 
Indoor air - assessment : methods of anal- 
ysis for environmental carcinogens. 
(EP 1.23/9:600/8-90/041), 91-13343 


Industrial arts — Study and teaching — 
United States. 
Technology education : industrial arts in 
transition : a review and synthesis of 
the research / McCrory, David L. 
(ED 1.310/2:290935), 91-13230 


Current industrial reports. MQ-C1, Man- 
ufacturers’ utilization of plant capacity 
/ (C 3.158:MQ-C 1 (88)-1/final), 91- 
12793 

Manufacturers’ utilization of plant capac- 
ity (C 3.158:MQ-C 1 (88)-1/final), 91- 
12793 

Survey of plant capacity (C 3.158:MQ-C 
1 (88)-1/final), 91-12793 


Industrial mobilization — United States. 
The Army and economic mobilization / 
Smith, R. Elberton, 1910- (D 114.7:W 
19/v.5/991), 91-13136 


Handbooks, 
A Practical guide to effective hearing 


conservation pro in the work- 
place / (HE 20.7108:H 35), 91-13497 


Industrial productivity — United States. 

Comprehensive quality management : 
statement of Allan I. Mendelowitz, di- 
rector, International Trade and Finance 
Issues, before the Subcommittee on 
Science, Research, and Technology, 
Committee on Science, Space, and 
Technology, U.S. House of Represent- 
atives. Mendelowitz, Allan I. (GA 1.5/ 
2:T-NSIAD-90-22), 91-13445 


Industrial productivity — United States — 
Statistics — Periodicals. 
News. Productivity by industry. 
2.120:91-41), 91-13650 
Productivity in industry (L 2.120:91-41), 
91-13650 


Industrial relations — Great Britain — 

Periodicals. 

Labor trends in the United Kingdom 
United Kingdom (United States. Em- 
bassy (Great Britain)) (L 29.16:Un 3/2/ 
989), 91-13678 





Infrared equipment U.S. Handbooks, manuals, 


United Kingdom / United Kingdom 
(United States. Embassy (Great Brit- 
ain)) (L 29.16:Un 3/2/989), 91-13678 


Industrial relations — Philippines — 

Periodicals. 

Labor trends in the Republic of the Phil- 
ippines Philippines (United States. Em- 
bassy (Philippines)) (L 29.16:P 53/989- 
90), 91-13673 

Philippines / Philippines (United States. 
Embassy (Philippines)) (L 29.16:P 53/ 
989-90), 91-13673 


Industrial relations — Spain — Periodicals. 
Labor trends in Spain Spain (United 
States. Embassy (Spain)) (L 29.16:Sp 
1/988-90), 91-13675 
Spain / Spain (United States. Embassy 
(Spain)) (L 29.16:Sp 1/988-90), 91- 
13675 


Industrial safety — United States. 

Adequacy of OSHA protections for 
chemical workers : hearing before the 
Employment and Housing Subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
One Hundred First Congress .... United 
States. Congress. House. Committee on 
Government Operations. Employment 
and Housing Subcommittee. (Y 4.G 
74/7:C 42/pt.2), 91-14061 


Industrial toxicology — Congresses. 
Proceedings of the Fourth NCI/EPA/ 
NIOSH Collaborative Workshop 
Progress on Joint Environmental and 
Occupational Cancer Studies : April 
22-23, 1986, Holiday Inn Crowne Plaza 
Hotel, Rockville, Maryland / NCI/ 
EPA/NIOSH Collaborative Work- 
shop: Progress on Joint Environmental 
and Occupational Cancer Studies (4th : 
1986 : Rockville, Md.) (HE 20.3152:En 

8/986), 91-13484 


Industry and education. 
Linking with employers [microform] / 
Kalamas, David J. (ED _1.310/ 
2:288987), 91-13213 


Industry and education — United States. 
Education and economic development / 
Haynes, Chloe J. (ED 1.310/2:293207), 
91-13241 


Education and economic growth : a legis- 
lator’s guide / Siegel, Peggy M. (ED 
1.310/2:296082), 91-13258 

Oversight hearing on education reform 
and American business and the imple- 
mentation of the Hawkins-Stafford 
Amendments of 1988 : hearing before 
the Subcommittee on Select Education 
of the Committee on Education and 
Labor, House of Representatives, One 
Hundred First Congress, second ses- 
sion, hearing held in Washington, DC, 
November 20, 1990. United States. 
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Congress. House. Committee on Edu- 
cation and Labor. Subcommittee on E!- 
ementary, , and Vocational 
Education. (Y 4.Ed 8/1:101-i30), 91- 
14014 


Ensuring healthy babies in upstate New 

York : pressing problems, promising 
i hearing before the Select 
Committee on Children, Youth, and 
Families, House of Representatives, 
One Hundred First Congress, second 
session, h held in Syracuse, NY, 
July 16, 1990. United States. Congress. 
House. Select Committee on Children, 
Youth, and Families. (Y 4.C 43/2:B 
11), 91-14005 


Infants — United States — Mortality. 

Infant mortality within minority and rural 
communities : a global perspective on 
causes and solutions : a symposium / 
(Y 4.H 89:In 3/2), 91-14082 


Infection. 

Experimental infection of human vascular 
endothelial cells by pathogenic and 
nonpathogenic hantaviruses / Yanagi- 
hara, Richard. (HE 20.3502:H 88), 91- 
13486 


Information science — Research — United 

States. 

Information skills for an information soci- 
ety : a review of research / Kuhlthau, 
Carol Collier, 1937- (ED 1.310/ 
2:297740), 91-13271 


Information storage and retrieval systems — 
innovations. 


Technological 

TABLET [microform] : the personal 
computer of the year 2000 / (NAS 
1.26:182528), 91-13782 


Information theory — Research — United 

States. 

Information skills for an information soci- 
ety : a review of research / Kuhlthau, 
Carol Collier, 1937- (ED 1.310/ 
2:297740), 91-13271 


Informed consent (Medical law) — United 

States — States. 

Living wills : hearing before the Subcom- 
mittee on Medicare and Long-Term 
Care of the Committee on Finance, 
United States Senate, One Hundred 
First Congress, second session, on S. 
1766, July 20, 1990. United States. 
Congress. Senate. Committee on Fi- 
nance. Subcommittee on Medicare and 
Long-Term Care. (Y 4.F 49:S.hrg.101- 
1168), 91-14040 


Infrared equipment — United States — 
Handbooks, manuals, etc. 
Hand receipt manual covering end item/ 
components of end item (COE), basic 
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Infrared equipment U.S. Handbooks, manuals, 


issue items (BII), and additional author- 
ization list (AAL) for viewer, infared 
AN/PAS-7, (NSN 5885-00-179-3169), 
(LIN Y03104). (D 101.11:11-5855-246- 
10-HR), 91-13083 


Operator’s manual : viewer, infared AN/ 
PAS-7, (NSN 5885-00-179-3169). (D 
101.11:11-5855-246-10), 91-13082 


Infrared equipment — United States — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Direct support maintenance manual : test 
set, laser infrared observation device 
TS-3620/GVS-5 (NSN 5860-01-052- 
9477). (D 101.11:11-6625-2684-30), 91- 
13107 


Insider trading in securities — United 

States. 

Securities regulation : efforts to detect, 
investigate, and deter insider trading : 
report to the chairman, Subcommittee 
on Oversight and Investigations, Com- 
mittee on Energy and Commerce, 
House of Representatives / (GA 
1.13:GGD-88-116), 91-13456 


Instructional materials centers — New York 

(N.Y.) 

Project COM-TECH (Bilingual Comput- 
er- and Technology-Oriented Pro- 
gram), 1986-1987 / Martinez, Ana L. 
(ED 1.310/2:298777), 91-13282 


Instrument industry — United States — 
Statistics — Periodicals. 
Current industrial reports. MA-38B, Se- 
lected instruments and related products 
/ (C 3.158:MA 38 B (89)-1), 91-12792 


Selected instruments and related products 
(C 3.158:MA 38 B (89)-1), 91-12792 


Insurance, Agricultural — Crops — Law and 
legislation — United States. 

Reforming the Federal Crop Insurance 
Program : hearings before the Subcom- 
mittee on Conservation, Credit, and 
Rural Development of the Committee 
on Agriculture, House of Representa- 
tives, One Hundred First Congress, 
first and second sessions, on H.R. 4360 
.. H.R. 4592 ... H.R. 4642 ... H.R. 4679 
... September 20, 1989, March 28, April 
3, and May 1, 1990. United States. 
Congress. House. Committee on Agri- 
culture. Subcommittee on Conserva- 
tion, Credit, and Rural Development. 
(Y 4.Ag 8/1:101-63), 91-13964 


Insurance, Disability — United States. 

Social security, disability process, and the 
Zebley Supreme Court decision : hear- 
ing before the Subcommittee on Retire- 
ment Income and Employment of the 
Select Committee on Aging, House of 
Representatives, One Hundred First 
Congress, second session, September 
12, 1990. United States. Congress. 
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House. Select Committee on Aging. 
Subcommittee on Retirement Income 
and Employment. (Y 4.Ag 4/2:So 1/ 
43), 91-13956 


Insurance, Flood — Florida — Duval 
County. 
Flood insurance study : city of Atlantic 
Beach, Florida, Duval County. (FEM 
1.209:120075), 91-13348 


Flood insurance study : city of Jackson- 
ville, Florida, Duval County. (FEM 
1.209:120077/v.1-2), 91-13349 


Flood insurance study : city of Neptune 
Beach, Florida, Duval County. (FEM 
1.209:120079), 91-13350 


Insurance, Flood — Florida — Gilchrist 
County. 
Flood insurance study : Gilchrist County, 
Florida, and incorporated areas. (FEM 
1.209:120094), 91-13351 


Insurance, Flood — Florida — Hillsborough 
County. 
Flood insurance study : city of Temple 
Terrace, Florida, Hillsborough County. 
(FEM 1.209:120115/990), 91-13353 


Flood insurance study Hillsborough 
County, Florida, unincorporated areas. 
(FEM 1.209:120112/989), 91-13352 


Insurance, Flood — Florida — Lake County. 

Flood insurance study : city of Umatilla, 

Florida, Lake County. (FEM 
1.209:120139), 91-13354 


Insurance, Flood — Florida — Lee County. 

Flood insurance study : county of Lee, 

Florida, unincorporated areas. (FEM 
1.209:125124/989), 91-13369 


Insurance, Flood — Florida — Monroe 
County. 
Flood insurance study : Monroe County, 
Florida, and incorporated areas. (FEM 


1.209:125121/etc.), 91-13368 


Insurance, Flood — Florida — Osceola 
County. 
Flood insurance study : Osceola County, 
Florida, unincorporated areas. (FEM 
1.209:120189/989), 91-13355 


Insurance, Flood — Florida — Palm Beach 

County. 

Flood insurance study : wave height 
analysis : city of Delray Beach, Flori- 
da, Palm Beach County. (FEM 
1.209:125102/989), 91-13367 


Insurance, Flood — Florida — Pasco 
County. 
Flood insurance study : Pasco County, 
Florida, unincorporated areas. (FEM 
1.209:120230/989), 91-13356 
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Insurance, Flood — Florida — Pinellas 
County. 
Flood insurance study : city of Pinellas 
Park, Florida, Pinellas County. (FEM 
1.209:120251/989), 91-13357 


Insurance, Flood — Fiorida — Polk County. 

Flood insurance study : Polk County, 

Florida, unincorporated areas. (FEM 
1.209:120261/988), 91-13358 


Insurance, Flood — Florida — Sumter 
County. 
Flood insurance study : city of Center 
Hill, Florida, Sumter County. (FEM 
1.209:120615), 91-13364 


Insurance, Flood — Florida — Union 

County. 

Flood insurance study : town of Wor- 
thington Springs, Florida, Union 
County. (FEM _ 1.209:120594), 91- 
13363 


Flood insurance study : Union County, 
Florida, unincorporated areas. (FEM 
1.209:120422), 91-13362 


Insurance, Flood — Florida — Volusia 
County. 
Flood insurance study : city of Datona 
Beach, Florida, Volusia County. (FEM 
1.209:125099/990), 91-13366 


Flood insurance study city of 
Edgewater, Florida, Volusia County. 
(FEM 1.209:120308/990), 91-13359 


Flood insurance study : city of Oak Hill, 
Florida, Volusia County. (FEM 
1.209:120624), 91-13365 


Flood insurance study : city of Ormond 
Beach, Florida, Volusia County. (FEM 
1.209:125136/990), 91-13370 


Flood insurance study : city of Port 
Orange, Florida, Volusia County. 
(FEM 1.209:120313), 91-13360 

Flood insurance study : city of South 
Daytona, Florida, Volusia County. 
(FEM 1.209:120314), 91-13361 

Flood insurance study : Volusia County, 
Florida, unincorporated areas. (FEM 
1.209:125155), 91-13371 


County. 

Flood insurance study : city of Vidalia, 
Georgia, Toombs and Montgomery 
counties. (FEM  1.209:130232), 91- 
13375 


Insurance, Flood — Georgia — Putnam 
County. 
Flood insurance study : city of Eatonton, 
Georgia, Putnam County. (FEM 
1.209:130218), 91-13374 
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Insurance, Flood — Georgia — Toombs 

County. 

Flood insurance study : city of Vidalia, 
Georgia, Toombs and Montgomery 
counties. (FEM  1.209:130232), 91- 
13375 


Flood insurance study : city of Dalton, 
Georgia, Whitfield County. (FEM 
1.209:130194), 91-13373 

Flood insurance study Whitfield 
County, unincorporated areas. (FEM 
1.209:130193), 91-13372 


Insurance, Flood -— Michigan — Bay 
County. 
Flood insurance study : city of Midland, 
Michigan, Midland and Bay counties. 
(FEM 1.209:260140/989), 91-13376 


Insurance, Flood — Michigan — Cheboygan 
County. 


Flood insurance study : township of 
Grant, Michigan, Cheboygan County. 
(FEM 1.209:260610), 91-13380 


Insurance, Flood — Michigan — Clinton 
County. 
Flood insurance study : township of 
Victor, Michigan, Clinton County. 
(FEM 1.209:260720), 91-13383 


Insurance, Flood — Michigan — Leelanau 


Flood insurance study : village of North- 
port, Michigan, Leelanau County. 
(FEM 1.209:260580), 91-13379 


Insurance, Flood — Michigan — Lenawee 
County. 
Flood insurance study : township of 
Adrian, Michigan, Lenawee County. 
(FEM 1.209:260732), 91-13384 


Insurance, Flood — Michigan — Midland 
County. 
Flood insurance study : city of Midland, 
Michigan, Midland and Bay counties. 
(FEM 1.209:260140/989), 91-13376 


Insurance, Flood — Michigan — Newaygo 
County. 


Flood insurance study : township of Ash- 
land, Michigan, Newaygo County. 
(FEM 1.209:260694), 91-13381 

Flood insurance study : township of Gar- 
field, Michigan, Newaygo County. 
(FEM 1.209:260469), 91-13377 


Insurance, Flood — Michigan — Saint 

Joseph County. 

Flood insurance study : 
Lockport, Michigan, 
County. (FEM 
13382 


township of 
St. Joseph 
1.209:260715), 91- 





Insurance, Flood Ohio Geauga County. 


Insurance, Flood — Michigan — Van Buren 
County. 


Flood insurance study : city of Bangor, 
Michigan, Van Buren County. (FEM 
1.209:260529), 91-13378 


Insurance, Flood — New York (State) — 
Albany County. 
Flood insurance study : town of Wes- 
terlo, New York, Albany County. 
(FEM 1.209:360017), 91-13385 


Insurance, Flood — New York (State) — 
Cayuga County. 
Flood insurance study : town of Owasco, 
New York, Cayuga County. (FEM 
1.209:360120), 91-13386 


Insurance, Flood — New York (State) — 
Columbia County. 
Flood insurance study : town of Claver- 
ack, New York, Columbia County. 
(FEM 1.209:360173), 91-13387 


Insurance, Flood — New York (State) — 
Dutchess County. 
Flood insurance study : town of Amenia, 
New York, Dutchess County. (FEM 
1.209:361332/989), 91-13394 


Insurance, Flood — New York (State) — 

Greene County. 

Flood insurance study : village of Athens, 
New York, Greene County. (FEM 
1.209:360285), 91-13388 

Flood insurance study : village of Cats- 
kill, New York, Greene County. (FEM 
1.209:360287), 91-13389 


Insurance, Flood — New York (State) — 
Jefferson County. 
Flood insurance study : city of Water- 
town, New York, Jefferson County. 
(FEM 1.209:360354/990), 91-13390 


Flood insurance study : village of West 
Carthage, New York, Jefferson 
County. (FEM 1.209:360356/990), 91- 
13391 


Insurance, Flood — New York (State) — 

Montgomery County. 

Flood insurance study : village of St. 
Johnsville, New York, Montgomery 
County. (FEM _1.209:360457), 91- 
13392 


Insurance, Flood — New York (State) — 
Flood insurance study : town of North 
Castle, New York, Westchester 
County. (FEM _1.209:360923), 91- 
13393 


Insurance, Flood — North Carolina. 
Flood insurance study Cherokee 
County, North Carolina, unincorporat- 
ed areas. (FEM 1.209:370059), 91- 
13396 
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Insurance, Flood — North Carolina — 
Alamance County. 
Flood insurance study : village of Ala- 
mance, North Carolina, Alamance 
1.209:370457), 


Flood insurance study : Avery County, 
North Carolina, uninco: areas. 
(FEM 1.209:370010), 91-13395 


Insurance, Flood — North Carolina — 
Craven County. 
Flood insurance study : town of Vance- 
boro, North Carolina, Craven County. 
(FEM 1.209:370075), 91-13397 


Insurance, Flood — Ohio — Clinton County. 

Flood insurance study : village of Sabina, 

Ohio, Clinton County. (FEM 
1.209:390627), 91-13413 


Insurance, Flood — Ohio — Defiance 
County. 
Flood insurance study : Defiance County, 
Ohio, unincorporated areas. (FEM 
1.209:390143), 91-13399 


Insurance, Flood — Ohio — Delaware 

County. 

Flood insurance study : village of Dublin, 
Ohio, Franklin, Delaware, and Union 
Counties. (FEM _ 1.209:390673/989), 
91-13415 


Insurance, Flood — Ohio — Fairfield 

County. 

Flood insurance study : city of Lancaster, 
Ohio, Fairfield County. (FEM 
1.209:390161/989), 91-13400 

Flood insurance study : Fairfield County, 
Ohio, unincorporated areas. (FEM 
1.109:390158), 91-13347 


Insurance, Flood — Ohio — Franklin 

County. 

Flood insurance study : village of Dublin, 
Ohio, Franklin, Delaware, and Union 
Counties. (FEM _ 1.209:390673/989), 
91-13415 


Insurance, Flood — Ohio — Fulton County. 

Flood insurance study : Fulton County, 

Ohio, unincorporated areas. (FEM 
1.209:390182), 91-13401 


Insurance, Flood — Ohio — Gallia County. 
Flood insurance study : Gallia County, 
Ohio, unincorporated areas. (FEM 
1.209:390185), 91-13402 


Insurance, Flood — Ohio — Geauga County. 

Flood insurance study : Geauga County, 

Ohio, unincorporated areas. (FEM 
1.209:390190), 91-13403 
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Insurance, Flood Ohio Highland County. 


Insurance, Flood — Ohio — Highland 
County. 
Flood insurance study : village of Lynch- 
burg, Ohio, Highland County. (FEM 
1.209:390271), 91-13404 


insurance study Lawrence 
County, Ohio, unincorporated areas. 
(FEM 1.209:390325), 91-13405 


Flood insurance study : village of Coal 
Grove, Ohio, Lawrence County. (FEM 
1.209:390326/989), 91-13406 


Insurance, Flood — Ohio — Mahoning 
County. 
Flood insurance study village of 
Lowellville, Ohio, Mahoning County. 
(FEM 1.209:390620), 91-13412 


Insurance, Flood — Ohio — Mercer County. 

Flood insurance study : Mercer County, 

Ohio, unincorporated areas. (FEM 
1.209:390392), 91-13407 


Insurance, Flood — Ohio — Portage 
County. 
Flood insurance study : city of Aurora, 
Ohio, Portage County. (FEM 
1.209:390454), 91-13408 


Insurance, Flood — Ohio — Richland 
County. 
Flood insurance study : city of Shelby, 
Ohio, Richland County. (FEM 
1.209:390479), 91-13409 


Insurance, Flood — Ohio — Shelby County. 

Flood insurance study : village of Port 

Jefferson, Ohio, Shelby County. (FEM 
1.209:390506), 91-13410 


Insurance, Flood — Ohio — Union County. 
Flood insurance study : village of Dublin, 
Ohio, Franklin, Delaware, and Union 
Counties. (FEM _ 1.209:390673/989), 
91-13415 


Insurance, Flood — Ohio — Vinton County. 

Flood insurance study village of 

Hamden, Ohio, Vinton County. (FEM 
1.209:390554), 91-13411 


Insurance, Flood — Ohio — Wayne County. 

Flood insurance study : Wayne County, 

Ohio, and incorporated areas. (FEM 
1.209:390642/etc.), 91-13414 


Flood insurance study : township of East 


Franklin, 
County. 
13425 


Pennsylvania, Armstrong 
(FEM __1.209:421305), 91- 


Insurance, Flood — Pennsylvania — Berks 
County. 

Flood insurance study 

Fleetwood, 


borough of 
Pennsylvania, Berks 
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County. 1.209:420133), 91- 


13416 


Flood insurance study : township of Her- 
eford, Pennsylvania, Berks County. 
(FEM 1.209:421379), 91-13426 


Flood insurance study township of 
South Heidelberg, Pennsylvania, Berks 
County. (FEM _1.209:421107), 91- 
13421 


Insurance, Flood — Pennsylvania — 
Bradford County. 
Flood insurance study : township of 
Terry, Pennsylvania, Bradford County. 
(FEM 1.209:421111), 91-13422 


Insurance, Flood — Pennsylvania — 

Cambria County. 

Flood insurance study borough of 
Franklin, Pennsylvania, Cambria 
County. (FEM _1.209:422593), 91- 
13440 


Flood insurance study : borough of Vin- 
tondale, Pennsylvania, Cambria 
County. (FEM _1.209:420243), 91- 
13417 


Flood insurance study township of 
Croyle, Pennsylvania, Cambria County. 
(FEM 1.209:421439), 91-13427 


Flood insurance study : township of East 
Taylor, Pennsylvania, Cambria County. 
(FEM 1.209:421441), 91-13428 


Flood insurance study : township of Por- 
tage, Pennsylvania, Cambria County. 
(FEM 1.209:421444), 91-13429 


Flood insurance study township of 
Upper Yoder, Pennsylvania, Cambria 
County. (FEM _1.209:422257), 91- 
13439 


(FEM 


Insurance, Flood — Pennsylvania — 
Clearfield County. 

Flood insurance study : borough of Falis 
Creek, Pennsylvania, Jefferson and 
Clearfield counties. (FEM 


1.209:420511), 91-13420 


Insurance, Flood — Pennsylvania — 

Crawford County. 

Flood insurance study borough of 
Cochranton, Pennsylvania, Crawford 
County. (FEM _ 1.209:420348), 91- 
13418 


Flood insurance study : township of Hay- 
field, Pennsylvania, Crawford County. 
(FEM 1.209:421227), 91-13424 


Insurance, Flood — Pennsylvania — 

Huntingdon County. 

Flood insurance study township of 
Miller, Pennsylvania, Huntingdon 
County. (FEM 1.209:421695/990), 91- 
13430 


Insurance, Flood — Pennsylvania — Indiana 
County. 

Flood insurance study 

Armstrong, Pennsylvania, 
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Indiana 
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County. 91- 
13431 


Flood insurance study : township of East 
Wheatfield, Pennsylvania, Indiana 
County. (FEM _1.209:421716), 91- 
13432 


Insurance, Flood — Pennsylvania — 

Jefferson County. 

Flood insurance study : borough of Big 
Run, Pennsylvania, Jefferson County. 
(FEM 1.209:420508), 91-13419 

Flood insurance study : borough of Falls 
Creek, Pennsylvania, Jefferson and 
Clearfield counties. (FEM 
1.209:420511), 91-13420 


(FEM _1.209:421708), 


Insurance, Flood — Pennsylvania — 

Lackawanna County. 

Flood insurance study : township of Clif- 
ton, Pennsylvania, Lackawanna 
County. (FEM _1.209:421751), 91- 
13433 


Flood insurance study township of 
Scott, Pennsylvania, Lackawanna 
County. (FEM _1.209:421757), 91- 
13434 


Insurance, Flood — Pennsylvania — 
Lycoming County. 
Flood insurance study township of 
Penn, Pennsylvania, Lycoming County. 
(FEM 1.209:421848), 91-13435 


Insurance, Flood — Pennsylvania — Monroe 

County. 

Flood insurance study : Township of 
Smithfield, Pennsylvania, Monroe 
County. (FEM _1.209:421896), 91- 
13436 


Insurance, Flood — Pennsylvania — Pike 
County. 
Flood insurance study township of 

Westfall, Pennsylvania, Pike County. 
(FEM 1.209:421970), 91-13437 


Insurance, Flood — Pennsylvania — Tioga 
County. 
Flood insurance study : township of 
Delmar, Pennsylvania, Tioga County. 
(FEM 1.209:421177), 91-13423 


Insurance, Flood — Pennsylvania — 

Vanango County. 

Flood insurance study : township of 
Rockland, Pennsylvania, Venango 
County. (FEM _1.209:422113), 91- 
13438 


Insurance, Flood — United States. 

Existing federal mitigation programs : 
hearing before the Subcommittee on 
Policy Research and Insurance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred First Congress, 
second session, June 27, 1990. United 
States. Congress. House. Committee on 





June 1991 


Banking, Finance, and Urban Affairs. 
Subcommittee on Policy Research and 
Insurance. (Y 4.B 22/1:101-143), 91- 
13991 


Insurance, Flood — Washington (State) — 

Clark County. 

Flood insurance study : Clark County, 
Washington, unincorporated areas. 
(FEM 1.209:530024/987/v.2), 91- 
13441 


*Insurance, Health — economics — United 

States. 

Determinants of total family charges for 
health care—United States, 1980 / Sun- 
shine, Jonathan H. (HE 22.26/4:8), 
91-13505 


Insurance, Liability. 

Federal government provision of third- 
party liability insurance to space vehi- 
cle users [microform] : final report / 
(NAS 1.26:176346), 91-13746 


Insurance, Maternity — United States. 
CHAMPUS, maternity care. (D 2.18:8/ 
989), 91-12921 


Insurance, Surety and fidelity — United 

States. 

The status of the superfund contracting 
program and its relation to surety 
bonding issues : hearing before the 
Subcommittee on Superfund, Ocean, 
and Water Protection of the Commit- 
tee on Environment and Public Works, 
United States Senate, One Hundred 
First Congress, second session, Septem- 
ber 19, 1990. United States. Congress. 
Senate. Committee on Environment 
and Public Works. Subcommittee on 
Superfund, Ocean, and Water Protec- 
tion. (Y 4.P 96/10:S.hrg.101-1153), 
91-14117 


Insurance, Unemployment — United States 
— Statistics. 
A study of unemployment insurance re- 
cipients and exhaustees : findings from 
a national survey / Corson, Walter. (L 
37.20:90-3), 91-13680 


Intelligence service — United States — 

Periodicals. 

Report of the Select Committee on Intel- 
ligence, United States Senate. United 
States. Congress. Senate. Select Com- 
mittee on Intelligence. (Y 1.1/5:101- 
236), 91-13915 


Interagency Arctic Research Policy 
Committee (U.S.) — Periodicals. 
Arctic research of the United States. (NS 
1.51/2:989-2), 91-13846 


Intercultural education — United States. 
Beyond language : social and cultural fac- 
tors in schooling language minority stu- 
dents / (ED _ 1.310/2:304241), 91- 
13321 
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Intergovernmental fiscal relations — United 
States — Periodicals. 
Significant features of fiscal federalism. 
(Y 3.Ad 9/8:18/990/v.2), 91-13938, 
91-13939 


International business enterprises — 


y. 
Do’s and don’t’s in doing business over- 
seas / Lassanyi, Mary E. (A 17.18/ 
6:91-01), 91-12699 


International economic relations. 

U.S. trade negotiations : hearing before 
the Subcommittee on Commerce, Con- 
sumer Protection, and Competitiveness 
of the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred First Congress, second ses- 
sion, July 18, 1990. United States. Con- 
gress. House. Committee on Energy 
and Commerce. Subcommittee on 
Commerce, Consumer Protection, and 
Competitiveness. (Y 4.En 2/3:101-207), 
91-14037 


International education. 
Handbook on human rights and citizen- 
ship / (ED 1.310/2:289806), 91-13224 


International organization. 

Current developments in the United Na- 
tions system : hearing before the Sub- 
committees on Human Rights and 
International Organizations, and on 
International Operations of the Com- 
mittee on Foreign Affairs, House of 
Representatives, One Hundred First 
Congress, second session, September 
19, 1990. United States. Congress. 
House. Committee on Foreign Affairs. 
Subcommittee on Human Rights and 
International Organizations. (Y 4.F 76/ 
1:Un 35/99), 91-14054 


Interstate commerce — United States. 

Interstate Greyhound Racing Act of 1990 
: report together with dissenting views 
(to accompany H.R. 3429) (including 
cost estimate of the Congressional 
Budget Office). United States. Con- 
gress. House. Committee on Energy 
and Commerce. (Y 1.1/8:101-910), 91- 
13930 


Interviewing — Handbooks, manuals, etc. 
Post enumeration survey : workbook for 
evaluation followup : 1990 census, 21st 
decennial census. (C 3.272:D-1384), 
91-12800 


Intracoastal waterways — Louisiana — 

Navigation. 

Waveland to Catahoula Bay, Mississip- 
pi—Louisiana / United States. National 
Ocean Service. (C 55.418/7:11367/990) 
(C 55.418/7:11367/990/folder), 91- 
12831 
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Waveland to Catahoula Bay, Mississip- 
pi—Louisiana / United States. National 
Ocean Service. (C 55.418/7:11367/990) 
(C  55.418/7:11367/990/folder), 91- 
12831 


Inventory control — Handbooks, manuals, 
etc. 


Defense Integrated Data System, 
SAMMS : DICs, tables, codes, formats. 
(D 7.6/7:4130.1), 91-12996 


Investing banking — United States — 

Auditing. 

Expanding auditor responsibility : hearing 
before the Subcommittee on Telecom- 
munications and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, One Hun- 
dred First Congress, second session, 
August 2, 1990. United States. Con- 
gress. House. Committee on Energy 
and Commerce. Subcommittee on Tele- 
communications and Finance. (Y 4.En 
2/3:101-196), 91-14034 


Investments, Foreign — China. 

The president’s decision to order a Chi- 
nese company’s divestiture of a recent- 
ly acquired U.S. aircraft parts manufac- 
turer : statement of Allan I. Men- 
delowitz, Director, International 
Trade, Energy, and Finance Issues 
before the Subcommittee on Com- 
merce, Consumer Protection and Com- 
petitiveness, House Coimmittee on 
Energy and Commerce, House of Rep- 
resentatives. Mendelowitz, Allan I. 
(GA 1.5/2:T-NSIAD-90-21), 91-13444 


Investments, Foreign — Economic aspects — 

United States. 

Foreign investment in the United States : 
hearings before the Subcommittee on 
Commerce, Consumer Protection, and 
Competitiveness of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, on H.R. 5, H.R. 
4520, H.R. 4608, and H.R. 5225 ... June 
13 and July 31, 1990. United States. 
Congress. House. Committee on 
Energy and Commerce. Subcommittee 
on Commerce, Consumer Protection, 
and Competitiveness. (Y 4.En 2/3:101- 
194), 91-14032 


Investments, Foreign — Statistics — 
Periodicals. 
Profiles of foreign direct investment in 
U.S. energy / (E 3.52:989), 91-13160 


Investments, Foreign — United States. 
National security review of two foreign 
acquisitions in the semiconductor 
sector : statement of Allan I. Men- 
delowitz, Director, International 
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Trade, Energy, and Finance Issues 
before the Subcommittee on Com- 
merce, Consumer Protection and Com- 
petitiveness, House Committee on 
Energy and Commerce, House of Rep- 
resentatives. Mendelowitz, Allan I. 
(GA 1.5/2:T-NSIAD-90-47), 91-13448 


Investments, Foreign — United States — 
Periodicals. 
Profiles of foreign direct investment in 
U.S. energy / (E 3.52:989), 91-13160 


Investments, Foreign — United States — 
Statistics. 


Foreign direct investment in the United 
States : balance of payments and direct 
investment position estimates, 1980-86. 
(C 59.2:F 76/5), 91-12887 


Investments, Foreign — United States — 

Statistics — Periodicals. 

Foreign direct investment in the United 
States : operations of U.S. affiliates of 
foreign companies. (C 59.20:988/ 
prelim.), 91-12889 


Ipswich Bay (Mass.) — Navigation. 

United States—east coast, Massachusetts, 
Gloucester Harbor and Annisquam 
River / United States. National Ocean 
Service. (C 55.418/7:13281/990), 91- 
12846 


Iran — Strategic aspects. 
Lessons learned : the Iran-Iraq War / 
Pelletiere, Stephen C. (D 101.2:Ir 2), 
91-12999 


Iran-Iraq War, 1980-1988. 
Lessons learned : the Iran-Iraq War / 
Pelletiere, Stephen C. (D 101.2:Ir 2), 
91-12999 


Iraq — Foreign relations — United States. 

U.S. government controls on sales to Iraq 
: hearing before the Commerce, Con- 
sumer, and Monetary Affairs Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, One Hundred First Congress, 
second session, September 27, 1990. 
United States. Congress. House. Com- 
mittee on Government Operations. 
Commerce, Consumer, and Monetary 
Affairs Subcommittee. (Y 4.G 74/7:Sa 
8/3), 91-14066 


Iraq — International relations. 

Update on the situation in the Persian 
Gulf : hearings before the Committee 
on Foreign Affairs, and the Subcom- 
mittees on Arms Control, International 
Security and Science, and on Europe 
and the Middle East, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, September 26 
and December 6, 1990. United States. 
Congress. House. Committee on For- 
eign Affairs. (Y 4.F 76/1:P 43/13), 
91-14050 
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Iraq — Military policv. 

Lessons learned : the Iran-Iraq War / 

Pelletiere, Stephen C. (D 101.2:Ir 2), 
91-12999 


Iraq — Strategic aspects. 
Lessons learned : the Iran-Iraq War / 
Pelletiere, Stephen C. (D 101.2:Ir 2), 
91-12999 


Iraq-Kuwait Crisis, 1990- 

Briefing on Operation Desert Shield : 
costs and contributions : hearing before 
the Committee on the Budget, House 
of Representatives, One Hundred 
Second Congress, first session, January 
4, 1991. United States. Congress. 
House. Committee on the Budget. (Y 
4.B 85/3:102-1), 91-14004 


Consideration of draft legislation on the 
situation in the Persian Gulf : markup 
before the Committee on Foreign Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, on H. Con. Res. 1, January 9, 
1991. United States. Congress. House. 
Committee on Foreign Affairs. (Y 4.F 
76/1:P 43/14), 91-14051 


Economic impact of the Persian Gulf 
crisis : hearings before the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, One 
Hundred First Congress, second ses- 
sion, November 17 and 28, 1990. 
United States. Congress. House. Com- 
mittee on Banking, Finance, and Urban 
Affairs. (Y 4.B 22/1:101-180), 91- 
13997 


Effectiveness of the U.S. Civil Reserve 
Air Fleet program : hearing before the 
Subcommittee on Investigations and 
Oversight of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred First 
Congress, second session, October 10, 
1990. United States. Congress. House. 
Committee on Public Works and 
Transportation. Subcommittee on In- 
vestigations and Oversight. (Y 4.P 96/ 
11:101-80), 91-14127 


Extention of time for performing certain 
acts for individuals who are part of 
Desert Shield Operations : report (to 
accompany S. 251). United States. Con- 
gress. Senate. Committee on Finance. 
(Y 1.1/5:102-2), 91-13918 


Joint Resolution to Designate November 
2, 1990, as a National Day of Prayer 
for Members of American Military 
Forces and American Citizens Sta- 
tioned or Held Hostage in the Middle 
East, and for Their Families. United 
States. (AE 2.110:101-547), 91-12755 


Supplemental appropriations for the De- 
partment of Defense : communication 
from the President of the United States 
transmitting a request for fiscal year 
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1991 supplemental appropriations for 
the Department of Defense in support 
of Operation Desert Sheild/Desert 
Storm, pursuant to 31 U.S.C. 1107. 
United States. President (1989- : Bush) 
(Y 1.1/7:102-43), 91-13927 

U.S. policy in the Persian Gulf : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, One Hun- 
dred First Congress, second session .... 
United States. Congress. Senate. Com- 
mittee on Foreign Relations. (Y 4.F 
76/2:S.hrg.101-1128/pt.1-2), 91-14058 


Update on the situation in the Persian 
Gulf : hearings before the Committee 
on Foreign Affairs, and the Subcom- 
mittees on Arms Control, International 
Security and Science, and on Europe 
and the Middle East, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, September 26 
and December 6, 1990. United States. 
Congress. House. Committee on For- 
eign Affairs. (Y 4.F 76/1:P 43/13), 
91-14050 

Use of military force against Iraq : com- 
munication from the President of the 
United States transmitting his notifica- 
tion directing U.S. armed forces to 
commence combat operations on Janu- 
ary 16, 1991, against Iraqi forces and 
military targets in Iraq and Kuwait, 
consistent with the war powers resolu- 
tion. United States. President (1989- : 
Bush) (Y 1.1/7:102-30), 91-13926 


Irrigation — Government policy — United 

States. 

BIA management and operation of Indian 
irrigation projects : hearing before the 
Select Committee on Indian Affairs, 
United States Senate, One Hundred 
First Congress, second session ... July 
12, 1990, Washington, DC. United 
States. Congress. Senate. Select Com- 
mittee on Indian Affairs. (Y 4.In 2/ 
11:S.hrg.101-1164), 91-14084 


Irrigation laws — United States. 

Reclamation Reform Act amendments of 
1990 and Title XVI—double subsidies : 
hearing before the Subcommittee on 
Water and Power of the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session, on S. 2659 ... 
H.R. 2567 ... Tuesday, July 31, 1990. 
United States. Congress. Senate. Com- 
mittee on Energy and Natural Re- 
sources. Subcommittee on Water and 
Power. (Y 4.En 2:S.hrg.101-1174), 91- 
14023 


Reclamation Wastewater and Ground- 
water Study Act and Reclamation 
Projects Authorization and Adjustment 
Act of 1990 : hearing before the Sub- 
committee on Water and Power of the 





June 1991 


Committee on Energy and Natural Re- 
sources, United States Senate, One 
Hundred First Congress, second ses- 
sion, on S. 2657 ... H.R. 2567 ... Sep- 
tember 27, 1990. United States. Con- 
gress. Senate. Committee on Energy 
and Natural Resources. Subcommittee 
on Water and Power. (Y 4.En 
2:S.hrg.101-1181), 91-14024 


Reconnaissance investigation of water 
quality, bottom sediment, and biota as- 
sociated with irrigation drainage in the 
Angostura Reclamation Unit, south- 
western South Dakota, 1988-89 / 
Greene, Earl A. (I 19.42/4:90-4152), 
91-13529 


Item response theory. 

A guide to item banking in education : 
item bank data sheets / Naccarato, 
Richard W. (Richard William) (ED 
1.310/2:291804), 91-13232 


Iterative methods (Mathematics) 

Polynomial approximation of functions of 
matrices and its application to the solu- 
tion of a general system of linear equa- 
tions [microform] / Tal-Ezer, Hillel. 
(NAS 1.26:178376), 91-13764 


Ivory Coast — Description and travel. 
Cote d’Ivoire, post report. (S 1.127:C 82/ 
2), 91-13863 
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J. Kenneth Robinson Postal Building 

(Winchester, Va.) 

An Act to Designate the Federal Build- 
ing Located at 340 North Pleasant 
Valley Road in Winchester, Virginia, 
as the “J. Kenneth Robinson Postal 
Building.” United States. (AE 
2.110:101-598), 91-12774 


J. Will Robinson Federal Building (Provo, 
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An Act to Designate the Federal Build- 
ing at 88 West 100 North in Provo, 
Utah, as the “J. Will Robinson Federal 
Building.” United States. (AE 
2.110:101-559), 91-12759 
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disease / (HE 20.3502:N 39/8), 91- 
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James Monroe High School. 

James Monroe High School Proyecto 
Nuevos Horizontes, 1986-1987 / Marti- 
nez, Ana L. (ED 1.310/2:298784), 91- 
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Teaching about Japan / Wojtan, Linda S. 
(ED 1.310/2:282796), 91-13190 


Japan — Study and teaching — United 
States. 
Teaching about Japan / Wojtan, Linda S. 
(ED 1.310/2:282796), 91-13190 


Japan, Sea of — Navigation. 
China—Japan—Soviet Union, Sea of 
Japan / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:95015/990), 
91-12994, 91-12995 


Japanese students — Time management — 

Statistics. 

Time spent on mathematics instruction 
and homework by Japanese and U.S. 
13-year-old students. (ED  1.310/ 
2:282765), 91-13188 


Job hunting — Computer programs — 
Catalogs. 
A comparison of computerized job 
matching systems / Botterbusch, Karl 
F. (ED 1.310/2:289084), 91-13219 


Justice, Administration of — United States. 

The Civil Justice Reform Act of 1990 
and the Judicial Improvements Act of 
1990 : hearings before the Committee 
on the Judiciary, United States Senate, 
One Hundred First Congress, second 
session, on S. 2027, a bill to require 
certain procedural changes in United 
States district courts in order to pro- 
mote the just, speedy and inexpensive 
determination of civil actions ... S. 
2648, a bill to amend Title 28, United 
States Code to provide for civil justice 
expense and delay reduction plans, au- 
thorize additional judicial positions for 
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courts of the the United States ... 
March 6 and June 26, 1990. United 
States. Congress. Senate. Committee on 
the Judiciary. (Y 4.3 89/2:S.hrg.101- 
1097), 91-14101 
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ological Survey (U.S.) (I 19.108:38081- 
C 6-CF-100/987), 91-13626 


Keating, Charles H. 

Preliminary inquiry into allegations re- 
garding Senators Cranston, DeConcini, 
Glenn, McCain, and Riegle, and Lin- 
coln Savings and Loan : open session 
hearings before the Select Committee 
on Ethics, United States Senate, One 
Hundred First Congress, second ses- 
sion, November 15, 1990, through Jan- 
uary 16, 1991. United States. Congress. 
Senate. Select Committee on Ethics. (Y 
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Keku Strait (Alaska) — Navigation. 

United States, Alaska—southeast coast, 
Keku Strait, Monte Carlo Island to En- 
trance Island / United States. National 
Ocean Service. (C 55.418/7:17372/990), 
91-12869 


Kenai Peninsula (Alaska) — Maps. 

United States, Alaska—south coast, Kenai 
Peninsula, Cape Resurrection to Two 
Arm Bay / United States. National 
Ocean Service. (C 55.418/7:16682/990), 
91-12864 


Kerosene industry — United States — 
Statistics — Periodicals. 
Fuel oil and kerosene sales. (E 3.11/11- 
3:989), 91-13150 


Khaz Bay (Alaska) — Navigation. 

United States, Alaska—southeast coast, 
west coast of Chichagof Island, Khaz 
Bay / United States. National Ocean 
Service. (C 55.418/7:17322), 91-12867 


King, Martin Luther, Jr., 1929-1968 — 
Anniversaries, etc. 
I have a dream : Martin Luther King, Jr. 
handbook of activities. (ED 1.310/ 
2:299190), 91-13290 


Kiribati — Maps. 

Pacific Ocean, Republic of Kiribati— 
Tuvalu, Gilbert Islands to Tuvalu Is- 
lands / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:83005/990), 
91-12991 


Kodiak Island (Alaska) — Maps. 

United States, Alaska—south coast, 
Kodiak Island, Gull Point to Kaguyak 
Bay / United States. National Ocean 
Service. (C 55.418/7:16592/990), 91- 
12863 


Korea (South) — Economic conditions — 
Periodicals. 
Korea / Korea (Washington, D.C.) (C 
61.11:K 84/991), 91-12898 


Korea (South) — Foreign economic relations 
— United States — Periodicals. 
Korea / Korea (Washington, D.C.) (C 
61.11:K 84/991), 91-12898 


Kossuth, Lajos, 1802-1894, 
Dedication by the Congress of a bust - 
Lajos (Louis) Kossuth : 
the U.S. Capitol Rotunda, March 15, 
1990. (Y 1.1/7:101-168), 91-13921 
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Nominations of Thomas F. Kranz, Todd 
W. Dillard, and Antonio C. Amador : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
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Senate, One Hundred First Congress, 
second session, on nominations of 
Thomas F. Kranz, to be Associate Di- 
rector, Federal Emergency Manage- 
ment Agency; Todd W. Dillard, to be 
U.S. Marshal for the Superior Court ... 
and Antonio C. Amador ... Merit Sys- 
tems Protection Board, October 19, 
1990. United States. Congress. Senate. 
Committee on Governmental Affairs. 
(Y 4.G 74/9:S.hrg.101-1177), 91-14077 
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Labor — Great Britain — Periodicals. 
Labor trends in the United Kingdom 
United Kingdom (United States. Em- 
bassy (Great Britain)) (L 29.16:Un 3/2/ 
989), 91-13678 


United Kingdom / United Kingdom 
(United States. Embassy (Great Brit- 
ain)) (L 29.16:Un 3/2/989), 91-13678 


Labor — Netherlands — Periodicals. 

Labor trends in the Netherlands Nether- 
lands (United States. Embassy (Nether- 
lands)) (L 29.16:N 38/989-90), 91- 
13672 


Netherlands / Netherlands (United 
States. Embassy (Netherlands)) (L 
29.16:N 38/989-90), 91-13672 


Labor costs — United States — Statistics — 
Periodicals. 
Annual survey of manufactures. Industry 
statistics (C 3.24/9-7:986), 91-12786 


Annual survey of manufactures. Statistics 
for industry groups and industries (in- 
cluding capital expenditures, invento- 
ries and supplemental labor, fuel, and 
electric energy costs). (C 3.24/9-7:986), 
91-12786 


ASM (C 3.24/9-7:986), 91-12786 


Statistics for industry groups and indus- 
tries (including capital expenditures, in- 
ventories and supplemental labor, fuel, 
and electric energy costs) (C 3.24/9- 
7:986), 91-12786 


Labor disputes — United States. 

1990 oversight hearing on the National 
Labor Relations Board : hearing before 
the Employment and Housing Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, One Hundred First Congress, 
second session, October 3, 1990. United 
States. Congress. House. Committee on 
Government Operations. Employment 
and Housing Subcommittee. (Y 4.G 
74/7:N 21/3/990), 91-14064 


Labor laws and legislation — American 

Samoa. 

An Act to Eliminate “Substantial Docu- 
mentary Evidence” Requirement for 
Minimum Wage Determination for 
American Samoa, and for Other Pur- 
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poses. United States. (AE 2.110:101- 
583), 91-12768 


Labor policy — Great Britain — Periodicals. 
Labor trends in the United Kingdom 
United Kingdom (United States. Em- 
bassy (Great Britain)) (L 29.16:Un 3/2/ 
989), 91-13678 
United Kingdom / United Kingdom 
(United ‘States. Embassy (Great Brit- 
ain)) (L 29.16:Un 3/2/989), 91-13678 


Labor policy — United States. 

1990 oversight hearing on the National 
Labor Relations Board : hearing before 
the Employment and Housing Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, One Hundred First Congress, 
second session, October 3, 1990. United 
States. Congress. House. Committee on 
Government Operations. Employment 
and Housing Subcommittee. (Y 4.G 
74/7:N 21/3/990), 91-14064 


Labor supply — Denmark — Periodicals. 
D k/D k (United States. Em- 
bassy (Denmark)) (1 29.16:D 41/989- 
90), 91-13665 


Labor trends in Denmark Denmark 
(United States. Embassy (Denmark)) (L 
29.16:D 41/98y-90), 91-13665 


Labor supply — Honduras — Periodicals. 
Honduras / Honduras (United States. 
Embassy (Honduras)) (L 29.16:H 75/ 
989), 91-13670 


Labor trends in Honduras Honduras 
(United States. Embassy (Honduras)) 
(L 29.16:H 75/989), 91-13670 


Labor supply — Israel — Periodicals. 
Israel / Israel (United States. Embassy 
(Israel)) (L 29.16:Is 7/989-90), 91- 
13671 


Labor trends in Israel Israel (United 
States. Embassy (Israel)) (L 29.16:Is 7/ 
989-90), 91-13671 


Labor supply — Netherlands — Periodicals. 
Labor trends in the Netherlands Nether- 
lands (United States. Embassy (Nether- 
lands)) (L 29.16:N 38/989-90), 91- 
13672 


Netherlands / Netherlands (United 
States. Embassy (Netherlands)) (L 
29.16:N 38/989-90), 91-13672 


Labor supply — Philippines — Periodicals. 

Labor trends in the Republic of the Phil- 
ippines Philippines (United States. Em- 
bassy (Philippines)) (L 29.16:P 53/989- 
90), 91-13673 

Philippines / Philippines (United States. 
Embassy (Philippines)) (L 29.16:P 53/ 
989-90), 91-13673 
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Labor supply — Portugal — Periodicals. 
Labor trends in Portugal Portugal 
(United States. Embassy (Portugal)) (L 
29.16:P 83/989-90), 91-13674 


Portugal / Portugal (United States. Em- 
bassy (Portugal)) (L 29.16:P 83/989- 
90), 91-13674 


Labor supply — Spain — Periodicals. 
Labor trends in Spain Spain (United 
States. Embassy (Spain)) (L 29.16:Sp 
1/988-90), 91-13675 
Spain / Spain (United States. Embassy 
(Spain)) (L 29.16:Sp 1/988-90), 91- 
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Labor supply — Sweden — Periodicals. 
Labor trends in Sweden Sweden (United 
States. Embassy (Sweden)) (L 29.16:Sw 
3/989), 91-13676 


Sweden / Sweden (United States. Embas- 
sy (Sweden)) (L 29.16:Sw 3/989), 91- 
13676 


Labor supply — Taiwan — Periodicals. 
Labor trends in Taiwan Taiwan (Wash- 
ington, D.C. : Annual) (L 29.16:T 13/ 
989), 91-13677 


Taiwan / Taiwan (Washington, D.C. : 
Annual) (L 29.16:T 13/989), 


91-13677 
Lake Bay (Alaska) — Navigation. 

United States, Alaska—southeast coast, 
Lake Bay and approaches, Clarence 
Strait / United States. National Ocean 
Service. (C 55.418/7:17401/990), 91- 
12870 


Land tenure — New Mexico — Maps. 

State of New Mexico land status map, 
1990 / United States. Bureau of Land 
Management. (I 53.11:N 42 m/2/990), 
91-13645 


Land titles — Registration and transfer — 

Colorado. 

An Act to Authorize an Exchange of 
Lands in South Dakota and Colorado. 
United States. (AE 2.110:101-631), 91- 
12778 


Land titles — Registration and transfer — 

New Mexico. 

An Act to Amend the Act of June 20, 
1910, to Clarify in the State of New 
Mexico Authority to Exchange Lands 
Granted by the United States in Trust, 
and to Validate Prior Land Exchanges. 
United States. (AE 2.110:101-386), 91- 
12743 


Baca Location no. 1 Land Acquisition 
and Study Act of 1990. United States. 
(AE 2.110:101-556), 91-12758 


Land titles — Registration and transfer — 
South Dakota. 
An Act to Authorize an Exchange of 
Lands in South Dakota and Colorado. 





June 1991 
United States. (AE 2.110:101-631), 91- 
12778 


Land titles — Registration and transfer — 

United States. 

Miscellaneous Bureau of Land Manage- 
ment and Forest Service legislation : 
hearing before the Subcommittee on 
Public Lands, National Parks, and For- 
ests of the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred First Congress, 
second session, on S. 2472, S. 2543, S. 
2815, S. 2816, S. 2891, H.R. 2566, H.R. 
3888, September 26, 1990. United 
States. Congress. Senate. Committee on 
Energy and Natural Resources. Sub- 
committee on Public Lands, National 
Parks, and Forests. (Y 4.En 
2:S.hrg.101-1159), 91-14022 


Secretary of the Interior’s report on 
Water Island oversight hearings 
before the Subcommittee on Insular 
and International Affairs of the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, One Hun- 
dredth Congress, first session ... hear- 
ings held in St. Thomas, VI, November 
13, 1987, November 14, 1987. United 
States. Congress. House. Committee on 
Interior and Insular Affairs. Subcom- 
mittee on Insular and International Af- 
fairs. (Y 4.In 8/14:100-84), 91-14086 


Land titles — Registration and transfer — 

Virginia — Rockingham County. 

An Act to Allow a Certain Parcel of 
Land in Rockingham County, Virginia, 
to Be Used for a Child Care Center. 
United States. (AE 2.110:101-479), 91- 
12749 


Land use — California — Planning. 
Bishop resource management plan and 
environmental impact statement. (I 
1.98:B 54/3/maps/draft), 91-13508 


statement for the San Juan/San Miguel 
planning area, Montrose District, Colo- 
rado / United States. Bureau of Land 
Management. Montrose District. (I 
1.98:Sa 5 j/2/final), 91-13509 


Land use — Environmental aspects — 
California. 
Bishop resource management plan and 
environmental impact statement. (I 
1.98:B 54/3/maps/draft), 91-13508 


Land use — Government policy — United 

States. 

Regulatory impediments to the develop- 
ment and placement of affordable hous- 
ing : hearing before the Subcommittee 
on Policy Research and Insurance of 
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the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, August 2, 1990. 
United States. Congress. House. Com- 
mittee on Banking, Finance, and Urban 
Affairs. Subcommittee on Policy Re- 
search and Insurance. (Y 4.B 22/1:101- 
153), 91-13993 


Land use — Law and legislation. 
Use of remote sensing for land use policy 
formulation [microform] : final report / 
(NAS 1.26:183148), 91-13788 


Land use — Nevada — Maps. 
State of Nevada / United States. Bureau 
of Land Management. (I 53.11:N 41/2), 
91-13644 


Land use — Planning — United States. 

Regulatory impediments to the develop- 
ment and placement of affordable hous- 
ing : hearing before the Subcommittee 
on Policy Research and Insurance of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, August 2, 1990. 
United States. Congress. House. Com- 
mittee on Banking, Finance, and Urban 
Affairs. Subcommittee on Policy Re- 
search and Insurance. (Y 4.B 22/1:101- 
153), 91-13993 


Land use — Virginia — Colonial National 

Historical Park. 

An Act to Authorize the Secretary of the 
Interior to Permit Certain Uses of 
Lands within the Colonial National 
Historical Park in the Commonwealth 
of Virginia. United States. (AE 
2.110:101-573), 91-12764 


Language and education — United States. 
Cooperative learning with limited-Eng- 
lish-proficient students / Jacob, 
Evelyn. (ED = 1.310/2:287314), 91- 
13209 


Large space structures (Astronautics) 

Remote manipulator system (RMS)-based 
controls-structures interaction (CSI) 
flight experiment feasibility study [mi- 
croform] : final report / Demeo, 
Martha E. (NAS _1.26:185600), 91- 
13797 


Large space structures (Astronautics) — 


Stability. 

Characterization and hardware modifica- 
tion of linear momentum exchange de- 
vices [microform] / Edgemon, George 
E. (NAS 1.15:86594), 91-13714 


Laser communication systems. 
Preliminary design and cost of a 1-mega- 
watt solar-pumped iodide laser space- 
~aaP ‘ (mi 
form] / (NAS 1.15:4002), 91-13697 
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Lasers. 
Scaling blackbody laser to high powers 
[microform] / De Young, R. J. (NAS 
1.15:86395), 91-13710 


Lasers — United States — Military 
applications — Handbooks, manuals, etc. 
Operator’s manual for Multiple Integrat- 


firing, 
laser, M79, NSN 1270-01-159-0481 for 
UH-1H utility helicopter. (D 101.11:9- 
1270-224-10), 91-13033 


Launch vehicles (Astronautics) — Computer 


programs. 

Computer program for prediction of cap- 
ture maneuver probability for an on-off 
reaction controlled upper stage [micro- 
form] / Knauber, R. N. (NAS 
1.26:165937), 91-13740 


Leadership. 
Symbolism and presidential perceptions 
of leadership / Tierney, William G. 
(ED 1.310/2:292405), 91-13236 
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tiveness / Gaddy, C. Stephen. (ED 
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Catalogs. 

Building a library collection on blindness 
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als and resources. (LC 19.4/2:90-3), 
91-13692 


Lease and rental services — Law and 
legislation — United States. 

Computer Software Rental Amendments 
Act : hearing before the Subcommittee 
on Courts, Intellectual Property, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, One Hundred First 

second session, on H.R. 
2740, S. 198, and H.R. 5297 ... July 30, 
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Committee on the Judiciary. Subcom- 
mittee on Courts, Intellectual Property, 
and the Administration of Justice. (Y 
4.3 89/1:101/113), 91-14093 
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Leases — Virgin Islands of the United States 
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Secretary of the Interior’s report on 
Water Island oversight hearings 
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Interior and Insular Affairs. Subcom- 
mittee on Insular and International Af- 
fairs. (Y 4.In 8/14:100-84), 91-14086 


Ledyard Bay (Alaska) — Navigation. 


United States, Alaska—Arctic coast, 
Cape Sabine / United States. National 
Ocean Service. (C 55.418/7:16104/990), 
91-12859 


Legal services — United States. 
Postal service : Board of Governors’ con- 


tract for legal services : report to the 
chairman, Committee on Post Office 
and Civil Service, House of Represent- 
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Legal Services Corporation — 


Appropriations and expenditures. 

Legal Services Corporation reauthoriza- 
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on Administrative Law and Govern- 
mental Relations. (Y 4.J 89/1:101/127), 





Leases Virgin Islands of the U.S. Water Island. 


Legislators — United States — Books and 
reading — History — 18th century. 

“Well acquainted with books” : the 
founding framers of 1787 : with James 
Madison’s list of books for Congress / 
Rutland, Robert Allen, 1922- (LC 1.2:B 
64/12), 91-13687 
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lands / United States. National Ocean 
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Liability (Law) — United States. 

Product Liability Reform Act : hearing 
hefore the Committee on the Judiciary, 
United States Senate, One Hundred 
First Congress, second session, on S. 
1400, a bill to regulate interstate com- 
merce by providing for a uniform 
product liablity law ... July 31, 1990. 
United States. Congress. Senate. Com- 
mittee on the Judiciary. (Y 4.J 89/ 
2:S.hrg.101-1188), 91-14103 


Liberia — Politics and government — 1980- 
Emergency situations in Sudan and Libe- 
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Light water reactors — United States — 

Testing. 

The SAFT-UT real-time inspection 
system : operational principles and im- 
plementation / Hall, T. E. 
Edward) (Y 3.N  88:25/5075), 
13941 


Lightning. 

The physics of charge separation preced- 
ing lightning strokes in thunderclouds 
[microform] / Kyrala, A. (NAS 
1.26:178371), 91-13760 


Lincoln Savings & Loan Association. 

Preliminary inquiry into allegations re- 
garding Senators Cranston, DeConcini, 
Glenn, McCain, and Riegle, and Lin- 
coln Savings and Loan : open session 
hearings before the Select Committee 
on Ethics, United States Senate, One 
Hundred First Congress, second ses- 
sion, November 15, 1990, through Jan- 
uary 16, 1991. United States. Congress. 
Senate. Select Committee on Ethics. (Y 
4.Et 3/4:S.hrg.101-1190/pt.1-4), 91- 
14039 


Linguistic demography — United States. 
Demographic projections of non-English- 
language-background and limited-Eng- 
lish proficient persons in the United 
States to the year 2000 by state, age, 
and language group / (ED 1.310/ 
2:297048), 91-13266 


Linguistic minorities — United States — 

Statistics. 

Demographic projections of non-English- 
language-background and limited-Eng- 
lish proficient persons in the United 
States to the year 2000 by state, age, 
and language group / (ED 1.310/ 
2:297048), 91-13266 


Literacy programs — New York (N.Y.) 
Project CHAMP, 1986-1987 / Cabrera, 
Eulalia. (ED _ 1.310/2:298785), 91- 
13286 


Literacy programs — Oregon. 

Final report for computer-assisted in- 
struction adult literacy workshop : a 
310/special demonstration project, 
1986-1987 / Vanis, Mary I. (ED 1.310/ 
2:287527), 91-13210 


Literacy programs — United States. 
The Bottom line : basic skills in the 
workplace. (ED 1.310/2:291922), 91- 
13234 


Literacy programs — United States — 
Audio-visual aids. 
OPTIONS, expanding educational serv- 
ices for adults : publicity kit. (ED 
1.310/2:288986), 91-13212 


91- 





Machine-guns Maintenance and repair Handbooks, 


Unit maintenance repair parts and special 
tools list : loader, scoop type, DED 4 x 
4, articulated frame steer, 4 1/2 to 5 
cu. yd., (CCE), with 4 1/2 cu. yd. rock 
bucket, NSN 3805-00-602-5006, Clark 
model 175B, type I and with 5 cu. yd. 
general purpose bucket, NSN 3805-00- 
602-5013 Clark model 175B, type II. 
(D 101.11:5-3805-257-20 P/990), 91- 
13005 


Local transit — Government policy — 

United States. 

Report on the federal mass transit policy 
: views and recommendations. United 
States. Congress. Senate. Committee on 
Banking, Housing, and Urban Affairs. 
Subcommittee on Housing and Urban 
Affairs. (Y 4.B 22/3:S.prt.102-6), 91- 
13999 


An Act to Amend the National Capital 
Transportation Act of 1969 Relating to 
the Washington Metrorail System. 
United States. (AE 2.110:101-551), 91- 
12756 


National Capital Transportation Amend- 
ments of 1990 United States. (AE 
2.110:101-551), 91-12756 


Local transit — United States — Statistics 

— Periodicals. 

National urban mass transportation statis- 
tics : annual report, section 15 report- 
ing system / (TD 7.11/2:986), 91- 
13907 

Section 15 annual report (TD 7.11/2:986), 
91-13907 


Section 15 reporting system (TD 7.11/ 
2:986), 91-13907 


Local transit crime — New York (N.Y.) 

Crime in mass transit : hearing before a 
subcommittee of the the Committee on 
Appropriations, United States Senate, 
One Hundred First Congress, second 
session : special hearing. United States. 
Congress. Senate. Committee on Ap- 
propriations. Subcommittee on Trans- 
portation and Related Agencies. (Y 
4.Ap 6/2:C 86/2), 91-13976 


Logging — United States. 

National forest management : hearings 
before the Subcommittee on Forests, 
Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
Congress, first and second sessions, No- 
vember 9, 1989, status of national forest 
lands ... March 6, 1990, national forest 
timber supply .... United States. Con- 
gress. House. Committee on Agricul- 
ture. Subcommittee on Forests, Family 
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Farms, and Energy. (Y 4.Ag 8/1:101- 
42), 91-13958 


Logging — Utah — Fishlake National 

Forest. 

Firewood program : Fishlake National 
Forest, 1991 / United States. Forest 
Service. Intermountain Region. (A 
13.28:F 51/991), 91-12681 


Long Island Sound (N.Y. and Conn.) — 

Navigation. 

United States—east coast, Connecticut— 
New York, north shore of Long Island 
Sound, Greenwich Point to New Ro- 
chelle / United States. National Ocean 
Service. (C 55.418/7:12367/990), 91- 
12842 


Low temperature engineering. 

Cryogenic wind tunnels [microform] : a 
selected, annotated bibliography / 
Tuttle, Marie H. (NAS 1.15:4013), 91- 
13700 


Lower Bay (N.Y. and N.J.) — Navigation. 
United States—east coast, New York, 
New York Lower Bay, northern part / 
United States. National Ocean Service. 
(C 55.418/7:12402/990), 91-12843 


Lumber trade — Production standards. 
Stress class systems : an idea whose time 
has come? / Green, David W. (A 
13.78:FPL-RP-500), 91-12693 


Lumber trade — United States. 
Administration’s proposed below-cost 
commercial timber sale pilot test : hear- 
ing before the Subcommittee on For- 
ests, Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
second session, March 1, 
1990. United States. Congress. House. 
Committee on Agriculture. Subcom- 
mitiee on Forests, Family Farms, and 
Energy. (Y 4.Ag 8/1:101-65), 91- 
13966 


Lumber trade — United States — 
Periodicals. 
Current industrial reports. MA-24T, 
Lumber production and mill stocks / 
(C 3.158:MA-24 T (89)-1), 91-12789 
Lumber production and mill stocks (C 
3.158:MA-24 T (89)-1), 91-12789 


and special tools list : armament sub- 
system, helicopter, 7.62 millimeter ma- 


chine gun-2.75 inch rocket launcher, 
M21 (1090-923-5971) (used on UH-1B 
and UH-IC helicopters). (D 101.11:9- 
1090-202-20 P), 91-13028 
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Madagascar Economic conditions Periodicals. 


Madagascar / Madagascar (Washington, 
D.C.) (C 61.11:M 26/991), 91-12899 


Madagascar — Foreign economic relations 
— United States — Periodicals. 
Madagascar / Madagascar (Washington, 

D.C.) (C 61.11:M 26/991), 91-12899 


Madison, James, 1751-1836 — Books and 


reading. 

“Well acquainted with books” the 
founding framers of 1787 : with James 
Madison’s list of books for Congress / 
Rutland, Robert Allen, 1922- (LC 1.2:B 
64/12), 91-13687 


Magnetic levitation vehicles — Government 
policy — United States. 

Development of high-speed transporta- 
tion corridors, including those which 
may utilize magnetic levitation technol- 
ogy : hearing before the Subcommittee 
on Surface Transportation of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, One 
Hundred First Congress, second ses- 
sion, May 3, 1990. United States. Con- 
gress. House. Committee on Public 
Works and Transportation. Subcommit- 
tee on Surface Transportation. (Y 4.P 
96/11:101-79), 91-14126 


Magnetic ranges — Maintenance and repair 

— Handbooks, manuals, etc. 

Operator, organizational, field and depot 
maintenance manual : compass, mag- 
netic, unmounted, M2. (D_ 101.11:9- 
1290-333-15), 91-13034 


Magnetic suspension. 

High angle of attack position sensing for 
the Southampton University Magnetic 
Suspension and Balance System [micro- 
form] / Parker, David H. (NAS 
1.26:178358), 91-13754 


Magnetohydrodynamic instabilities. 

An asymptotic investigation of the sta- 
tionary modes of instability of the 
boundary layer on a rotating disc [mi- 
croform] / Hall, Philip. (NAS 
1.26:177977), 91-13750 


Maine — Maps, Topographic. 

7.5 minute series (topographic), [Maine]. 
44069-E6-TF-024, Waterville quadran- 
gle, Maine / Geological Survey (U.S.) 
(I 19.81:44069-E 6-TF-024/988), 91- 
13614 


Maine — Public lands. 

An Act Designate Certain Lands in the 
State of Maine as Wilderness. United 
States. (AE 2.110:101-401), 91-12744 

Maine Wilderness Act of 1990 United 
States. (AE 2.110:101-401), 91-12744 
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Maine, Gulf of — Navigation. 

United States—east coast, West Quoddy 
Head to New York / United States. 
National Ocean Service. (C 55.418/ 
7:13006/990), 91-12844 


Mainstreaming in education. 

The homecoming model [microform] : 
educating students who present inten- 
sive educational challenges within reg- 
ular education environments. (ED 
1.310/2:284406), 91-13195 


Measuring teacher attitudes toward main- 
streaming [microform.] (ED 1.310/ 
2:289885), 91-13227 


in education — New York 

(State) — Rochester. 

Academic and social mainstreaming : 
deaf students’ perspectives on their col- 
lege experiences / Foster, Susan Ban- 
nerman. (ED _1.310/2:300967), 91- 
13305 


Mainstreaming in education — United 

States. 

Effective schools : implications for pro- 
grams serving high school students 
with moderate and severe handicaps : a 
primer for principals. (ED  1.310/ 
2:297541), 91-13270 


Malacca, Strait of — Navigation. 
Indonesia—Malaysia—Thailand, strait of 
Malacca—northern part / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 

5.356:71305/990), 91-12983 


Thailand—Malaysia, Ko Klang to Pulau 
Langkawi / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:71315/ 
990), 91-12984 


Malawi — Economic conditions — 
Periodicals. 
Malawi / Malawi (Washington, D.C. : 
1988) (C 61.11:M 29/2/991), 91-12900 


Malawi — Foreign economic relations — 
United States — Periodicals. 
Malawi / Malawi (Washington, D.C. : 
1988) (C 61.11:M 29/2/9911), 91-12900 


Malaysia — Economic conditions — 
Periodicals. 
Malaysia / Malaysia (Washington, D.C. : 
1987) (C 61.11:M 29/990-2), 91-12902 


Malaysia — Foreign economic relations — 
United States — Periodicals. 
Malaysia / Malaysia (Washington, D.C. : 
1987) (C 61.11:M 29/990-2), 91-12902 


Mali — Economic conditions — Periodicals. 
Mali / Mali (Washington, D.C.) (C 
61.11:M 29/3/991), 91-12901 
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Mali — Foreign economic relations — 
United States — Periodicals. 
Mali / Mali (Washington, D.C.) (C 
61.11:M 29/3/991), 91-12901 


Manganese ores — Geology — California — 

Buckeye Mine Region. 

Microbanded manganese formations 
protoliths in the Franciscan Complex, 
California / MHuebner, J. S. (I 
19.16:1502), 91-13517 


Manipulators (Mechanism) 

Remote manipulator system (RMS)-based 
controls-structures interaction (CSI) 
flight experiment feasibility study [mi- 
croform] final report / Demeo, 
Martha E. (NAS _1.26:185600), 91- 
13797 


Manufactures. 

Oversight of U.S. position in GATT ne- 
gotiations affecting American manufac- 
turing jobs : hearing before the Sub- 
committee on Oversight of Govern- 
ment Management of the Committee 
on Government Affairs, United States 
Senate, One Hundred First Congress, 
second session, September 26, 1990. 
United States. Congress. Senate. Com- 
mittee on Governmental Affairs. Sub- 
committee on Oversight of Govern- 
ment Management. (Y 4.G 74/ 
9:S.hrg.101-1129), 91-14071 


Marine biology. 

Remote determination of chlorophyll 
concentration in the ocean using an op- 
tical pulse radar [microform] / Levin, 
I. M. (NAS 1.77:20301), 91-13830 


Marine resources conservation — United 

States. 

Coral bleaching : hearing before the Na- 
tional Ocean Policy Study of the Com- 
mittee on Commerce, Science, and 
Transportatior, United States Senate, 
One Hundred First Congress, second 
session ... October 11, 1990. United 
States. Congress. Senate. National 
Ocean Policy Study. (Y 4.C 73/ 
7:S.hrg.101-1138), 91-14010 


Marine sciences — United States — Data 
bases — Directories. 
The Directory of U.S. marine CD- 
ROMs. (C 55.48:M 33), 91-12810 


Maritime law — United States — 

Periodicals. 

CFR. 46, Shipping (AE 2.106/3:46/pt.41- 
69/990), 91-12731, 91-12732, 91- 
12733, 91-12734, 91-12735, 91- 
12736, 91-12737 


Code of federal regulations. 46, Shipping. 
(AE 2.106/3:46/pt.41-69/990), 91- 
12731, 91-12732, 91-12733, 91- 
12734, 91-12735, 91-12736, 91- 
12737 





June 1991 


Shipping (AE 2.106/3:46/pt.41-69/990), 
91-12731, 91-12732, 91-12733, 91- 
12734, 91-12735, 91-12736, 91- 
12737 


Mark Twain National Forest (Mo.) — Maps. 
Mark Twain National Forest (Frederick- 
town Ranger District) Missouri / 
United States. Forest Service. Eastern 
Region. (A 13.28:M 34/4/990), 91- 
12682 


Marriage — United States — Statistics. 
Cohabitation, marriage, marital dissolu- 
tion, and iage : United States, 
1988 : data from the National Survey 
of Family Growth / by Kathryn A. 
London. London, Kathryn A. (HE 
20.6209/3:194), 91-13494 


Mars (Planet) — Climate — Congresses. 
MECA Symposium on Mars [microform] 
: evolution of its climate and atmos- 
phere / MECA Symposium on Mars: 
Evolution of its Climate and Atmos- 
phere (1986 : Washington, D.C.) (NAS 
1.26:182872), 91-13784 


Marshall Islands — Foreign relations — 

United States. 

Implementation of the compact of 1985 : 
oversight hearing before the Subcom- 
mittee on Insular and International Af- 
fairs of the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, One Hundred First Congress, 
first session ... hearing held in Wash- 
ington, DC, July 18, 1989. United 
States. Congress. House. Committee on 
Interior and Insular Affairs. Subcom- 
mittee on Insular and International Af- 
fairs. (Y 4.In 8/14:101-76), 91-14089 


Marshall Islands — Maps. 

North Pacific Ocean, Marshall Islands— 
northern portion, Bikini Atoll to Mili 
Atoll / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:81007/990), 
91-12987 


Martensitic transformations. 

Martensitic transformations and micros- 
tructures in sintered NiAl alloys [mi- 
croform] / Ochiai, Shouichi. (NAS 
1.77:20192), 91-13814 


Mass spectrometry. 

Mass spectrometric high temperature 
measurements of the barium oxide-zir- 
conium dioxide system and the deter- 
mination of thermodynamic data for 
barium zirconate [microform] : Clarifi- 
cation of the counter-stopping capacity 
of coated particles for solid fission 
products by zirconium dioxude addi- 
tion / Odoj, R. (NAS 1.77:20187), 91- 
13813 


Potentialities for an improvement of the 
efficiency of fluore[s]cent mercury 





lamps [microform] / Hilpert, K. (NAS 
1.77:20120), 91-13811 


Massacre Bay (Alaska) — Navigation. 
United States, Alaska—Aleutian Islands, 
Massacre Bay, Attu Island / United 
States. National Ocean Service. (C 

55.418/7:16432/990), 91-12862 


Materials — Effect of space environment on. 
Final report for NAS8-36620 entitled Ma- 
terials processing in low gravity [mi- 
croform.] (NAS _ 1.26:183733), 91- 
13790 


Materials — Standards — United States — 

Catalogs. 

NIST standard reference materials. Na- 
tional Measurement Laboratory (U.S.). 
Office of Standard Reference Materi- 
als. (C 13.48/4-2:989), 91-12803 


NIST standard reference materials price 
list National Measurement Laboratory 
(U.S.). Office of Standard Reference 
Materials. (C 13.48/4-2:989), 91-12803 


Price list National Measurement Labora- 
tory (U.S.). Office of Standard Refer- 
ence Materials. (C 13.48/4-2:989), 91- 
12803 


Price list. NIST standard reference mate- 
rials National Measurement Laboratory 
(U.S.). Office of Standard Reference 
Materials. (C 13.48/4-2:989), 91-12803 


Materials handling — Handbooks, manuals, 

etc. 

Storage and materials handling. (D 
101.11:743-200-1/990), 91-13123 


Maternal and infant welfare — New York 

(State) 

Ensuring healthy babies in upstate New 
York : pressing problems, promising 
strategies : hearing before the Select 
Committee on Children, Youth, and 
Families, House of Representatives, 
One Hundred First Congress, second 
session, hearing held in Syracuse, NY, 
July 16, 1990. United States. Congress. 
House. Select Committee on Children, 
Youth, and Families. (Y 4.C 43/2:B 
11), 91-14005 


Maternal and infant welfare — United 

States. 

Infant mortality within minority and rural 
communities : a global perspective on 
causes and solutions : a symposium / 
(Y 4.H 89:In 3/2), 91-14082 


Maternal health services — United States. 
CHAMPUS, maternity care. (D 2.18:8/ 
989), 91-12921 
Infant mortality within minority and rural 
communities : a global perspective on 
causes and solutions : a symposium / 
(Y 4.H 89:In 3/2), 91-14082 
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McCain, John, 1936- 


Mathematical ability — Study and teaching. 
The Mathematics report card [micro- 
form] : are we measuring up ? : trends 
and achievements based on the 1986 
national assessment / (ED  1.310/ 
2:300206), 91-13298 


Mathematical models. 

A digital simulation technique for the 
Dryden atmospheric model [micro- 
form] / Zhenyan, Zhao. (NAS 
1.77:20342), 91-13835 


Mathematics — Study and teaching. 

The Mathematics report card [micro- 
form] : are we measuring up ? : trends 
and achievements based on the 1986 
national assessment / (ED  1.310/ 
2:300206), 91-13298 


Mathematics — Study and teaching — 

United States. 

Changes in school mathematics : curricu- 
lar changes, instructional changes, and 
indicators of changes / Romberg, 
Thomas A. (ED 1.310/2:300278), 91- 
13302 


Teaching science and mathematics to at 
risk students / Wendy Schwartz. 
Schwartz, Wendy. (ED __ 1.310/ 
2:289948), 91-13228 


Mathematics — Study and teaching 
(Elementary) — United States. 
Individual differences / Sealey, 

(ED 1.310/2:300218), 91-13300 


Problem solving / Sealey, Jean. 
1.310/2:300217), 91-13299 


Mathematics — Study and teaching 
(Primary) — United States. 
Problem solving / Sealey, Jean. 

1.310/2:300217), 91-13299 


Mathematics — Study and teaching 

(Secondary) — Japan — Statistics. 

Time spent on mathematics instruction 
and homework by Japanese and U.S. 
13-year-old students. (ED _ 1.310/ 
2:282765), 91-13188 


Mathematics — Study and teaching 
(Secondary) — United States — 
Evaluation. 

The Underachieving curriculum : assess- 
ing U.S. school mathematics from an 
international perspective / (ED 1.310/ 
2:297930), 91-13272 


Mathematics — Study and teaching 
(Secondary) — United States — Statistics. 
Time spent on mathematics instruction 

and homework by Japanese and U.S. 
13-year-old students. (ED 1.310/ 
2:282765), 91-13188 


McCain, John, 1936- 
Preliminary inquiry into allegations re- 
garding Senators Cranston, DeConcini, 
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Jean. 


(ED 





McCain, John, 1936- 


Glenn, McCain, and Riegle, and Lin- 
coln Savings and Loan : open session 
hearings before the Select Committee 
on Ethics, United States Senate, One 
Hundred First Congress, second ses- 
sion, November 15, 1990, through Jan- 
uary 16, 199!. United States. Congress. 
Senate. Select Committee on Ethics. (Y 
4.Et 3/4:S.hrg.101-1190/pt.1-4), 91- 
14039 


McDonald, Gail Clements, 1944- 

Nomination—ICC : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
One Hundred First Congress, second 
session, on Gail Clements McDonald, 
to be a commissioner, Interstate Com- 
merce Commission, September 20, 
1990. United States. Congress. Senate. 
Committee on Commerce, Science, and 
Transportation. (Y 4.C 73/7:S.hrg.101- 
1027), 91-14007 


Meat industry and trade — Equipment and 
supplies — Periodicals. 

List of proprietary substances and non- 
food compounds authorized for use 
under USDA inspection and grading 
programs / (A 110.15:990), 91-12709 


Mechanics, Celestial. 

Deep space target location with Hubble 
Space Telescope and Hipparcos data 
[microform] / Null, George W. (NAS 
1.26:182520), 91-13781 


Medal of Honor. 

H.J. Res. 279, H.R. 1730, and H.R. 3401 
(Vraciu Congressional Medal of Honor 
and MIAS/KIAS) : hearing before the 
Military Personnel and Compensation 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, One Hundred First Congress, 
second session, hearing held January 
30, 1990. United States. Congress. 
House. Committee on Armed Services. 
Military Personnel and Compensation 
Subcommittee. (Y 4.Ar 5/2 a:989-90/ 
77), 91-13985 


Medical care — United States — Utilization 
— Statistics — Periodicals. 
Annual medicare program statistics. Med- 
icare enrollment / (HE 22.21/2:985), 
91-13504 


Medicare enrollment (HE 22.21/2:985), 
91-13504 


Medicare program statistics. Medicare en- 
roliment (HE 22.21/2:985), 91-13504 


Medical care, Cost of — Government policy 

— United States. 

H.R. 4935 and DVA’s medical care cost 
recovery program : hearing before the 
Subcommittee on Hospitals and Health 
Care of the Committee on Veterans’ 
Affairs, House of Representatives, One 
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Hundred First Congress, second ses- 
sion, June 20, 1990. United States. Con- 
gress. House. Committee on Veterans’ 
Affairs. Subcommittee on Hospitals and 
Health Care. (Y 4.V 64/3:101-52), 91- 
14135 


Medical care, Cost of — United States. 

The emergency room crisis : the impact 
on drug abuse : hearing before the 
Select Committee on Narcotics Abuse 
and Control, House of Representatives, 
One Hundred First Congress, second 
session, September 28, 1990. United 
States. Congress. House. Select Com- 
mittee on Narcotics Abuse and Con- 
trol. (Y 4.N 16:101-2-12), 91-14112 


Fraud in the Medicare program : hear- 
ings before the Subcommittee on Over- 
sight of the Committee on Ways and 
Means, House of Representatives, One 
Hundred First Congress, second ses- 
sion, Fort Lauderdale, Florida, July 30, 
1990; Washington, D.C., September 25, 
1990. United States. Congress. House. 
Committee on Ways and Means. Sub- 
committee on Oversight. (Y 4.W 
36:101-124), 91-14138 


Health care crisis : problems of cost and 
access for children of color : hearing 
before the Task Force on Human Re- 
sources of the Committee on the 
Budget, House of Representatives, One 
Hundred First Congress, second ses- 
sion, November 19, 1990. United 
States. Congress. House. Committee on 
the Budget. Task Force on Human Re- 
sources. (Y 4.B 85/3:101-5-14), 91- 
14002 


Medical care, Cost of — United States — 
Statistics. 
Determinants of total family charges for 


health care—United States, 1980 / Sun- | 


shine, Jonathan H. (HE 22.26/4:8), 
91-13505 


Medical care, Cost of — United States — 
Statistics —- Periodicals. 
Annual medicare program statistics. Med- 
icare enrollment / (HE 22.21/2:985), 
91-13504 


Medicare enrollment (HE 22.21/2:985), 
91-13504 


Medicare program statistics. Medicare en- 
rollment (HE 22.21/2:985), 91-13504 


Medical instruments and apparatus — Safety 
regulations — United States. 

Medical devices : hearing before the 
Committee on Labor and Human Re- 
sources, United States Senate, One 
Hundred First Congress, second ses- 
sion, on examining proposed legislation 
to revise and strengthen the Food and 
Drug Administration’s regulation of 
medical devices, July 25, 1990. United 
States. Congress. Senate. Committee on 
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Labor and Human Resources. (Y 4.L 
11/4:S.hrg.101-1162), 91-14104 


Medical instruments and apparatus — 
United States — Maintenance and repair 
— Handbooks, manuals, etc. 

Unit, direct support, and general support 
maintenance manual (including repair 
parts and special tools list) : cleaner, 
ultrasonic, mobile 6530-01-254-4135. (D 
101.11:8-6530-005-24 & P), 91-13023 


Medical instruments and apparatus — 
United States — Sterilization — 
Handbooks, manuals, etc. 

Unit, direct support, and general support 
maintenance manual (including repair 
parts and special tools list) : cleaner, 
ultrasonic, mobile 6530-01-254-4135. (D 
101.11:8-6530-005-24 & P), 91-13023 


Medical policy — United States. 

An Act to Establish a Program of Grants 
for the Development of State Plans for 
Meeting the Objectives Established by 
the Secretary of Health and Human 
Services for the Health Status of the 
Population of the United States for the 
Year 2000. United States. (AE 
2.110:101-582), 91-12767 


Year 2000 Health Objectives Planning 
Act United States. (AE 2.110:101-582), 
91-12767 


Medical virology — United States. 
Experimental infection of human vascular 
endothelial cells by pathogenic and 
nonpathogenic hantaviruses / Yanagi- 
hara, Richard. (HE 20.3502:H 88), 91- 
13486 


Medicare. 
Understanding 1991 Medicare : a guide 
for children of aging parents / (Y 4.Ag 
4:S.prt.101-130), 91-13951 


Medicare — Handbooks, manuals, etc. 
Your medicare handbook (RR 1.6/2:H 
34/990), 91-13857 


Your medicare handbook for railroad re- 
tirement beneficiaries. (RR 1.6/2:H 34/ 
990), 91-13857 


Medicare — Statistics — Periodicals. 
Annual medicare program statistics. Med- 
icare enrollment / (HE 22.21/2:985), 
91-13504 


Medicare enrollment (HE 22.21/2:985), 
91-13504 

Medicare program statistics. Medicare en- 
rollment (HE 22.21/2:985), 91-13504 


Medicare fraud. 

Fraud in the Medicare program : hear- 
ings before the Subcommittee on Over- 
sight of the Committee on Ways and 
Means, House of Representatives, One 
Hundred First Congress, second ses- 
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sion, Fort Lauderdale, Florida, July 30, 
1990; Washington, D.C., September 25, 
1990. United States. Congress. House. 
Committee on Ways and Means. Sub- 
committee on Oversight. (Y 4.W 
36:101-124), 91-14138 


*Medicine — indexes. 

Biomedical index to PHS-supported re- 
search. (HE 20.3013/2:989/v.1/pt.A) 
(HE  20.3013/2:989/v.1/pt.B) (HE 
20.3013/2:989/v.2), 91-13483 


Medicine — Research — United States. 

RU 486 : the import ban and its effect on 
medical research : hearing before the 
Subcommittee on Regulation, Business 
Opportunities, and Energy of the Com- 
mittee on Small Business, House of 
Representatives, One Hundred First 
Congress, second session, Washington, 
DC, November 19, 1990. United States. 
Congress. House. Committee on Small 
Business. Subcommittee on Regulation, 
Business Opportunities, and Energy. (Y 
4.Sm 1:101-85), 91-14132 


Medicine — Research grants —- United 

States — Periodicals. 

Biomedical index to PHS-supported re- 
search. (HE 20.3013/2:989/v.1/pt.A) 
(HE 20.3013/2:989/v.1/pt.B) (HE 
20.3013/2:989/v.2), 91-13483 


Mediterranean Coast (Corsica, France) 
Mediterranean Sea, France—lItaly, west 
coasts of Corse and Sardegna / (D 
5.356:53110/989), 91-12948 


Mediterranean Coast (Sardinia, Italy) 

Italy, Mediterranean Sea, Sardegna—west 
coast, Isola San Pietro to Capo San 
Marco / Istituto idrografico della 
Marina. (D  5.356:53266/990), 91- 
12950 


Mediterranean Sea, France—Italy, west 
coasts of Corse and Sardegna / (D 
5.356:53110/989), 91-12948 


Mediterranean Sea — Navigation. 

Italy, Mediterranean Sea, Sardegna—west 
coast, Isola San Pietro to Capo San 
Marco / Istituto idrografico della 
Marina. (D _  5.356:53266/990), 91- 
12950 

Mediterranean Sea, France—lItaly, west 
coasts of Corse and Sardegna / (D 
5.356:53110/989), 91-12948 


Memory — Computer simulation. 
Parallel structures in human and comput- 
er memory [microform] / Kanerva, 
Pentti. (NAS 1.15:89402), 91-13735 


Merchant marine — United States — 


Examinations, questions, etc. 
Navigation problems. (TD 5.2:M 53/12/ 
990/v.1-2), 91-13905 





Middle 


Metals — Creep. 

Creep properties of PWC-11 base metal 
and weldments as affected by heat 
treatment [microform] / _ Titran, 
Robert. H. (NAS _1.15:88842), 91- 
13728 


Meteorological satellites. 

An initial approach to the utilization of 
VAS satellite sounding data [micro- 
form] / Shin, Kyung-Sup. (NAS 
1.26:179002), 91-13766 


Meteorology — Mars (Planet) — 


Congresses. 

MECA Symposium on Mars [microform] 
: evolution of its climate and atmos- 
phere / MECA Symposium on Mars: 
Evolution of its Climate and Atmos- 
phere (1986 : Washington, D.C.) (NAS 
1.26:182872), 91-13784 


Mexico — Foreign relations — United 

States — Congresses. 

Mexico-United States Interparliamentary 
Conference : report of the United 
States House of Representatives and 
Senate Delegations. (Y 4.F 76/1:M 57/ 
7/990), 91-14046 


Mexico, Gulf of — Navigation. 

Florida, Intracoastal Waterway, Bahia 
Honda Key to Sugarloaf Key [and] Su- 
garloaf Key to Key West / United 
States. National Ocean Service. (C 
55.418/7:11445/990), 91-12832 


United States—Gulf coast, Louisiana— 
Texas, Mermentau River to Freeport / 
United States. National Ocean Service. 
(C 55.418/7:11330/990), 91-12829 


United States—Gulf coast, Louisiana— 
Texas, Sabine Pass and Lake / United 
States. National Ocean Service. (C 
55.418/7:11342/990), 91-12830 


Mexico-United States Interparliamentary 

Conference — Periodicals. 

Mexico-United States Interparliamentary 
Conference : report of the United 
States House of Representatives and 
Senate Delegations. (Y 4.F 76/1:M 57/ 
7/990), 91-14046 


Michigan — Maps, T: 

7.5 minute series (topographic), [Michi- 
gan]. [44083-A8-TF-024], Omer SW 
quadrangle, Michigan—Arenac Co., 
1968 / Geological Survey (U.S.) (I 
19.81:44083-A 8-TF-024/976), 91- 
13615 

7.5 minute series (topographic), [Michi- 
gan]. [46090-D2-TF-024], Ironwood 
quadrangle, Michigan— Wisconsin, 
1955 / Geological Survey (U.S.) (1 
19.81:46090-D 2-TF-024/981), 91- 
13620 


Michigan, Lake — Navigation. 
United States—Great Lakes, Lake Michi- 
gan—Michigan, Lake Charlevoix / 
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East Politics and government, 1979- 


United States. National Ocean Service. 
(C 55.418/7:14942/990), 91-12854 


Micronesia (Federated States) — Foreign 
relations — United States. 
Implementation of the compact of 1985 : 

oversight hearing before the Subcom- 
mittee on Insular and International Af- 
fairs of the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, One Hundred First Congress, 
first session ... hearing held in Wash- 
ington, DC, July 18, 1989. United 
States. Congress. House. Committee on 
Interior and Insular Affairs. Subcom- 
mittee on Insular and International Af- 
fairs. (Y 4.In 8/14:101-76), 91-14089 


Handbooks, 

Field and depot maintenance repair parts 
and special tools list for headsets HS- 
30-A, HS-30-B, HS-30-C, HS-30-D, 
HS-30-E, HS-30-F, HS-30-G, HS-30-H, 
HS-30-J, HS-30-K, HS-30-L, HS-30-L, 
HS-30-R and HS-30-U. (D 101.11:11- 
5965-230-35 P), 91-13090 


Operator, organizational, field and depot 
maintenance repair parts and special 
tool lists : headset, electrical H-16/U. 
(D 101.11:11-5965-267-15 P), 91-13091 


Middle East — Foreign relations — United 

States. 

Developments in the Middle East, July 
1990 : hearing before the Subcommittee 
on Europe and the Middle East of the 
Committee on Foreign Affairs, House 
of Representatives, One Hundred First 
Congress, second session, July 31, 
1990. United States. Congress. House. 
Committee on Foreign Affairs. Sub- 
committee on E) and the Middle 
East. (Y 4.F 76/1:M 58/20/990/3), 
91-14047 , 


The Middle East in the 1990's : hearing 
before the Subcommittee on Europe 
and the Middle East of the Committee 
on Foreign Affairs, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, April 4; May 8; 
June 26; and July 17, 1990. United 
States. Congress. House. Committee on 
Foreign Affairs. Subcommittee on 
Europe and the Middle East. (Y 4.F 
76/1:M 58/30), 91-14048 


Middle East — Maps. 
The Middle East. United States. Central 
Intelligence Agency. (PrEx 3.10/4:M 

58/23), 91-13856 


Middle East — Politics and government, — 
1979- 
Current developments in the United Na- 


tions system : hearing before the Sub- 
committees on Human Rights and 





International Organizations, and on 
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Middle East Politics and government, 1979- 


International Operations of the Com- 
mittee on Foreign Affairs, House of 
Representatives, One Hundred First 
Congress, second session, September 
19, 1990. United States. Congress. 
House. Committee on Foreign Affairs. 
Subcommittee on Human Rights and 
International Organizations. (Y 4.F 76/ 
1:Un 35/99), 91-14054 


Developments in the Middle East, July 
1990 : hearing before the Subcommittee 
on Europe and the Middle East of the 
Committee on Foreign Affairs, House 
of Representatives, One Hundred First 
Congress, second session, July 31, 
1990. United States. Congress. House. 
Committee on Foreign Affairs. Sub- 
committee on Europe and the Middle 
East. (Y 4.F 76/1:M 58/20/990/3), 
91-14047 


The Middle East in the 1990's : hearing 
before the Subcommittee on Europe 
and the Middle East of the Committee 
on Foreign Affairs, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, April 4; May 8; 
June 26; and July 17, 1990. United 
States. Congress. House. Committee on 
Foreign Affairs. Subcommittee on 
Europe and the Middle East. (Y 4.F 
76/1:M 58/30), 91-14048 


Middle East — Strategic aspects. 

The Middle East in the 1990's : hearing 
before the Subcommittee on Europe 
and the Middle East of the Committee 
on Foreign Affairs, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, April 4; May 8; 
June 26; and July 17, 1990. United 
States. Congress. House. Committee on 
Foreign Affairs. Subcommittee on 
Europe and the Middle East. (Y 4.F 
76/1:M 58/30), 91-14048 


Midway Islands — Maps. 

United States, Hawaiian Islands, Midway 
Islands / United States. National Ocean 
Service. (C 55.418/7:19481/990), 91- 
12881 


Military assistance, American — Saudi 

Arabia. 

Proposed sales and upgrades of major de- 
fense equipment to Saudi Arabia : hear- 
ing before the Subcommittees on Arms 
Control, International Security, and 
Science, and on Europe and the 
Middle East of the Committee on For- 
eign Affairs, House of Representatives, 
One Hundred First Congress, second 
session, June 19, 1990. United States. 
Congress. House. Committee on For- 
eign Affairs. Subcommittee on Arms 
Control, International Security, and 
Science. (Y 4.F 76/1:Sa 8/6), 91- 
14053 


Page 1-364 





Military bases, Soviet — Vietnam — Cam 
Ranh. 
Bear tracks in Indochina : an analysis of 
Soviet presence in Vietnam / Johnson, 
Dion W. (D 301.26/6:B 38), 91-13147 


Military helicopters — United States — 
Equipment and supplies — Maintenance 
and repair — Handbooks, manuals, etc. 
Direct support and general support main- 

tenance manual : electronic equipment 
configurations Army models AH-1G, 
AH-1Q, and AH-1S(MOD) helicopters. 
(D 101.11:11-1520-221-34), 91-13055 


Military helicopters — United States — 
Handbooks, manuals, etc. 
Operator’s manual : UH-60A and EH- 
60A helicopter. (D 101.11:55-1520-237- 
10/990), 91-13118 


Military helicopters — United States — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Organizational maintenance manual : 
electronics equipment configuration 
Army model OH-6A helicopter (with- 
out standard lightweight avionics 
equipment). (D 101.11:11-1520-214-20), 
91-13054 


Military supplies — Storage — Handbooks, 
manuals, etc. 
Storage and materials handling. 
101.11:743-200-1/990), 91-13123 


Military telegraph — United States — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Organizational maintenance repair parts 
and special tools lists : terminals, tele- 
graph TH-5/TG (FSN 5805-246-8734) 
and TH-SA/TG (FSN 5805-020-5720). 
(D 101.11:11-5805-246-20 P), 91-13059 


Military telephone — United States — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Organizational maintenance repair parts 
and special tools lists for terminal set, 
telephone AN/TCC-65 (NSN 5805-00- 
868-8215). (D 101.11:11-5805-371-20 P), 
91-13060 


(D 


Mine accidents —- United States. 
[A dredge operator, age 26, drowned ...]. 
(L 38.15:91-040), 91-13683 
[A 24-year old construction rigger ...]. (L 
38.15:91-042), 91-13685 
[A 34-year old construction rigger ...]. (L 
38.15:91-036), 91-13681 
[A 47 year old class-1 mechanic with 2 
years mining experience ...]. (L 
38.15:91-041), 91-13684 
[A Si-year-old primary welder, with 13- 
years mining experience ..]. (L 
38.15:91-043), 91-13686 
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[The owner/operator of a sand and 
gravel operation ...]. (L 38.15:91-039), 
91-13682 


Mine accidents — United States — 
Problems, exercises, etc. 
Cutthrough ventilation arrangements ex- 
ercise : instructor’s copy. (I 28.2:B 39/ 
cutthro/inst.), 91-13630 


Mine safety — United States. 
[A dredge operator, age 26, drowned ...]. 
(L 38.15:91-040), 91-13683 


[A 24-year old construction rigger ...]. (L 
38.15:91-042), 91-13685 


[A 34-year old construction rigger ...]. (L 
38.15:91-036), 91-13681 


[A 47 year old class-1 mechanic with 2 
years mining experience ..J. (L 
38.15:91-041), 91-13684 

[A 51-year-old primary welder, with 13- 
years mining experience ..]. (L 
38.15:91-043), 91-13686 

[The owner/operator of a sand and 
gravel operation ...]. (L 38.15:91-039), 
91-13682 


Mine safety — United States — Problems, 
exercises, etc. 
Cutthrough ventilation arrangements ex- 
ercise : instructor’s copy. (I 28.2:B 39/ 
cutthro/inst.), 91-13630 


Mine ventilation — Problems, exercises, etc. 

Cutthrough ventilation arrangements ex- 

ercise : instructor’s copy. (I 28.2:B 39/ 
cutthro/inst.), 91-13630 


France minerals yearbook Minerals year- 
book. Mineral industry of France. (I 
28.37/a 2:F 844/988), 91-13631 


Mineral industry of France Minerals 
yearbook. Mineral industry of France. 
(I 28.37/a 2:F 844/988), 91-13631 


Minerals yearbook. The mineral industry 
of France. Minerals yearbook. Mineral 
industry of France. (I 28.37/a 2:F 844/ 
988), 91-13631 


Mineral industries of the United King- 
dom and Ireland Minerals yearbook. 
Mineral industries of the United King- 
dom and Ireland. (I 28.37/a 2:Un 34 k/ 
988), 91-13632 


Minerals yearbook. The mineral indus- 
tries of the United Kingdom and Ire- 
land. Minerals yearbook. Mineral in- 
dustries of the United Kingdom and 
Ireland. (I 28.37/a 2:Un 34 k/988), 
91-13632 

United Kingdom and Ireland minerals 
yearbook Minerals yearbook. Mineral 
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industries of the United Kingdom and 
Ireland. (I 28.37/a 2:Un 34 k/988), 
91-13632 


Mines, Military — Equipment and supplies 
— Maintenance and repair — Handbooks, 


Maintenance instructions, direct support/ 
general support maintenance : M128 
ground vehicle mine dispenser (1095- 
00-397-3456). (D 101.11:9-1095-205-34- 
1), 91-13029, 91-13030 


Mines and mineral resources — Arizona — 

Cactus Plain Wilderness. 

Mineral resources of the Cactus Plain and 
East Cactus Plain Wilderness Study 
Areas, La Paz County, Arizona / (I 
19.3:1704-D), 91-13513 


Mines and mineral resources — Arizona — 

East Cactus Plain Wilderness. 

Mineral resources of the Cactus Plain and 
East Cactus Plain Wilderness Study 
Areas, La Paz County, Arizona / (I 
19.3:1704-D), 91-13513 


Mines and mineral resources — Oregon — 

Blue Canyon Wilderness. 

Mineral resources of the Blue Canyon 
and Owyhee Breaks Wilderness Study 
Areas, Malheur County, Oregon / (I 

19.3:1741-G), 91-13514 


Mines and mineral resources — Oregon — 

Owyhee Breaks Wilderness. 

Mineral resources of the Blue Canyon 
and Owyhee Breaks Wilderness Study 
Areas, Malheur County, Oregon / (I 

19.3:1741-G), 91-13514 


Mines and mineral resources — Research — 
Law and legislation — United States. 
Strategic and Critical Minerals Act of 

1990 : hearing before the Subcommittee 
on Mineral Resources Development 
and Production of the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session, on H.R. 4111 ... 
September 21, 1990. United States. 
Congress. Senate. Committee on 
Energy and Natural Resources. Sub- 
committee on Mineral Resources De- 
velopment and Production. (Y 4.En 
2:S.hrg.101-1136), 91-14020 


Mines and mineral resources — United 
States — Bibliography — Catalogs. 
Minerals and mining. United States. Su- 

perintendent of Documents. (GP 3.22/ 
2:151/990-2), 91-13473 


Mining claims — United States. 

Mining laws of 1872 and 1989 : hearing 
before the Subcommittee on Mineral 
Resources Development and Produc- 
tion of the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred First Congress, 
first session, on S. 1126 .... United 





Missing in action Government policy U.S. 


States. Congress. Senate. Committee on 
Energy and Natural Resources. Sub- 
committee on Mineral Resources De- 
velopment and Production. (Y 4.En 
2:S.hrg.101-205/pt.2), 91-14017 


Mining law — United States. 

Mining laws of 1872 and 1989 : hearing 
before the Subcommittee on Mineral 
Resources Development and Produc- 
tion of the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred First Congress, 
first session, on S. 1126 .... United 
States. Congress. Senate. Committee on 
Energy and Natural Resources. Sub- 
committee on Mineral Resources De- 
velopment and Production. (Y 4.En 
2:S.hrg.101-205/pt.2), 91-14017 


Minnesota — Maps, Topographic. 

7.5 minute series (topographic), [Minneso- 
ta]. [44094-C1-TF-024], North Star 
quadrangle, Minnesota, 1965 / Geolog- 
ical Survey (U.S.) (I 19.81:44094-C 1- 
TF-024/977), 91-13616 

7.5 minute series (topographic), [Minneso- 
ta]. [46092-H4-TF-024], Independence 
quadrangle, Minnesota—St. Louis Co., 
1953 / Geological Survey (U.S.) (1 
19.81:46092-H 4-TF-024/981), 91- 
13621 

7.5 minute series (topographic), [Minneso- 
ta]. [46093-C2-TF-024], Solana quad- 
rangle, Minnesota—Aitkin Co., 1969 / 
Geological Survey (U.S.) a 
19.81:46093-C 2-TF-024/980), 91- 
13622 


Minorities — Education — Language arts. 
Project BRIDGES, 1986-1987 / Scorza, 
Margaret H. (ED 1.310/2:298790), 91- 
13288 


Minorities — Education — United States. 
Cooperative learning with limited-Eng- 
lish-proficient students / Jacob, 
Evelyn. (ED __ 1.310/2:287314), 91- 
13209 


Minorities — Education — United States — 

Statistics. 

Minority student issues : racial/ethnic 
data collected by the National Center 
for Education Statistics since 1969 / 
Black, MacKnight. (ED _ 1.310/ 
2:305416), 91-13332 


Minorities — Education (Higher) — United 

States. 

Students in urban settings : achieving the 
baccalaureate degree / Richardson, 
Richard C. (ED 1.310/2:284518), 91- 
13197 


Minorities — Health and hygiene — United 
States — Statistics — Periodicals. 
Chartbook (HE 20.9302:D 63/2/990), 

91-13503 
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Health status of the disadvantaged chart- 
book. (HE 20.9302:D 63/2/990), 91- 
13503 


ership development program. (SBA 
1.2:M 66/4/v.1-2), 91-13864 


Minority college students — New York 

(State) — Rochester. 

Academic and social mainstreaming : 
deaf students’ perspectives on their col- 
lege experiences / Foster, Susan Ban- 
nerman. (ED _1.310/2:300967), 91- 
13305 


Minority college students — United States 
_ Congresses. 

Recruitment and retention of minority 
students in teacher education : proceed- 
ings of the National Invitational Con- 
ference, March 29-April 1, 1987, Lex- 
ington, Kentucky / (ED _ 1.310/ 
2:301535), 91-13307 


Minority Small Business and Capital 
Ownership Development Program (U.S.) 
— Handbooks, manuals, etc. 

Minority small business and capital own- 
ership development program. (SBA 
1.2:M 66/4/v.1-2), 91-13864 


Minority students — Education — United 
States. 
The Role of tcsting and evaluation / (ED 
1.310/2:294955), 91-13251 


Glenn, McCain, and Riegle, and Lin- 
coln Savings and Loan : open session 
hearings before the Select Committee 
on Ethics, United States Senate, One 
Hundred First Congress, second ses- 
sion, November 15, 1990, through Jan- 
uary 16, 1991. United States. Congress. 
Senate. Select Committee on Ethics. (Y 
4.Et 3/4:S.hrg.101-1190/pt.1-4), 91- 
14039 


Missing in action — Government policy — 

United States. 

H.J. Res. 279, H.R. 1730, and H.R. 3401 
(Vraciu Congressional Medal of Honor 
and MIAS/KIAS) : hearing before the 
Subcommittee of the Committee on 
Armed Services, House of Representa- 


1990. United States. Congress. 
House. Committee on Armed Services. 
Military Personnel and Com; 
Subcommittee. (Y 4.Ar 5/2 a:989-90/ 
77), 91-13985 
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Missisquoi River (Vt. and Quebec) Navigation. 


Missisquoi River (Vt. and Quebec) — 

Navigation. 

United States, Great Lakes, Lake Cham- 
plain—Vermont—New York, Riviere 
Richelieu to South Hero Island / 
United States. National Ocean Service. 
(C 55.418/7:14781), 91-12847 


Mixing machinery — Handbooks, manuals, 
etc. 

Operator’s manual : feeder, fines, bitumi- 
nous mix (Barber-Greene MDL 811A), 
FSN 3895-025-9932, component 
mixing plant asphalt, 100-150 ton per 
hour, MDL KA-60; FSN 3895-936- 
8613. (D_ 101.11:5-3895-289-10), 91- 
13010 


Monetary policy — United States — 

Periodicals. 

Monetary policy report for ... from the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate : a 
report together with additional views 


submitted pursuant to Public Law 95- | 


523. United States. Congress. Senate. 
Committee on Banking, Housing, and 
Urban Affairs. (Y 1.1/5:101-234/corr.), 
91-13914 


Monomers. 
Evaluation of experimental epoxy mon- 
omers [microform] / (NAS 1.15:87476), 
91-13719 


Monongalia County (W.V.) — Maps. 
Monongalia County, West Virginia, 1988 
/ Geological Survey (US.) (I 
19. 108:39079-F 8-CF-100/988), 91- 
13627 


Montana — Maps, Topographic. 

7.5 minute series (topographic), [Mon- 
tana]. 47112-C5-TF-024, Steamboat 
Mountain quadrangle, Montana—Lewis 
and Clark Co., 1970 / Geological 
Survey (U.S.) (I 19.81:47112-C 5-TF- 
024/980), 91-13623 


7.5 minute series (topographic), [Mon- 
tana]. 444112-E5-TF-024 [sic], Lima 
Peaks quadrangle, Montana—Beaver- 
head Co., 1965 / Geological Survey 
(U.S.) (I 19.81:44112-E 5-TF-024/976), 
91-13619 


Moral education — United States — 

Congresses. 

Content, character and choice in school- 
ing : public policy and research impli- 
cations : proceedings of a symposium / 
National Council on Educational Re- 
search. (ED _ 1.310/2:298020), 91- 
13273 


*Mortality — United States. 
Deaths of Hispanic origin : 15 reporting 
states, 1979-81 / Maurer, Jeffrey D. 
(HE 20.6209:20/18), 91-13493 
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Mortality — United States — Periodicals. 
Instruction manual. Part 2b, Instructions 
for classifying multiple causes of death 
/ (HE 20.6208/4-3:990), 91-13491 


Instructions for classifying multiple 
causes of death (HE 20.6208/4-3:990), 
91-13491 


Vital statistics, data preparation (HE 
20.6208/4-3:990), 91-13491 


Mortality — United States — Statistics. 
Deaths of Hispanic origin : 15 reporting 
states, 1979-81 / Maurer, Jeffrey D. 
(HE 20.6209:20/18), 91-13493 


Mortars (Ordnance) — Handbooks, manuals, 
etc. 
Operator’s manual for mortar, 8l-mm, 
M29A1, (1015-00-999-7794). (D 
101.11:9-1015-200-10/990), 91-13027 


Mortgage loans — United States. 

Real Estate Settlement Procedures Act : 
hearings before the Subcommittee on 
Housing and Community Development 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, August 8, Sep- 
tember 18, 1990. United States. Con- 
gress. House. Committee on Banking, 
Finance, and Urban Affairs. Subcom- 
mittee on Housing and Community De- 
velopment. (Y 4.B 22/1:101-164), 91- 
13994 


Motels — Fires and fire prevention — Law 
and legislation — United States. 

Hotel and Motel Fire Safety Act of 1989 
: hearing before the Subcommittee on 
the Consumer of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, One Hun- 
dred First Congress, second session on 
H.R. 94 ... April 19, 1990. United 
States. Congress. Senate. Committee on 
Commerce, Science, and Transporta- 
tion. Subcommittee on the Consumer. 
(Y 4.C 73/7:S.hrg.101-1094), 91-14009 


Motivation in education. 
James Madison Elementary School : a 
curriculum for American students. (ED 
1.310/2:295760), 91-13256 


Motor ability — Testing. 
Performing motor and sensory neuronal 
conduction studies in adult humans. 
(HE 20.7102:M 85), 91-13496 


Motor vehicles — Standards — Law and 
legislation — United States. 

Federal motor vehicle safety standards 
and regulations : with amendments and 
interpretations issued through Decem- 
ber 1989. United States. National High- 
way Traffic Safety Administration. 
(TD 8.6/2:989), 91-13908 
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Motor vehicles — Toiyabe National Forest 
(Nev. and Calif.) — Recreational use. 
Toiyabe National Forest (Austin Ranger 

District), Nevada : forest visitor/travel 
map, 1987 / United States. Forest 
Service. Intermountain Region. (A 
13.28:T 57/19/990), 91-12690 


Multiplexing — Handbooks, manuals, etc. 
Direct support and general support main- 
tenance manual : multiplexer TD-976/ 
G (NSN _ 7025-01-048-9678). (D 
101.11:11-7025-202-34), 91-13117 


Multispectral photography — Congresses. 

Proceedings of the Airborne Visible/In- 
frared Imaging Spectrometer 
(AVIRIS) Performance Evaluation 
Workshop, June 6, 7, and 8, 1988 [mi- 
croform] / Airborne Visible/Infrared 
Imaging Spectrometer Performance 
Evaluation Workshop (1988 : Jet Pro- 
pulsion Laboratory) (NAS 
1.26:184870), 91-13795 


Municipal water supply — Georgia — 

Atlanta Region. 

Long-term water supply needs of the At- 
lanta region from the Apalachicola- 
Chattahoochee-Flint river basin and 
the operation of Buford Dam and Lake 
Sidney Lanier in meeting those needs : 
hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, One Hun- 
dred First Congress, second session, 
September 28, 1990. United States. 
Congress. House. Committee on Public 
Works and Transportation. Subcommit- 
tee on Water Resources. (Y 4.P 96/ 
11:101-84), 91-14128 


Munitions. 
NATO and Warsaw Pact weapons pro- 
duction trends, 1975-1989. (D 1.2:W 
37), 91-12916 


Munitions — Statistics — Periodicals. 
World military expenditures and arms 
transfers / (AC 1.16:989), 91-12711 


N 


Napa River (Calif.) — Navigation. 

United States—west coast, California, 
San Pablo Bay / United States. Nation- 
al Ocean Service. (C 55.418/7:18654/ 
990), 91-12878 


Narcotic habit — Congresses. 

Problems of drug dependence : proceed- 
ings of the ... Annual Scientific Meet- 
ing, the Committee on Problems of 
Drug Dependence, Inc. Committee on 
Problems of Drug Dependence (U.S.). 
Scientific Meeting. (HE 20.8216/5:988), 
91-13501 
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Narcotics, Control of — Andes Region. 

Compliance by the executive branch with 
legislative requirements and the future 
of the Andean Initiative : hearing 
before the Committee Foreign Affairs, 
House of Representatives, One Hun- 
dred First Congress, second session, 
October 10, 1990. United States. Con- 
gress. House. Committee on Foreign 
Affairs. (Y 4.F 76/1:An 2/2), 91- 
14043 


Narcotics, Control of — Asia, Southeastern. 

Narcotics control efforts in Southeast 
Asia : business as usual : report of a 
staff study mission to CINCPAC, the 
Philippines, Singapore, Thailand, Laos, 
Hong Kong, and the People’s Republic 
of China, November 2-26, 1990 to the 
Committee on Foreign Affairs, U.S. 
House of Representatives. United 
States. Congress. House. Committee on 
Foreign Affairs. (Y 4.F 76/1:N 16/29), 
91-14049 


Narcotics, Control of — International 


cooperation. 

Compliance by the executive branch with 
legislative requirements and the future 
of the Andean Initiative : hearing 
before the Committee Foreign Affairs, 
House of Representatives, One Hun- 
dred First Congress, second session, 
October 10, 1990. United States. Con- 
gress. House. Committee on Foreign 
Affairs. (Y 4.F 76/1:An 2/2), 91- 
14043 


Narcotics control efforts in Southeast 
Asia : business as usual : report of a 
staff study mission to CINCPAC, the 
Philippines, Singapore, Thailand, Laos, 
Hong Kong, and the People’s Republic 
of China, November 2-26, 1990 to the 
Committee on Foreign Affairs, U.S. 
House of Representatives. United 
States. Congress. House. Committee on 
Foreign Affairs. (Y 4.F 76/1:N 16/29), 
91-14049 


International narcotics control strategy 


report / (S 1.2:N 16/3), 91-13860 


Narcotics, Control of — Statistics — 
Periodicals. 


International narcotics control strategy 
report / (S 1.2:N 16/3), 91-13860 


Narcotics, Control of — United States. 

Compliance by the executive branch with 
legislative requirements and the~future 
of the Andean Initiative : hearing 
before the Committee Foreign Affairs, 
House of Representatives, One Hun- 
dred First Congress, second session, 
October 10, 1990. United States. Con- 
gress. House. Committee on Foreign 
Affairs. (Y 4.F 76/1:An 2/2), 91- 
14043 





Natl Flood Insurance Program (U.S.) 


Exercise of federal prosecutorial author- 
ity in a changing legal environment : 
hearing before the Government Infor- 
mation, Justice, and Agriculture Sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, May 10, 1990. 
United States. Congress. House. Com- 
mittee on Government Operations. 
Government Information, Justice, and 
Agriculture Subcommittee. (Y 4.G 74/ 
7:P 94/20), 91-14065 


Grant programs administered by the De- 
partment of Justice : hearings before 
the Government Information, Justice, 
and Agriculture Subcommittee of the 
Committee on Government Operations, 
House of Representatives, One Hun- 
dred First Congress, second session, 
April 18, 24; and May 24, 1990. United 
States. Congress. House. Committee on 
Government Operations. Government 
Information, Justice, and Agriculture 
Subcommittee. (Y 4.G 74/7:G 76/11), 
91-14062 

Heroin trafficking and abuse : a growing 
crisis : hearing before the Select Com- 
mittee on Narcotics Abuse and Con- 
trol, House of Representatives, One 
Hundred First Congress, second ses- 
sion, July 19, 1990. United States. Con- 
gress. House. Select Committee on 
Narcotics Abuse and Control. (Y 4.N 
16:101-2-11), 91-14111 


Narcotics control efforts in Southeast 
Asia : business as usual : report of a 
staff study mission to CINCPAC, the 
Philippines, Singapore, Thailand, Laos, 
Hong Kong, and the People’s Republic 
of China, November 2-26, 1990 to the 
Committee on Foreign Affairs, U.S. 
House of Representatives. United 
States. Congress. House. Committee on 
Foreign Affairs. (Y 4.F 76/1:N 16/29), 
91-14049 

National Drug Policy Board : leadership 
evolving, greater role in developing 
budgets possible : report to the chair- 
man, Committee on the Judiciary, U.S. 
Senate / United States. General Ac- 
counting Office. (GA 1.13:GGD-88- 
24), 91-13452 


Narcotics and crime — Economic aspects — 

United States. 

The impact of drugs on American busi- 
ness and the American economy : hear- 
ing before the Select Committee on 
Narcotics Abuse and Control, House of 
Representatives, One Hundred First 
Congress, second session, October 3, 
1990. United States. Congress. House. 
Select Committee on Narcotics Abuse 
and Control. (Y 4.N 16:101-2-13), 91- 
14113 
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Narcotics and crime — United States. 

Oversight hearings on emerging criminal 
justice issues : hearings before the Sub- 
committee on Criminal Justice of the 
Committee on the Judiciary, House of 
Representatives, One Hundred First 
Congress, second session, March 27, 
April 19, July 23, and August 15, 1990. 
United States. Congress. House. Com- 
mittee on the Judiciary. Subcommittee 
on Criminal Justice. (Y 4.J 89/1:101- 
126), 91-14095 


National Agricultural Library (U.S.) — 

Periodicals — Bibliography. 

Serials at the National Agricultural Li- 
brary relating to animal care, use, and 
welfare / Cli Karen J. (A 
17.27:5), 


National Assessment of Educational Progress 

(Project) 

The science report card : elements of risk 
and recovery : trends and achievement 
based on the 1986 National Assessment 
/ Mullis, Ina V. S. (ED 1.310/ 
2:300265), 91-13301 


National Center for Education Statistics. 
Minority student issues : racial/ethnic 
data collected by the National Center 
for Education Statistics since 1969 / 
Black, MacKnight. (ED 1.310/ 
2:305416), 91-13332 


National Clearinghouse for Alcohol and Drug 
Information (U.S.) — Bibliography — 
Catalogs. 

NCADI publications catalog. National 
Clearinghouse for Alcohol and Drug 
Information (U.S.) (HE 20.8012/2:990), 
91-13500 


National Drug Policy Board (U.S.) 

National Drug Policy Board : leadership 
evolving, greater role in developing 
budgets possible : report to the chair- 
man, Committee on the Judiciary, U.S. 
Senate / United States. General Ac- 
counting Office. (GA 1.13:GGD-88- 
24), 91-13452 


91-12701 


National Endowment for the Humanities — 
Periodicals. 
Division of Education Programs / (NF 
3.17:991), 91-13845 


National Flood Insurance Program (U.S.) 
Existing federal mitigation programs : 
hearing before the Subcommittee on 
Policy Research and Insurance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, One Hundred First Congress, 
second session, June 27, 1990. United 
States. Congress. House. Committee on 
Banking, Finance, and Urban Affairs. 
Subcommittee on Policy Research and 
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Natl Flood Insurance Program (U.S.) 


Insurance. (Y 4.B 22/1:101-143), 91- 


13991 


National Health Service Corps (U.S.) — 
and expenditures. 

An Act to Amend the Public Health 
Service Act to Revise and Extend the 
Program for the National Health Serv- 
ice Corps, and to Establish Certain 
Programs of Grants to the States for 
Improving Health Services in the 
States. United States. (AE 2.110:101- 
597), 91-12773 


National income — United States — 
Statistics. 


The National income and product ac- | 


counts of the United States. Statistical 
tables. (C 59.11/4:In 2/929-82), 91- 
12888 


National Institutes of Health (U.S.) 


National Institutes of Health Amend- | 


ments of 1990. United States. (AE 
2.110:101-613), 91-12777 


National Invitational Conference on the 
Recruitment and Retention of Minority 
Students in Teacher Education Programs 
(1987 : Lexington, Ky.) 

Recruitment and retention of minority 


students in teacher education : proceed- | 
ings of the National Invitational Con- | 


ference, March 29-April 1, 1987, Lex- 
ington, Kentucky / (ED 
2:301535), 91-13307 


National Parents and Teachers Association 


1.310/ | 


second session, on S. 2771, S. 2802, S. 
2809, H.R. 3863, S. 2818, H.R. 4834, 


committee on Public Lands, National 
Parks, and Forests. (Y 
2:S.hrg.101-1147), 91-14021 


National parks and reserves — Texas. 
History of Fort Davis, Texas / Wooster, 
Robert, 1956- (I 29.116:34), 91-13638 


Council (U.S.) (PrEx 1.2:Sp 1/990), 
91-13852 





National Week to Cormmmemorate the Victims 
of the Famine in the Ukraine, 1932-1933. 
Joint Resolution to Designate the Week 

of November 3, 1990, to November 10, 
1990, as “National Week to Commemo- 
rate the Victims of the Famine in the 
Ukraine, 1932-1933,” and to Com- 


memorate the Ukrainian Famine of 


1932-1933 and the Policies of Russifica- 
tion to Suppress Ukrainian Identity. 
United States. (AE 2.110:101-642), 
12779 


Native language — Study and teaching — 
New York (N.Y.) 
Adlai E. Stevenson High School Bilin- 


Senate, One Hundred First Congress, 


H.R. 5084, September 20, 1990. United 
States. Congress. Senate. Committee on 
Energy, and Natural Resources. Sub- 


4.En 


National Space Council (U.S.) — Periodicals. 
Report to the President. National Space 


91- 
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Native language — Study and teaching — 
New York (N.Y.) Computer-assisted 
instruction. 

Project COM-TECH (Bilingual Comput- 
er- and Technology-Oriented Pro- 
gram), 1986-1987 / Martinez, Ana L. 
(ED 1.310/2:298777), 91-13282 


Natural foods — Certification — United 

States. 

Proposed organic certification program : 
joint hearing before the Subcommittee 
on Domestic Marketing, Consumer Re- 
lations, and Nutrition and the Subcom- 
mittee on Department Operations, Re- 
search, and Foreign Agriculture of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
Congress, second session, June 19, 
1990. United States. Congress. House. 
Committee on Agriculture. Subcom- 
mittee on Domestic Marketing, Con- 
sumer Relations, and Nutrition. (Y 
4.Ag 8/1:101-56), 91-13961 


Natural resources — United States — 

Bibliography — Periodicals. 

Publications list / United States. Con- 
gress. Senate. Committee on Energy 
and Natural Resources. (Y 4.En 
2:S.prt.101-102), 91-14027, 91-14028, 
91-14030 


Nautical charts — Aden, Gulf of. 
Africa—Arabian Peninsula, Gulf of Aden 
/ United States. Defense Mapping 


gual Education and Career Awareness 
Program, 1986-1987 / Cabrera, Eulalia. 
(ED 1.310/2:298774), 91-13279 


The Bilingual Program Resource and 
Training Center, 1986-1987 / Asselle, 
Maria Grazia. (ED _ 1.310/2:298773), 
91-13278 


Bilingual Pupil Services, 1986-1987 / Ca- 
brera, Eulalia. (ED  1.310/2:298788), 
91-13287 


Week. 

Joint Resolution to Designate the Third 
Week of February, 1991, as “National 
Parents and Teachers Association | 
Week.” United States. (AE 2.110:101- 
643), 91-12780 


Agency. Hydrographic/Topographic 
Center. (D 5.356:62000/991), 91-12964 
Africa—east coast, Gulf of Aden, Soma- 
lia—Yemen, Raas Aantaara to Raas 
Binna, including Abd al Kuri / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:62050/991), 91-12965 


Africa—east coast, Gulf of Aden, Soma- 
lia, Raas Jilbo to Raas Goragii / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62070/991), 91-12966 

Africa—northeast coast, Republic of Dji- 
bouti, Djibouti and approaches / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62093/990), 91-12967 

Africa—northeast coast, Republic of Dji- 
bouti, port of Djibouti / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:62095/990), 91-12968 

Gulf of Aden, Yemen, Bandar at Tawahi 
(Aden Harbor) / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:62098/ 
990), 91-12969 


National parks and reserves — Law and 
legislation — Indiana. 

Indiana Dunes National Lakeshore access 
and Enhancement Act and amending 
the Illinois and Michigan Corridor Act | 
: hearing before the Subcommittee on 
Public Lands, National Parks, and For- | 
ests of the Committee on Energy and 
Natural Resources, United States | 
Senate, One Hundred First Congress, 
second session, on S. 2882 and H.R. | 
3209 ... S. 3048 ... September 27, 1990. | 
United States. Congress. Senate. Com- | 
mittee on Energy and Natural Re- | 
sources. Subcommittee on Public | 
Lands, National Parks, and Forests. (Y | 


4.En 2:S.hrg.101-1182), 91-14025 Native language — Study and teaching — 

New York (N.Y.) — Computer-assisted 

instruction. 

Jamaica High School Computer-Assisted 
Bilingual/Bicultural Multi-Skills 
Project, 1986-1987 / Asselle, Maria 
Grazia. (ED _ 1.310/2:298778), 91- 
13283 





James Monroe High School Proyecto | 
Nuevos Horizontes, 1986-1987 / Marti- | 


nez, Ana L. (ED 1.310/2:298784), 91- 


13285 


Preject BRIDGES, 1986-1987 / Scorza, 
Margaret H. (ED 1.310/2:298790), 91- 
13288 


Project CHAMP, 1986-1987 / Cabrera, 
Eulalia. (ED _ 1.310/2:298785), 91- 
13286 


National parks and reserves — Law and 
legislation — Washington (State) 

Miscellaneous national parks measures : 
hearing before the Subcommittee on 
Public Lands, National Parks, and For- 
ests of the Committee on Energy and 

United States 
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Nautical charts — Aegean Sea. 
Mediterranean, Aegean Sea—northern 
part, Greece—Turkey, Thessaloniki to 
Canakkale Bogat (Dardanelles) / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:54360/990), 91-12952 
Mediterranean, Aegean Sea, Greece— 
Turkey, Nisos Samos to Nisos Rodhos 
including Dhodhekanisos (Dodecanese) 
and southwest coast of Turkey / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:54400/990), 91-12953 


Nautical charts — Aqaba, Gulf of. 

Gulf of Aqaba, Elat and al Aqabah / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62225/990), 91-12970 


Nautical charts — Arabian Sea. 

Africa—east coast, Gulf of Aden, Soma- 
lia—Yemen, Raas Aantaara to Raas 
Binna, including Abd al Kuri / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:62050/991), 91-12965 

Arabian Sea, Oman, Ra’s Duqm to Ra’s 
al Hadd / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:62340), 91- 
12975 


Nautical charts — Baltic Sea. 

Baltic Sea, East Germany, approaches to 
Rostock / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:44076/990), 
91-12935 


Baltic Sea, East Germany, port of Peene- 
munde / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:44085/990), 
91-12938 


Baltic Sea, Gulf of Finland, eastern part / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:44360/990), 91-12941 

Baltic Sea, Poland—East Germany, 
northern approaches to Swinoujscie 
and Szczecin / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44082/ 
990), 91-12936 


Baltic Sea, Poland—Sweden, Gdynia to 
Jaroslawiec including Oland / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:44140/989), 91-12939 

Baltic Sea, western part, Gulf of Finland 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:44340/990), 91-12940 


Nautical charts — Beaufort Sea. 
United States, Alaska—Arctic coast, 
Griffin Pt. and approaches / United 





States. National Ocean Service. (C 
55.418/7:16042/990), 91-12857 


Nautical charts — Black Sea. 

Black Sea, Soviet Union, Port Novorcs- 
siysk and approaches / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:55129/990), 91-12955 

Black Sea, Soviet Union, Port of Tuapse 
and approaches / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:55133/ 
990), 91-12956 


Soviet Union, Black Sea, Kurortnoye to 
Ochakov / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:55085/ 
990), 91-12954 


Nautical charts — California — Napa River. 

United States—west coast, California, 

San Pablo Bay / United States. Nation- 

al Ocean Service. (C 55.418/7:18654/ 
990), 91-12878 


Nautical charts — California — Newport 

Bay. 

United States—west coast, California, 
Newport Bay / United States. National 
Ocean Service. (C 55.418/7:18754/990), 
91-12879 


Nautical charts — California — Petaluma 

River. 

United States—west coast, California, 
San Pablo Bay / United States. Nation- 
al Ocean Service. (C 55.418/7:18654/ 
990), 91-12878 


Nautical charts — California — San Pablo 

Bay. 

United States—west coast, California, 
San Pablo Bay / United States. Nation- 
al Ocean Service. (C 55.418/7:18654/ 
990), 91-12878 


Nautical charts — California — San Pedro 

Channel. 

United States—west coast, California, 
Newport Bay / United States. National 
Ocean Service. (C 55.418/7:18754/990), 
91-12879 


Nautical charts — Denmark Strait. 

North Atlantic Ocean, waters between 
Greenland and Iceland / Deutsches 
Hydrographisches Institut. (D 
5.356:112/990), 91-12925 


Nautical charts — Elbe River. 

North Sea, coast of West Germany, Elbe 
River from Krautsand to Schulau / 
Deutsches Hydrographisches Institut. 
(D 5.356:1454/990), 91-12927 

North Sea, coast of West Germany, Elbe 
River, from Schulau to Hamburg / 
Deutsches Hydrographisches Institut. 
(D 5.356:1455/990), 91-12928 


Do not order from index; see indicated entry 





Nautical charts Indian Ocean. 


Nautical charts — Erie, Lake. 

United States—Great Lakes, Lake Erie— 
Ohio, Ashtabula Harbor / United 
States. National Ocean Service. (C 
55.418/7:14836/990), 91-12849 


United States—Great Lakes, Lake Erie— 
Ohio, Pennsylvania, Sixteenmile Creek 
to Conneaut / United States. National 
Ocean Service. (C 55.418/7:14824/990), 
91-12848 


Nautical charts — Finland, Gulf of. 

Baltic Sea, Gulf of Finland, eastern part / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:44360/990), 91-12941 

Baltic Sea, western part, Gulf of Finland 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:44340/990), 91-12940 


Nautical charts — Gdansk, Gulf of (Poland 
and R.S.F.S.R.) 

Baltic Sea, Poland—Soviet Union, Lie- 
paja to Gdynia / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44430/ 
989), 91-12942 


Baltic Sea, Poland—Soviet Union, 
Rozewie to Mys Taran, including Gulf 
of Gdansk / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44461/ 
989), 91-12943 


Baltic Sea, Poland, approaches to Gdynia 
and Gdansk / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:44465/ 
990), 91-12944 


Nautical charts — Guinea, Gulf of. 
Africa—west coast, Ivory Coast, port of 
Abidjan / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:57064/990), 
91-12959 


Africa—west coast, Nigeria, Gulf of 
Guinea, River Dodo to Bonny River / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:57100/990), 91-12960 


Nautical charts — Indian Ocean. 
Africa—east coast, Somalia, Raas Gar- 
maal to Raas Binna / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:61280/990), 91-12963 
Africa—east coast, Zanzibar Island, Zan- 
zibar Harbor / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:61204/ 
990), 91-12962 


Sri Lanka—east coast, approaches to 
Trincomalee / United States. Defense 
Mapping Agency. Hydrographic/ 
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Topographic Center. (D 5.356:63241/ 
990), 91-12982 


Sri Lanka—south west coast, approaches 
to Galle / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:63232/990), 
91-12981 


Nautical charts — Japan, Sea of. 
China—Japan—-Soviet Union, Sea of 
Japan / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:95015/990), 
91-12994, 91-12995 


Nautical charts — Lower Bay (N.Y. and 

N.J.) 

United States—east coast, New York, 
New York Lower Bay, northern part / 
United States. National Ocean Service. 
(C 55.418/7:12402/990), 91-12843 


Nautical charts — Malacca, Strait of. 
Indonesia—Malaysia—Thailand, strait of 
Malacca—northern part / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:71305/990), 91-12983 


Thailand—Malaysia, Ko Klang to Pulau 
Langkawi / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:71315/ 
990), 91-12984 


Nautical charts — Maryland — Patuxent 

River. 

United States—east coast, Maryland, Pa- 
tuxent River, Solomons Island and vi- 
cinity / United States. National Ocean 
Service. (C 55.418/7:12284/990), 91- 
12840 


Nautical charts — Mediterranean Sea. 

Italy, Mediterranean Sea, Sardegna—west 
coast, Isola San Pietro to Capo San 
Marco / Istituto idrografico della 
Marina. (D _  5.356:53266/990), 91- 
12950 


Nautical charts — Mexico, Gulf of. 

United States—Gulf coast, Louisiana— 
Texas, Mermentau River to Freeport / 
United States. National Ocean Service. 
(C 55.418/7:11330/990), 91-12829 


United States—Gulf coast, Louisiana— 
Texas, Sabine Pass and Lake / United 
States. National Ocean Service. (C 
55.418/7:11342/990), 91-12830 


Nautical charts — Michigan — Charlevoix, 

Lake. 

United States—Great Lakes, Lake Michi- 
gan—Michigan, Lake Charlevoix / 
United States. National Ocean Service. 
(C 55.418/7:14942/990), 91-12854 


Nautical charts — Michigan, Lake. 
United States—Great Lakes, Lake Michi- 
gan—Michigan, Lake Charlevoix / 
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United States. National Ocean Service. 
(C 55.418/7:14942/990), 91-12854 


Nautical charts — North Atlantic Ocean. 
North Atlantic Ocean, eastern part / 
Great Britain. Hydrographic Dept. (D 
5.356:14), 91-12922, 91-12923 


North Atlantic Ocean, English Channel 
to Strait of Gibraltar, including the 
Azores / France. Service hydrographi- 
que et oceanographique de la marine. 
(D 5.356:103/990), 91-12924 


Nautical charts — North Sea. 
Norway—west coast, Stavanger Harbor 
and approaches / Norges sjokartverk. 
(D 5.356:43342/989), 91-12934 


Scotland—north coast, Fair Isle to Wick 
/ Great Britain. Admiralty. (D 
5.356:1052/989), 91-12926 


Nautical charts — Norwegian Sea. 
Plans on the northwest coast of Norway 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:43125/990), 91-12933 


Nautical charts — Persian Gulf. 

Asia, Iran—United Arab Emirates, Per- 
sian Gulf—eastern part / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:62460/990), 91-12980 

Asia, Persian Gulf—northeastern part, 
Iran—Saudi Arabia, Damagheh-Ye 
Bahrgan to Ras-e Nay Band / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:62450/990), 91-12979 


Persian Gulf, Iran, approaches to Bandar 
Abbas / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:62393/991), 
91-12976 


Persian Gulf, Iran, Bandar Abbas / 
United States. Defense Mapping 
Agency. Hydrographic/To hic 
Center. (D 5.356:62394/990), 91-12977 

Persian Gulf, United Arab Emirates, 
plans of Das, Sir Bu Nuayr, and Ar- 
zanah / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:62449/991), 
91-12978 


Nautical charts — Rainy Lake (Minn. and 

Ont.) 

United States—border lakes, Minnesota, 
Rainy Lake, Dryweed Island to Big 
Island / United States. National Ocean 
Service. (C 55.418/7:14997/990), 91- 
12856 


Nautical charts — Red Sea. 

Red Sea, north central part, Geziret Ze- 
berged to Bur Sudan / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:62250/990), 91-12973 
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Red Sea, north part, Madig Gubal to Ge- 
ziret Zabargad / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:62230/ 
990), 91-12971 

Red Sea, Saudi Arabia, Mina Jiddah / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62241/990), 91-12972 

Red Sea, south central part, Bur Sudan to 
Sajid / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:62270/991), 
91-12974 


Nautical charts — Sabine Lake (La. and 

Tex.) 

United States—Gulf coast, Louisiana— 
Texas, Sabine Pass and Lake / United 
States. National Ocean Service. (C 
55.418/7:11342/990), 91-12830 


Nautical charts — Sabine Pass (La. and 

Tex.) 

United States—Gulf coast, Louisiana— 
Texas, Sabine Pass and Lake / United 
States. National Ocean Service. (C 
55.418/7:11342/990), 91-12830 


Nautical charts — South China Sea. 

South China Sea, east coast of Malaysia, 
Pulau Tioman to Terengganu / United 
States. Defense Mapping Agency Hy- 
drographic/Topographic Center. (D 
5.356:93110/989), 91-12993 


Nautical charts — Superior, Lake. 

United States—Great Lakes, Lake Supe- 
rior—Minnesota— Wisconsin— 
Michigan, Little Girls Point to Silver 
Bay / United States. National Ocean 
Service. (C 55.418/7:14966/990), 91- 
12855 


Nautical charts — Tasman Sea. 
Australia—east coast, Port Stephens to 
Port Jackson / United States. Defense 
Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:74151/ 
990), 91-12985 


Nautical charts — Texas — Galveston Bay. 
Galveston Bay, Texas / United States. 
National Ocean Service. (C 55.418/ 
7:11326) (C 55.418/7:11326/folder), 
91-12828 


Nautical charts — Trieste, Gulf of. 
Italy—Yugoslavia, Mediterranean Sea, 
Adriatic Sea, Gulf of Trieste / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:54163/989), 91-12951 


Nautical charts — Tyrrhenian Sea. 
Tyrrhenian Sea, Italy—France, Capo 
Circeo to Capo Falcone, including east 
Corse and northeast Sardegna / United 
States. Defense Mapping Agency. Hy- 
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drographic/Topographic Center. (D 


5.356:53120/990), 91-12949 


United States—east coast, Virginia, 
Hampton Roads / United States. Na- 
tional Ocean Service. (C 55.418/ 
7:12245/990), 91-12839 


Naval Explosive Ordnance Disposal 

Technology Center (U.S.) 

Naval Explosive Ordnance Disposal 
Technology Center. Naval Explosive 
Ordnance Disposal Technology Center 
(U.S.) (D 201.2:N 22/18), 91-13137 


Navigation — United States — 
Examinations, questions, etc. 
Navigation problems. (TD 5.2:M 53/12/ 
990/v.1-2), 91-13905 


Navigation (Aeronautics) — Computer 
simulation. 

Investigation of imaging and flight guid- 
ance concepts for rotorcraft zero visi- 
bility approach and landing [micro- 
form] / McKeown, W. L. (NAS 
1.26:166571), 91-13741 


Nebraska — Maps, Topographic. 

7.5 minute series (topographic), [Wyo- 
ming]. 42104-G1-TF-024, Kirtley quad- 
rangle, Wyoming—Nebraska, 1978 / 
Geological Survey (U.S.) (I 
19.81:42104-G 1-TF-024/978), 91- 
13606 


Needs assessment — United States — 

Forecasting — Congresses. 

Federal Forecasters Conference proceed- 
ings, April 25, 1988 / Federal Fore- 
casters Conference (ist : 1988 : Wash- 
ington, D.C.) (ED 1.310/2:305388), 
91-13330 


Nepal — Description and travel. 
Background notes, Nepal. (S 1.123:N 35/ 
990), 91-13861 


Nepal / Nepal (Washington, D.C.) (C 
61.11:N 35/991), 91-12903 


Nepal — Foreign economic relations — 
United States — Periodicals. 
Nepal / Nepal (Washington, D.C.) (C 
61.11:N 35/991), 91-12903 


Netherlands Antilles — Economic conditions 
— Periodicals. 
Netherlands Antilles / Netherlands Antil- 
les (Washington, D.C.) (C 61.11:N 38/ 
2), 91-12904 


Netherlands Antilles — Foreign economic 
relations — United States — Periodicals. 
Netherlands Antilles / Netherlands Antil- 

les (Washington, D.C.) (C 61.11:N 38/ 
2), 91-12904 





Neural conduction — Testing. 
Performing motor and sensory neuronal 
conduction studies in adult humans. 
(HE 20.7102:M 85), 91-13496 


Neuromuscular diseases — Diagnosis. 
Performing motor and sensory neuronal 
conduction studies in adult humans. 
(HE 20.7102:M 85), 91-13496 


SNOCULPODSY h ph | gy — Periodicals. 

Problems of drug dependence : proceed- 
ings of the ... Annual Scientific Meet- 
ing, the Committee on Problems of 
Drug Dependence, Inc. Committee on 
Problems of Drug Dependence (U.S.). 
Scientific Meeting. (HE 20.8216/5:988), 
91-13501 





Nevada — Maps. 
State of Nevada / United Staies. Bureau 
of Land Management. (I 53.11:N 41/2), 
91-13644 


Nevada — Maps, Topographic. 

7.5 minute series (topographic), [Nevada]. 
[37114-A1-TF-024], Terry Benches, 
Nevada—Utah—Arizona, 1973 / Geo- 
logical Survey (U.S.) (I 19.81:37114-A 
1-TF-024/980), 91-13578 

7.5 minute series (topographic), [Nevada]. 
(37114-F6-TF-024], Caliente NW quad- 
rangle, Nevada—Lincoln Co., 1970 / 
Geological Survey (U.S.) a 
19.81:37114-F 6-TF-024/980), 91- 
13579 


7.5 minute series (topographic), [Nevada]. 
[38114-C8-TF-024], Silver King Well 
quadrangle, Nevada—Lincoln Co., 
1971 / Geological Survey (U.S.) (I 
19.81:38114-C 8-TF-024/980), 91- 
13586 


7.5 minute series (topographic), [Nevada]. 
[38114-E7-TF-024], Shingle Pass SE 
quadrangle, Nevada—Lincoln Co., 
1969 / Geological Survey (U.S.) (I 
19.81:38114-E 7-TF-024/980), 91- 
13587 


7.5 minute series (topographic), [Nevada]. 
38115-D6-TF-024, Christian Spring 
quadrangle, Nevada—Nye Co. / Geo- 
logical Survey (U.S.) (I 19.81:38115-D 
6-TF-024/990), 91-13588 


7.5 minute series (topographic), [Nevada]. 
[38116-C3-TF-024], Tybo SE quadran- 
gle, Nevada—Nye Co., 1967 / Geolog- 
ical Survey (U S.) (I 19.81:38116-C 3- 
TF-024/980), 91-13589 


7.5 minute series (topographic), [Nevada]. 
39117-G8-TF-024, Humboldt Salt 
Marsh quadrangle, Nevada—Churchill 
Co. / Geological Survey (U.S.) (1 
19.81:39117-G 8-TF-024/990), 91- 
13595 


7.5 minute series (topographic), [Nevada]. 
40114-G7-TF-024, Ventosa quadrangle, 
Nevada—Elko Co., 1968 / Geological 
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Survey (U.S.) (1 19.81:40114-G 7-TF- 
024/980), 91-13601 


7.5 minute series (topographic), [Nevada]. 
40118-H5-TM-024, Sugarload Knob 
quadrangle, Nevada—Humboldt Co., 
1981 / Geological Survey (U.S.) (I 
19.81:40118-H 5-TM-024/981), 91- 
13602 


New Hampshire — Maps, Topographic. 

7.5 minute series (topographic), [New 
Hampshire]. [43071-G5-TF-024], 
Squam Mountains quadrangle, New 
Hampshire, 1980 / Geological Survey 
(U.S.) (1 19.81:43071-G 5-TF-024/983), 
91-13607 


New Jersey — Manufactures — Statistics. 
1987 census of manufactures. Geographic 
area series. New Jersey. Census of 
manufactures (1987). Geographic area 
series. (C 3.24/3:MC 87-A-31), 91- 
12784 


New Jersey — Maps, Topographic. 

7.5 minute series (topographic), [New 
Jersey]. 38074-E7-TF-024, Wildwood 
quadrangle, New Jersey—Cape May 
Co., 1955 / Geological Survey (U.S.) 
(I 19.81:38074-E 7-TF-024/977), 91- 
13581 


7.5 minute series (topographic), [New 
Jersey]. 39075-C3-TF-024, Ben Davis 
Point quadrangle, New Jersey—Dela- 
ware, 1972 / Geological Survey (U.S.) 
(I 19.81:39075-C 3-TF-024/977), 91- 
13591 


New York (State) — Maps, Topographic. 

7.5 minute series (topographic), [New 
York]. [43075-C7-TF-024], Camden 
West quadrangle, New York, 1960 / 
Geological Survey (U.S.) (I 
19.81:43075-C 7-TF-024/980), 91- 
13608 

7.5 minute series (topographic), [New 
York]. [43076-C8-TF-024], Sodus Point 
quadrangle, New York—Wayne Co., 
1953 / Geological Survey (U.S.) (I 
19.81:43076-C 8-TF-024/976), 91- 
13609 


New Zealand — Economic conditions — 
Periodicals. 
New Zealand / New Zealand (Washing- 
ton, D.C.) (C 61.11:N 42 2/991), 91- 
12905 


New Zealand — Foreign economic relations 
— United States — Periodicals. 
New Zealand / New Zealand (Washing- 
ton, D.C.) (C 61.11:N 42 2/991), 91- 
12905 


Newport Bay (Calif.) — Navigation. 
United States—west coast, California, 
Newport Bay / United States. National 
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Ocean Service. (C 55.418/7:18754/990), 
91-12879 


Newspapers — New York (N.Y.) 

New York Daily News strike and perma- 
nent replacements : hearing before the 
Subcommittee on Labor of the Com- 
mittee on Labor and Human Re- 
sources, United States Senate, One 
Hundred First Congress, second ses- 
sion .. December 11, 1990. United 
States. Congress. Senate. Committee on 
Labor and Human Resources. Subcom- 
mittee on Labor. (Y 4L I11/ 
4:S.hrg.101-1175), 91-14105 


Nickel alloys. 

Orientation and temperature dependence 
of some mechanical properties of the 
single-crystal nickel-base superalloy 
Rene N4. III, Tension-compression ani- 
sotropy [microfiche] / (NAS 
1.15:86982), 91-13718 


Nickel-aluminum alloys. 

Martensitic transformations and micros- 
tructures in sintered NiAl! alloys [mi- 
croform] / Ochiai, Shouichi. (NAS 
1.77:20192), 91-13814 


A Practical guide to effective hearing 
conservation programs in the work- 
place / (HE 20.7108:H 35), 91-13497 


North Atlantic Ocean — Navigation. 

North Atlantic Ocean, eastern part / 
Great Britain. Hydrographic Dept. (D 
5.356:14), 91-12922, 91-12923 

North Atlantic Ocean, English Channel 
to Strait of Gibraltar, including the 
Azores / France. Service hydrographi- 
que et oceano hique de la marine. 
(D 5.356:103/990), 91-12924 


North Atlantic Ocean, Spain—southwest 
coast, Ports of Cadiz, Base Naval de 
Rota and El Puerto de Santa Maria / 
Instituto Hidrografico de la Marina 

91-12946 


(Spain) (D 5.356:51165/989), 


North Atlantic Ocean, waters between 
Greenland and Iceland / Deutsches 
Hydrographisches Institut. (D 
5.356:112/990), 91-12925 

Spain—Portugal—Morocco, Cabo de Sao 
Vicente to the Strait of Gibraltar / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:51160/990), 91-12945 

West Indies, north coast of Puerto Rico, 
Punta Penon to Punta Vacia Talega / 
United States. National Ocean Service. 
(C 55.418/7:25668/990), 91-12883 


North Atlantic Treaty Organizaiton. 
Implications of treaty on final German 
settlement for NATO strategy and U.S. 
military presence in Europe : hearing 
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before the Committee on Armed Serv- 
ices, United States Senate, One Hun- 
dred First Congress, second session, 
October 4, 1990. United States. Con- 
gress. Senate. Committee on Armed 
Services. (Y 4.Ar 5/3:S.hrg.101-1154), 
91-13988 


North Carolina — Maps, Topographic. 

7.5 minute series (topographic), [North 
Carolina]. [35076-A5-TF-024], Broad 
Creek quadrangle, North Carolina, edi- 
tion of 1951 / Geological Survey 
(U.S.) (1 19.81:35076-A 5-TF-024/980), 
91-13560 


7.5 minute series (topographic), [North 
Carolina]. [35078-H4-TF-024], Roles- 
ville quadrangle, North Carolina, 1967 
/ Geological Survey (US) (1 
19.81:35078-H 4-TF-024/980), 91- 
13561 

7.5 minute series (topographic), [North 
Carolina]. [35083-D6-TF-024], Tuskee- 
gee quadrangle, North Carolina, 1961 / 
Geological Survey (U.S.) a 
19.81:35083-D 6-TF-024/987), 91- 
13562 


7.5 minute series (topographic), [North 
Carolina]. [36080-D2-TF-024], Danbury 
quadrangle, North Carolina—Stokes 
Co., 1971 / Geological Survey (U.S.) 
(I 19.81:36080-D 2-TF-024/984), 91- 
13572 


North Pacific Ocean — Navigation. 

North Pacific Ocean, Federated States of 
Micronesia, Caroline Islands—western 
part / United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:81002/990), 91-12986 

North Pacific Ocean, Marshall Islands— 
northern portion, Bikini Atoll to Mili 
Atoll / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:81007/990), 
91-12987 


United States, Alaska—Aleutian Islands, 
Attu Island, Temnac Bay / United 
States. National Ocean Service. (C 
55.418/7:16431/990), 91-12861 

United States, Alaska—Aleutian Islands, 
Massacre Bay, Attu Island / United 
States. National Ocean Service. (C 
55.418/7:16432/990), 91-12862 


United States, Alaska—southeast coast, 
west coast of Chichagof Island, Khaz 
Bay / United States. National Ocean 
Service. (C 55.418/7:17322), 91-12867 

United States, Hawaii, Mahukona Harbor 
and approaches, Island of Hawaii / 
United States. National Ocean Service. 
(C 55.418/7:19329), 91-12880 

United States, Hawaiian Islands, Midway 
Islands / United States. National Ocean 
Service. (C 55.418/7:19481/990), 91- 
12881 
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North Sea — Navigation. 
Norway—west coast, Stavanger Harbor 
and approaches / Norges sjokartverk. 
(D 5.356:43342/989), 91-12934 


Scotland—north coast, Fair Isle to Wick 
/ Great Britain. Admiralty. (D 
5.356:1052/989), 91-12926 


Norwegian Sea — Navigation. 
Plans on the northwest coast of Norway 
/ United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:43125/990), 91-12933 


Nuclear energy — Research — Study and 
teaching (Higher) — Illino‘s -- Argonne 
— Periodicals. 

Faculty and student programs. Argonne 
National Laboratory. Division of Edu- 
cational Programs. (E 1.86/6:991), 91- 
13148 


Nuclear engineering — Research — Study 
and teaching (Higher) — Illinois — 
Argonne — Periodicals. 

Faculty and student programs. Argonne 
National Laboratory. Division of Edu- 
cational Programs. (E 1.86/6:991), 91- 
13148 


Nuclear facilities — Environmental aspects 
— United States. 
Complex cleanup : the environmental 
legacy of nuclear weapons production. 
(Y 3.T 22/2:2 C 58/3), 91-13947, 91- 
13948 


Nuclear facilities — South Carolina. 

Nuclear health and safety : better earth- 
quake protection needed at DOE’s Sa- 
vannah River site : report to the chair- 
man, Environment, Energy and Natu- 
ral Resources Subcommittee, Commit- 
tee on Government Operations, House 
of Representatives / United States. 
General Accounting Office. (GA 
1.13:RCED-90-24), 91-13467 


Nuclear nonproliferation — International 


Proliferation and arms control : hearings 
before the Committee on Foreign Af- 
fairs and its Subcommittee on Arms 
Control, International Security and Sci- 
ence, House of Representatives, One 
Hundred First second ses- 
sion, May 17 and July 11, 1990. United 
States. Congress. House. Committee on 
Foreign Affairs. (Y 4.F 76/1:P 94/4), 
91-14052 


Nuclear power plants — California — 


Decommissioning. 

Nuclear R & D : usefulness of informa- 
tion from Shippingport decommission- 
ing for Rancho Seco : report to the 
Honorable Vic Fazio, House of Repre- 
sentatives. United States. General Ac- 
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counting Office. (GA 1.13:RCED-90- 
171), 91-13469 


Nuclear power plants — Pennsylvania — 


Nuclear R & D : usefulness of informa- 
tion from Shippingport decommission- 
ing for Rancho Seco : report to the 
Honorable Vic Fazio, House of Repre- 
sentatives. United States. General Ac- 
counting Office. (GA 1.13:RCED-90- 
171), 91-13469 


Nuclear reactors — South Carolina. 

Nuclear health and safety : better earth- 
quake protection necded at DOE’s Sa- 
vannah River site : report to the chair- 
man, Environment, Energy and Natu- 
ral Resources Subcommittee, Commit- 
tee on Government Operations, House 
of Representatives / United States. 
General Accounting Office. (GA 
1.13:RCED-90-24), 91-13467 


Nuclear health and safety : better earth- 
quake protection needed at DOE’s Sa- 
vannah River site : report to the chair- 
man, Environment, Energy and Natu- 
tal Resources Subcommittee, Commit- 
tee on Government Operations, House 
of Representatives / United States. 
General Accounting Office. (GA 
1.13:RCED-90-24), 91-13467 


Nuclear weapons industry — Environmental 
aspects — United States. 
Complex cleanup : the environmental 
legacy of nuclear weapons production. 
(Y 3.T 22/2:2 C 58/3), 91-13947, 91- 
13948 


Nucleation. 

Kinetics of homogeneous nucleation in 
superheated F-11 and F-21 liquid 
freons [microform] / Chukanov, V. N. 
(NAS 1.77:20286), 91-13824 


Nucleation in super-saturated products 


[microform] / Volmer, 
1.77:20275), 91-13820 


Stability of surface nucleation [micro- 
form] /  Salik, Joshua. (NAS 
1.15:88806), 91-13725 


Studies on pressure response of gas bub- 
bles contributions of condensed drop- 
lets in bubbles generated by a uniform 
nucleation [microform] / Matsumoto, 
Y. (NAS 1.77:20343), 91-13836 


Number theory. 

A kinetic equation with kinetic entropy 
functions for scalar conservation laws 
[microform] / Perthame, Benoit. (NAS 
1.26:181985), 91-13779 


Numerical analysis. 
Analysis of spectral operators in one-di- 
mensional domains [microform] / 


M. (NAS 





Maday, Yvon. (NAS 1.26:172573), 
13744 


ENO schemes with subcell resolution 
[microform] / Harten, Ami. (NAS 
1.26:178362), 91-13756 


Fronts propagating with curvature de- 
pendent speed [microform] : algorithms 
based on Hamilton-Jacobi formulations 
/ Osher, Stanley. (NAS 1.26:178382), 
91-13765 


Reordering computations for parallel exe- 
cution [microform] / Adams, Loyce M. 
(NAS 1.26:177961), 91-13749 


Nurses — Bibliography. 

Patient education for self-care : the role 
of nurses : January 1983 through Sep- 
tember 1990 : 468 citations / Tillman, 
Peggie S. (HE 20.3615/2:90-15), 91- 
13490 


91- 


Nusselt number. 

Ammonia boiling in long tubes [micro- 
form] : heat transfer and charge loss in 
vertical and horizontal tubes / Malek, 
A. (NAS 1.77:20313), 91-13833 


Studies of error in temperature measure- 
ment with thermistors in the range be- 
tween continual and free-molecule 
flows [microform] / Asseng, E. (NAS 
1.77:20302), 91-13831 


Nutrition — Bibliography. 

Nutrient composition of selected grains as 
food : January 1986 - September 1990 / 
Headley-Ayotunde, Beverley. (A 
17.18/4:91-34), 91-12696 


O 


Oak Harbor (Wash.) — Navigation. 

United States—west coast, Washington, 
Oak and Crescent Harbors / United 
States. National Ocean Service. (C 
55.418/7:18428), 91-12874 


Observation (Educational method) 
The evaluation of teachers. Barrett, Joan. 
(ED 1.310/2:278657), 91-13178 


Occupational aptitude tests. 

Vocational assessment and evaluation sys- 
tems : a comparison / Botterbusch, 
Karl F. (ED _1.310/2:289079), 91- 
13216 


Occupational diseases — Congresses. 
Proceedings of the Fourth NCI/EPA/ 
NIOSH Collaborative Workshop 
Progress on Joint Environmental and 
Occupational Cancer Studies : April 
22-23, 1986, Holiday Inn Crowne Plaza 
Hotel, Rockville, Maryland / NCI/ 
EPA/NIOSH Collaborative Work- 
shop: Progress on Joint Environmental 
and Occupational Cancer Studies (4th : 
1986 : Rockville, Md.) (HE 20.3152:En 

8/986), 91-13484 
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Occupational retraining — Law and 
legislation — United States. 

Defense Economic Adjustment, Diversifi- 
cation, Conversion, and Stabilization 
Act of 1990—H.R. 3999 : joint hearing 
before the Subcommittee on Economic 
Stabilization of the Committee on 
Banking, Finance, and Urban Affairs, 
and the Subcommittee on Environment 
and Labor of the Committee on Small 
Business, House of Representatives, 
One Hundred First second 
session, Paramount, CA, July 23, 1990. 
United States. Congress. House. Com- 
mittee on Banking, Finance, and Urban 
Affairs. Subcommittee on Economic 
Stabilization. (Y 4.B 22/1:101-146), 
91-13992 


Occupational training — Handbooks, 
manuals, etc 


How to write vocational training manuals 
[microform] / Smith, Christopher A. 
(ED 1.310/2:301764), 91-13309 


Oceanography — Arctic regions — 


manuals, etc. 
Naval Arctic manual. (D 201.6/12:Ar 2), 
91-13140 


Oceanography — United States — 
Observations — Data bases — 
Directories. 

The Directory of U.S. marine CD- 
ROMs. (C 55.48:M 33), 91-12810 


Oconee National Forest (Ga.) — Maps. 
Oconee National Forest, Georgia, 1989 / 
United States. Forest Service. Southern 
Region. (A 13.28:Oc 5/989), 91-12683 


Office buildings — Oregon — Salem. 
Government office space : GSA consid- 
ers federal building construction in 
Salem, Oregon, a low priority : fact 
sheet for the Honorable Denny Smith, 
House of Representatives / (GA 

1.13:GGD-88-133 FS), 91-13461 


Oil and gas leases — United States. 
An Act to Authorize the Secretary of the 
Interior to Reinstate Oil and Gas Lease 
LA 033164. United States. (AE 
2.110:101-567), 91-12761 


Review of offshore oil and gas programs 
and laws : hearing before the Subcom- 
mittee on Water, Power, and Offshore 
Energy Resources of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundred First 
Congress, first session, on oversight on 
effectiveness of the current offshore 
drilling .... United States. Congress. 
House. Committee on Interior and In- 
sular Affairs. Subcommittee on Water, 
Power, and Offshore Energy Re- 
sources. (Y 4.In 8/14:101-10/pt.2-3), 
91-14088 
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Oil well drilling, Submarine — Government 
policy — United States. 

Review of offshore oil and gas programs 
and laws : hearing before the Subcom- 
mittee on Water, Power, and Offshore 
Energy Resources of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundred First 
Congress, first session, on oversight on 
effectiveness of the current offshore 
drilling ... United States. Congress. 
House. Committee on Interior and In- 
sular Affairs. Subcommittee on Water, 
Power, and Offshore Energy Re- 
sources. (Y 4.In 8/14:101-10/pt.2-3), 
91-14088 


On-line bibliographic searching — United 

States. 

Online information services for secondary 
school students : a current assessment / 
Aversa, Elizabeth Smith. (ED 1.310/ 
2:295682), 91-13255 


Opera — Scholarships, fellowships, etc. — 
United States — Periodicals. 
Opera-musical theater / (NF 2.8/2- 

12:992/93), 91-13841 


Operation Desert Sheild, 1990- 
Consideration of draft legislation on the 
situation in the Persian Gulf : markup 
before the Committee on Foreign Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, on H. Con. Res. 1, January 9, 
1991. United States. Congress. House. 
Committee on Foreign Affairs. (Y 4.F 

76/1:P 43/14), 91-14051 


Operation Desert Shield, 1990- 

Effectiveness of the U.S. Civil Reserve 
Air Fleet program : hearing before the 
Subcommittee on Investigations and 
Oversight of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred First 
Congress, second session, October 10, 
1990. United States. Congress. House. 
Committee on Public Works and 
Transportation. Subcommittee on In- 
vestigations and Oversight. (Y 4.P 96/ 
11:101-80), 91-14127 


Extention of time for performing certain 
acts for individuals who are part of 
Desert Shield Operations : report (to 
accompany S. 251). United States. Con- 
gress. Senate. Committee on Finance. 
(Y 1.1/5:102-2), 91-13918 


Joint Resolution to Designate November 
2, 1990, as a National Day of Prayer 
for Members of American Military 
Forces and American Citizens Sta- 
tioned or Held Hostage in the Middle 
East, and for Their Families. United 
States. (AE 2.110:101-547), 91-12755 


Supplemental appropriations for the De- 
partment of Defense : communication 
from the President of the United States 
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transmitting a request for fiscal year 
1991 supplemental appropriations for 
the Department of Defense in support 
of Operation Desert Sheild/Desert 
Storm, pursuant to 31 U.S.C. 1107. 
United States. President (1989- : Bush) 
(Y 1.1/7:102-43), 91-13927 

U.S. policy in the Persian Gulf : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, One Hun- 
dred First Congress, second session .... 
United States. Congress. Senate. Com- 
mittee on Foreign Relations. (Y 4.F 
76/2:S.hrg.101-1128/pt.1-2), 91-14058 


Use of military force against Iraq : com- 
munication from the President of the 
United States transmitting his notifica- 
tion directing U.S. armed forces to 
commence combat operations on Janu- 
ary 16, 1991, against Iraqi forces and 
military targets in Iraq and Kuwait, 
consistent with the war powers resolu- 
tion. United States. President (1989- : 
Bush) (Y 1.1/7:102-30), 91-13926 


Operation Desert Shield, 1990- — Costs. 

Briefing on Operation Desert Shield : 
costs and contributions : hearing before 
the Committee on the Budget, House 
of Representatives, One Hundred 
Second Congress, first session, January 
4, 1991. United States. Congress. 
House. Committee on the Budget. (Y 
4.B 85/3:102-1), 91-14004 


Operation Desert Shield, 1990- — Economic 
aspects — United States. 

Economic impact of the Persian Gulf 
crisis : hearings before the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, One 
Hundred First Congress, second ses- 
sion, November 17 and 28, 1990. 
United States. Congress. House. Com- 
mittee on Banking, Finance, and Urban 
Affairs. (Y 4.B 22/1:101-180), 91- 
13997 


Operations research. 
Systems analysis / Smith, Christopher A. 
(ED 1.310/2:289082), 91-13217 


Operator equations — Numerical solutions. 
Discontinuous solutions to hyperbolic 
systems under operator splitting [mi- 
croform] / Roe, P. IL. (NAS 
1.26:178375), 91-13763 


Oral communication — Bibliography. 
Resources for public speaking [micro- 
form] : a selected, annotated bibliogra- 
phy / Wilson, John Fletcher, 1923- 

(ED 1.310/2:289193), 91-13221 


Oral communication — United States. 
Second language learners’ formal defini- 
tions : an oral language correlate of 
school literacy / (ED 1.310/2:287307), 
91-13208 
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Oral reading — Handbooks, manuals, etc. 
Read Aloud Programs for the Elderly 
Project : instructional manual / Leon- 
ard, Gloria. (ED 1.310/2:304558), 91- 
13326 


Orbital transfer (Space flight) 

System technology analysis of aeroassist- 
ed orbital transfer vehicles. Volume 
IA, Part II, Executive summary [mi- 
croform] : moderate lift/drag (0.75-1.5) 
: phase II final report. (NAS 
1.26:179140), 91-13768 


System technology analysis of aeroassist- 
ed orbital transfer vehicles. Volume IB, 
Part I, Study results [microform] : 
moderate lift/drag (0.75-1.5) : phase I 
final report. (NAS 1.26:179141), 91- 
13769 


System technology analysis of aeroassist- 
ed orbital transfer vehicles. Volume IB, 
Part II, Study results [microform] : 
moderate lift/drag (0.75-1.5) : phase II 
final report. (NAS 1.26:179142), 91- 
13770 


System technology analysis of aeroassist- 
ed orbital transfer vehicles. Volume II, 
Supporting research and technology 
report [microform] : moderate lift/drag 
(0.75-1.5) : phase I & II final report. 
(NAS 1.26:179143), 91-13771 


System technology analysis of aeroassist- 
ed orbital transfer vehicles. Volume 
III, Cost estimates and work break- 
down structure/dictionary [microform] 
: moderate lift/drag (0.75-1.5) : phase I 
& Il final report. (NAS 1.26:179144), 
91-13772 


Organizational maintenance : M424 spot- 
ting projectile : XM440 training projec- 
tile. (D 101.11:9-1100-218-20/1), 91- 
13031 


Organic farming — Law and legislation — 

United States. 

Proposed organic certification program : 
joint hearing before the Subcommittee 
on Domestic Marketing, Consumer Re- 
lations, and Nutrition and the Subcom- 
mittee on Department Operations, Re- 
search, and Foreign Agriculture of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
Congress, second session, June 19, 
1990. United States. Congress. House. 
Committee on Agriculture. Subcom- 
mittee on Domestic Marketing, Con- 
sumer Relations, and Nutrition. (Y 
4.Ag 8/1:101-56), 91-13961 


Organic wastes — Bibliography. 
Composts and composting of organic 
wastes : January 1985 - July 1990 / 





June 1991 


MacLean, Jayne T. (A 17.18/4:91-27), 
91-12694 


Orkney (Scotland) — Maps. 
Scotland—north coast, Fair Isle to Wick 
/ Great Britain. Admiralty. (D 
5.356:1052/989), 91-12926 


Oscillators, Audio-frequency — Maintenance 
and repair — Handbooks, manuals, etc. 
Operator’s and organizational mainte- 

nance manual : audio oscillators TS- 
382A/U, TS-382B/U, TS-382D/U, TS- 
382E/U, and TS-382F/U. (D 
101.11:11-6625-261-12), 91-13096 


Outer space — Exploration — Posters. 
Crew of space shuttle mission STS-39 
[picture.] (NAS 1.43:Sp 1/26), 91- 
13803, 91-13804 


Hubble Space Telescope (HST) [picture.] 
(NAS 1.43:H 86/3), 91-13802 


Outer space — Exploration — United 

States. 

Problems at National Aeronautics and 
Space Administration : hearing before 
a subcommittee of the Committee on 
Appropriations, United States Senate, 
One Hundred First Congress, second 
session : special hearing. United States. 
Congress. Senate. Committee on Ap- 
propriations. Subcommittee on VA- 
HUD-Independent Agencies. (Y 4.Ap 
6/2:S.hrg.101-1146), 91-13980 


Outer space — Exploration — United States 
— Periodicals. 
Report to the President. National Space 
Council (U.S.) (PrEx 1.2:Sp 1/990), 
91-13852 


Owyhee Breaks Wilderness (Or.) 

Mineral resources of the Blue Canyon 
and Owyhee Breaks Wilderness Study 
Areas, Malheur County, Oregon / (I 
19.3:1741-G), 91-13514 


Ozone layer depletion — Mathematical 
models. 

Development of algorithms for using sat- 
ellite and meteorological data sets to 
study global transport of stratospheric 
aerosols and ozone [microform] / 
Wang, Pi-huan. (NAS _ 1.26:172540), 
91-13743 


P 


Pacific Area — Military relations — Soviet 
Union. 
Bear tracks in Indochina : an analysis of 
Soviet presence in Vietnam / Johnson, 
Dion W. (D 301.26/6:B 38), 91-13147 


Pacific Coast (Alaska) 

United States, Alaska—southeast coast, 
west coast of Chichagof Island, Khaz 
Bay / United States. National Ocean 
Service. (C 55.418/7:17322), 91-12867 





Pavements, Asphalt New Jersey Testing. 


Pacific Coast (Calif.) — Maps. 
San Francisco Bay to Antioch, California 
/ United States. National Ocean Serv- 
ice. (C 55.418/7:18652/990) (C 55.418/ 
7:18652/990/folder), 91-12877 


Pacific Coast (Hawaii) 

United States, Hawaii, Mahukona Harbor 
and approaches, Island of Hawaii / 
United States. National Ocean Service. 
(C 55.418/7:19329), 91-12880 


Pacific Coast (Wash.) 

United States—west coast, Washington, 
Grays Harbor / United States. Nation- 
al Ocean Service. (C 55.418/7:18502/ 
990), 91-12876 


United States—west coast, Washington, 
Oak and Crescent Harbors / United 
States. National Ocean Service. (C 
55.418/7:18428), 91-12874 


Pacific Enewetak Atoll Crater Exploration 


Introduction : Enewetak Atoll and the 
PEACE Program / Henry, Thomas W. 
(I 19.16:1513-A), 91-13518 


Pacific Ocean — Navigation. 

Pacific Ocean, Republic of Kiribati— 
Tuvalu, Gilbert Islands to Tuvalu Is- 
lands / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:83005/990), 
91-12991 


Parallel computers. 

On implicit Runge-Kutta methods for 
parallel computations [microform] / 
Keeling, Stephen L. (NAS 
1.26:178366), 91-13757 


Parallel processing (Electronic computers) 
Reordering computations for parallel exe- 
cution [microform] / Adams, Loyce M. 
(NAS 1.26:177961), 91-13749 


Parent-teacher relationships — United 
States. 
Parents, here’s how to make school visits 
work / McKinney, Kay. (ED 1.310/ 
2:286864), 91-13206 


Pari-mutuel betting — Law and legislation 

— United States. 

Interstate Greyhound Racing Act of 1990 
: report together with dissenting views 
(to accompany H.R. 3429) (including 
cost estimate of the Congressional 
Budget Office). United States. Con- 
gress. House. Commitiee on Energy 
and Commerce. (Y 1.1/8:101-910), 91- 
13930 


Park West High School (New York, N.Y.) 
Park West High School Vocational and 
High School Equivalency Bilingual 
Program, 1986-1987 / Asselle, Maria 
Grazia. (ED __ 1.310/2:298779), 91- 
13284 


Do not order from index; see indicated entry 





Parsing (Computer grammar) 

The parser generator as a general pur- 
pose tool [microform] / Noonan, 
Robert E. (NAS 1.26:177955), 91- 
13748 


Passaic River (N.J.) — Navigation. 

United States—east coast, New Jersey, 
Passaic and Hackensack Rivers / 
United States. National Ocean Service. 
(C 55.418/7:12337/990), 91-12841 


Passenger ships — United States. 

Gambling on vessels : hearing before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, One Hundred First Congress, ses- 
sion second on H.R. 5533 ... H.R. 5534 
... October 3, 1990. United States. Con- 
gress. House. Committee on Merchant 
Marine and Fisheries. Subcommittee on 
Merchant Marine. (Y 4.M 53:101-122), 
91-14110 


Patents — United States — Classification — 
Handbooks, manuals, etc. 
Manual of classification. United States. 
Patent Documentation Organizations. 
(C 21.12:990), 91-12804 


Patient education — Bibliography. 

Patient education for self-care : the role 
of nurses : January 1983 through Sep- 
tember 1990 : 468 citations / Tillman, 

91- 


Peggie S. (HE 20.3615/2:90-15), 
13490 


Patients — Legal status, laws, etc. — United 

States — States. 

Living wills : hearing before the Subcom- 
mittee on Medicare and Long-Term 
Care of the Committee on Finance, 
United States Senate, One Hundred 
First Congress, second session, on S. 
1766, July 20, 1990. United States. 
Congress. Senate. Committee on Fi- 
nance. Subcommittee on Medicare and 
Long-Term Care. (Y 4.F 49:S.hrg.101- 
1168), 91-14040 


Patuxent River (Md.) — Navigation. 

United States—east coast, Maryland, Pa- 
tuxent River, Solomons Island and vi- 
cinity / United States. National Ocean 
Service. (C 55.418/7:12284/990), 91- 
12840 


Pavements — New Jersey — Maintenance 
and repair. 

Asphalt emulsions for highway construc- 
tion : Burlington and Somerset coun- 
ties, New Jersey. Baker, Robert 
Fulton, 1917- (TD 2.40:55-11), 91- 
13900 


Pavements, Asphalt — New Jersey — 
Testing. 
Asphalt emulsions for highway construc- 
tion : Burlington and Somerset coun- 
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ties, New Jersey. Baker, Robert 
Fulton, 1917- (TD 2.40:55-11), 91- 
13900 


Peard Bay (Alaska) — Navigation. 

United States, Alaska—Arctic coast, 
Peard Bay and approaches / United 
States. National Ocean Service. (C 
55.418/7:16084/990), 91-12858 


Pecos National Historical Park (N.M.) 

An Act to Authorize the Establishment 
of the Glorieta National Battlefield in 
the State of New Mexico, and for 
Other Purposes. United States. (AE 
2.110:101-536), 91-12753 

Pecos National Historical Park Expansion 
Act of 1990 United States. (AE 
2.110:101-536), 91-12753 


Peer-group tutoring of students — United 
States. 





Peer teaching : to teach is to learn twice | 
/ Whitman, Neal. (ED 1.310/2:305016), 


91-13329 


Penmanship — Abstracts. 

The Reading-writing connection : a 
whole language approach : an anno- 
tated resource list. (ED _ 1.310/ 
2:296308), 91-13260 


Pennsylvania — Maps, Topographic. 

7.5 minute series (topographic), [Pennsy]l- 
vania]. [39078-G3-TF-024], Amaranth 
quadrangle, Pennsylvania, 1967 / Geo- 
logical Survey (U.S.) (I 19.81:39078-G 
3-TF-024/984), 91-13592 


7.5 minute series (topographic), [Pennsyl- 
vania}]. [40076-E4-TF-024], Fredericks- 
burg quadrangle, Pennsylvania, 1955 / 
Geological Survey (U.S.) (i 
19.81:40076-E 4-TF-024/984), 91- 
13596 

7.5 minute series (topographic), [Pennsyl- 
vania]. [40078-D6-TF-024], Ebensburg 
quadrangle, Cambria Co., 1963 / Geo- 


logical Survey (U.S.) (1 19.81:40078-D | 


6-TF-024/984), 91-13597 


7.5 minute series (topographic), [Pennsyl- | 


vania].  [40078-G2-TF-024], 


Sandy | 


Ridge quadrangle, Pennsylvania, 1958 | 


Survey 
2-TF-024/984), 


/ Geological 
19.81:40078-G 
13598 


7.5 minute series (topographic), [Pennsy]l- 
vania]. [40080-C3-TF-024], 
quadrangle, Pennsylvania— Washington 
Co., 1954 / Geological Survey (U.S.) 
(I 19.81:40080-C 3-TF-024/977), 91- 
13599 


91- 


US.) (| 


Midway | 


7.5 minute series (topographic), [Pennsyl- | 


vania]. [41076-A6-TF-024], Washing- 
tonville quadrangle, Pennsylvania, 1969 
/ Geological Survey (U.S) (I 
19.81:41076-A 6-TF-024/983), 91- 
13603 
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7.5 minute series (topographic), [Pennsyl- 
vania]. [41076-F1-TF-024], Auburn 
Center quadrangle, Pennsylvania, 1945 
/ Geological Survey (US) ( 
19.81:41076-F 1-TF-024/981), 91- 
13604 

7.5 minute series (topographic), [Pennsyl- 
vania]. 41080-B2-TF-024, Mercer quad- 
rangle, Pennsylvania—Mercer Co., 
1961 / Geological Survey (U.S.) (I 
19.81:41080-B 2-TF-024/990), 91- 
13605 


Pension trusts — United States — Finance. 
Pension plan issues and how they affect 
small business : hearing before the 
Committee on Small Business, House 
of Representatives, One Hundred First 
Congress, second session, Washington, 
DC, June 5, 1990. United States. Con- 
gress. House. Committee on Small 
Business. (Y 4.Sm 1:101-61), 91-14130 


Pensions — Economic aspects — United 

States. 

Pension plan issues and how they affect 
small business hearing before the 
Committee on Small Business, House 
of Representatives, One Hundred First 
Congress, second session, Washington, 
DC, June 5, 1990. United States. Con- 
gress. House. Committee on Small 
Business. (Y 4.Sm 1:101-61), 91-14130 


Pensions — Taxation — United States. 

1990 instructions for Form 5500EZ 
annual return of one-participant 
(owners and their spouses) pension ben- 
efit plan. United States. Internal Reve- 
nue Service. (T 22.51:5500 EZ/inst./ 
990), 91-13894 


Pensions, Military — Law and legislation — 

United States. 

Uniformed Services Former Spouses Pro- 
tection Act (FSPA) : hearing before 
the Military Personnel and Compensa- 
tion Subcommittee of the Committee 
on Armed Services, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, hearing held 
April 4, 1990. United States. Congress. 
House. Committee on Armed Services. 
Military Personnel and Compensation 
Subcommittee. (Y 4.Ar 5/2 a:989-90/ 
76), 91-13984 


Pentagon (Va.) — Buildings. 

Renovation of the Pentagon complex : 
hearing before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, One Hundred First Congress, 
second session, May 9, 1990. United 
States. Congress. House. Committee on 
Public Works and Transportation. Sub- 
committee on Public Buildings and 
Grounds. (Y 4.P 96/11:101-58), 91- 
14121 
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Peril Strait (Alaska) — Navigation. 

United States, Alaska—southeast coast, 
Peril Strait, Hoonah Sound to Chatham 
Strait / United States. National Ocean 
Service. (C 55.418/7:17338/990), 91- 
12868 


Persian Gulf — Navigation. 

Asia, Iran—United Arab Emirates, Per- 
sian Gulf—eastern part / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:62460/990), 91-12980 

Asia, Persian Gulf—northeastern part, 
Iran—Saudi Arabia, Damagheh-Ye 
Bahrgan to Ras-e Nay Band / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:62450/990), 91-12979 


Persian Gulf, Iran, approaches to Bandar 
Abbas / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:62393/991), 
91-12976 


Persian Gulf, Iran, Bandar Abbas / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62394/990), 91-12977 

Persian Gulf, United Arab Emirates, 
plans of Das, Sir Bu Nuayr, and Ar- 
zanah / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:62449/991), 
91-12978 


Persian Gulf Region. 

Developments in the Middle East, July 
1990 : hearing before the Subcommittee 
on Europe and the Middle East of the 
Committee on Foreign Affairs, House 
of Representatives, One Hundred First 
Congress, second session, July 31, 
1990. United States. Congress. House. 
Committee on Foreign Affairs. Sub- 
committee on Europe and the Middle 
East. (Y 4.F 76/1:M 58/20/990/3), 
91-14047 


Persian Gulf Region — Foreign relations — 

United States. 

Update on the situation in the Persian 
Gulf : hearings before the Committee 
on Foreign Affairs, and the Subcom- 
mittees on Arms Control, International 
Security and Science, and on Europe 
and the Middle East, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, September 26 
and December 6, 1990. United States. 
Congress. House. Committee on For- 
eign Affairs. (Y 4.F 76/1:P 43/13), 
91-14050 


Persian Gulf Region — Military relations — 
United States. 

U.S. policy in the Persian Gulf : hearings 

before the Committee on Foreign Rela- 





June 1991 


tions, United States Senate, One Hun- 
dred First Congress, second session .... 
United States. Congress. Senate. Com- 
mittee on Foreign Relations. (Y 4.F 
76/2:S.hrg.101-1128/pt.1-2), 91-14058 


Persian Gulf Region — Strategic 

Consideration of draft legislation on the 
situation in the Persian Gulf : markup 
before the Committee on Foreign Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, on H. Con. Res. 1, January 9, 
1991. United States. Congress. House. 
Committee on Foreign Affairs. (Y 4.F 
76/1:P 43/14), 91-14051 

U.S. policy in the Persian Gulf : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, One Hun- 
dred First Congress, second session .... 
United States. Congress. Senate. Com- 
mittee on Foreign Relations. (Y 4.F 
76/2:S.hrg.101-1128/pt.1-2), 91-14058 


Personnel management — United States — 

Periodicals. 

Administrative personnel (AE 2.106/3:5/ 
pt.1-699/991), 91-12712 

CFR. 5, Administrative personnel (AE 
2.106/3:5/pt.1-699/991), 91-12712 

Code of federal regulations. 5, Adminis- 
trative personnel. (AE 2.106/3:5/pt.1- 
699/991), 91-12712 


Personnel management — United States — 
Study and teaching — Periodicals. 
Equal employment opportunity, general 
personnel management, personnel staff- 
ing, special personnel programs / (PM 


1.28/2:990), 91-13850 
Personnel Management Training Division 
I (PM 1.28/2:990), 91-13850 


Personnel service in education — United 
States. 
9 for the 90s : counseling trends for to- 
morrow / Benjamin, Libby. (ED 
1.310/2:291012), 91-13231 


Personnel service in higher education — 
United States. 
A critical need for college student per- 
sonnel services / Garland, Peter H. 
(ED 1.310/2:284519), 91-13198 


Perturbation (Mathematics) 

A hybrid perturbation Galerkin technique 
with applications to slender body 
theory [microform] / Geer, James F. 
(NAS 1.26:178354), 91-13753 


Pesticides — Law and legislation — United 
States. 


The Federal Insecticide, Fungicide, and 
Rodenticide Act as amended. (EP 
5.2:In 7/988), 91-13345 

Preparation for the 1990 farm bill : hear- 
ing before the Committee on Agricul- 
ture, Nutrition, and Forestry, United 


Plywood industry U.S. Statistics Periodicals. 


States Senate, One Hundred First Con- 
gress, first session, on the administra- 
tion views concerning the 1990 farm 
bill. United States. Congress. Senate. 
Committee on Agriculture, Nutrition, 
and Forestry. (Y 4.Ag 8/3:S.hrg.101- 
259/pt.15), 91-13969 


Pests — Biological control — United States. 
Role of biological control as a manage- 
ment tool in national parks and other 
natural areas / Gardner, Donald E. (I 
29.109:NRUH/NRTR/90/01), 91- 
13635 


Petaluma River (Calif.) — Navigation. 
United States—west coast, California, 
San Pablo Bay / United States. Nation- 
al Ocean Service. (C 55.418/7:18654/ 
990), 91-12878 


Petroleum industry and trade — Economic 
aspects — United States — Periodicals. 
Performance profiles of major energy 

producers / (E 3.37:989), 91-13158 


Petroleum industry and trade — Statistics — 
Periodicals. 
Performance profiles of major energy 
producers / (E 3.37:989), 91-13158 


Petroleum industry and trade — United 
States — Finance — Statistics — 
Periodicals. 

Performance profiles of major energy 
producers / (E 3.37:989), 91-13158 


Petroleum industry and trade — United 
States — Statistics — Periodicals. 
Fuel oil and kerosene sales. (E 3.11/11- 
3:989), 91-13150 
Performance profiles of major energy 
producers / (E 3.37:989), 91-13158 


Petroleum law and legislation — United 
States. 


An Act to Authorize the Secretary of the 
Interior to Reinstate Oil and Gas Lease 
LA 033164. United States. (AE 
2.110:101-567), 91-12761 


Review of offshore oil and gas programs 
and laws : hearing before the Subcom- 
mittee on Water, Power, and Offshore 
Energy Resources of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundred First 
Congress, first session, on oversight on 
effectiveness of the current offshore 
drilling .... United States. Congress. 
House. Committee on Interior and In- 
sular Affairs. Subcommittee on Water, 
Power, and Offshore Energy Re- 
sources. (Y 4.In 8/14:101-10/pt.2-3), 
91-14088 


Philippine Sea — Navigation. 
Pacific Ocean, Mariana Islands, Apra 
Harbor, Island of Guam, Territory of 
Guam / United States. National Ocean 





Service. (C 55.418/7:81054), 91-12884 
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Philippines — Economic conditions — 
Periodicals. 
D.C. : 1987) (C 61.11:P 53/991), 91- 
12906 


Philippines — Foreign economic relations — 
United States — Periodicals. 
Philippi / Phillipi (Washi . 
D.C. : 1987) (C 61.11:P 53/991), 91- 
12906 


Organizational, DS, GS, and depot main- 
tenance manual (including repair parts) 
: stereometer, photogrammetric, stereo- 
comparagraph, Q-to 25-mm _ gradua- 
tions reading directly to 1/100 mm, 
(military design) FSN 6675-240-6602. 
(D 101.11:5-6675-241-15), 91-13022 


Measurement of the light flux density 
patterns from luminaires proposed as 
photon sources for photosynthesis 
during space travel [microform] / 
Walker, Paul N. (NAS 1.26:186124), 
91-13798 


Physical geography — North America. 
Our changing continent / Schlee, John 
Stevens, 1928- (I 19.2:C 76/991), 91- 
13511 


Organizational, DS and GS maintenance 
manual : ejection seat, model MK-JSD 
(Martin-Baker) part number 
134AB80000. (D_ 101.11:55-1680-308- 
24), 91-13120 


Plant conservation — Idaho — Handbooks, 
manuals, etc. 
Idaho and Wyoming : endangered and 
sensitive plant field guide. (A 13.36/ 
2:Id 1), 91-12691 


Plant conservation — Wyoming — 
Handbooks, manuals etc. 
Idaho and Wyoming : endangered and 
sensitive plant field guide. (A 13.36/ 
2:Id 1), 91-12691 


Plumbing — Handbooks, manuals, etc. 
Utilitiesman 3 / Sims, Junior D. (D 
207.208/2:Ut 3/3/990), 91-13141 


Plywood industry — United States — 
Statistics — Periodicals. 
Current industrial reports. MA-24F, 
Hardwood plywood / (C 3.158:MA-24 
F (89)-1), 91-12788 


Hardwood plywood (C 3.158:MA-24 F 
(89)-1), 91-12788 
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Pocket veto — United States. 

Pocket veto legislation : hearing before 
the Subcommittee on Economic and 
Commercial Law of the Committee on 
the Judiciary, House of Representa- 
tives, One Hundred First Congress, 
second session, on H.R. 849, to amend 
Title 1 ... May 9, 1990. United States. 
Congress. House. Committee on the 
Judiciary. Subcommittee on Economic 
and Commercial Law. (Y 4.J 89/1:101/ 
130), 91-14098 


Poetry — Study and teaching (Secondary) — 
United States. 
Teaching poetry writing to adolescents / 
Tsujimoto, Joseph L., 1946- (ED 1.310/ 
2:295214), 91-13253 


Point Reyes National Seashore (Calif.) — 


Submerged cultural resource assessment : 
Golden Gate National Recreation 
Area, Gulf of the Farallones National 
Marine Sanctuary, and Point Reyes 
National Seashore / Delgado, James P. 
(I 29.116:18), 91-13636 


Politics and education — United States. 
Alternative policy instruments / McDon- 
nell, Lorraine, 1947- (ED 1.310/ 
2:293218), 91-13242 


Polyimides. 

Semiinterpenetrating polymer network 
for tougher and more microcracking 
resistant high temperature polymers 
[microform] : patent application. (NAS 
1.71:LAR-13925-1), 91-13805 


Polymers. 
Interaction of vinylidene fluoride - tetra- 
fluoroethylene copolymer with ammo- 
nia [microform] / Kostrov, Yu. A. 
(NAS 1.77:20292), 91-13825 


Preparation of oxide glasses from metal 
alkoxides by sol-gel method [micro- 
form] / Kamiya, K. (NAS 1.77:20124), 
91-13812 


Polymers — Flammability. 
Evaluation of flammability for cable-like 
polymers [microform] / Mikado, 
Tuneo. (NAS 1.77:20225), 91-13816 


Polynomials. 

Polynomial approximation of functions of 
matrices and its application to the solu- 
tion of a general system of linear equa- 
tions [microform] / Tal-Ezer, Hillel. 
(NAS 1.26:178376), 91-13764 


Poor — Health and hygiene — United 
States — Statistics — Periodicals. 
Chartbook (HE 20.9302:D 63/2/990), 

91-13503 


Health status of the disadvantaged chart- 
book. (HE 20.9302:D 63/2/990), 91- 
13503 
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Population forecasting — United States. 
Demographic projections of non-English- 
language-background and limited-Eng- 
lish proficient persons in the United 
States to the year 2000 by state, age, 
and language group / (ED 1.310/ 
2:297048), 91-13266 


Portable computers — Programming — 
Handbooks, manuals, etc. 
AFPS hand held computer user guide / 
(VA 1.38:20-90-8), 91-13909 


Ports of entry — United States. 

Customs Service : importing community 
should benefit from PAIRED program 
: briefing report to the chairman, Sub- 
committee on Treasury, Postal Service, 
and General Government, Committee 
on Appropriations, U.S. Senate / 
United States. General Accounting 
Office. (GA _ 1.13:GGD-88-118 BR), 
91-13457 


Postal service — Law and legislation — 

United States. 

An Act to Amend Title 39, United States 
Code, to Designate as Nonmailable 
Matter Solicitations for the Purchase of 
Goods or Services, or Solicitation for 
Donations Which Could Reasonably 
Be Construed as Implying Any Federal 
Government Connection or Endorse- 
ment, unless Such Matter Contains an 
Appropriate, Conspicuous Disclaimer, 
and for Other . United States. 
(AE 2.110:101-524), 91-12752 


Deceptive Mailings Prevention Act of 
1990 United States. (AE 2.110:101-524), 
91-12752 


Postal service — United States. 

Annual report of the Postmaster General 
: hearing before the Subcommittee on 
Federal Services, Post Office, and Civil 
Service of the Committee on Govern- 
mental Affairs, United States Senate, 
One Hundred First Congress, second 
session, April 27, 1990. United States. 
Congress. Senate. Committee on Gov- 
ernmental Affairs. Subcommittee on 
Federal Services, Post Office, and Civil 
Service. (Y 4.G 74/9:S.hrg.101-1172), 
91-14075 


Postal service : Board of Governors’ con- 
tract for legal services : report to the 
chairman, Committee on Post Office 
and Civil Service, House of Represent- 
atives / (GA _ 1.13:GGD-87-12), 91- 
13451 


Postal service — United States — Finance. 
Postal Service : preliminary report on 
compliance with 1988 budget reduction 
mandate : report to congressional com- 
mittees / (GA 1.13:GGD-88-121), 91- 
13459 
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Operator and organizational maintenance 
manual : power supply PP-1104C/G. 
(D 101.11:11-6130-246-12), 91-13094 


Power resources — United States. 

Key elements of a national energy policy 
: hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session .. October 2, 
1990. United States. Congress. Senate. 
Committee on Energy and Natural Re- 
sources. (Y 4.En 2:S.hrg.101-1183), 
91-14026 


Power resources — United States — 

Bibliography — Periodicals. 

Publications list / United States. Con- 
gress. Senate. Committee on Energy 
and Natural Resources. (Y 4.En 
2:S.prt.101-102), 91-14027, 91-14028, 
91-14030 


Power resources — United States — 
Statistics — Periodicals. 
Short-term energy outlook. Annual sup- 
plement. (E 3.31:88/supp.), 91-13154, 
91-13155, 91-13156, 91-13157 


Pribilof Islands (Alaska) — Maps. 

United States, Alaska—Pribilof Islands, 
St. Paul Island / United States. Nation- 
al Ocean Service. (C 55.418/7:16382/ 
990), 91-12860 


Prince of Wales Island (Alaska) — Maps. 
United States, Alaska—southeast coast, 
Davidson Inlet and Sea Otter Sound / 
United States. National Ocean Service. 
(C 55.418/7:17403/990), 91-12871 


United States, Alaska—southeast coast, 
south end of Prince of Wales Island, 
Kendrick Bay to Shipwreck Point / 
United States. National Ocean Service. 
(C 55.418/7:17433/990), 91-12873 


Prince William Sound (Alaska) — 

Navigation. 

United States, Alaska—south coast, 
Prince William Sound, Latouche Pas- 
sage to Whale Bay / United States. 
National Ocean Service. (C 55.418/ 
7:16720/990), 91-12865 


Prisoners — Medical care — United States 


— Bibliography. 
Prison health care : January 1986 through 


September 1990 1132 citations / 
Gordner, Ronald L. (HE 20.3615/2:90- 
12), 91-13489 


Private flying — North Atlantic Region — 
Handbooks, manuals, etc. 
North Atlantic international general avia- 
tion operations manual / (TD 4.8:Av 
5/6), 91-13903 
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Private schools — Wisconsin. 

Field hearing on parental choice : hearing 
before the Subcommittee on Elementa- 
ry, Secondary, and Vocational Educa- 
tion of the Committee on Education 
and Labor, House of Representatives, 
One Hundred First Congress, second 
session, hearing held in Milwaukee, 
WI, November 16, 1990. United States. 
Congress. House. Committee on Edu- 
cation and Labor. Subcommittee on El- 
ementary, Secondary, and Vocational 
Education. (Y 4.Ed 8/1:101-131), 91- 
14015 


Production management — United States. 
Comprehensive quality management 
statement of Allan I. Mendelowitz, di- 
rector, International Trade and Finance 
Issues, before the Subcommittee on 
Science, Research, and Technology, 
Committee on Science, Space, and 
Technology, U.S. House of Represent- 
atives. Mendelowitz, Allan I. (GA 1.5/ 
2:T-NSIAD-90-22), 91-13445 


Products liability — United States. 

Product Liability Reform Act : hearing 
before the Committee on the Judiciary, 
United States Senate, One Hundred 
First Congress, second session, on S. 
1400, a bill to regulate interstate com- 
merce by providing for a uniform 
product liablity law ... July 31, 1990. 
United States. Congress. Senate. Com- 
mittee on the Judiciary. (Y 4.J 89/ 
2:S.hrg.101-1188), 91-14103 


Professional education — United States. 
Strengthening the ties that bind : integrat- 
ing undergraduate liberal and profes- 
sional study : report of the Professional 
Preparation Network, the University of 
Michigan / Stark, Joan S. (ED 1.310/ 
2:304951), 91-13327 


Programmed instruction — United States. 
Educational technology ; the closing-in 
or the opening-out of curriculum and 
instruction / Komoski, P. Kenneth. 
(ED 1.310/2:295676), 91-13254 


Programming (Electronic computers) 
Analysis and synthesis of abstract data 
types through generalization from ex- 
amples [microform] / Wild, Christian. 

(NAS 1.26:178369), 91-13758 


Transferable Output ASCII Data 
(TOAD) file format description [micro- 
form] / Bingel, Bradford. (NAS 
1.26:178361), 91-13755 


Programming languages (Electronic 
computers) 

The parser generator as a general pur- 
pose tool [microform] / Noonan, 
Robert E. (NAS _ 1.26:177955), 91- 
13748 





Organizational maintenance : M424 spot- 
ting projectile : XM440 training projec- 
tile. (D 101.11:9-1100-218-20/1), 91- 
13031 


Prosecution — United States. 

Exercise of federal prosecutorial author- 
ity in a changing legal environment : 
hearing before the Government Infor- 
mation, Justice, and Agriculture Sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, May 10, 1990. 
United States. Congress. House. Com- 
mittee on Government Operations. 
Government Information, Justice, and 
Agriculture Subcommittee. (Y 4.G 74/ 
7:P 94/20), 91-14065 


Public buildings — Massachusetts — 

Boston. 

Government space leasing : commercial 
lease of space at the John F. Kennedy 
Federal Building in Boston : report to 
the Honorable Robert W. Kasten / 
(GA 1.13:GGD-88-134), 91-13462 


Public buildings — Oregon — Salem. 
Government office space : GSA consid- 
ers federal building construction in 
Salem, Oregon, a low priority : fact 
sheet for the Honorable Denny Smith, 
House of Representatives / (GA 

1.13:GGD-88-133 FS), 91-13461 


Public contracts — United States. 
Federal acquisition circular. Number 90- 
3. United States. Dept. of Defense. (D 
1.6/11-2:90-3), 91-12918 


Forecast of GSA contracting opportuni- 
ties. (GS 1.2:C 76), 91-13481 


Oversight of Resolution Trust Corpora- 
tion contracting : hearing before the 
Subcommittee on Federal Services, 
Post Office, and Civil Service of the 
Committee on Governmental Affairs, 
United States Senate, One Hundred 
First Congress, second session. Septem- 
ber 24, 1990. United States. Congress. 
Senate. Committee on Governmental 
Affairs. Subcommittee on Federal 
Services, Post Office, and Civil Serv- 
ice. (Y 4.G 74/9:S.hrg.101-1173), 91- 
14076 


Procurement regulatory activity report. 
(PrEx 2.24/15:3), 91-13853 


Public health — United States. 

Health care crisis : problems of cost and 
access for children of color : hearing 
before the Task Force on Human Re- 
sources of the Committee on the 
Budget, House of Representatives, One 
Hundred First Congress, second ses- 
sion, November 19, 1990. United 
States. Congress. House. Committee on 
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Public opinion U.S. 


the Budget. Task Force on Human Re- 
sources. (Y 4.B 85/3:101-5-14), 91- 
14002 


HHS authority over immigration and 
public health : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
One Hundred First Congress, second 
session, on H.R. 4506 ... June 27, 1990. 
United States. Congress. House. Com- 
mittee on Energy and Commerce. Sub- 
committee on Health and the Environ- 
ment. (Y 4.En 2/3:101-201), 91-14036 


Public health laws — United States. 

An Act to Establish a Program of Grants 
for the Development of State Plans for 
Meeting the Objectives Established by 
the Secretary of Health and Human 
Services for the Health Status of the 
Population of the United States for the 
Year 2000. United States. (AE 
2.110:101-582), 91-12767 


Year 2000 Health Objectives Planning 
Act United States. (AE 2.110:101-582), 
91-12767 


Public health laws — United States — 
Periodicals. 
CFR. 42, Public health (AE 2.106/3:42/ 
pt.61-399/990), 91-12726, 91-12727 


Code of Federal regulations. 42, Public 
health. (AE 2.106/3:42/pt.61-399/990), 
91-12726, 91-12727 


Public health (AE 2.106/3:42/pt.61-399/ 
990), 91-12726, 91-12727 


Public housing — New Jersey — Passaic. 

Abuses in the administration of the Passa- 
ic, NJ Housing Authority : hearings 
before the Employment and Housing 
Subcommittee of the Committee on 
Government Operations, House of 
Representatives, One Hundred First 
Congress, second session, February 6, 
and March 9, 1990. United States. Con- 
gress. House. Committee on Govern- 
ment Operations. Employment and 
Housing Subcommittee. (Y 4.G 74/ 
7:Ab 9), 91-14060 


Public libraries — Services to the aged — 
manuals, etc. 

Read Aloud Programs for the Elderly 
Project : instructional manual / Leon- 
ard, Gloria. (ED 1.310/2:304558), 91- 
13326 


Public libraries — United States — Services 
to adults — Statistics. 
Services and resources for young adults 
in public libraries / (ED 1.310/ 
2:301199), 91-13306 


Public opinion — United States. 
Higher education and the public trust 
[microform] : improving stature in col- 
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leges and universities / Alfred, Richard 
L. (ED 1.310/2:296692), 91-13262 


Public records — Law and legislation — 
United States — Periodicals. 
Privacy Act issuances ... 

(AE 2.106/4:989/v. 1-5), 


Public records — United States — 
Periodicals. 
Privacy Act issuances ... 
(AE 2.106/4:989/v. 1-5), 


Public relations — Schools. 
School-community relations in small, 
rural school districts [microform] : de- 
veloping a plan for a productive part- 
nership / Toy, Steve. (ED 1.310/ 
2:282680), 91-13186 


Pubiic schools — Wisconsin. 

Field hearing on parental choice : hearing 
before the Subcommittee on Elementa- 
ry, Secondary, and Vocational Educa- 
tion of the Committee on Education 
and Labor, House of Representatives, 
One Hundred First Congress, second 
session, hearing held in Milwaukee, 
WI, November 16, 1990. United States. 
Congress. House. Committee on Edu- 
cation and Labor. Subcommittee on El- 
ementary, Secondary, and Vocational 
Education. (Y 4.Ed 8/1:101-131), 91- 
14015 


Public speaking — Bibliography. 

Resources for public speaking [micro- 
form] : a selected, annotated bibliogra- 
phy / Wilson, John Fletcher, 1923- 
(ED 1.310/2:289193), 91-13221 


Public welfare — Law and legislation — 
United States — Periodicals. 
CFR. 45, Public welfare (AE 2.106/3:45/ 
pt.1-199/990), 91-12728, 91-12729, 
91-12730 


Code of federal regulations. 45, Public 
welfare. (AE 2.106/3:45/pt.1-199/990), 
91-12728, 91-12729, 91-12730 


Public welfare (AE 2.106/3:45/pt.1-199/ 
990), 91-12728, 91-12729, 91-12730 


Puerto Rico — Maps. 

West Indies, north coast of Puerto Rico, 
Punta Penon to Punta Vacia Talega / 
United States. National Ocean Service. 
(C 55.418/7:25668/990), 91-12883 


compilation. 
91-12741 


compilation. 
91-12741 


Puerto Rico — Politics and government — 

1952- 

Briefing on Puerto Rico political status 
by the General Accounting Office 
(GAO) and Congressional Research 
Service (CRS) oversight hearing 
before the Subcommittee on Insular 
and International Affairs of the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, One Hun- 
dred First Congress, second session ... 
hearing held in Washington, DC, May 
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30, 1990. United States. Congress. 
House. Committee on Interior and In- 
sular Affairs. Subcommittee on Insular 
and International Affairs. (Y 4.In 8/ 
14:101-79), 91-14090 


Puerto Rico Status Referendum Act—S. 
712 : hearing before the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, One Hundred 
First Congress, first session, on S. 712 
.. November 9, 1989. United States. 
Congress. Senate. Committee on Agri- 
culture, Nutrition, and Forestry. (Y 
4.Ag 8/3:S.hrg.101-1151), 91-13972 


Puget Sound (Wash.) — Navigation. 

United States—west coast, Washington, 
Oak and Crescent Harbors / United 
States. National Ocean Service. (C 
55.418/7:18428), 91-12874 


Pumping machinery — Maintenance and 
repair — Handbooks, manuals. etc. 
Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools list (including depot main- 
tenance repair parts and special tools) : 
pumping assembly, flammable liquid, 
bulk transfer : gasoline engine driven; 
350 GPM capacity at 190 feethead; 
wheel mounted (Gorman-Rupp model 
84C15-4A084) NSN 4320-00-916-9172 
and (Barnes model US36ACG) NSN 
4320-00-407-2583. (D  101.11:5-4320- 
242-24 P), 91-13016 

Organizational maintenance repair parts 
and special tools list : truck, fire fight- 
ing: power pumper, foam and water, 
750 gallons per minute capacity, cen- 
trifugal pump power take-off driven, 
400 gallon water tank; 40 gallon foam 
chemical tank, class 530C, Engineered 
Devices Inc. MDL 0814, NSN 4210- 
00-150-1426 .... (D 101.11:5-4210-217-20 
P), 91-13014 


Q 


Quality assurance — United States. 
Managing IRS : actions needed to assure 
quality service in the future : report to 
the Congress / United States. General 
Accounting Office. (GA 1.13:GGD-89- 
1), 91-13463 


Quality control. 

Magellan/Galileo solder joint failure 
analysis and recommendations [micro- 
form] / Ross, Ronald G. (NAS 
1.26:186294), 91-13800 


Quality control — United States. 
Comprehensive quality management : 
statement of Allan I. Mendelowitz, di- 
rector, International Trade and Finance 
Issues, before the Subcommittee on 
Science, Research, and Technology, 
Committee on Science, Space, and 
Technology, U.S. House of Represent- 
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atives. Mendelowitz, Allan I. (GA 1.5/ 
2:T-NSIAD-90-22), 91-13445 


Quantum chemistry. 

Algorithms vs. architectures for computa- 
tional chemistry [microform] / Par- 
tridge, Harry. (NAS 1.15:89395), 91- 
13731 


Race discrimination — United States. 

Death penalty legislation and the Racial 
Justice Act : hearing before the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, One 
Hundred First Congress, second ses- 
sion, on H.R. 4618 ... and H.R. 105, 
H.R. 380, H.R. 598, H.R. 1197, HLR. 
1464, H.R. 1477, H.R. 2196, Title I of 
H.R. 2709, and Titles I and II of H.R. 
3119 ... May 3 and 9, 1990. United 
States. Congress. House. Committee on 
the Judiciary. Subcommittee on Civil 
and Constitutional Rights. (Y 4.J 89/ 
1:101/125), 91-14094 


Radar — United States — Equipment and 
supplies — ete. 
Radar test set, TS-147B/UP. (D 
101.11:11-1247 A), 91-13053 


Direct support, general support and 
depot maintenance manual, including 
repair parts and special tool lists : radar 
set AN/PPS-4A (NSN-5840-00-168- 
1566). (D 101.11:11-5840-211-35), 91- 


Operator’s manual : monitor, radio fre- 
quency R-2176/FRN (NSN 6625-01- 
098-2534). (D  101.11:11-5825-270-10), 
91-13076 


Radio — Monitoring receivers — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Organizational and direct support mainte- 
nance repair parts and special tools list 
for monitor, radio frequency R-2176/ 
FRN (NSN _  6625-01-098-2534). (D 
101.11:11-5825-270-23 P), 91-13077 


Radio — United States — Antennas — 

Handbooks, manuals, etc. 

Hand receipt covering contents of com- 
ponents of end item (COED), basic issue 
items (BII), and additional authoriza- 
tion list (AAL) for antenna group OE- 
303/GRC (NSN 5985-01-152-5845). (D 
101.11:11-5985-370-12-HR), 91-13093 
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manuals, etc. 
Installation of radio sets AN/VRC-46 
and AN/VRC-47 in carrier, personnel, 
armored M113, M113A1. (D 101.11:11- 
2300-355-15-4), 91-13057 


Radio — United States — Apparatus and 
supplies — Maintenance and repair — 


Handbooks, 

DS, GS, and depot maintenance repair 
parts and special tools list : radio set 
AN/ARC-116, FSN 5821-935-5073. (D 
101.11:11-5821-261-35 P), 91-13074 

Operator and organizational maintenance 
manual : test set, receiver, radio AN/ 
ARM-71. (D_ 101.11:11-6625-583-12), 
91-13103 


Operator, organizational, direct and gen- 
eral support, and depot maintenance 
manual : control, radio set C6118/ 
FRC-93 (Collins models 312B-4 and 
312B-5). (D_ 101.11:11-5820-530-15), 
91-13068 


Operator’s, organizational, direct support, 
and general support maintenance 
manual : radio terminal set AN/TRC- 
133A (NSN _ 5820-00-464-1616). (D 
101.11:11-5820-610-14), 91-13071 

Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools lists (including depot 
maintenance repair parts and special 
tools) for radio set control AN/GSA-7 
(NSN 5820-00-543-1397). (D 101.11:11- 
5820-274-24 P), 91-13063, 91-13098 

Organizational maintenance repair parts 
and special tools lists for radio sets 
AN/GRC-S5O(V)1 (NSN 5820-00-892- 
3851) and AN/GRC-SOA(V)11 
(NSN 5820-00-136-4966). (D 101.11:11- 
5820-461-20 P), 91-13065 


Radio — United States — Maintenance and 


repair — Handbooks, manuals, etc. 

Operator and organizational maintenance 
manual : test set, radio AN/VRM-1. 
(D 101.11:11-6625-496-12), 91-13100 


Radio — United States — Receivers and 


reception — Maintenance and repair — 

Handbooks, manuals, etc. 

Depot maintenance manual including 
repair parts and special tools list : re- 
ceiving set, radio AN/PRR-9 (XE-9). 
(D 101.11:11-5820-549-50-1), 91-13069 

Direct support and general support main- 
tenance repair parts and special tools 
list (including depot maintenance repair 
parts and special tools) for receiving 
set, radio AN/ARN-82B (NSN 5826- 
00-168-8699). (D 101.11:11-5826-226-34 
P-1), 91-13078 

Organizational maintenance manual 
repair parts and special tools lists for 
receiving set, radio AN/ARN-123(V), 
(NSN 5826-01-016-2762). (D 101.11:11- 
5826-258-20 P), 91-13079 





Radio, Military U.S. Maintenance and repair 


and special tool lists : receiver-trans- 
mitter, radio RT-859/APX-72 and 
mountings MT-3809/APX-72 and MT- 
3948/APX-72. (D 101.11:11-5895-490- 
20 P), 91-13086 


— United States — Transmitter- 
receivers — Maintenance and repair — 


Handbooks, 

Direct support and general support main- 
tenance repair parts and special tools 
list (including depot maintenance repair 
parts and special tools) for receiver- 
transmitter radio RT-524/VRC and 
RT-524A/VRC (NSN _ 5820-00-892- 
0622). (D 101.11:11-5820-401-34 P-2-2), 
91-13064 


Direct support, general support or avia- 
tion intermediate maintenance (A VIM) 
: receiver-transmitter, radio RT-859A/ 
APX-72 (NSN 5895-00-149-1319) using 
test set AN/APM-305A (NSN 6625-01- 
052-3881). (D 101.11:11-5895-490-34-1), 
91-13087 


Radio — United States — Transmitters and 


Organizational maintenance repair parts 
and special tool lists : receiver-trans- 
mitter, radio RT-859/APX-72 and 
mountings MT-3809/APX-72 and MT- 
3948/APX-72. (D 101.11:11-5895-490- 
20 P), 91-13086 


Radio, Military — United States — 


Handbooks, manuals, etc. 

Hand receipt covering contents of com- 
ponents of end item (COED), basic issue 
items (BID), and additional authoriza- 
tion list (AAL) for radio set AN/PRC- 
68, (NSN _  5820-01-079-9260). (D 
101.11:11-5820-882-10-HR), 91-13073 


Installation of radio sets AN/VRC-46 
and AN/VRC-47 in carrier, personnel, 
armored M113, M113A1. (D 101.11:11- 
2300-355-15-4), 91-13057 


Operator’s manual : monitor, radio fre- 
quency R-2176/FRN (NSN 6625-01- 
098-2534). (D_ 101.11:11-5825-270-10), 
91-13076 

Radio test set, AN/ARM-S : operating 
instructions. (D  101.11:11-518), 91- 
13052 


Radio, Military — United States — 


Maintenance and repair — Handbooks, 

manuals, etc. 

Depot maintenance manual including 
repair parts and special tools list : re- 
ceiving set, radio AN/PRR-9 (XE-9). 
(D 101.11:11-5820-549-50-1), 91-13069 


Direct support and general support main- 


tenance repair parts and special tools 
list (including depot maintenance repair 
parts and special tools) for receiver- 
transmitter radio RT-524/VRC and 
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RT-524A/VRC (NSN _ 5820-00-892- 
0622). (D 101.11:11-5820-401-34 P-2-2), 
91-13064, 91-13078 

Direct support, general support or avia- 
tion intermediate maintenance (AVIM) 
: receiver-transmitter, radio RT-859A/ 
APX-72 (NSN 5895-00-149-1319) using 
test set AN/APM-305A (NSN 6625-01- 
052-3881). (D 101.11:11-5895-490-34-1), 
91-13087 


DS, GS, and depot maintenance repair 
parts and special tools list : radio set 
AN/ARC-116, FSN 5821-935-5073. (D 
101.11:11-5821-261-35 P), 91-13074 


General support maintenance repair parts 
and special tools lists (including depot 
maintenance repair parts and special 
tools) for radio test set AN/ARM-92B, 
(NSN 6625-00-631-5501). (D 101.11:11- 
6625-2709-40 P), 91-13108 


Operator and organizational maintenance 
manual : test set, radio AN/VRM-1. 
(D 101.11:11-6625-496-12), 91-13100 

Operator and organizational maintenance 
manual : test set, receiver, radio AN/ 
ARM-7i. (D_ 101.11:11-6625-583-12), 
91-13103 

Operator, organizational, direct and gen- 
eral support, and depot maintenance 
manual : control, radio set C6118/ 
FRC-93 (Collins models 312B-4 and 
312B-5). (D_ 101.11:11-5820-530-15), 
91-13068 

Operator’s and organizational mainte- 
nance manual : flight coordination cen- 
tral AN/TSC-61B (NSN 5895-01-057- 
3968). (D 101.11:11-5895-469-12), 91- 
13085 

Operator’s, organizational, direct support, 
and general support maintenance 
manual : radio terminal set AN/TRC- 
133A (NSN _ 5820-00-464-1616). (D 
101.11:11-5820-610-14), 91-13071 

Operator’s, organizational, direct support, 
and general support maintenance 
manual, including repair parts and spe- 
cial tools lists for installation kit, elec- 
tronic equipment, MK-1234/GRC 
(NSN 5820-00-450-6804) in truck utili- 
ty, 1/4 ton, 4X4, M151, MISIAI1 or 
MI151A2 for radio sets AN/GRC-125, 
AN/GRC-160, AN/VRC-46, AN/ 
VRC-53 and AN/VRC-64. (D 
101.11:11-2300-351-14 & P-22), 91- 
13056 

Organizational and direct support mainte- 
nance repair parts and special tools list 
for monitor, radio frequency R-2176/ 
FRN (NSN _  6625-01-098-2534). (D 
101.11:11-5825-270-23 P), 91-13077 

Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools lists (including depot 
maintenance repair parts and special 
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tools) for radio set control AN/GSA-7 
(NSN 5820-00-543-1397). (D 101.11:i1- 
5820-274-24 P), 91-13063, 91-13098 


Organizational maintenance manual 
repair parts and special tools lists for 
receiving set, radio AN/ARN-123(V), 
(NSN 5826-01-016-2762). (D 101.11:11- 
5826-258-20 P), 91-13079 


Organizational maintenance repair parts 
and special tool lists : receiver-trans- 
mitter, radio RT-859/APX-72 and 
mountings MT-3809/APX-72 and MT- 
3948/APX-72. (D 101.11:11-5895-490- 
20 P), 91-13086 


Organizational maintenance repair parts 
and special tools lists for radio set AN/ 
GRC-165 (NSN 5820-00-935-8038). (D 
101.11:11-5820-759-20 P), 91-13072 

Organizational maintenance repair parts 
and special tools lists for radio sets 
AN/GRC-SO(V)1 (NSN 5820-00-892- 
3851) .. and AN/GRC-SOA(V)I11 
(NSN 5820-00-136-4966). (D 101.11:11- 
5820-461-20 P), 91-13065 


Radio beacons — Maintenance and repair — 

Handbooks, manuals, etc. 

Direct support maintenance manual for 
beacon sets, radio AN/TRN-30(V)1 
(NSN 5825-00-405-4510) and AN/ 
TRN-30(V)2 (NSN 5825-00-423-1654). 
(D 101.11:11-5825-255-30), 91-13075 


Radioactivity — Instruments — Handbooks, 
manuals, etc. 
Operator’s manual : radiacmeter IM-185/ 
UD, (NSN _  6665-01-042-9401). (D 
101.11:11-6665-233-10), 91-13116 


Operator’s manual : radiation detection 
and alarm system AN/FJW-1(V)i. (D 
101.11:11-6665-210-10), 91-13115 


Railroads — Employees — Medical care — 
United States — Handbooks, manuals, etc. 
Your medicare handbook (RR 1.6/2:H 

34/990), 91-13857 


Your medicare handbook for railroad re- 
tirement beneficiaries. (RR 1.6/2:H 34/ 
990), 91-13857 


Railroads — United States — Safety 
measures. 

Railroad safety : hearing before the Sub- 
committee on Transportation and Haz- 
ardous Materials of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, October 5, 1990. 
United States. Congress. House. Com- 
mittee on Energy and Commerce. Sub- 
committee on Transportation and Haz- 
ardous Materials. (Y 4.En 2/3:101-199), 
91-14035 


Rainy Lake (Minn. and Ont.) — Navigation. 
United States—border lakes, Minnesota, 
Rainy Lake, Dryweed Island to Big 
Island / United States. National Ocean 
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Service. (C 55.418/7:14997/990), 91- 


12856 


Raleigh County (W. Va.) — Maps. 

Raleigh County, West Virginia, 1988 : 
1:100 000-scale topographic map / Ge- 
ological Survey (U.S.) (I 19.108:37081- 
G 2-CF-100/988), 91-13625 


Rancho Seco (Nuclear power plant : Calif.) 

Nuclear R & D : usefulness of informa- 
tion from Shippingport decommission- 
ing for Rancho Seco : report to the 
Honorable Vic Fazio, House of Repre- 
sentatives. United States. General Ac- 
counting Office. (GA 1.13:RCED-90- 
171), 91-13469 


Rare plants — Idaho — Identification — 
Handbooks, manuals, etc. 
Idaho and Wyoming : endangered and 
sensitive plant field guide. (A 13.36/ 
2:Id 1), 91-12691 


Rare plants — Wyoming — Identification — 
Handbooks, manuals, etc. 
Idaho and Wyoming : endangered and 
sensitive plant field guide. (A 13.36/ 
2:Id 1), 91-12691 


Ratiometer (Electric meter) — Maintenance 
and repair — Handbooks, manuals, etc. 
Operator’s, organizational, direct support, 

general support, and depot mainte- 
nance manual standing-wave-ratio 
power meter ME-165/G (NSN 6625- 
00-682-4464). (D_ 101.11:11-6625-333- 
15), 91-13097 


R 
Helping your child become a reader [mi- 
croform] / Roser, Nancy L. (ED 
1.310/2:303789), 91-13319 


Reading — Language experience approach 
— Abstracts. 


The Reading-writing connection : a 
whole language approach : an anno- 
tated resource list. (ED _ 1.310/ 
2:296308), 91-13260 


Reading — Parent participation 
You can encourage your high school stu- 
dent to read [microfiche] / Myers, 
Jamie. (ED 1.310/2:303769), 91-13318 


Reading (Elementary) — United States. 
Becoming a nation of readers [micro- 
form] : what parents can do / Binkley, 
Marilyn R. (ED 1.310/2:289160), 91- 
13220 


Reading (Secondary) 

Research within reach, secondary school 
reading [microform] : a _ research 
guided response to concerns of reading 
educators / (ED 1.310/2:282187), 91- 
13184 


comprehension. 
Teaching vocabulary to improve reading 
comprehension [microform] / Nagy, 
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William E. (ED 1.310/2:298471), 91- 
13276 


Real estate business — United States. 

Real Estate Settlement Procedures Act : 
hearings before the Subcommittee on 
Housing and Community Development 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, August 8, Sep- 
tember 18, 1990. United States. Con- 
gress. House. Committee on Banking, 
Finance, and Urban Affairs. Subcom- 
mittee on Housing and Community De- 
velopment. (Y 4.B 22/1:101-164), 91- 
13994 


Real estate listings -- United States — 

Catalogs — Periodicals. 

Real estate asset inventory. (Y 3.R 31/ 
2:15/990-3/v.1) (Y 3.R 31/2:15/990-3/ 
v.2/pt.1-4) (Y 3.R 31/2:15/990-3/v.3), 
91-13946 


Real property — United States — Catalogs 

— Periodicais. 

Real estate asset inventory. (Y 3.R 31/ 
2:15/990-3/v.1) (Y 3.R 31/2:15/990-3/ 
v.2/pt.1-4) (Y 3.R 31/2:15/990-3/v.3), 
91-13946 


Reclamation of land — Law and legislation 

— United States. 

Miscellaneous reclamation legislation 
hearing before the Subcommittee on 
Water and Power of the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session, on H.R. 3694, S. 
1118, S. 1932, S. 1590, S. 2716, July 24, 
1990. United States. Congress. Senate. 
Committee on Energy and Natural Re- 
sources. Subcommittee on Water and 
Power. (Y 4.En 2:S.hrg.101-1060), 91- 
14019 


Reclamation Reform Act amendments of 
1990 and Title XVI—-double subsidies : 
hearing before the Subcommittee on 
Water and Power of the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session, on S. 2659 ... 
H.R. 2567 ... Tuesday, July 31, 1990. 
United States. Congress. Senate. Com- 
mittee on Energy and Natural Re- 
sources. Subcommittee on Water and 
Power. (Y 4.En 2:S.hrg.101-1174), 91- 
14023 


Reclamation of land — Missouri — Henry 


County. 

Analysis of alternative modifications for 
reducing backwater flooding at the 
Honey Creek coal strip mine reclama- 
tion site in Henry County, Missouri / 
Alexander, Terry W. (I 19.42/4:90- 
4068), 91-13524 





June 1991 


Recreation — Missouri — Wappapello Lake. 

Park information, 1991 : Wappapello 

Lake. (D 103.43/3:1130-2-16/991), 91- 
13133 


Recreation — North Dakota — Baldhill 
Dam. 
Baldhill Dam/Lake Ashtabula, North 
Dakota. (D 103.2:B 19), 91-13131 


Recreation areas — Law and legislation — 

Kentucky. 

An Act to Amend the Water Resources 
Development Act of 1974 to Transfer 
Jurisdiction of the Big South Fork Na- 
tional River and Recreation Area 
From the Secretary of the Army to the 
Secretary of the Interior, and for Other 

. United States. (AE 2.110:101- 


Pp 
561), 91-12760 


Recreation areas — Law and legislation — 

Tennessee. 

An Act to Amend the Water Resources 
Development Act of 1974 to Transfer 
Jurisdiction of the Big South Fork Na- 
tional River and Recreation Area 
From the Secretary of the Army to the 
Secretary of the Interior, and for Other 
purposes. United States. (AE 2.110:101- 
561), 91-12760 


Recycling (Waste, etc.) — United States. 
Let’s reduce and recycle : curriculum for 
solid waste awareness : lesson plans for 
grades K-6 and 7-12. (EP 1.17:530-SW- 
90-005), 91-13337 


Red algae. 

Supplemental report for the red algal 
sexual reproduction test : training vid- 
eotape / (EP 1.23:600/3-90/076), 91- 
13338 


Red Sea — Navigation. 

Red Sea, north central part, Geziret Ze- 
berged to Bur Sudan / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:62250/990), 91-12973 

Red Sea, north part, Madig Gubal to Ge- 
ziret Zabargad / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:62230/ 
990), 91-12971 


Red Sea, Saudi Arabia, Mina Jiddah / 
United States. Defense Mapping 
Agency. Hydrographic/Topographic 
Center. (D 5.356:62241/990), 91-12972 

Red Sea, south central part, Bur Sudan to 
Sajid / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:62270/991), 
91-12974 


Red Sea Coast (Egypt) 
Red Sea, north central part, Geziret Ze- 
berged to Bur Sudan / United States. 
Defense Mapping Agency. Hydro- 





graphic/Topographic Center. (D 
5.356:62250/990), 91-12973 

Red Sea, north part, Madig Gubal to Ge- 
ziret Zabargad / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:62230/ 
990), 91-12971 


Red Sea Coast (Saudi Arabia) 

Red Sea, north central part, Geziret Ze- 
berged to Bur Sudan / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:62250/990), 91-12973 


Red Sea, north part, Madig Gubal to Ge- 
ziret Zabargad / United States. De- 
fense Mapping Agency. Hydrographic/ 
Topographic Center. (D 5.356:62230/ 
990), 91-12971 


Reduced gravity environments. 

Final report for NAS8-36620 entitled Ma- 
terials processing in low gravity [mi- 
croform.] (NAS _ 1.26:183733), 91- 
13790 


NASA Workshop on Animal Gravity- 
Sensing systems, Pacific Grove, Cali- 
fornia, February 1985 [microform] / 
NASA Workshop on Animal Gravity- 
Sensing Systems (1985 : Pacific Grove, 
Calif.) (NAS 1.15:88249), 91-13721 


Reforestation — Law and legislation — 

United States. 

Global Climate Change Prevention Act 
of 1989—S. 1610 : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
One Hundred First Congress, first ses- 
sion, on S. 1610 ... November 6, 1989. 
United States. Congress. Senate. Com- 
mittee on Agriculture, Nutrition, and 
Forestry. (Y 4.Ag 8/3:S.hrg.101-1135), 
91-13971 


Refractories industry — United States — 
Statistics — Periodicals. 
Current industrial reports. MA32C, Re- 
fractories (C 3.158:MA 32 C (88)-1), 
91-12790 


Current industrial reports. MQ-32C, Re- 
fractories / (C 3.158:MA 32 C (88)-1), 
91-12790 


Refractories (C 3.158:MA 32 C (88)-1), 
91-12790 


Refrigeration and refrigerating machinery — 
United States — Maintenance and repair 
— Handbooks, manuals, etc. 

Direct and general support and depot 
maintenance repair parts and special 
tools lists : air conditioner; vertical 
compact, floor mounted, 36,000 BTU/ 
hr cooling, 30,000 BTU/hr heating; 208 
volt, 3 phase, 50/60 hertz, (Trane 
model MAC 6V40-340-2) FSN 4120- 
935-5421, 208 volt, 3 phase, 400 hertz 
(Trane model MAC 4V40-340-3) FSN 
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4120-935-5418. (D 101.11:5-4120-268-35 
P), 91-13013 

Operator’s, and organizational mainte- 
nance manual, including repair parts 
and special tools list, : test set, cryo- 
genic refrigerator AN/AAM-40 (NSN 
4130-00-197-6347) and service kit, re- 
frigerant MK-1171/AAS-24 (NSN 
4940-00-403-1007). (D 101.11:11-6625- 
2446-12), 91-13106 

Organizational, direct and general sup- 
port maintenance repair parts and spe- 
cial tools list (including depot mainte- 
nance repair parts and special tools) for 
refrigeration unit, electric motor 
driven, 9,000 BTU, model CH609-31, 
NSN 4110-01-014-4646. (D 101.11:5- 
4110-231-24 P), 91-13012 

Utilitiesman 3 / Sims, Junior D. (D 
207.208/2:Ut 3/3/990), 91-13141 


Where to write for vital records. (HE 
20.6210/2:990), 91-13495 


Rehabilitation centers — United States — 
Evaluation — Handbooks, manuals, etc. 
Program evaluation : a self-study manual 

/ Smith, Christopher A. (ED 1.310/ 
2:289083), 91-13218 


Rehabilitation centers — United States — 


Management. 
Systems analysis / Smith, Christopher A. 
(ED 1.310/2:289082), 91-13217 


Rehabilitation counseling — Handbooks, 
manuals, etc. 
Program evaluation : a self-study manual 
/ Smith, Christopher A. (ED 1.310/ 
2:289083), 91-13218 


Rehabilitation counselors — Training of. 
Production supervision (RA-39) [micro- 
form] / Davis, Michael J. (Michael 
Joel), 1945- (ED 1.310/2:283987), 91- 
13193 


Religion — Study and teaching. 

Teaching about religion in the social 
studies [microform] / Risinger, C. 
Frederick. (NAS _ 1.26:298072), 91- 
13801 


Remarriage — United States — Statistics. 
Cohabitation, marriage, marital dissolu- 
tion, and remarriage : United States, 
1988 : data from the National Survey 
of Family Growth / by Kathryn A. 
London. London, Kathryn A. (HE 
20.6209/3:194), 91-13494 


Remote sensing. 

High angle of attack position sensing for 
the Southampton University Magnetic 
Suspension and Balance System [micro- 
form] / Parker, David H. (NAS 
1.26:178358), 91-13754 
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Use of remote sensing for land use policy 
formulation [microform] : final report / 
(NAS 1.26:183148), 91-13788 


Remote sensing — Equipment and supplies. 
Technology development : future use of 
NASA's large format camera is uncer- 
tain : report to the Chairman, Commit- 
tee on Governmental Affairs, U.S. 
Senate / (GA _1.13:NSIAD-90-142), 
$1-13466 


Reparation — United States. 


An Act to Amend Title 11 of the United | 
States Code with Respect to the Non- | 
dischargeability of Debts Arising from | 
Unlawful Driving While Intoxicated or | 


Impaired and Arising from Restitution 
Imposed for 
United States. (AE 2.110:101-581), 
12766 

Criminal Victims Protection Act of 1990 
United States. (AE 2.110:101-581), 
12766 


Representative government and 
representation — Puerto Rico. 





Committing Crimes. | 
91- 


91- | 


congressional requesters / United 
States. General Accounting Office. 
(GA 1.13:GGD-89-114), 91-13464 


Research institutes — Law and legislation — 

United States. 

Strategic and Critical Minerals Act of 
1990 : hearing before the Subcommittee 
on Mineral Resources Development 
and Production of the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session, on H.R. 4111 ... 
September 21, 1990. United States. 
Congress. Senate. Committee on 
Energy and Natural Resources. Sub- 
committee on Mineral Resources De- 
velopment and Production. (Y 4.En 
2:S.hrg.101-1136), 91-14020 


*Research Support — indexes. 

Biomedical index to PHS-supported re- 
search. (HE 20.3013/2:989/v.1/pt.A) 
(HE 20.3013/2:989/v.1/pt.B) (HE 
20.3013/2:989/v.2), 91-13483 


Resolution Trust Corporation (U.S.) 


Puerto Rico Status Referendum Act—S. | 
712 : hearing before the Committee on | 
Agriculture, Nutrition, and Forestry, | 


United States Senate, One Hundred 
First Congress, first session, on S. 712 
. November 9, 


1989. United States. | 


Congress. Senate. Committee on Agri- | 


culture, Nutrition, and Forestry. 
4.Ag 8/3:S.hrg.101-1151), 91-13972 


*Research — United States — indexes. 
Biomedical index to PHS-supported re- 
search. (HE 20.3013/2:989/v.1/pt.A) 
(HE 20.3013/2:989/v.1/pt.B) (HE 
20.3013/2:989/v.2), 91-13483 


Research, Industrial — Taxation — United 
States. 

Tax policy and administration : 

search tax credit has stimulated some 


(Y | 


the re- | 


additional research spending : report to | 


congressional requesters / United 
States. General 
(GA 1.13:GGD-89-114), 91-13464 
Research and development contracts, 

Government — United States — 

Periodicals. 

Program solicitation / Program solicita- 
tion (United States. Dept. of Transpor- 
tation. SBIR Program Office) (TD 
1.20/2:90-1), 91-13899 


Small business innovation research pro- 
gram solicitation Program solicitation 
(United States. Dept. of Transporta- 
tion. SBIR Program Office) (TD 1.20/ 
2:90-1), 91-13899 


Research and development tax credit — 
United States. 
Tax policy and administration : the re- 
search tax credit has stimulated some 
additional research spending : report to 
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Oversight of Resolution Trust Corpora- 
tion contracting : hearing before the 
Subcommittee on Federal Services, 
Post Office, and Civil Service of the 
Committee on Governmental Affairs, 
United States Senate, One Hundred 
First Congress, second session. Septem- 
ber 24, 1990. United States. Congress. 
Senate. Committee on Governmental 
Affairs. Subcommittee on Federal 
Services, Post Office, and Civil Serv- 
ice. (Y 4.G 74/9:S.hrg.101-1173), 91- 
14076 


Resolution Trust Corporation (U.S.) — 
Appropriations and expenditures. 
Administration’s request for an increase 

in the public debt limit and on addi- 
tional financing needs of the Resolution 
Trust Corporation : hearing before the 
Committee on Ways and Means, House 
of Representatives, One Hundred First 
Congress, second session, July 11, 
1990. United States. Congress. House. 
Committee on Ways and Means. (Y 
4.W 36:101-122), 91-14137 


Resource programs (Education) 
Effective compensatory education source- 
book / Griswold, Philip A. (ED 1.310/ 
2:276787), 91-13174, 91-13291 


Resource programs (Education) — Abstracts. 
The Reading-writing connection : a 
whole language approach : an anno- 
tated resource list. (ED _ 1.310/ 
2:296308), 91-13260 


Resource programs (Education) — 

Directories. 

Resource manual : Baltimore City Public 
Schools, Division of Pupil Services and 
Special Programs. (ED 1.310/ 
2:291833), 91-13233 
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Rural school source book : exemplary 
programs, i and resources for 
rural educators / (ED 1.310/2:300156), 
91-13297 


Resurrection Bay (Alaska) — Navigation. 
United States, Alaska—south coast, Kenai 
Peninsula, Cape Resurrection to Two 
Arm Bay / United States. National 
Ocean Service. (C 55.418/7:16682/990), 
91-12864 


Retired Senior Volunteer Program (U.S.) — 
Periodicals. 

Directory / Retired Senior Volunteer 

Program (U.S.) (AA 1.20:R 31/990), 
91-12710 


Retirement — United States — Planning. 

Retirement and health planning : hearing 
before the Special Committee on 
Aging, United States Senate, One Hun- 
dred First Congress, second session, St. 
Petersburg, FL, May 30, 1990. United 
States. Congress. Senate. Special Com- 
mittee on Aging. (Y 4.Ag 4:S.hrg.101- 
1143), 91-13950 


Retirement income — United States. 

Retirement income for women : hearing 
before the Subcommittee on Retire- 
ment Income and Employment of the 
Select Committee on Aging, House of 
Representatives, One Hundred First 
Congress, second session, July 2, 1990, 
Cedar Rapids, IA. United States. Con- 
gress. House. Select Committee on 
Aging. Subcommittee on Retirement 
Income and Employment. (Y 4.Ag 4/ 
2:R 31/24), 91-13954 


Richelieu River (Quebec) — Navigation. 
United States, Great Lakes, Lake Cham- 
plain—Vermont—New York, Riviere 
Richelieu to South Hero Island / 
United States. National Ocean Service. 
(C 55.418/7:14781), 91-12847 


Riegle, Donald W., 1938- 

Preliminary inquiry into allegations re- 
garding Senators Cranston, DeConcini, 
Glenn, McCain, and Riegle, and Lin- 
coln Savings and Loan : open session 
hearings before the Select Committee 
on Ethics, United States Senate, One 
Hundred First Congress, second ses- 
sion, November 15, 1990, through Jan- 
uary 16, 1991. United States. Congress. 
Senate. Select Committee on Ethics. (Y 
4.Et  3/4:S hrg.101-1190/pt.1-4), 91- 
14039 


Direct support and general support main- 
tenance manual including repair parts 
and special tools lists (including depot 
maintenance repair parts and special 
tools) : rifle, 7.62-MM, M14, W/E 
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(1005-589-1271); rifle, 7.62-MM, 
MI14A1, W/E (1005-072-5011); bipod, 
rifle, M2 (1005-711-6202). (D 101.11:9- 
1005-223-34), 91-13025 


DS, GS, and depot maintenance manual 
including repair parts and special tools 
lists rifle caliber .30, automatic, 
Browning, M1918A2, W/E (1005-674- 
1309). (D_ 101.11:9-1005-208-35), 91- 
13024 


Right to die — United States — States. 

Living wills : hearing before the Subcom- 
mittee on Medicare and Long-Term 
Care of the Committee on Finance, 
United States Senate, One Hundred 
First Congress, second session, on S. 
1766, July 20, 1990. United States. 
Congress. Senate. Committee on Fi- 
nance. Subcommittee on Medicare and 
Long-Term Care. (Y 4.F 49:S.hrg.101- 
1168), 91-14040 


Riv de la Plata (Argentina and Uruguay) — 

Navigation. 

South America, Argentina—Uruguay, 
Rio de La Plata (Outer) / Argentina. 
Servicio de Hidrografia Naval. (D 
5.356:24050/990), 91-12929 


South America, Argentina and Uruguay, 
approaches to La Plata and Buenos 
Aires / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:24052/990), 
91-12930 


Roads — United States — Finance. 

Oversight of the federal-aid highway pro- 
gram : hearings before the Subcommit- 
tee on Water Resources, Transporta- 
tion, and Infrastructure of the Commit- 
tee on Environment and Public Works, 
United States Senate, One Hundred 
First Congress, first session .... United 
States. Congress. Senate. Committee on 
Environment and Public Works. Sub- 
committee on Water Resources, Trans- 
portation, and Infrastructure. (Y 4.P 
96/10:S.hrg.101-300/pt.5), 91-14116 


Roads — United States — Right of way. 

Development of high-speed transporta- 
tion corridors, including those which 
may utilize magnetic levitation technol- 
ogy : hearing before the Subcommittee 
on Surface Transportation of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, One 
Hundred First Congress, second ses- 
sion, May 3, 1990. United States. Con- 
gress. House. Committee on Public 
Works and Transportation. Subcommit- 
tee on Surface Transportation. (Y 4.P 
96/11:101-79), 91-14126 


Organizational maintenance repair parts 
and special tools list : armament sub- 
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system, helicopter, 7.62 millimeter ma- 
chine gun-2.75 inch rocket launcher, 
M21 (1090-923-5971) (used on UH-1B 
and UH-IC helicopters). (D 101.11:9- 
1090-202-20 P), 91-13028 


Rota (Spain) — Maps. 

North Atlantic Ocean, Spain—southwest 
coast, Ports of Cadiz, Base Naval de 
Rota and El] Puerto de Santa Maria / 
Instituto Hidrografico de la Marina 
(Spain) (D 5.356:51165/989), 91-12946 


Rotors — Vibration. 
Tilt-rotor flutter control in cruise flight 
[microform] / Nasu, Ken-ichi. (NAS 
1.15:88315), 91-13723 


Rotors (Helicopters) — Aerodynamics. 
Transonic rotor tip design using numeri- 
cal optimization [microform] / Tauber, 
Michael E. (NAS _1.15:86771), 91- 
13717 


Rotors (Helicopters) — Aerodynamics — 
Mathematical models. 


Comprehensive analysis of helicopters 
with bearingless rotors [microform] : 
status report / Murthy, V. R. (NAS 
1.26:182537), 91-13783 


Runge-Kutta formulas. 

Galerkin/Runge-Kutta discretizations for 
parabolic equations with time depend- 
ent coefficients [microform] / Keeling, 
Stephen L. (NAS 1.26:178372), 91- 
13761 

On implicit Runge-Kutta methods for 
parallel computations [microform] / 
Keeling, Stephen L. (NAS 
1.26:178366), 91-13757 


Runoff — Washington (State) — King 
County. 


Characterization and simulation of rain- 
fall-runoff relations for headwater 
basins in western King and Snohomish 
counties, Washington / Dinicola, R. S. 
Richard Steven (I 19.42/4:89-4052), 

91-13519 


Runoff — Washington (State) — Snohomish 

County. 

Characterization and simulation of rain- 
fall-runoff relations for headwater 
basins in western King and Snohomish 
counties, Washington / Dinicola, R. S. 
Richard Steven (I 19.42/4:89-4052), 
91-13519 


Runways (Aeronautics) — Arizona. 

Airport obstruction chart. OC 462, Wins- 
low Municipal Airport, Winslow, Ari- 
zona / United States. National Ocean 
Service. (C 55.411/3:0C 462/990), 
91-12814 

Airport obstruction chart. OC 5034, Pul- 
liam Airport, Flagstaff, Arizona / 
United States. National Ocean Service. 
(C 55.411/3:OC 5034/990), 91-12818 
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Runways (Aeronautics) — Louisiana. 
Airport obstruction chart. OC 5037, 
Houma-Terrebonne Airport, Huouma, 
Louisiana / United States. National 
Ocean Service. (C 55.411/3:0C 5037/ 
990), 91-12819 


Runways (Aeronautics) — Michigan. 
Airport obstruction chart. OC 717, Kala- 
mazoo County Airport, Kalamazoo, 
Michigan / United States. National 
Ocean Service. (C 55.411/3:0C 717/ 
990), 91-12816 


Runways (Aeronautics) — Minnesota. 
Airport obstruction chart. OC 5258, 
Grand Rapids/Itasca County-Gordon 
Newstrom Field, Grand Rapids, Min- 
nesota / United States. National Ocean 
Service. (C 55.411/3:0C 5258/990), 
91-12820 


Runways (Aeronautics) — New Jersey. 
Airport obstruction chart. OC 931, Mor- 
ristown Municipal Airport, Morris- 
town, New Jersey / United States. Na- 
tional Ocean Service. (C 55.411/3:0C 
931/990), 91-12817 


Runways (Aeronautics) — New York (State) 
Airport obstruction chart. OC 651, West- 
chester County Airport, White Plains, 
New York / United States. National 
Ocean Service. (C 55.411/3:0C 651/ 
990), 91-12815 


Runways (Aeronautics) — North Dakota. 
Airport obstruction chart. OC 144, 
Hector International Airport, Fargo, 
North Dakota / United States. Nation- 
al Ocean Service. (C 55.411/3:OC 144/ 
990), 91-12813 


Runways (Aeronautics) — Pennsylvania. 
Airport obstruction chart. OC 15, Allen- 
town-Bethlehem-Easton Airport, Al- 
lentown, Pennsylvania / United States. 
National Ocean Service. (C 55.411/ 
3:0C 15/990), 91-12812 


Runways (Aeronautics) — Washington 

(State) 

Airport obstruction chart. OC 5966, 
Richland Airport, Richland, Washing- 
ton / United States. National Ocean 
Service. (C 55.411/3:0C 5966/990), 
91-12821 


Rural aged — Medical care — New Mexico. 
Access to services for rural elderly New 
Mexicans : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, June 23, 1990, 
Santa Fe, NM. United States. Con- 
gress. House. Select Committee on 
Aging. (Y 4.Ag 4/2:Se 6/6), 91-13955 
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Rural aged — New Mexico — 

Transportation. 

Access to services for rural elderly New 
Mexicans : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, June 23, 1990, 
Santa Fe, NM. United States. Con- 
gress. House. Select Committee on 
Aging. (Y 4.Ag 4/2:Se 6/6), 91-13955 


Rural aged — Services for — New Mexico. 
Access to services for rural elderly New 
Mexicans : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, June 23, 1990, 
Santa Fe, NM. United States. Con- 
gress. House. Select Committee on 
Aging. (Y 4.Ag 4/2:Se 6/6), 91-13955 


Rural development — United States — 
Statistics. 
Rural America : economic performance, 
1989 / Reid, J. Norman. (A 1.75:609), 
91-12674 


Rural health services — New Mexico. 
Access to services for rural elderly New 
Mexicans : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, June 23, 1990, 
Santa Fe, NM. United States. Con- 
gress. House. Select Committee on 
Aging. (Y 4.Ag 4/2:Se 6/6), 91-13955 


Rural health services — United States — 

Finance. 

Rural health aid : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, One 
Hundred First Congress, second ses- 
sion : special hearings. United States. 
Congress. Senate. Committee on Ap- 
propriations. Subcommittee on Agri- 
culture, Rural Development, and Relat- 
ed Agencies. (Y 4.Ap 6/2:S.hrg.101- 
1156), 91-13981 


Rural schools. 

School-community relations in small, 
rural school districts [microform] : de- 
veloping a plan for a productive part- 
nership / Toy, Steve. (ED 1.310/ 
2:282680), 91-13186 


Rural youth — Services for — Directories. 
Rural school source book : exemplary 
programs, practices and resources for 
rural educators / (ED 1.310/2:300156), 
91-13297 


Ss 


Sabine, Cape (Alaska) — Maps. 

United States, Alaska—Arctic coast, 
Cape Sabine / United States. National 
Ocean Service. (C 55.418/7:16104/990), 
91-12859 
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Sabine Lake (La. and Tex.) — Navigation. 
United States—Gulf coast, Louisiana— 
Texas, Sabine Pass and Lake / United 
States. National Ocean Service. (C 
55.418/7:11342/990), 91-12830 


Sabine Pass (La. and Tex.) — Navigation. 
United States—Gulf coast, Louisiana— 
Texas, Sabine Pass and Lake / United 
States. National Ocean Service. (C 
55.418/7:11342/990), 91-12830 


Saint Clair, Lake (Mich. and Ont.) — 

Navigation. 

United States—Great Lakes, Michigan, 
Lake St. Clair / United States. Nation- 
al Ocean Service. (C 55.418/7:14850/ 
990), 91-12850 


Saint Helens, Mount (Wash.) — Eruption, 
1980. 
The Eruption of Mount Saint Helens, 
May 18, 1980. (C 55.2:Er 9), 91-12807 


Saint Marys River (Mich. and Ont.) — 

Navigation. 

United States—Great Lakes, Michigan, 
St. Marys River, Head of Lake Nicolet 
to Whitefish Bay / United States. Na- 
tional Ocean Service. (C 55.418/ 
7:14884/990), 91-12852 


Saint Paul (Alaska) — 

United States, Alaska—Pribilof Islands, 
St. Paul Island / United States. Nation- 
al Ocean Service. (C 55.418/7:16382/ 
990), 91-12860 


Saint Simons Sound (Ga.) — Navigation. 
United States—east coast, Georgia, St. 
Simons Sound, Brunswick Harbor, and 
Turtle River / United States. National 
Ocean Service. (C 55.418/7:11506/990), 
91-12834 


Salinas National Monument (N.M.) — 

Antiquities. 

The 1939-1940 excavation project at 
Quarai pueblo and mission buildings : 
Salinas Pueblo Méissions National 
Monument, New Mexico / Hurt, 
Wesley R. (Wesley Robert), 1917- (I 
29.116:29), 91-13637 


Sampling (Statistics) 

Minority student issues : racial/ethnic 
data collected by the National Center 
for Education Statistics since 1969 / 
Black, MacKnight. (ED _ 1.310/ 
2:305416), 91-13332 


San Francisco Bay (Calif.) — Navigation. 
San Francisco Bay to Antioch, California 
/ United States. National Ocean Serv- 
ice. (C 55.418/7:18652/990) (C 55.418/ 
7:18652/990/folder), 91-12877 


San Pablo Bay (Calif.) — Navigation. 
United States—west coast, California, 
San Pablo Bay / United States. Nation- 
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al Ocean Service. (C 55.418/7:18654/ 
990), 91-12878 


San Pedro Channel (Calif.) — Navigation. 
United States—west coast, California, 
Newport Bay / United States. Naticnal 
Ocean Service. (C 55.418/7:18754/990), 
91-12879 


Santa Fe National Forest (N.M.) 
Baca Location no. 1 Land Acquisition 
and Study Act of 1990. United States. 
(AE 2.110:101-556), 91-12758 


Satellite meteorology. 

An initial approach to the utilization of 
VAS satellite sounding data [micro- 
form] / Shin, Kyung-Sup. (NAS 
1.26:179002), 91-13766 


Saturn (Planet) — Exploration — Posters. 
Hubble Space Telescope (HST) [picture.] 
(NAS 1.43:H 86/3), 91-13802 


Saudi Arabia — Miltary relations — United 

States. 

Proposed sales and upgrades of major de- 
fense equipment to Saudi Arabia : hear- 
ing before the Subcommittees on Arms 
Control, International Security, and 
Science, and on Europe and the 
Middle East of the Committee on For- 
eign Affairs, House of Representatives, 
One Hundred First Congress, second 
session, June 19, 1990. United States. 
Congress. House. Committee on For- 
eign Affairs. Subcommittee on Arms 
Control, International Security, and 
Science. (Y 4.F 76/1:Sa 8/6), 91- 
14053 


Savings and loan associations — United 

States. 

Oversight of Resolution Trust Corpora- 
tion contracting : hearing before the 
Subcommittee on Federal Services, 
Post Office, and Civil Service of the 
Committee on Governmental Affairs, 
United States Senate, One Hundred 
First Congress, second session. Septem- 
ber 24, 1990. United States. Congress. 
Senate. Committee on Governmental 
Affairs. Subcommittee on Federal 
Services, Post Office, and Civil Serv- 
ice. (Y 4.G 74/9:S.hrg.101-1173), 91- 
14076 


Savings and loan crisis : major examina- 
tion and supervision problems in the 
Federal Home Loan Bank system : 
hearing before the Task Force on 
Urgent Fiscal Issues of the Committee 
on the Budget, House of Representa- 
tives, One Hundred First Congress, 
second session, November 13, 1990. 
United States. Congress. House. Com- 
mittee on the Budget. Task Force on 
Urgent Fiscal Issues. (Y 4.B 85/3:101- 
4-8), 91-14001 
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Savings and loan associations — United 
States — Statistics — Periodicals. 
Savings & home financing source book. 

(T 71.17:988), 91-13898 


Scholarships — United States. 
The Montgomery G.I. Bill Army College 
Fund. (D_ 101.43/2:912/990-2), 91- 
13130 


School, Choice of — United States — 

Congresses. 

Content, character and choice in school- 
ing : public policy and research impli- 
cations : proceedings of a symposium / 
National Council on Educational Re- 
search. (ED _ 1.310/2:298020), 91- 
13273 


School buildings — United States. 

Asbestos school hazard abatement : hear- 
ing before the Subcommittee on Trans- 
portation and Hazardous Materials of 
the Committee on Energy and Com- 
merce, House of Representatives, One 
Hundred First Congress, second ses- 
sion on H.R. 3677 ... June 19, 1990. 
United States. Congress. House. Com- 
mittee on Energy and Commerce. Sub- 
committee on Transportation and Haz- 
ardous Materials. (Y 4.En 2/3:101-190), 
91-14031 


School children — United States — 

Attitudes. 

Science misconceptions research and 
some implications for the teaching of 
science to elementary school students / 
Blosser, Patricia E. (ED  1.310/ 
2:282776), 91-13189 


School discipline — United States. 
Improving student discipline. (ED 1.310/ 
2:296982), 91-13265 


School discipline — United States — 
Statistics. 
Public school teacher perspectives on 
school discipline. (ED 1.310/2:289259), 
91-13223 


School improvement programs — United 
States — Congresses. 
Private sector initiatives in educational 
reform : proceedings of a conference / 
(ED 1.310/2:297420), 91-13268 


School management and organization — 
Study and teaching — United States — 
Bibliography. 

Resources for improving principal effec- 
tiveness / Gaddy, C. Stephen. (ED 
1.310/2:285284), 91-13202 


School management and organization — 
United States. 
Dropping out of school / Sherman, Joel 
D. (ED 1.310/2:299478), 91-13292 


Steady work [microform] : policy, prac- 
tice, and the reform of American edu- 





cation / Elmore, Richard F. (ED 
1.310/2:296020), 91-13257 


School management and organization — 
United States — Decision making — Data 


Applications of computer technology in 
school profiling and databased decision 
making / Deck, Dennis. (ED 1.310/ 
2:277159), 91-13176 


School management and organization — 
United States — Parent participation. 
Teacher, principal, and parent involve- 

ment in the effective school. Wells, 
Amy Stewart. (ED 1.310/2:292941), 
91-13239 


School management and organization — 
United States — States — Data bases. 
Statewide education databases : policy 

issues : discussion draft / Hansen, Ken- 
neth H. (ED _ 1.310/2:286256), 91- 
13204 


School personnel management — United 

States. 

A collaborative approach to leadership in 
supervision : final report / Oja, Sharon 
Nodie. (ED _ 1.310/2:304431), 91- 
13322, 91-13323, 91-13324 


A collaborative approach to leadership in 
supervision : presentation to AACTE, 
Washington, DC, 14 February 1987 / 
Ham, Maryellen C. (ED _ 1.310/ 
2:277696), 91-13177 


Teacher, principal, and parent involve- 
ment in the effective school. Wells, 
Amy Stewart. (ED  1.310/2:292941), 
91-13239 


School principals — In-service training — 
United States — Bibliography. 
Resources for improving principal effec- 
tiveness / Gaddy, C. Stephen. (ED 
1.310/2:285284), 91-13202 


School principals — Training of — United 

States. 

A collaborative approach to leadership in 
supervision : final report / Oja, Sharon 
Nodie. (ED _ 1.310/2:304431), 91- 
13322, 91-13323, 91-13324 


A collaborative approach to leadership in 
supervision : presentation to AACTE, 
Washington, DC, 14 February 1987 / 
Ham, Maryellen C. (ED 1.310/ 
2:277696), 91-13177 


School principals — Training of — United 
States — Bibliography. 
Resources for improving principal effec- 
tiveness / Gaddy, C. Stephen. (ED 
1.310/2:285284), 91-13202 


School verse, American. 
Teaching poetry writing to adolescents / 
Tsujimoto, Joseph I., 1946- (ED 1.310/ 
2:295214), 91-13253 
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Schools — Hawaii. 
Profile of Pacific schools / (ED 1.310/ 
2:286976), 91-13207 


Schools — Pacific Islands (Trust Territory) 
Profile of Pacific schools / (ED 1.310/ 
2:286976), 91-13207 


Science — Study and teaching — Japan. 
Analyses and comparisons of science cur- 
ricula in Japan and the United States / 
(ED 1.310/2:271395), 91-13169 


Science — Study and teaching — United 
States. 
Analyses aud comparisons of science cur- 
ricula in Japan and the United States / 
(ED 1.310/2:271395), 91-13169 


The science report card : elements of risk 
and recovery : trends and achievement 
based on the 1986 National Assessment 
/ Mullis, Ina V. S. (ED 1.310/ 
2:300265), 91-13301 


Teaching science and mathematics to at 
risk students / Wendy Schwartz. 
Schwartz, Wendy. (ED _ 1.310/ 
2:289948), 91-13228 


Science — Study and teaching — United 
States — Bibliography. 
The crisis in science education / Ca- 
doree, Michelle. (LC 33.10:90-5), 91- 
13695 


Science — Study and teaching (Elementary) 

— United States. 

Science misconceptions research and 
some implications for the teaching of 
science to elementary school students / 
Blosser, Patricia E. (ED _ 1.310/ 
2:282776), 91-13189 


Science and state — United States. 

The effect of changing export controls on 
cooperation in science and technology : 
hearing before the Committee on Sci- 
ence, Space, and Technology, U.S. 
House of Representatives, One Hun- 
dred First Congress, second session, 
May 16, 1990. United States. Congress. 
House. Committee on Science, Space, 
and Technology. (Y 4.Sci 2:101/167), 
91-14129 


Science projects — Bibliography. 
Environmental science projects / Carter, 
Constance. (LC 33.10:90-2), 91-13694 


Science teachers — Training of — United 

States. 

Science misconceptions research and 
some implications for the teaching of 
science to elementary school students / 
Blosser, Patricia E. (ED 1.310/ 
2:282776), 91-13189 


Scientists — United States — Directories. 
Directory of professional workers in state 
agricultural experiment stations and 
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other cooperating state institutions. (A 
1.76:305/990), 91-12675 


Professional workers in state agricultural 
experiment stations and other cooperat- 
ing state institutions (A 1.76:305/990), 
91-12675 


Sea Otter Sound (Alaska) — Navigation. 
United States, Alaska—southeast coast, 
Davidson Inlet and Sea Otter Sound / 
United States. National Ocean Service. 

(C 55.418/7:17403/990), 91-12871 


Sea urchins. 

Supplemental report for the sperm cell 
tests using the sea urchin Arbacia 
punctulata : training videotape / (EP 
1.23:600/3-90/077), 91-13339 


Seattle Public Library — Handbooks, 
manuals, etc. 

Read Aloud Programs for the Elderly 
Project : instructional manual / Leon- 
ard, Gloria. (ED 1.310/2:304558), 91- 
13326 


Second International Mathematics Study. 
The Underachieving curriculum : assess- 
ing U.S. school mathematics from an 
international perspective / (ED 1.310/ 
2:297930), 91-13272 


Second language acquisition. 
Adlai E. Stevenson High School Bilin- 
gual Education and Career Awareness 


Program, 1986-1987 / Cabrera, Eulalia. | 


(ED 1.310/2:298774), 91-13279 


The Bilingual Program Resource and 
Training Center, 1986-1987 / Asselle, 


Maria Grazia. (ED 
91-13278 


James Monroe High School Proyecto 
Nuevos Horizontes, 1986-1987 / Marti- 
nez, Ana L. (ED 1.310/2:298784), 91- 
13285 


Park West High School Vocational and 
High School Equivalency Bilingual 
Program, 1986-1987 / Asselle, Maria 
Grazia. (ED _ 1.310/2:298779), 91- 
13284 


Project BRIDGES, 1986-1987 / Scorza, 
Margaret H. (ED 1.310/2:298790), 91- 
13288 


Project CHAMP, 1986-1987 / Cabrera, 
Eulalia. (ED _ 1.310/2:298785), 91- 
13286 


Second language learners’ formal defini- 
tions : an oral language correlate of 
school literacy / (ED 1.310/2:287307), 
91-13208 


Second language acquisition — Computer- 
assisted instruction. 

Jamaica High School Computer-Assisted 
Bilingual/Bicultural Multi-Skiils 
Project, 1986-1987 / Asselle, Maria 
Grazia. (ED _1.310/2:298778), 91- 
13283 
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Project COM-TECH (Bilingual Comput- 
er- and Technology-Oriented Pro- 
gram), 1986-1987 / Martinez, Ana L. 
(ED 1.310/2:298777), 91-13282 


Second language acquistion. 

Project GET SET, 1986-1987 / Martinez, 
Ana L. (ED _1.310/2:298776), 91- 
13281 


Securities — United States. 

Securities regulation : efforts to detect, 
investigate, and deter insider trading : 
report to the chairman, Subcommittee 
on Oversight and Investigations, Com- 
mittee on Energy and Commerce, 
House of Representatives / (GA 
1.13:GGD-88-116), 91-13456 


Securities — United States — Auditing. 

Expanding auditor responsibility : hearing 
before the Subcommittee on Telecom- 
munications and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, One Hun- 
dred First Congress, second session, 
August 2, 1990. United States. Con- 
gress. House. Committee on Energy 
and Commerce. Subcommittee on Tele- 
communications and Finance. (Y 4.En 
2/3:101-196), 91-14034 


Securities fraud — United States. 

Expanding auditor responsibility : hearing 
before the Subcommittee on Telecom- 
munications and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, One Hun- 
dred First Congress, second session, 
August 2, 1990. United States. Con- 
gress. House. Committee on Energy 
and Commerce. Subcommittee on Tele- 
communications and Finance. (Y 4.En 
2/3:101-196), 91-14034 


Security, International. 

U.S. government controls on sales to Iraq 
: hearing before the Commerce, Con- 
sumer, and Monetary Affairs Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, One Hundred First Congress, 
second session, September 27, 1990. 
United States. Congress. House. Com- 
mittee on Government Operations. 
Commerce, Consumer, and Monetary 
Affairs Subcommittee. (Y 4.G 74/7:Sa 
8/3), 91-14066 


Security, International — Handbooks, 
manuals, etc. 
A Guide to international participation in 
the Strategic Defense Initiative. (D 
1.6/2:St 8), 91-12917 


Self-care, Health — Bibliography. 

Patient education for self-care : the role 
of nurses : January 1983 through Sep- 
tember 1990 : 468 citations / Tillman, 
Peggie S. (HE 20.3615/2:90-15), 91- 
13490 
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1991 instructions for Form 1040C : U.S. 
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United States. Internal Revenue Serv- 
ice. (T 22.51:1040 C/inst./991), 91- 
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Collecting unpaid taxes : why can’t the 
IRS do better? : hearing before the 
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Senate. Committee on Governmental 
Affairs. (Y 4.G 74/9:S.hrg.101-1165), 
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A collaborative approach to leadership in 
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Guidelines and application form for par- 
ticipants (NF 3.13/3-2:991), 91-13844 
Summer seminars for school teachers. 
Guidelines and application form for 
participants. (NF 3.13/3-2:991), 91- 
13844 





Telephone U.S. Equipment and supplies 


Teachers — United States — Attitudes — 
Statistics. 
Public school teacher perspectives on 
school discipline. (ED 1.310/2:289259), 
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fiche] / Fulton, Robert E. (NAS 
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Congress. House. Committee on 
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and special tools lists for telephone set 
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868-8215). (D 101.11:11-5805-371-20 P), 
91-13060 


Page I-395 





Teletype U.S. Equipment and supplies 


Teletype — United States — Equipment and 
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Handbooks, manuals, etc. 

Direct support, general support, and 
depot maintenance manual : teletype- 
writer control unit C-7050/G. NSN 
5815-00-999-3473. (D  101.11:11-5815- 
335-35), 91-13061 


Teletype — United States ¢ Equipment and 
supplies — Handbooks, manuals, etc. 
Operator’s and organizational mainte- 

nance manual : teleprinter sets, AN/ 
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.. and teletypewriter-display sets, AN/ 
GGC-55(V)1 (NSN 5815-01-009-4322 
.. and teletypewriter-teleprinter sets, 
AN/GGC-57A(V)3 (NSN 5815-01-009- 
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printer sets, AN/GGC-59(V)1 (NSN 
5815-01-015-0838) ... and teletypewriter 
set AN/GGC-62(V)5 (NSN 5815-01- 
071-8446) .... (D 101.11:11-5815-606-12), 
91-13062 
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Television Decoder Circuitry Act of 
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on Commerce, Science, and Transpor- 
tation on S. 1974. United States. Con- 
gress. Senate. Committee on Com- 
merce, Science, and Transportation. (Y 
1.1/5:101-393), 91-13916 


Television and children — Research — 
United States. 
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recent research / Comstock, George | 


A. (ED 1.310/2:292466), 91-13237 
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United States, Alaska—Aleutian Islands, 


Attu Island, Temnac Bay / United | 


States. National Ocean Service. (C 


55.418/7:16431/990), 91-12861 
Tennessee — Maps, Topographic. 


7.5 minute series (topographic), [Tennes- | 
35084-A7-TF-024, Felker quad- | 
rangle, Tennessee, 1967 / Geological | 
Survey (U.S.) (I 19.81:35084-A 7-TF- | 


see]. 


024/989), 91-13563 


7.5 minute series (topographic), [Tennes- 


see]. 35084-G4-TF-024, Cave Creek 
quadrangle, Tennessee, 1968 / Geologi- 
cal Survey (U.S.) (I 19.81:35084-G 4 
TF-024/989), 91-13564 


7.5 minute series (topographic), [Tennes- 
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TF-024/988), 91-13565 


Textile industry — United States. 
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Page 1-396 


June 7, 1990. United States. Congress. 
Senate. Committee on Finance. (Y 4.F 
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Thermistors. 

Studies of error in temperature measure- 
ment with thermistors in the range be- 
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flows [microform] / Asseng, E. (NAS 
1.77:20302), 91-13831 


Thermodynamics. 
Dynamics insulation systems [microform] 
/ (NAS 1.26:177026), 91-13747 


Thin films. 
Recent development of surface modifica- 
tion processing [microform] / (NAS 
1.77:20326), 91-13834 
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Tables — Periodicals. 
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Tables — Periodicals. 
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New York Harbor to Chesapeake Bay (C 
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Regional tide and tidal current tables. 
New York Harbor to Chesapeake Bay 
(C 55.425/3:990), 91-12886 
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New York Harbor to Chesapeake Bay. 
(C 55.425/3:990), 91-12886 


Tidal current tables. Atlantic Coast of 
North America. (C 55.425:991), 91- 
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has come? / Green, David W. (A 
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Timber — Marketing — Government policy 

— United States. 

Administration’s proposed below-cost 
commercial timber sale pilot test : hear- 
ing before the Subcommittee on For- 
ests, Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
Congress, second session, March 1, 
1990. United States. Congress. House. 
Committee on Agriculture. Subcom- 
mittee on Forests, Family Farms, and 
Energy. (Y 4.Ag 8/1:101-65), 91- 
13966 


Tobacco — Physiological effect. 
Alcohol, tobacco, and other drugs may 
harm the unborn / Cook, Paddy Shan- 
non. (HE 20.8002:T 55), 91-13499 
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Tobacco habit — Treatment — United 
States. 
Nurses, help your patients stop smoking. 
(HE 20.3002:N 93/12), 91-13482 


Toiyabe National Forest (Nev. and Calif.) — 


Maps. 

Toiyabe National Forest (Austin Ranger 
District), Nevada : forest visitor/travel 
map, 1987 / United States. Forest 
Service. Intermountain Region. (A 
13.28:T 57/19/990), 91-12690 


Tonga — Maps. 

South Pacific Ocean, Tonga, Tonga Is- 
lands / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:83560/990), 
91-12992 


Tourist trade — United States — 
Periodicals. 
Marketing abroad (C 47.20:987-88), 91- 
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Marketing U.S. tourism abroad. 
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Marketing US _ tourism 
47.20:987-88), 91-12806 


Review of USTTA international markets 
and summary of cooperative advertis- 
ing opportunities. (C  47.20:986-87), 
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Toxicity testing. 

Supplemental report for the red algal 
sexual reproduction test : training vid- 
eotape / (EP 1.23:600/3-90/076), 91- 
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Supplemental report for the sperm cell 
tests using the sea urchin Arbacia 
punctulata : training videotape / (EP 
1.23:600/3-90/077), 91-13339 


Tractors — United States — Handbooks, 
manuals, etc. 

Hand receipt manual covering basic issue 
items (BII) and additional authorization 
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6x6, M123 w/dual rear winches, na- 
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Committee on Governmental Affairs, 
United States Senate, One Hundred 
First Congress, second session 
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tions. (Y 4.G 74/9:S.hrg.101-659/pt.3- 
4), 91-14069 
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Austria / Austria (United States. Embas- 
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Labor trends in Austria Austria (United 
States. Embassy (Austria)) (L 29.16:Au 
7/989-90), 91-13664 
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Denmark / Denmark (United States. Em- 
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United Kingdom (United States. Em- 
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(United States. Embassy (Great Brit- 
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Labor trends in Haiti Haiti (United 
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Trade-unions — Sweden — Periodicals. 
Labor trends in Sweden Sweden (United 
States. Embassy (Sweden)) (L 29.16:Sw 
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Sweden / Sweden (United States. Embas- 
sy (Sweden)) (L 29.16:Sw 3/989), 91- 
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Trails — Minnesota — Voyageurs National 

Park — Maps. 

Winter trail development : Voyageurs 
National Park / United States. National 
Park Service. (1 29.8:V 94/3/trail), 
91-13633 
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CFR. 49, Transportation (AE 2.106/3:49/ 
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91-12740 


Code of federal regulations. 49, Transpor- 
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Transportation (AE 2.106/3:49/pt.100- 
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United States. 
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United States. Congress (101st, 2nd ses- 
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Treaty on the Final Settlement with Respect 

to Germany (1990) 

Implications of treaty on final German 
settlement for NATO strategy and U.S. 
military presence in Europe : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, One Hun- 
dred First Congress, second session, 
October 4, 1990. United States. Con- 
gress. Senate. Committee on Armed 
Services. (Y 4.Ar 5/3:S.hrg.101-1154), 
91-13988 


Trieste, Gulf of — Navigation. 
Italy—Yugoslavia, Mediterranean 
Adriatic Sea, Gulf of Trieste / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:54163/989), 91-12951 


Truck-mounted cranes — Handbooks, 
manuals, etc. 

Operator’s manual : crane-shovel, basic 
unit, truck mounted 20 ton, 3/4 cu yd, 
gasoline driven, 6x6 (Quickway model 
M-200), non-winterized (FSB 3810-542- 
4982), crane serial numbers 20-026 
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through 20-500, carrier serial numbers 
59-026C through 59-500C, winterized 
to minus 65 degrees (FSN 3810-542- 
4980), crane serial numbers 20-001 
through 20-025, carrier serial numbers 
59-001C through 59-025C. (D 101.11:5- 
3810-207-10), 91-13006 


Trucks — United States — Handbooks, 
manuals, etc. 

Hand receipt manual covering basic issue 
items (BID) and additional authorization 
list (AAL) for truck, tractor, 10-ton, 
6x6, M123 w/dual rear winches, na- 
tional stock no. 2320-00-395-1875; 
M123C w/rear winch, national stock 
no. 2320-00-294-9552 .... (D 101.11:9- 
2320-206-10 HR), 91-13035 


Trucks, Military — United States — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Direct support and general support main- 
tenance manual for truck, platform util- 
ity, 1/2 ton, 4 x 4, M274A2 (2320-074- 
1167), M274A3 (2320-782-5792), 
M274A4 (2320-782-5793), and M274A5 
(2320-930-1976). (D 101.11:9-2320-246- 
34), 91-13036 


Turbulence. 

Convective storm downdraft outflows 
detected by NASA/MSFC’s airborne 
10.6 [micro]m pulsed Doppler lidar 
system [microform] / Emmitt, G. D. 
(NAS 1.26:3898), 91-13738 


On the interaction of small and large 
eddies in two dimensional turbulent 
flows [microform] / Foias, Ciprian. 
(NAS 1.26:178370), 91-13759 


Turkey — Description and travel. 
Background notes, Turkey. (S_ 1.123:T 
84/991), 91-13862 


Turkey — Economic conditions — 
Periodicals. 
Turkey / Turkey (Washington, D.C.) (C 
61.11:T 84/991), 91-12914 


| Turkey — Foreign economic relations — 


United States — Periodicals. 
Turkey / Turkey (Washington, D.C.) (C 
61.11:T 84/991), 91-12914 


| Tuvalu — Maps. 


Pacific Ocean, Republic of Kiribati— 
Tuvalu, Gilbert Islands to Tuvalu Is- 
lands / United States. Defense Map- 
ping Agency. Hydrographic/Topo- 
graphic Center. (D 5.356:83005/990), 
91-12991 


Tyrrhenian Sea — Navigation. 

Tyrrhenian Sea, Italy—France, Capo 
Circeo to Capo Falcone, including east 
Corse and northeast Sardegna / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:53120/990), 91-12949 
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U.S. Customs Service. 

Customs Service : importing community 
should benefit from PAIRED program 
: briefing report to the chairman, Sub- 
committee on Treasury, Postal Service, 
and General Government, Committee 
on Appropriations, U.S. Senate / 
United States. General Accounting 
Office. (GA 1.13:GGD-88-118 BR), 
91-13457 


Ultrasonic cleaning — Handbooks, manuals, 
etc. 


Unit, direct support, and general support 
maintenance manual (including repair 
parts and special tools list) : cleaner, 
ultrasonic, mobile 6530-01-254-4135. (D 
101.11:8-6530-005-24 & P), 91-13023 


Ultrasonic testing. 

The SAFT-UT real-time inspection 
system : operational principles and im- 
plementation / Hall, T. E. (Thomas 
Edward) (Y 3.N_ 88:25/5075), 91- 
13941 


Underachievers — United States. 
The Role of testing and evaluation / (ED 
1.310/2:294955), 91-13251 


Testing policies and procedures for the 
at-risk student program area / Gomez, 
Mary Louise. (ED _ 1.310/2:304454), 
91-13325 


Underachievers — United States — 

Statistics. 

A summary of state chapter 1 participa- 
tion and achievement information for 
1985-86 / Gutmann, Babette. (ED 
1.310/2:305410), 91-13331 


Underground railroad. 

Miscellaneous national parks measures : 
hearing before the Subcommittee on 
Public Lands, National Parks, and For- 
ests of the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred First Congress, 
second session, on S. 2771, S. 2802, S. 
2809, H.R. 3863, S. 2818, H.R. 4834, 
H.R. 5084, September 20, 1990. United 
States. Congress. Senate. Committee on 
Energy, and Natural Resources. Sub- 
committee on Public Lands, National 
Parks, and Forests. (Y 4.En 
2:S.hrg.101-1147), 91-14021 


Underwater archaeology — California. 
Submerged cultura! resource assessment : 
Golden Gate National Recreation 
Area, Gulf of the Farallones National 
Marine Sanctuary, and Point Reyes 
National Seashore / Delgado, James P. 
(I 29.116:18), 91-13636 
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Unemployed — United States — Statistics. 
A study of unemployment insurance re- 
cipients and exhaustees : findings from 
a national survey / Corson, Walter. (L 
37.20:90-3), 91-13680 


Unfair labor practices — United States. 

1990 oversight hearing on the National 
Labor Relations Board : hearing before 
the Employment and Housing Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, One Hundred First Congress, 
second session, October 3, 1990. United 
States. Congress. House. Committee on 
Government Operations. Employment 
and Housing Subcommittee. (Y 4.G 
74/7:N 21/3/990), 91-14064 


United Nations. 

Current developments in the United Na- 
tions system : hearing before the Sub- 
committees on Human Rights and 
International Organizations, and on 
International Operations of the Com- 
mittee on Foreign Affairs, House of 
Representatives, One Hundred First 
Congress, second session, September 
19, 1990. United States. Congress. 
House. Committee on Foreign Affairs. 
Subcommittee on Human Rights and 
International Organizations. (Y 4.F 76/ 
1:Un 35/99), 91-14054 


United Nations — Economic assistance. 

Current developments in the United Na- 
tions system : hearing before the Sub- 
committees on Human Rights and 
International Organizations, and on 
International Operations of the Com- 
mittee on Foreign Affairs, House of 
Representatives, One Hundred First 
Congress, second session, September 
19, 1990. United States. Congress. 
House. Committee on Foreign Affairs. 
Subcommittee on Human Rights and 
International Organizations. (Y 4.F 76/ 
1:Un 35/99), 91-14054 


United States. 

An Act to Amend Title 11 of the United 
States Code with Respect to the Non- 
dischargeability of Debts Arising from 
Unlawful Driving While Intoxicated or 
Impaired and Arising from Restitution 
Imposed for Committing Crimes. 
United States. (AE 2.110:101-581), 91- 
12766 


An Act to Amend Title 39, United States 
Code, to Allow Free Mailing Privi- 
leges to be Extended to Members of 
the Armed Forces While Engaged in 
Temporary Military Operations Under 
Arduous Circumstances. United States. 
(AE 2.110:101-384), 91-12742 


An Act to Amend Title 39, United States 
Code, to Designate as Nonmailable 
Matter Solicitations for the Purchase of 
Goods or Services, or Solicitation for 





U.S. Appropriations and expenditures. 


Donations Which Could Reasonably 
Be Construed as Implying Any Federal 
Government Connection or Endorse- 
ment, unless Such Matter Contains an 
Appropriate, Conspicuous Disclaimer, 
and for Other Purposes. United States. 
(AE 2.110:101-524), 91-12752 


United States. Administrative Office of the 
United States Courts — Officials and 
employees. 

An Act to Establish a Comprehensive 
Personnel System for Employees of the 
Administrative Office of the United 
States Courts, and for Other Purposes. 
United States. (AE 2.110:101-474), 91- 
12748 


United States. Administrative Office of the 
United States Courts — Personnel 


management. 

An Act to Estabiish a Comprehensive 
Personnel System for Employees of the 
Administrative Office of the United 
States Courts, and for Other 
United States. (AE 2.110:101-474), 
12748 


United States. Agency for International 

Development. 

Recent environmental activities of the 
Agency for International Development 
: hearing before the Subcommittee on 
Human Rights and International Orga- 
nizations of the Committee on Foreign 
Affairs, House of Representatives, One 
Hundred First Congress, second ses- 
sion, September 26, 1990. United 
States. Congress. House. Committee on 
Foreign Affairs. Subcommittee on 
Human Rights and International Orga- 
nizations. (Y 4.F 76/1:En 8/3), 91- 
14045 


United States. Agency for International 
Management. 


91- 


Accountability and control over foreign 
assistance : statement of Frank C. Con- 
ahan, Assistant Comptroller General, 
National Security & International Af- 
fairs Division before the Committee on 
Appropriations, Subcommittee on For- 
eign Operations, Export Financing, and 
Related Programs, House of Represent- 
atives. Conahan, Frank C. (GA 1.5/ 
2:T-NSIAD-90-25), 91-13446 


United States. Air Force — Handbooks, 
manuals, etc. 

Field and depot maintenance repair parts 
and special tools list for headsets HS- 
30-A, HS-30-B, HS-30-C, HS-30-D, 
HS-30-E, HS-30-F, HS-30-G, HS-30-H, 
HS-30-J, HS-30-K, HS-30-L, HS-30-L, 
HS-30-R and HS-30-U. (D 101.11:11- 
5965-230-35 P), 91-13090 


United States. Air Force. Office of Special 


Investigations. 
The Air Force, OSI. (D 301.2:0f 2/6), 
91-13145 
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United States. Air Force. Office of Special 
Investigations — Officials and empioyees 
— Recruiting. 

The Air Force, OSI. (D 301.2:0f 2/6), 
91-13145 


United States. Air Force. Space Wing, Ist — 
Handbooks, manuals, etc. 
A visitor guide. United States. Air Force. 
Space Wing, Ist. (D 301.6/5:Sp 1), 
91-13146 


United States — Appropriations and 
expenditures. 

Deferrals and revised deferrals of budget 
authority : message from the President 
of the United States transmitting a 
report of two new deferrals and four 
revised deferrals of budget authority 
which affect programs in international 
security assistance, and the departments 
of Agriculture, State, and Transporta- 
tion, pursuant to 2 U.S.C. 684(a), 
685(c). United States. President (1989- : 
Bush) (Y 1.1/7:102-24), 91-13924 

The economic and budget outlook : hear- 
ing before the Committee on the 
Budget, House of Representatives, One 


mittee on the Budget. (v 4.B 85/3:101- 
14), 91-14003 


Joint Resolution Making Further Con- 
tinuing Appropriations for the Fiscal 
Year 1991, and for Other Purposes. 
United States. (AE 2.110:101-467), 91- 
12747 

Making appropriations for the Depart- 
ment of Defense : conference report (to 
accompany H.R. 5803). United States. 
Congress (101st, 2nd session : 1990) (Y 
1.1/8:101-938), 91-13931 

Proposed authorizations for the water re- 
sources development program of the 
U.S. Army Corps of Engineers : hear- 
ings before the Subcommittee on 
Waier Resources of the Committee on 
Public Works and Transportation, 
House of Representatives, One Hun- 
dred First second session, 
March 1, 7, 14; April 24, 1990. United 
States. Congress. House. Committee on 
Public Works and Transportation. Sub- 
committee on Water Resources. (Y 4.P 
96/11:101-59), 91-14122 

Report of the Committee on Banking, Fi- 
nance and Urban Affairs pursuant to 
section 302(b) of the Congressional 
Budget Act of 1974. United States. 
Congress. House. Committee on Bank- 
ing, Finance, and Urban Affairs. (Y 
1.1/8:102-8), 91-13935 
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expenditures, 1988. 

Insular areas budget request for fiscal 
year 1988 : oversight hearing before 
the Subcommittee on Insular and Inter- 
national Affairs of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundredth Con- 
gress, first session ... hearing held in 
Washington, DC, February 26, 1987. 
United States. Congress. House. Com- 
mittee on Interior and Insular Affairs. 
Subcommittee on Insular and Interna- 
tional Affairs. (Y 4.In 8/14:100-80), 
91-14085 


United States — Appropriations and 


expenditures, 1989. 

Insular areas budget request for fiscal 
year 1989 : oversight hearings before 
the Subcommittee on Insular and Inter- 
national Affairs of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundredth Con- 
gress, second session ... hearings held in 
Washington, DC, February 18, 1988, 
February 25, 1988. United States. Con- 
gress. House. Committee on Interior 
and Insular Affairs. Subcommittee on 
Insular and International Affairs. (Y 
4.In 8/14:100-87), 91-14087 


United States — Appropriations and 


expenditures, 1990-1991. 

Act to Authorize Appropriations for Ac- 
tivities of the National Telecommunica- 
tions and Information Administration 
for Fiscal Years 1990 and 1991 United 
States. (AE 2.110:101-555), 91-12757 


National Telecommunications and Infor- 


mation Administration authorization, 
fiscal years 1990 and 1991. United 
States. (AE 2.110:101-555), 91-12757 


United States — Appropriations and 
expenditures, 1991. 


An Act Making Appropriations for the 
Department of Transportation and Re- 
lated Agencies for the Fiscal Year 
Ending September 30, 1991, and for 
Other Purposes. United States. (AE 
2.110:101-516), 91-12751 


Authorizing funds to the Committee on 
Agriculture, Nutrition, and Forestry 
during the period March 1, 1991, 
through February 28, 1993 : report (to 
accompany S. Res. 36). United States. 
Congress. Senate. Committee on Agri- 
culture, Nutrition, and Forestry. (Y 
1.1/5:102-10), 91-13919 


Department of Defense authorization for 
appropriations for fiscal year 1991 
hearings before the Committee on 
Armed Services, United States Senate, 
One Hundred First Congress, second 
session, on S. 2884 .... United States. 
Congress. Senate. Committee on 
Armed Services. (Y 4Ar 5/ 
3:S.hrg.101-986/pt.6), 91-13987 
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U.S. Appropriations and expenditures, 1988. 
United States — Appropriations and 


Department of the Interior and related 
agencies appropriations for fiscal year 
1991 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, One Hundred 
First Congress, second session, on H.R. 
5769 .... United States. Congress. 
Senate. Committee on Appropriations. 
Subcommittee on the Dept. of the Inte- 
rior and Related Agencies. (Y 4.Ap 6/ 
2:S.hrg.101-1179/pt.1-2), 91-13982 


Department of Transportation and Relat- 
ed Agencies Appropriations Act, 1991 
United States. (AE 2.110:101-516), 91- 
12751 


Department of Transportation and related 
agencies appropriations for fiscal year 
1991 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, One Hundred 
First Congress, second session, on H.R. 
5229 .... United States. Congress. 
Senate. Committee on Appropriations. 
Subcommittee on Transportation and 
Related Agencies. (Y 4.Ap 6/ 
2:S.hrg.101-865/pt.3), 91-13978 


Departments of Labor, Health and 
Human Services, Education, and relat- 
ed agencies appropriations for fiscal 
year 1991 : hearings before a subcom- 
mittee of the Committee on Appropria- 
tions, United States Senate, One Hun- 
dred First Congress, second session, on 
H.R. 5257 .... United States. Congress. 
Senate. Committee on Appropriations. 
Subcommittee on Departments of 
Labor, Health and Human Services, 
Education, and Related Agencies. (Y 
4.Ap 6/2:S.hrg.101-713/pt.4), 91- 
13977 


Departments of Veterans Affairs and 
Housing and Urban Development, and 
independent agencies appropriations for 
1991 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, One Hun- 
dred First Congress, second session / 
United States. Congress. House. Com- 
mittee on Appropriations. Subcommit- 
tee on VA, HUD, and Independent 
Agencies. (Y 4.Ap 6/1:V 64/4/991), 
91-13975 


Energy and water development appro- 
priations for fiscal year 1991 : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, One Hundred First Congress, 
second session, on H.R. 5019 .... United 
States. Congress. Senate. Committee on 
Appropriations. Subcommittee on 
Energy and Water Development. (Y 
4.Ap 6/2:S.hrg.101-1081/pt.2), 91- 
13979 


Hearings on National Defense Authoriza- 
tion Act for fiscal year 1991—H.R. 
4739 and oversight of previously au- 
thorized programs before the Commit- 
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tee on Armed Services, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session : Seapower and 
Strategic and Critical Materials Sub- 
committee hearings on seapower, hear- 
ings held January 24, February 28, 
March 7, 21, April 4, 24, and July 24, 
1990. United States. Congress. House. 
Committee on Armed Services. (Y 
4.Ar 5/2 a:989-90/47), 91-13983 

Making appropriations for the Depart- 
ment of Transportation and related 
agencies, for the fiscal year ending 
September 30, 1991, and for other pur- 
poses : conference report (to accompa- 
ny H.R. 5229). United States. Congress 
(101st, 2nd session : 1990) (Y 1.1/8:101- 
892/corr.), 91-13929 


Making appropriations for the legislative 
branch for the fiscal year ending Sep- 
tember 30, 1991, and for other purposes 

conference report (to accompany 
H.R. 5399). United States. Congress 
(101st, 2nd session : 1990) (Y 1.1/8:101- 
965), 91-13933 


Review of the fiscal year 1991 budget of 
the Forest Service, U.S. Department of 
Agriculture : hearing before the Sub- 
committee on Forests, Family Farms, 
and Energy of the Committee on Agri- 
culture, House of Representatives, One 
Hundred First Congress, second ses- 
sion, February 6, 1990. United States. 
Congress. House. Committee on Agri- 
culture. Subcommittee on Forests, 
Family Farms, and Energy. (Y 4.Ag 8/ 
1:101-66), 91-13967 


Supplemental non-defense appropriations 
request for fiscal year 1991 : communi- 
cation from the President of the United 
States transmitting his request for 
emergency fiscal year 1991 supplemen- 
tal appropriations for various civilian 
executive branch agencies, pursuant to 
31 U.S.C. 1107. United States. Presi- 
dent (1989- : Bush) (Y 1.1/7:102-44), 
91-13928 


United States — Appropriations and 

expenditures, 1992. 

Department of the Interior and related 
agencies appropriations for 1992 : hear- 
ings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, One Hundred 
Second Congress, first session / United 
States. Congress. House. Committee on 
Appropriations. Subcommittee on 
Dept. of the Interior and Related 
Agencies. (Y 4.Ap 6/1:In 8/6/992/pt.1- 
4), 91-13973 

Military construction appropriations for 
1992 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, One Hun- 
dred Second Congress, first session / 
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United States. Congress. House. Com- 
mittee on Appropriations. Subcommit- 
tee on Military Construction Appro- 
priations. (Y 4.Ap 6/1:M 59/6/992/ 
pt.1-3), 91-13974 


United States. Arctic Research Commission 
— Periodicals. 
Arctic research of the United States. (NS 
1.51/2:989-2), 91-13846 


United States — Armed Forces — 
Handbooks, manuals, etc. 
Armed Forces Medical Examiner System 
: medical services. United States. Dept. 
of the Army. (D_ 101.9:40-57), 91- 
13001 


Direct support, general support, and 
depot maintenance manual : teletype- 
writer control unit C-7050/G, NSN 
5815-00-999-3473. (D 101.11:11-5815- 
335-35), 91-13061 


Storage and materials handling. 
101.11:743-200-1/990), 91-13123 


(D 


United States — Armed Forces — Inventory 
control — Handbooks, manuals, etc. 
Defense Integrated Data System, 

SAMMS : DICs, tables, codes, formats. 
(D 7.6/7:4130.1), 91-12996 


United States — Armed Forces — Medical 
examinations — Handbooks, manuals, etc. 
Armed Forces Medical Examiner System 

: medical services. United States. Dept. 
of the Army. (D_ 101.9:40-57), 91- 
13001 


United States — Armed Forces — Military 
construction operations — Law and 
legislation. 

Military construction appropriations for 
1992 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, One Hun- 
dred Second Congress, first session / 
United States. Congress. House. Com- 
mittee on Appropriations. Subcommit- 
tee on Military Construction Appro- 
priations. (Y 4.Ap 6/1:M 59/6/992/ 
pt.1-3), 91-13974 


United States — Armed Forces — Personnel 
management. 

Extention of time for performing certain 
acts for individuals who are part of 
Desert Shield Operations : report (to 
accompany S. 251). United States. Con- 
gress. Senate. Committee on Finance. 
(Y 1.1/5:102-2), 91-13918 


United States — Armed Forces — Postal 
service. 

An Act to Amend Title 39, United States 
Code, to Allow Free Mailing Privi- 
leges to be Extended to Members of 
the Armed Forces While Engaged in 
Temporary Military Operations Under 
Arduous Circumstances. United States. 
(AE 2.110:101-384), 91-12742 





U.S. Army Equipment Maintenance and repair 


United States — Armed Forces — 
Procurement — Management. 
Defense procurement fraud / United 
States. Dept. of Justice. Office of Legal 
Education. (J 1.2:F 86/2), 91-13646 


United States — Armed Forces — Supplies 
and stores — Handbooks, manuals, etc. 
Storage and materials handling. 

101.11:743-200-1/990), 91-13123 


United States — Armed Forces — 
Transportation. 

Effectiveness of the U.S. Civil Reserve 
Air Fleet program : hearing before the 
Subcommittee on Investigations and 
Oversight of the Committee on Public 
Works and Transportation, House of 
Representatives, One Hundred First 
Congress, second session, October 10, 
1990. United States. Congress. House. 
Committee on Public Works and 
Transportation. Subcommittee on In- 
vestigations and Oversight. (Y 4.P 96/ 
11:101-80), 91-14127 


United States. Army. Army Intelligence & 

Security Command. 

United States Army Intelligence and Se- 
curity Command : a worldwide com- 
mand, a worldwide mission. (D 
101.2:In 8/9), 91-12998 


United States. Army. Army Intelligence & 
Security Command — Officials and 
employees — Recruiting. 

United States Army Intelligence and Se- 
curity Command : a worldwide com- 
mand, a worldwide mission. (D 
101.2:In 8/9), 91-12998 


United States. Army — Aviation. 
Special air mission procedure : air trans- 
portation. United States. Dept. of the 
Army. (D 101.9:59-2/969), 91-13002 


United States. Army — Communication 
systems — Maintenance and repair — 
Handbooks, manuals, etc. 

Operator’s, organizational and direct sup- 
port maintenance for communication 
central AN/TSC-60(V)7, (NSN 5895- 
01-129-1827), part no. 649-7174-001. (D 
101.11:11-5895-1185-13), 91-13089 


United States. Army. Corps of Engineers — 
Appropriations and expenditures. 
Proposed authorizations for the water re- 

sources development program of the 
U.S. Army Corps of Engineers : hear- 
ings before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, One Hun- 
dred First Congress, second session, 
March 1, 7, 14; April 24, 1990. United 
States. Congress. House. Committee on 
Public Works and Transportation. Sub- 
committee on Water Resources. (Y 4.P 
96/11:101-59), 91-14122 
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United States. Army. Corps of Engineers — 
Directories. 


Corps of Engineers officers and warrant 
officers directory United States. Army. 
Corps of Engineers. (D 103.71:989-90), 
91-13134 


Directory, Corps of Engineers officers 
and warrant officers United States. 
Army. Corps of Engineers. (D 
103.71:989-90), 91-13134 

Engineer officer directory United States. 
Army. Corps of Engineers. (D 
103.71:989-90), 91-13134 

Officer and warrant officer directory / 
United States. Army. Corps of Engi- 
neers. (D 103.71:989-90), 91-13134 


Officers and warrant officers directory 
United States. Army. Corps of Engi- 
neers. (D 103.71:989-90), 91-13134 


United States. Army — Electronic 
installations — manuals, etc. 
Instructions for installation of modifica- 

tion kit, electronic equipment MK-345/ 
GR, IN 2 1/1-ton, 6x6 truck-mounted, 
Signal Corps repair shops M185 and 
M238. (D 101.25:SIG 316), 91-13125 


Handbooks, 

Operator’s, organizational, direct support, 
and general support maintenance 
manual, including repair parts and spe- 
cial tools lists for installation kit, elec- 
tronic equipment, MK-1234/GRC 
(NSN 5820-00-450-6804) in truck utili- 
ty, 1/4 ton, 4X4, M151, MIS51A1 or 
MI151A2 for radio sets AN/GRC-125, 
AN/GRC-160, AN/VRC-46, AN/ 
VRC-53. and AN/VRC-64. (D 
101.11:11-2300-351-14 & P-22), 91- 
13056 


United States. Army — Environmental 
aspects. 
Introduction to the Environmental 
Review Guide for Operations (ERGO). 
(D 103.6/5:En 8/4), 91-13132 


United States. Army — Equipment — 

Handbooks, manuals, etc. 

Alignment procedures : test station, elec- 
tronic equipment AN/USM-410(V)2, 
6625-01-069-4223. (D  101.25:11-6625- 
2773-35), 91-13126 


Operator’s manual : platoon early warn- 
ing systems AN/TRS-2(V)i (NSN 
5895-01-063-8103) AN/TRS-2(V)6 
(NSN 5895-01-068-6749). (D 101.11:11- 
5895-1047-10), 91-13088 


United States. Army — Equipment — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Direct and general support maintenance 
repair parts and special tools list (in- 
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cluding depot maintenance repair parts 
and special tools) : shop equipment, or- 
ganizational repair, truck mounted 
(Southwest truck body model SEORL) 
FSN 4940-169-3041, (Southwest Truck 
body model SEORLT) FSN 4940-164- 
4719. (D 101.11:5-4940-225-34 P), 91- 
13019 


Direct support and general support main- 
tenance manual : multiplexer TD-976/ 
G (NSN __ 7025-01-048-9678). (D 
101.11:11-7025-202-34), 91-13117 


Field and depot maintenance manual : 
shop equipment, contact maintenance, 
truck mounted, set no. 3, (Southwest 
model SECM), serial no. S-3-628 
through S-3-730 and (Davey model 
CMU-5), serial no. 33343 through 
33343-234, FSN 4940-294-9518. (D 
101.11:5-4940-200-35), 91-13018 


Operator, organizational, direct support, 
and general support maintenance 
manual including repair parts and spe- 
cial tools list including depot level 
repair parts for target holding mecha- 
nism, tank gunnery (THM/TG), (NSN 
6920-01-085-8514), (PN 11784501), 
(NSN 6920-01-M23-2987), (PN 
9375764), (NSN  6920-01-165-4564), 


(PN 11784502). (D 101.11:9-6920-442- | 


14&P), 91-13042 


Operator, organizational, direct support 
and general support maintenance 
manual including repair parts and spe- 
cial tools lists : roller, towed, vibrating, 
airmobile, gasoline engine driven, 
Essick model VRS5TM, FSN 3895- 
252-5276. (D_ 101.11:5-3895-341-14), 
91-13011 


Operator’s and organizational mainte- 
nance manual including repair parts 
and special tools list for STABO ex- 
traction system, personnel (FSN 1670- 
168-5952, 1670-168-6064, and 1670-168- 
6063) and anchoring device, cargo and 
personnel lowering (FSN 1670-999- 
3544). (D 101.11:10-1670-262-12), 91- 
13043 


Operator’s, organizational, direct support 


and general support maintenance 
manual for microwattmeter, Boonton 
model 41BD with power detector 41- 
4E (NSN _ 6625-01-050-8800). (D 
101.11:11-6625-2857-14), 91-13110 


Operator’s, organizational, direct support, 
and general support maintenance 
manual for tool outfit, Hydraulic Sys- 
tems Test and Repair (HSTRU) (NSN 
4940-01-036-5784). (D  101.11:9-4940- 
468-14), 91-13041 


Organizational and direct support mainte- 
nance repair parts and special tools lists 
: Shelter, inflatable (MUST), (Firestone 
model MUSTFCP), (Inflated Products 
Co., Inc. model MUSTIPC), NSN 
5410-00-933-9388. (D  101.11:10-5410- 
222-23 P/1), 91-13051 
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Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools list for digital multimeter 
AN/USM-486/U (NSN 6625-01-145- 
2430). (D 101.11:11-6625-3055-24 P), 
91-13113 


Organizational maintenance repair parts 
and special tools lists for control group 
AN/GRA-6, (NSN 5820-00-644-4554). 
(D 101.11:11-5820-489-20 P), 91-13067 


United States. Army — Equipment — 

Testing. 

Research, development, test and evalua- 
tion of materiel for extreme climatic 
conditions : research, development, and 
acquisition. United States. Dept. of the 
Army. (D 101.9:70-38/979), 91-13003 


United States. Army — Facilities — Energy 
conservation. 
More powerful ideas— : —that saves 
Army energy. (D 103.122/4:91-1), 91- 
13135 


United States. Army — Firearms — 
Maintenance and repair — Handbooks, 
manuals, etc. 

DS, GS, and depot maintenance manual 
including repair parts and special tools 
lists : rifle caliber .30, automatic, 
Browning, M1918A2, W/E (1005-674- 
1309). (D_ 101.11:9-1005-208-35), 91- 
13024 


United States. Army — Handbooks, 
manuals, etc. 

Alignment procedures : test station, elec- 
tronic equipment AN/USM-410(V)2, 
6625-01-069-4223. (D_ 101.25:11-6625- 
2773-35), 91-13126 

Aviation intermediate maintenance 
manual (AVIM) : countermeasures set 
AN/TLQ-156(V)1, NSN 5865-01-145- 
5197. (D 101.11:11-5865-201-30-1), 91- 
13084 


Depot maintenance manual including 
repair parts and special tools list : re- 
ceiving set, radio AN/PRR-9 (XE-9). 
(D 101.11:11-5820-549-50-1), 91-13069 

Direct and general support and depot 
maintenance repair parts and special 
tools lists : air conditioner; vertical 
compact, floor mounted, 36,000 BTU/ 
hr cooling, 30,000 BTU/hr heating; 208 
volt, 3 phase, 50/60 hertz, (Trane 
model MAC 6V40-340-2) FSN 4120- 
935-5421, 208 volt, 3 phase, 400 hertz 
(Trane model MAC 4V40-340-3) FSN 
4120-935-5418. (D 101.11:5-4120-268-35 
P), 91-13013 

Direct and general support and depot 
maintenance repair parts and special 
tools lists : truck, fork lift, electric, 
solid rubber tires, 6000 Ib capacity, 180 
in. lift (Drexel Dynamics model FL60- 
EES600), (Army model MHE-206), 
FSN 3930-935-7867. (D 101.11:10-3930- 
611-35 P), 91-13047 


Do not order from index; see indicated entry 





Subject Index 


Direct and general support maintenance 
manual : truck, lift, fork, electric, solid 
rubber tires, Army model MHE-218, 
4,000 Ibs. capacity, 100 in. lift, Drexel 
Dynamics model FL-40-EE-6550, FSN 
3930-403-5661, 4,000 Ibs. capacity, 180 
in. lift, Drexel Dynamics model FL-40- 
EE-6250, FSN 3930-403-5662. (D 
101.11:10-3930-625-34), 91-13048 


Direct and general support maintenance 
repair parts and special tools list (in- 
cluding depot maintenance repair parts 
and special tools) : shop equipment, or- 
ganizational repair, truck mounted 
(Southwest truck body model SEORL) 
FSN 4940-169-3041, (Southwest Truck 
body model SEORLT) FSN 4940-164- 
4719. (D 101.11:5-4940-225-34 P), 91- 
13019 


Direct support and general support main- 
tenance manual : electronic equipment 
configurations Army models AH-1G, 
AH-1Q, and AH-1S(MOD) helicopters. 
(D 101.11:11-1520-221-34), 91-13055 


Direct support and general support main- 
tenance manual : multiplexer TD-976/ 
G (NSN __ 7025-01-048-9678). (D 
101.11:11-7025-202-34), 91-13117 


Direct support and general support main- 
tenance manual for engine, with con- 
tainer, turbosupercharged, diesel, fuel 
injection, 90-degree “V” type, air- 
cooled, 12-cylinder, assembly; models 
AVDS-1790-2C, 2815-00-410-1203 and 
AVDS-1790-2D, 2815-00-410-1204. (D 
101.11:9-2815-220-34/990), 91-13038 


Direct support and general support main- 
tenance manual for truck, platform util- 
ity, 1/2 ton, 4 x 4, M274A2 (2320-074- 
1167), M274A3 (2320-782-5792), 
M274A4 (2320-782-5793), and M274A5 
(2320-930-1976). (D 101.11:9-2320-246- 
34), 91-13036 


Direct support and general support main- 
tenance manual including repair parts 
and special tools lists (including depot 
maintenance repair parts and special 
tools) : rifle, 7.62-MM, Mi4, W/E 
(1005-589-1271); rifle, 7.62-MM, 
MI14A1, W/E (1005-072-5011); bipod, 
rifle, M2 (1005-711-6202). (D 101.11:9- 
1005-223-34), 91-13025 

Direct support and general support main- 
tenance repair parts and special tools 
list (including depot maintenance repair 
parts and special tools) for receiver- 
transmitter radio RT-524/VRC and 
RT-524A/VRC (NSN _ 5820-00-892- 
0622). (D 101.11:11-5820-401-34 P-2-2), 
91-13064, 91-13078 

Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools) : genera- 
tor, engine accessory (alternating cur- 
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rent): Prestolite model AMA-5102UT 
(FSN 2920-909-2483): Leece-Neville 
models 3002AC and 3002AD (FSN 
2920-909-2483), 5504AA and 5504AB 
(FSN 2920-475-1446), 2184AC (FSN 
2920-782-1955), 5300GP (FSN 2920- 
818-8635). (D 101.11:9-2920-225-34 P), 
91-13039 


Direct support, general support and 
depot maintenance manual, including 
repair parts and special tool lists : radar 
set AN/PPS-4A (NSN-5840-00-168- 
1566). (D 101.11:11-5840-211-35), 91- 
13080 


Direct support, general support or avia- 
tion intermediate maintenance (AVIM) 
: receiver-transmitter, radio RT-859A/ 
APX-72 (NSN 5895-00-149-1319) using 
test set AN/APM-305A (NSN 6625-01- 
052-3881). (D 101.11:11-5895-490-34-1), 
91-13087 


Direct support maintenance manual : test 
set, laser infrared observation device 
TS-3620/GVS-5 (NSN _ 5860-01-052- 
9477). (D 101.11:11-6625-2684-30), 91- 
13107 


Direct support maintenance manual for 
beacon sets, radio AN/TRN-30(V)1 
(NSN 5825-00-405-4510) and AN/ 
TRN-30(V)2 (NSN 5825-00-423-1654). 
(D 101.11:11-5825-255-30), 91-13075 


DS, GS, and depot maintenance manual 
including repair parts and special tools 
lists : rifle caliber .30, automatic, 
Browning, M1918A2, W/E (1005-674- 
1309). (D_ 101.11:9-1005-208-35), 91- 
13024 


DS, GS, and depot maintenance repair 
parts and special tools list : radio set 
AN/ARC-116, FSN 5821-935-5073. (D 
101.11:11-5821-261-35 P), 91-13074 


Field and depot maintenance manual : 
shop equipment, contact maintenance, 
truck mounted, set no. 3, (Southwest 
model SECM), serial no. S-3-628 
through S-3-730 and (Davey model 
CMU-5), seriai no. 33343 through 
33343-234, FSN 4940-294-9518. (D 
101.11:5-4940-200-35), 91-13018 
Field and depot maintenance repair parts 
and special tools list for headsets HS- 
30-A, HS-30-B, HS-30-C, HS-30-D, 
HS-30-E, HS-30-F, HS-30-G, HS-30-H, 
HS-30-J, HS-30-K, HS-30-L, HS-30-L, 
HS-30-R and HS-30-U. (D 101.11:11- 
5965-230-35 P), 91-13090 


General support maintenance repair parts 
and special tools lists (including depot 
maintenance repair parts and special 
tools) for radio test set AN/ARM-92B, 
(NSN 6625-00-631-5501). (D 101.11:11- 
6625-2709-40 P), 91-13108 


Hand receipt covering contents of com- 
ponents of end item (COED), basic issue 
items (BID), and additional authoriza- 
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tion list (AAL) for radio set AN/PRC- 
68, (NSN _ 5820-01-079-9260). (D 
101.11:11-5820-882-10-HR), 91-13073, 
91-13093 


Hand receipt manual covering basic issue 
items (BII) and additional authorization 
list (AAL) for truck, tractor, 10-ton, 
6x6, M123 w/dual rear winches, na- 
tional stock no. 2320-00-395-1875; 
M123C w/rear winch, national stock 
no. 2320-00-294-9552 .... (D 101.11:9- 
2320-206-10 HR), 91-13035 


Hand receipt manual covering end item/ 
components of end item (COED), basic 
issue items (BIT), and additional author- 
ization list (AAL) for viewer, infared 
AN/PAS-7, (NSN 5885-00-179-3169), 
(LIN Y03104). (D 101.11:11-5855-246- 
10-HR), 91-13083 


Installation of radio sets AN/VRC-46 
and AN/VRC-47 in carrier, personnel, 
armored M113, M113A1. (D 101.11:11- 
2300-355-15-4), 91-13057 


Instructions for installation of modifica- 
tion kit, electronic equipment MK-345/ 
GR, IN 2 1/1-ton, 6x6 truck-mounted, 
Signal Corps repair shops M185 and 
M238. (D 101.25:SIG 316), 91-13125 

Maintenance instructions, direct support/ 
general support maintenance : M128 
ground vehicle mine dispenser (1095- 
00-397-3456). (D 101.11:9-1095-205-34- 
1), 91-13029, 91-13030 


Operator and organizational maintenance 
manual : power supply PP-1104C/G. 
(D 101.11:11-6130-246-12), 91-13094 


Operator and organizational maintenance 
manual : pump, centrifugal, fresh 
water; gasoline driven, 2 wheel mount- 
ed; 4 in 500 GPM, 30 ft head, (Carver 
model K400S) FSN 4320-810-7311 (less 
engine). (D 101.11:5-4320-215-12), 91- 
13015 


Operator and organizational maintenance 
manual : test and repair system, elec- 
tronic equipment AN/MSM-105(V)1. 
(D 101.11:11-6625-3019-12), 91-13112 


Operator and organizational maintenance 
manual : test set, radio AN/VRM-1. 
(D 101.11:11-6625-496-12), 91-13100 


Operator and organizational maintenance 
manual : test set, receiver, radio AN/ 
ARM-71. (D_ 101.11:11-6625-583-12), 
91-13103 


Operator and organizational maintenance 
manual : tractor, wheeled, warehouse, 
gasoline, 4-wheel pneumatic tired, 4000 
pound drawbar pull, (Army model 
MHE-228), (Clark equipment model 
2330237), NSN 3930-00-347-6173. (D 
101.11:10-3930-633-12), 91-13049 

Operator and organizational maintenance 
manual : truck, lift, fork; diesel engine, 
pneumatic tired wheels, rough terrain, 
6,000 Ib. capacity, 24” load center, An- 
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thony model MLT 6-2, Army model 
MHE-230, NSN 3930-00-327-1575. (D 
101.11:10-3930-634-12), 91-13050 


Operator, organizational, direct and gen- 
eral support, and depot maintenance 
manual : control, radio set C6118/ 
FRC-93 (Collins models 312B-4 and 
312B-5). (D_ 101.11:11-5820-530-15), 
91-13068 


Operator, organizational, direct and gen- 
eral support and depot maintenance 
manual : welding machine, arc, genera- 
tor, gasoline engine driven, 300 amp, 
DC (Libby model LE-300) FSN 3431- 
810-9696, (Libby model LEW-300) 
FSN 3431-991-2961, (Libby model 
LEB-300) FSN 3431-072-0327. (D 
101.11:5-3431-205-15), 91-13004 


Operator, organizational, direct support, 
and general support maintenance 
manual including repair parts and spe- 
cial tools list including depot level 
repair parts for target holding mecha- 
nism, tank gunnery (THM/TG), (NSN 
6920-01-085-8514), (PN 11784501), 
(NSN 6920-01-M23-2987), (PN 
9375764), (NSN 6920-01-165-4564), 
(PN 11784502). (D 101.11:9-6920-442- 
14&P), 91-13042 


Operator, organizational, direct support 
and general support maintenance 
manual including repair parts and spe- 
cial tools list : pump, centrifugal: frame 
mounted, 1 1/2 in. MIL-P-14514D, 
electrical motor driven, (E.C. Schleyer 
Pump Co. model 4M-SE2000) NSN 
4320-01-010-5888. (D  101.11:5-4320- 
274-14 & P), 91-13017 


Operator, organizational, direct support 
and general support maintenance 
manual including repair parts and spe- 
cial tools lists : roller, towed, vibrating, 
airmobile, gasoline engine driven, 
Essick model VRS5TM, FSN 3895- 
252-5276. (D_ 101.11:5-3895-341-14), 
91-13011 


Operator, organizational, DS, GS, and 
depot maintenance manual : test set, 
transistor TS-1836B/U. (D 101.11:11- 
6625-539-15-2), 91-13102 


Operator, organizational, field and depot 
maintenance manual : compass, mag- 
netic, unmounted, M2. (D 101.11:9- 
1290-333-15), 91-13034 


Operator, organizational, field and depot 
maintenance repair parts and special 
tool lists : headset, electrical H-16/U. 
(D 101.11:11-5965-267-15 P), 91-13091 

Operator’s and organizational mainte- 
nance manual : audio oscillators TS- 
382A/U, TS-382B/U, TS-382D/U, TS- 
382E/U, and TS-382F/U. (D 
101.11:11-6625-261-12), 91-13096 

Operator’s and organizational mainte- 
nance manual : flight coordination cen- 
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tral AN/TSC-61B (NSN 5895-01-057- Operator’s manual : feeder, fines, bitumi- manual for generator set, gasoline 
3968). (D 101.11:11-5895-469-12), 91- nous mix (Barber-Greene MDL 811A), engine driven, 4.2 KW, 150 AMP, 
13085 FSN 3895-025-9932, component of 28V, DC, model DC 4.2 - ORD/28 
, organizati mainte- mixing plant asphalt, 100-150 ton per (6115-00-857-1397). (D 101.11:5-6115- 
+ coal rl Se — hour, MDL KA-60; FSN 3895-936- 596-14), 91-13021 
engine, 200 KW, 60 cycle, AC, 120/ 8613. (D 101.11:5-3895-289-10), 91-| 6 ators, organizational, direct support 
208V, 240/416V, 3 phase convertible 13010 and general support maintenance 
FO 167 KW, 50 cycle 120/208V, 240/ Operator’s manual : monitor, radio fre- manual for impedance bridge ZM-71A/ 
416V, 3 phase, multi-purpose, portable, quency R-2176/FRN (NSN 6625-01- U (NSN  6625-00-236-1536). (D 
skid mounted, (Military Design model 098-2534). (D 101.11:11-5825-270-10), 101.11:11-6625-3077-14), 91-13114 
SF-200-MD/CIED) FSN_ 6115-999- 91-13076 Cinniets, ountient : pe Sa 
no’ (D 101.11:5-6115-400-12), 91 Operator's manual : platoon early warn- — pan cn pod ppo: 
ee ing systems AN/TRS-2(V)l (NSN manual for microwattmeter, Boonton 
Operator's and organizational mainte- 5895-01-063-8103) ... AN/TRS-2(V)6 andi 410%) eth newer Aare 41- 
nance manual : teleprinter sets, AN/ (NSN 5895-01-068-6749). (D 101.11:11- 4E NSN ens esannanee 
GGR-3A(V)I (NSN 5815-01-016-4662) 5895-1047-10), 91-13088 A RR c 
, : ll: - -14), 91-13110 
.. and teletypewriter-display sets, AN/ |) -rator’s manual : radiacmeter IM-185/ 
GGC-55(V)1 (NSN 5815-01-009-4322 UD, (NSN 6665 -01-042-9401). (D Operator’s, organizational, direct support 
. and teletypewriter-teleprinter sets, 101.11:11 -6665-233-10) 91-13116 and general support maintenance 
AN/GGC-57A(V)3 (NSN 5815-01-009- mice Pe . manual for phase jitter meter ME-490/ 
4321) ... and teletypewriter-display-tele- Operator’s manual : radiation detection U (Hekimian model 48) (NSN 6625-01- 
printer sets, AN/GGC-59(V)I1 (NSN and alarm system AN/FJW-1(V)I. (D 005-7226). (D 101.11:11-6625-2755-14), 
5815-01-015-0838) ... and teletypewriter 101.11:11-6665-210-10), 91-13115 91-13109 
owe am yaar et nelly Operator’s manual : recovery vehicle, full 
ino ct oat Manan | adel mr mae 
“ “ie , manual for tool outfit, Hydraulic Sys- 


Opérator’s and organizational mainte- 91-13037 Test and Renei STR SN 
nance manual including repair parts | Operator's manual : saw, bank [i.e. band], 4940-01-036-5784). © w1i1ewe0 
and special tools list for STABO ex- metal cutting (Boice-Crane Co. model 468-14), 91-13041 
traction system, personnel (FSN 1670- 2325) (3419-222-1330). (D 101.11:9- ; ed ' 
168-5952, 1670-168-6064, and 1670-168- 3419-224-10), 91-13040 Operator’s, organizational, direct support, 
6063) and anchoring device, cargo and and general support maintenance 


Operator’s, organizational, direct support, 


personnel lowering (FSN 1670-999- Operator’s manual : truck, lift, fork, gaso- manual, including repair parts and spe- 


3544). (D 101.11:10-1670-262-12), 91- line, pmeumatic-tired wheels, 15,000- cial tools lists for installation kit, elec- 
13043 pound capacity, (Clark model CY 150 tronic equipment, MK-1234/GRC 


ee ; B, Army model MHE-175), federal RC 
Operator’s, and organizational mainte- (NSN 5820-00-450-6804) in truck utili- 
stock = number  3930-621-7413. (D ty, 1/4 ton, 4X4, M151, MISIA1 or 


nance manual, including repair parts 101.11:10-39 1 91-13044, 91- ‘ 
and special tools lst, : test set, cryo- Aga aa MIS1A2 for radio sets AN/GRC-125, 


genic refrigerator AN/AAM-40 (NSN AN/GRC-160, AN/VRC-46, AN/ 
4130-00-197-6347) and service kit, re- |  Operator’s manual : UH-60A and EH- VRC-5S3 and AN/VRC-64. (D 
frigerant MK-1171/AAS-24 (NSN 60A helicopter. (D 101.11:55-1520-237- 101.11:11-2300-351-14 & P-22), 91- 
4940-00-403-1007). (D 101.11:11-6625- 10/990), 91-13118 13056, 91-13111 
2446-12), 91-13106 Operator’s manual : viewer, infared AN/ Operator’s, organizational, direct support, 
Operator’s manual : binocular M19 W/E PAS-7, (NSN _ 5885-00-179-3169). (D general support, and depot mainte- 
(1240-00-930-3833). (D 101.11:9-1240- 101.11:11-5855-246-10), 91-13082 nance manual : digital voltmeter AN/ 
381-10), 91-13032 Operator’s manual for mortar, 81-mm, GSM-64. (D_ 101.11:11-6625-444-15), 
Operator’s manual : crane-shovel, basic M29A1, (1015-00-999-7794). (D 91-13099 
unit, truck mounted 20 ton, 3/4 cu yd, 101.11:9-1015-200-10/990), 91-13027 Operator’s, organizational, direct support, 
gasoline driven, 6x6 (Quickway model Operator’s manual for Multiple Integrat- general support, and depot mainte- 
M-200), non-winterized (FSB 3810-542- ed Laser Engagement System nance manual : standing-wave-ratio 
4982), crane serial numbers 20-026 (MILES) simulator system, firing, power meter ME-165/G (NSN 6625- 
through 20-500, carrier serial numbers laser, M79, NSN 1270-01-159-0481 for 00-682-4464). (D  101.11:11-6625-333- 
= ne ee oti —* ee UH-1H utility helicopter. (D 101.11:9- 15), 91-13097 
us ie; od o . > 
4980), crane ry numbers 20-001 ——- - er . Operator’s, organizational, DS, GS, and 
through 20-025, carrier serial numbers eee and direct rl depot nee ee a 
59-001C through 59-025C. (D 101.11:5- manntenance aay meneame marker generator ‘ 
3810-207-10), ren a. central AN/TSC-60(V)7, (NSN 5895- 6625-00-982-1543). (D 101.11:11-6625- 
‘ ’ - 01-129-1827), part no. 649-7174-001. (D 2383-15), 91-13105 
Operator's manual : crusher, jaw, diesel 101.11:11-5895-1185-13), 91-13089 
and electric driven; wheel mounted : Piers - Organizational and direct support mainte- 
pneumatic tires; 75 ton per hour (Eagle Operator’s, organizational, direct support, nance manual (including repair parts 
crusher model 5157) FSN 3820-783- and general support maintenance and special tools list) for bayonet-knife, 
7311, component of crushing and manual : radio terminal set AN/TRC- M6, with bayonet-knife scabbard, M10 
screening plant; diesel and electric 133A (NSN  5820-00-464-1616). (D (1005-00-014-0369) and bayonet-knife, 
driven; wheel mounted; 75 ton per 101.11:11-5820-610-14),  91-13071 M7, with bayonet-knife scabbard, M10 
hour. (D 101.11:5-3820-205-10/2), 91- Operator's organizational, direct support, (1005-00-017-9701). (D 101.11:9-1005- 
13008 general support maintenance 237-23 & P/990), 91-13026 
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Organizational and direct support mainte- 
nance repair parts and special tools list 
for monitor, radio frequency R-2176/ 
FRN (NSN _  6625-01-098-2534). (D 
101.11:11-5825-270-23 P), 91-13077 

Organizational and direct support mainte- 
nance repair parts and special tools lists 
: shelter, inflatable (MUST), (Firestone 
model MUSTFCF), (Inflated Products 
Co., Inc. model MUSTIPC), NSN 
5410-00-933-9388. (D_ 101.11:10-5410- 
222-23 P/1), 91-13051 


Organizational, direct and general sup- 
port maintenance repair parts and spe- 
cial tools list (including depot mainte- 
nance repair parts and special tools) for 
refrigeration unit, electric motor 
driven, 9,000 BTU, model CH609-31, 
NSN 4110-01-014-4646. (D 101.11:5- 
4110-231-24 P), 91-13012 


Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools lists (including depot 
maintenance repair parts and special 
tools) for radio set control AN/GSA-7 
(NSN 5820-00-543-1397). (D 101.11:11- 
5820-274-24 P), 91-13063, 91-13066, 
91-13070, 91-13098, 91-13113 


Organizational, direct support, and gener- 
al support maintenance repair parts and 
special tools list (including depot main- 
tenance repair parts and special tools) : 
pumping assembly, flammable liquid, 
bulk transfer : gasoline engine driven; 
350 GPM capacity at 190 feethead; 
wheel mounted (Gorman-Rupp model 
84C15-4A084) NSN 4320-00-916-9172 
and (Barnes model US36ACG) NSN 
4320-00-407-2583. (D_ 101.11:5-4320- 
242-24 P), 91-13016 


Organizational, direct support, mainte- 
nance repair parts and special tools list 
(including depot maintenance repair 
parts and special tools) for antenna AS- 
1425/GRC (NSN _ 5985-00-926-2593). 
(D 101.11:11-5985-335-23 P), 91-13092 


Organizational, DS and GS maintenance 
manual : ejection seat, model MK-JS5D 
(Martin-Baker) part number 
134AB80000. (D_ 101.11:55-1680-308- 
24), 91-13120 

Organizational, DS, GS, and depot main- 
tenance manual : SWR meter, Hewlett- 
Packard model 415E. (D 101.11:11- 
6625-1534-15), 91-13104 


Organizational, DS, GS, and depot main- 
tenance manual : test set TS-140/PCM 
signal generator SG-15/PCM and 
SG- 15A/PCM, and decibel meter ME- 
22/PCM and ME-22A/PCM. (D 
101.11:11-6625-251-15), 91-13095 
Organizational, DS, GS, and depot main- 
tenance manual (including repair parts) 
: stereometer, photogrammetric, stereo- 
comparagraph, Q-to 25-mm _ gradua- 
tions reading directly to 1/100 mm, 





U.S. Army Handbooks, manuals, etc. 


(military design) FSN 6675-240-6602. 
(D 101.11:5-6675-241-15), 91-13022 
Organizational maintenance : M424 spot- 
ting projectile : XM440 training projec- 
tile. (D 101.11:9-1100-218-20/1), 91- 

13031 

Organizational maintenance manual : al- 
timeter set, electronic, AN/APN- 
171A(V)1. (D 101.11:11-5841-272-20), 
91-13081 


Organizational maintenance manual 
crusher, roll: diesel and electric driven; 
wheel mounted, pneumatic tires; 75 ton 
per hour (Eagle crusher model 5230B), 
FSN 3820-788-5999; component of 
crushing and screening plant; diesel 
and electric driven; wheel mounted; 75 
ton per hour. (D 101.11:5-3820-205-20/ 
1), 91-13009 


Organizational maintenance manual : 
electronics equipment configuration 
Army model OH-6A helicopter (with- 
out standard lightweight avionics 
equipment). (D 101.11:11-1520-214-20), 
91-13054 


Organizational maintenance manual 
truck, lift, fork, electric, solid rubber 
tires, 6000-pound capacity, Army 
model MHE-198, Baker model FTD- 
060-EE, FSN 3930-724-4057 (130-in. 
lift), FSN 3930-724-4059 (172-in. lift). 
(D 101.11:10-3930-256-20), 91-13046 


Organizational maintenance manual in- 
cluding repair parts and special tools 
list for aerial recovery kit NSN 1670- 
00-264-8941, P/N 1670EGI09A. (D 
101.11:55-1670-251-20 & P/990), 91- 
13119 


Organizational maintenance manual 
repair parts and special tools lists for 
receiving set, radio AN/ARN-123(V), 
(NSN 5826-01-016-2762). (D 101.11:11- 
5826-258-20 P), 91-13079 

Organizational maintenance repair parts 
and special tool lists : receiver-trans- 
mitter, radio RT-859/APX-72 and 
mountings MT-3809/APX-72 and MT- 
3948/APX-72. (D 101.11:11-5895-490- 
20 P), 91-13086 

Organizational maintenance repair parts 
and special tools list : armament sub- 
system, helicopter, 7.62 millimeter ma- 
chine gun-2.75 inch rocket launcher, 
M21 (1090-923-5971) (used on UH-1B 
and UH-IC helicopters). (D 101.11:9- 
1090-202-20 P), 91-13028 


Organizational maintenance repair parts 
and special tools list : test set, electron- 
ic circuit plug-in unit, AN/GRM-S55. 
(D 101.11:11-6625-514-20 P), 91-13101 

Organizational maintenance repair parts 
and special tools list : truck, fire fight- 
ing: power pumper, foam and water, 
750 gallons per minute capacity, cen- 
trifugal pump power take-off driven, 
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400 gallon water tank; 40 gallon foam 
chemical tank, class 530C, i 
Devices Inc. MDL 0814, NSN 4210- 
00-150-1426 .... (D 101.11:5-4210-217-20 
P), 91-13014 

Organizational maintenance repair parts 
and special tools lists : crane, wheel 
mounted: 5 ton capacity at 10-foot 
radius, 3/8 cu. yd; 1 engine diesel 
driven, 4 x 4 air transportable (Hanson 
Machinery model H446), FSN 3810- 
948-0497. (D 101.11:5-3810-233-20 P), 
91-13007 

Organizational maintenance repair parts 
and special tools lists : terminals, tele- 
graph TH-5/TG (FSN 5805-246-8734) 
and TH-SA/TG (FSN 5805-020-5720). 
(D 101.11:11-5805-246-20 P), 91-13059 

Organizational maintenance repair parts 
and special tools lists for control group 
AN/GRA-6, (NSN 5820-00-644-4554). 
(D 101.11:11-5820-489-20 P), 91-13067 

Organizational maintenance repair parts 
and special tools lists for radio set AN/ 
GRC-165 (NSN 5820-00-935-8038). (D 
101.11:11-5820-759-20 P), 91-13072 

Organizational maintenance repair parts 
and special tools lists for radio sets 
AN/GRC-S5O(V)1 (NSN 5820-00-892- 
3851) and AN/GRC-SOA(V)11 
(NSN 5820-00-136-4966). (D 101.11:11- 
5820-461-20 P), 91-13065 

Organizational maintenance repair parts 
and special tools lists for telephone set 
TA-1/PT, (NSN 5805-00-521-1320). (D 
101.11:11-5805-243-20 P), 91-13058 

Organizational maintenance repair parts 
and special tools lists for terminal set, 
telephone AN/TCC-65 (NSN 5805-00- 
868-8215). (D 101.11:11-5805-371-20 P), 
91-13060 

Radar test set, TS-147B/UP. (D 
101.11:11-1247 A), 91-13053 

Radio test set, AN/ARM-S5 : operating 
instructions. (D  101.11:11-518), 9i- 
13052 


Transportability guidance : 
hicle, full-tracked, 


recovery ve- 
light-armored, 
M578. (D_ 101.11:55-2320-238-20-1), 


91-13121 


Transportability guidance for the crane, 7 
1/2-ton, rough-terrain, Koehring, type 
I (NSN 3810-01-165-0646), type Il 
(NSN 3810-01-165-0647). (D 101.11:55- 
3810-01-165-14), 91-13122 


Unit, direct support, and general support 
maintenance manual (including repair 
parts and special tools list) : cleaner, 
ultrasonic, mobile 6530-01-254-4135. (D 
101.11:8-6530-005-24 & P), 91-13023 

Unit maintenance repair parts and special 
tools list : loader, scoop type, DED 4 x 
4, articulated frame steer, 4 1/2 to 5 
cu. yd., (CCE), with 4 1/2 cu. yd. rock 
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bucket, NSN 3805-00-602-5006, Clark 
model 175B, type I and with 5 cu. yd. 
general purpose bucket, NSN 3805-00- 
602-5013 Clark model 175B, type II. 
(D 101.11:5-3805-257-20 P/990), 91- 
13005 


United States. Army — Officers — 

Directories. 

Corps of Engineers officers and warrant 
officers directory United States. Army. 
Corps of Engineers. (D 103.71:989-90), 
91-13134 


Directory, Corps of Engineers officers 
and warrant officers United States. 
Army. Corps of 
103.71:989-90), 91-13134 


Engineer officer directory United States. 
Army. Corps of Engineers. (D 
103.71:989-90), 91-13134 


Officer and warrant officer directory / 
United States. Army. Corps of Engi- 
neers. (D 103.71:989-90), 91-13134 


Officers and warrant officers directory 
United States. Army. Corps of Engi- 
neers. (D 103.71:989-90), 91-13134 


United States. Army — Organization. 
Department of the Army : organization 
and functions. United States. Dept. of 
the Army. (D 101.9:10-5), 91-13000 


United States. Army — Procurement. 
The Army and economic mobilization / 
Smith, R. Elberton, 1910- (D 114.7:W 
19/v.5/991), 91-13136 


United States. Army — Recruiting, 
enlistment, etc. 
Earn Army pay and benefits as a civilian. 
(D 101.43/2:766/990), 91-13129 


The Montgomery G.I. Bill Army College 
Fund. (D_ 101.43/2:912/990-2), 91- 
13130 


United States. Army — Songs and music. 
Army bands. (D 101.43/2:294), 91-13127 


United States. Army — Transporation. 
Special air mission procedure : air trans- 
portation. United States. Dept. of the 
Army. (D 101.9:59-2/969), 91-13002 


United States. Army — Transportation — 

Handbooks, manuals, etc. 

Organizational maintenance manual in- 
cluding repair parts and special tools 
list for aerial recovery kit NSN 1670- 
000-264-8941, P/N 1670EG109A. (D 
101.11:55-1670-251-20 & P/990), 91- 
13119 


United States. Army — Warrant officers — 

Directories. 

Corps of Engineers officers and warrant 
officers directory United States. Army. 
Corps of Engineers. (D 103.71:989-90), 
91-13134 
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Directory, Corps of Engineers officers 
and warrant officers United States. 
Army. Corps of Engineers. (D 
103.71:989-90), 91-13134 

Engineer officer directory United States. 
Army. Corps of Engineers. (D 
103.71:989-90), 91-13134 


Officer and warrant officer directory / 
United States. Army. Corps of Engi- 
neers. (D 103.71:989-90), 91-13134 


Officers and warrant officers directory 
United States. Army. Corps of Engi- 
neers. (D 103.71:989-90), 91-13134 


United States. Army Reserve. 
The Army Reserve helps you and the 
people you care about. (D 101.43/ 
2:703/990), 91-13128 


Earn Army pay and benefits as a civilian. 
(D 101.43/2:766/990), 91-13129 


United States. Bureau of Indian Affairs — 

Management. 

BIA management and operation of Indian 
irrigation projects : hearing before the 
Select Committee on Indian Affairs, 
United States Senate, One Hundred 
First Congress, second session ... July 
12, 1990, Weshington, DC. United 
States. Congress. Senate. Select Com- 
mittee on Indian Affairs. (Y 4.In 2/ 
11:S.hrg.101-1164), 91-14084 


United States. Bureau of Land Management. 
Miscellaneous Bureau of Land Manage- 
ment and Forest Service legislation : 
hearing before the Subcommittee on 
Public Lands, National Parks, and For- 
ests of the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred First Congress, 
second session, on S. 2472, S. 2543, S. 
2815, S. 2816, S. 2891, H.R. 2566, H.R. 
3888, September 26, 1990. United 
States. Congress. Senate. Committee on 
Energy and Natural Resources. Sub- 
committee on Public Lands, National 
Parks, and _ Forests. (Y 4En 
2:S.hrg.101-1159), 91-14022 


United States. Bureau of Land Management. 
Bishop Resource Area — Management. 
Bishop resource management plan and 

environmental impact statement. (I 
1.98:B 54/3/maps/draft), 91-13508 


United States — Census, 21st, 1990 — 

Handbooks, manuals, etc. 

Post enumeration survey : workbook for 
evaluation followup : 1990 census, 21st 
decennial census. (C 3.272:D-1384), 
91-12800 


United States. Central Intelligeace Agency 
— Officials and employees — Selection 
and appointment. 

Nomination of Frederick P. Hitz : hear- 
ing before the Select Committee on In- 
telligence of the United States Senate, 
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One Hundred First Congress, second 
session on nomination of Frederick P. 
Hitz, to be inspector general of the 
Central Intelligence, September 25, 
1990. United States. Congress. Senate. 
Select Committee on Intelligence. (Y 
4.In 8/19:S.hrg.101-1083), 91-14091 


United States — Claims. 
An Act for the Relief of Benjamin H. 
Fonorow. United States. (AE 2.110/ 

2:101-16), 91-12783 


United States — Climate — Observations — 
Data bases — Directories. 
The Directory of U.S. marine CD- 
ROMs. (C 55.48:M 33), 91-12810 


United States — Climate — Statistics — 
Periodicals. 
State, regional, and national monthly and 
seasonal heating degree days weighted 
by population / (C 55.287/60:5-1), 91- 
12811 


United States. Coast Guard. 

False distress calls : hearing before the 
Subcommittee on Coast Guard and 
Navigation of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, One Hundred First 
Congress, second session, on H.R. 
4632, a bill to amend title 14 United 
States Code, to impose penalties for in- 
ducing the Coast Guard to render aid 
under false pretenses, to impose liabil- 
ity for costs incurred by the Coast 
Guard in rendering that aid, and to au- 
thorize appropriations for use by ac- 
quiring direction finding equipment for 
the Coast Guard, July 23, 1990, Woods 
Holes, MA. United States. Congress. 
House. Committee on Merchant 
Marine and Fisheries. Subcommittee on 
Coast Guard and Navigation. (Y 4.M 
53:101-109), 91-14109 


United States. Coast Guard — 

Appropriations and expenditures. 

False distress calls : hearing before the 
Subcommittee on Coast Guard and 
Navigation of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, One Hundred First 
Congress, second session, on H.R. 
4632, a bill to amend title 14 United 
States Code, to impose penalties for in- 
ducing the Coast Guard to render aid 
under false pretenses, to impose liabil- 
ity for costs incurred by the Coast 
Guard in rendering that aid, and to au- 
thorize appropriations for use by ac- 
quiring direction finding equipment for 
the Coast Guard, July 23, 1990, Woods 
Holes, MA. United States. Congress. 
House. Committee on Merchant 
Marine and Fisheries. Subcommittee on 
Coast Guard and Navigation. (Y 4.M 
53:101-109), 91-14109 
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United States. Coast Guard — Bibliography 
— Catalogs. 
United States Coast Guard. United 
States. Superintendent of Documents. 
(GP 3.22/2:263/991), 91-13477 


United States. Coast Guard — Examinations. 
Navigation problems. (TD 5.2:M 53/12/ 
990/v.1-2), 91-13905 


United States. Coast Guard — Management. 
Miscellaneous Coast Guard matters 

hearing before the Subcommittee on 
Coast Guard and Navigation of the 
Committee on Merchant Marine and 
Fisheries, House of Representative, 
One Hundred First Congress, second 
session, on H.R. 2800, a bill to permit 
recordings of military bands to be sold 
commercially; H.R. 4491 a bill to 
amend the Vessel Bridge-to-Bridge Ra- 
diotelephone Act; and spill coopera- 
tives not meeting the 75 percent United 
States ownership of the Jones Act; and 
a measure declaring the Sidney Lanier 
Bridge an obstruction to navigation, 
July 11, 1990. United States. Congress. 
House. Committee on Merchant 
Marine and Fisheries. Subcommittee on 
Coast Guard and Navigation. (Y 4.M 
53:101-107), 91-14108 


tUnited States — Commerce — Statistics. 
Exports under the concessional sales pro- 
gram : Title I, Public Law 480. (A 
67.2:Ex 7/8/984), 91-12706 


United States — Commerce — Statistics — 
Periodicals. 
Exports under the concessional sales pro- 
gram : Title I, Public Law 480. (A 
67.2:Ex 7/8/984), 91-12706 


U.S. manufactured exports & export-re- 
lated employment. (C 61.2:Ex 7/18/ 


988), 91-12890 


US manufactured exports & export-relat- 
ed employment (C 61.2:Ex 7/18/988), 
91-12890 


United States — Commercial policy. 

The president’s decision to order a Chi- 
nese company’s divestiture of a recent- 
ly acquired U.S. aircraft parts manufac- 
turer : statement of Allan I. Men- 
delowitz, Director, International 
Trade, Energy, and Finance Issues 
before the Subcommittee on Com- 
merce, Consumer Protection and Com- 
petitiveness, House Coimmittee on 
Energy and Commerce, House of Rep- 
resentatives. Mendelowitz, Allan I. 
(GA 1.5/2:T-NSIAD-90-21), 91-13444 


United States import requirements. (T 
17.2:Im 7/2/990), 91-13866 


United States. Congress — Biography. 
Congressional pictorial directory / 
United States. Congress. (Y 4.P 93/1:1 
p/102), 91-14115 





U.S. Congress. Senate. Committee on Energy and 


United States. Congress — Directories. 
Congressional pictorial directory / 
United States. Congress. (Y 4.P 93/1:1 
p/102), 91-14115 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs 
— and expenditures. 
Report of the Committee on Banking, Fi- 

nance and Urban Affairs pursuant to 
section 302(b) of the Congressional 
Budget Act of 1974. United States. 
Congress. House. Committee on Bank- 
ing, Finance, and Urban Affairs. (Y 
1.1/8:102-8), 91-13935 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs 
— Periodicals. 

Legislative calendar / United States. 
Congress. House. Committee on Bank- 
ing, Finance, and Urban Affairs. (Y 4.B 
22/1-10:990), 91-13998 


United States. Congress. House. Committee 
on Energy and Commerce — Rules and 
practice — Periodicals. 

Rules for the Committee on Energy and 
Commerce. United States. Congress. 
House. Committee on Energy and 
Commerce. (Y 4.En 2/3-11:991-92), 
91-14038 


United States. Congress. House. Committee 
on Science, Space, and Technology. 
Summary of activitics of the Committee 

on Science, Space, and Technology, 
House of Representatives, for the One 
Hundred First Congress. United States. 
Congress. House. Committee on Sci- 
ence, Space, and Technology. (Y 1.1/ 
8:101-1026), 91-13934 


United States. Congress. House. Committee 
on Ways and Means — Periodicals. 
Background material and data on major 

programs within the jurisdiction of the 
Committee on Ways and Means / (Y 
4.W 36:10-4/989), 91-14136 


Background material and data on pro- 
grams within the jurisdiction of the 
Committee on Ways and Means (Y 
4.W 36:10-4/989), 91-14136 

Green book (Y 4.W 36:10-4/989), 
14136 


Overview of entitlement programs... 
green book (Y 4.W 36:10-4/989), 91- 
14136 


91- 


United States. Congress. House — 
Periodicals. 
House journal United States. Congress. 
House. (XJH:100-2/pt.2), 91-13912 


Journal of the House of Representatives 
of the United States. United States. 
Congress. House. (XJH:100-2/pt.2), 
91-13912 
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United States. Congress. House — Records 
and correspondence. 

Committee records guidelines : guidelines 
for standing and select committees in 
the preparation, filing, archiving, and 
disposal of committee records / (Y 4.H 
81/3:G 94), 91-14080 


United States. Congress. House — Rules and 


practice. 

Pocket veto legislation : hearing before 
the Subcommittee on Economic and 
Commercial Law of the Committee on 
the Judiciary, House of Representa- 
tives, One Hundred First Congress, 
second session, on H.R. 849, to amend 
Title 1 ... May 9, 1990. United States. 
Congress. House. Committee on the 
Judiciary. Subcommittee on Economic 
and Commercial Law. (Y 4.J 89/1:101/ 
130), 91-14098 


United States. Congress. House — Rules and 
practice — Periodicals. 

The rules of the House of Representa- 
tives, of the United States, as amended 
and adopted at the ... session of the ... 
Congress. United States. Congress. 
House. (Y 1.2:R 86/2/991), 91-13937 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 
Report to the Senate on the jurisdiction 

and a summary of activities of the 
Committee on Agriculture, Nutrition, 
and Forestry for the 101st Congress : 
report. United States. Congress. Senate. 
Committee on Agriculture, Nutrition, 
and Forestry. (Y 1.1/5:102-14), 91- 
13920 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry — 
Appropriations and expenditures. 
Authorizing funds to the Committee on 

Agriculture, Nutrition, and Forestry 
during the period March 1, 1991, 
through February 28, 1993 : report (to 
accompany S. Res. 36). United States. 
Congress. Senate. Committee on Agri- 
culture, Nutrition, and Forestry. (Y 
1.1/5:102-10), 91-13919 


United States. Congress. Senate. Committee 
on Commerce, Science, and Transportation 
— Periodicals. 

Legislative calendar / United States. 
Congress. Senate. Committee on Com- 
merce, Science, and Transportation. (Y 
4.C 73/7:S.prt.101-135), 91-14011 


United States. Congress. Senate. Committee 
on Energy and Natural Resources — 
Officials and employees. 

Rules, membership, and jurisdiction of 
the Committee on Energy and Natural 
Resources, United States Senate. 
United States. Congress. Senate. Com- 
mittee on Energy and Natural Re- 
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U.S. Congress. Senate. Committee on Energy and 


sources. (Y 4.En 2:S.prt.102-4), 91- 
14029 


United States. Congress. Senate. Committee 
on Energy and Natural Resources — 

Rules and practice. 

Rules, membership, and jurisdiction of 
the Committee on Energy and Natural 
Resources, United States Senate. 
United States. Congress. Senate. Com- 
mittee on Energy and Natural Re- 
sources. (Y 4.En 2:S.prt.102-4), 91- 
14029 


United States. Congress. Senate. Committee 
on Environment and Public Works — 
Periodicals. 

Legislative calendar / United States. 
Congress. Senate. Committee on Envi- 
ronment and Public Works. (Y 4.P 96/ 
10:S.prt.101-129), 91-14119 


United States. Congress. Senate. Committee 
on Finance — Rules and practice — 
Periodicals. 

Rules of procedure / United States. Con- 
gress. Senate. Committee on Finance. 
(Y 4.F 49:S.prt.102-7), 91-14042 


United States. Congress. Senate. Committee 
on Governmental Affairs — Bibliography 
— Periodicals. 

A guide to the bound publications of the 
Committee on Governmental Affairs, 
United States Senate for the ... con- 
gress. United States. Congress. Senate. 
Committee on Governmental Affairs. 
(Y 4.G 74/9:B 66/989), 91-14068 


United States. Congress. Senate. Committee 
on Governmental Affairs — Periodicals. 
Legislative calendar / United States. 

Congress. Senate. Committee on Gov- 
ernmental Affairs. (Y 4G 74/ 
9:S.prt.101-125), 91-14078 


United States. Congress. Senate. Committee 
on Labor and Human Resources — 
Periodicals. 

Legislative calendar / United States. 
Congress. Senate. Committee on Labor 
and Human Resources. (Y 4.L 11/ 
4:S.prt.101-133), 91-14106 


United States. Congress. Senate. Committee 
on Labor and Human Resources — Rules 
and practice. 

Rules of procedure of the Senate Com- 
mittee on Labor and Human Resources 
/ United States. Congress. Senate. 
Committee on Labor and Human Re- 
sources. (Y 4.L 11/4:S.prt.102-11), 91- 
14107 


United States. Congress. Senate. Select 
Committee on Intelligence — Periodicals. 
Report of the Select Committee on Intel- 

ligence, United States Senate. United 
States. Congress. Senate. Select Com- 
mittee on Intelligence. (Y 1.1/5:101- 
236), 91-13915 
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United States — Constitution — Signers — 

Books and reading. 

“Well acquainted with books” : the 
founding framers of 1787 : with James 
Madison’s list of books for Congress / 
Rutland, Robert Allen, 1922- (LC 1.2:B 
64/12), 91-13687 


United States. Defense Contract Audit 
Agency — Personnel records. 
Compilation of Privacy Act System no- 
tices. (D 1.46/2:5410.13), 91-12919 


United States. Dept. of Agriculture — 
Appropriations and expenditures. 
Department of the Interior and related 

agencies appropriations for fiscal year 
1991 : hearings before a subcommittee 
of the Committee on Appropriations, 
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2:S.hrg.101-1179/pt.1-2), 91-13982 


| United States, Dept. of Agriculture — 


Management. 

U.S. Department of Agriculture : status 
of the food and agriculture councils 
needs to be elevated : report to the 
Secretary of Agriculture / United 
States. General Accounting Office. 
(GA 1.13:RCED-90-29), 91-13468 


United States. Dept. of Agriculture — 

Telephone directories. 

Telephone directory / United States. 
Dept. of Agriculture. Office of Infor- 
mation Resources Management. (A 
1.89:990), 91-12676 


USDA telephone directory United States. 
Dept. of Agriculture. Office of Infor- 
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Hearings on National Defense Authoriza- 
tion Act for fiscal year 1991—H.R. 
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expenditures. 
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House of Representatives, One Hun- 
dred First Congress, second session, 
June 26, 1990. United States. Congress. 
House. Committee on Public Works 
and Transportation. Subcommittee on 
Public Buildings and Grounds. (Y 4.P 
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President. (Pr 41.9:991), 91-13851 
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91-13851 


Economic report of the President trans- 
mitted to the Congress (Doc. ed.) 
United States. President. (Y 1.1/7:102- 
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1990. United States. Congress. House. 
Committee on Ways and Means. (Y 
4.W 36:101-122), 91-14137 


Defense Economic Adjustment, Diversifi- 
cation, Conversion, and Stabilization 
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Administration. 
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developments in Central and Eastern 
Europe and their implications for 
United States foreign economic policy. 
(Y¥ 1.1/5:101-400), 91-13917 


91-12894 


United States — Foreign economic relations 
— Germany (East) — Periodicals. 
German Democratic Republic / German 

Democratic Republic (Washington, 
D.C. : 1977) (C 61.11:G 31/2/990), 
91-12895 


United States — Foreign economic relations 
— Hong Kong — Periodicals. 
Hong Kong / Hong Kong (Washington, 
D.C.) (C 61.11:H 75/991), 91-12896 


United States — Foreign economic relations 
— Hungary — Periodicals. 
Hungary / Hungary (Washington, D.C.) 
(C 61.11:H 89/990), 91-12897 
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United States — Foreign economic relations 
— Korea (South) — Periodicals. 
Korea / Korea (Washington, D.C.) (C 
61.11:K 84/991), 91-12898 


United States — Foreign economic relations 
— Madagascar — Periodicals. 
adagascar / Madagascar (Washington, 
D.C.) (C 61.11:M 26/991), 91-12899 


United States — Foreign economic relations 
— Malawi — Periodicals. 
Malawi / Malawi (Washington, D.C. : 
1988) (C 61.11:M 29/2/991), 91-12900 


United States — Foreign economic relations 
— Malaysia — Periodicals. 
Malaysia / Malaysia (Washington, D.C. : 
1987) (C 61.11:M 29/990-2), 91-12902 


United States — Foreign economic relations 
— Mali — Periodicals. 
Mali / Mali (Washington, D.C.) (C 
61.11:M 29/3/991), 91-12901 


United States — Foreign economic relations 
— Nepal — Periodicals. 
Nepal / Nepal (Washington, D.C.) (C 
61.11:N 35/991), 91-12903 


United States — Foreign economic relations 
— Netherlands Antilles — Periodicals. 
Netherlands Antilles / Netherlands Antil- 

les (Washington, D.C.) (C 61.11:N 38/ 
2), 91-12904 


United States — Foreign economic relations 
— New Zealand — Periodicals. 
New Zealand / New Zealand (Washing- 
ton, D.C.) (C 61.11:N 42 z/99i), 91- 
12905 


United States — Foreign economic relations 
— Philippines — Periodicals. 
Philippines / Phillipines (Washington, 
D.C. : 1987) (C 61.11:P 53/991), 91- 
12906 


United States — Foreign economic relations 
— Senegal — Periodicals. 
Senegal / Senegal (Washington, D.C.) (C 
61.11:Se 5/990-2), 91-12907 


Spain / Spain (Washington, D.C.) (C 
61.11:Sp 1/990), 91-12908 


United States — Foreign economic relations 
— Sri Lanka — Periodicals. 
Sri Lanka / Sri Lanka (Washington, 
D.C.) (C 61.11:Sr 3/991), 91-12909 


United States — Foreign economic relations 
— Sweden — Periodicals. 
Sweden / Sweden (United States. Embas- 
sy (Sweden)) (C 61.11:Sw 3/990), 91- 
12910 
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United States — Foreign economic relations 
— Switzerland — Periodicals. 
Switzerland / Switzerland (Washington, 

D.C. : 1988) (C 61.11:Sw 6/990-2), 
91-12911 


United States — Foreign economic relations 
— Taiwan — Periodicals. 
Taiwan / Taiwan (Washington, D.C. : 

Semiannual) (C 61.11:T 13/990-2), 91- 
12912 


United States — Foreign economic relations 
— Thailand — Periodicals. 
Thailand / Thailand (Washington, D.C. : 
1970) (C 61.11:T 32/991), 91-12913 


United States — Foreign economic relations 
— Turkey — Periodicals. 
Turkey / Turkey (Washington, D.C.) (C 
61.11:T 84/991), 91-12914 


United States — Foreign economic relations 
— Zaire — Periodicals. 
Zaire / Zaire (Washington, D.C.) (C 
61.11:Z 1/990), 91-12915 


United States — Foreign relations. 
Alternative U.S. policy approaches to 
third world conflicts. (Y 3.P 31:16/24), 
91-13943 


United States — Foreign relations — 

Cambodia. 

Sino-American relations : one year after 
the massacre at Tiananmen Square : 
hearing before the Subcommittee on 
East Asian and Pacific Affairs of the 
Committee on Foreign Relations, 
United States Senate, One Hundred 
First Congress, second session, June 6, 
1990. United States. Congress. Senate. 
Committee on Foreign Relations. Sub- 
committee on East Asian and Pacific 
Affairs. (Y 4.F 76/2:S.hrg.101-1125), 
91-14057 


United States — Foreign relations — 
Hungary. 
Dedication by the Congress of a bust of 
Lajos (Louis) Kossuth : proceedings in 
the U.S. Capitol Rotunda, March 15, 
1990. (Y 1.1/7:101-168), 91-13921 


United States — Foreign relations — Iraq. 

U.S. government controls on sales to Iraq 
: hearing before the Commerce, Con- 
sumer, and Monetary Affairs Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, One Hundred First Congress, 
second session, September 27, 1990. 
United States. Congress. House. Com- 
mittee on Government Operations. 
Commerce, Consumer, and Monetary 
Affairs Subcommittee. (Y 4.G 74/7:Sa 
8/3), 91-14066 
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United States — Foreign relations — 

Liberia. 

Emergency situations in Sudan and Libe- 
ria : hearing before the Subcommittee 
on African Affairs of the Committee 
on Foreign Relations, United States 
Senate, One Hundred First Congress, 
second session, November 27, 1990. 
United States. Congress. Senate. Com- 
mittee on Foreign Relations. Subcom- 
mittee on African Affairs. (Y 4.F 76/ 
2:S.hrg.101-1163), 91-14059 


United States — Foreign relations — 

Marshall Islands. 

Implementation of the compact of 1985 : 
oversight hearing before the Subcom- 
mittee on Insular and International Af- 
fairs of the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, One Hundred First Congress, 
first session ... hearing held in Wash- 
ington, DC, July 18, 1989. United 
States. Congress. House. Committee on 
Interior and Insular Affairs. Subcom- 
mittee on Insular and International Af- 
fairs. (Y 4.In 8/14:101-76), 91-14089 


United States — Foreign relations — 

Mexico — 

Mexico-United States Interparliamentary 
Conference report of the United 
States House of Representatives and 
Senate Delegations. (Y 4.F 76/1:M 57/ 
7/990), 91-14046 


United States — Foreign relations — 
Micronesia (Federated States) 
Implementation of the compact of 1985 : 

oversight hearing before the Subcom- 
mittee on Insular and International Af- 
fairs of the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, One Hundred First Congress, 
first session ... hearing held in Wash- 
ington, DC, July 18, 1989. United 
States. Congress. House. Committee on 
Interior and Insular Affairs. Subcom- 
mittee on Insular and International Af- 
fairs. (Y 4.In 8/14:101-76), 91-14089 


United States — Foreign reiations — Middle 
East. 


Developments in the Middle East, July 
1990 : hearing before the Subcommittee 
on Europe and the Middle East of the 
Committee on Foreign Affairs, House 
of Representatives, One Hundred First 
Congress, second session, July 31, 
1990. United States. Congress. House. 
Committee on Foreign Affairs. Sub- 
committee on Europe and the Middle 
East. (Y 4.F 76/1:M 58/20/990/3), 
91-14047 

The Middle East in the 1990’s : hearing 
before the Subcommittee on Europe 
and the Middle East of the Committee 
on Foreign Affairs, House of Repre- 
sentatives, One Hundred First Con- 





U.S. Government Printing Office Management. 


gress, second session, April 4; May 8; 
June 26; and July 17, 1990. United 
States. Congress. House. Committee on 
Foreign Affairs. Subcommittee on 
Europe and the Middle East. (Y 4.F 
76/1:M 58/30), 91-14048 


United States — Foreign relations — 

Persian Gulf Region. 

Update on the situation in the Persian 
Gulf : hearings before the Committee 
on Foreign Affairs, and the Subcom- 
mittees on Arms Control, International 
Security and Science, and on Europe 
and the Middle East, House of Repre- 
sentatives, One Hundred First Con- 
gress, second session, September 26 
and December 6, 1990. United States. 
Congress. House. Committee on For- 
eign Affairs. (Y 4.F 76/1:P 43/13), 
91-14050 


United States — Foreign -elations — Soviet 

Union. 

Roundtable discussion on United States- 
Soviet relations and the future of arms 
control : hearing before the Subcom- 
mittees on Arms Control, International 
Security and Science, and on Europe 
and the Middle East of the Committtee 
on Foreign Affairs, House of Repre- 
sentatives, One Hundred First Con- 
gress, first session, November 15, 1989. 
United States. Congress. House. Com- 
mittee on Foreign Ajfairs. Subcommit- 
tee on Arms Control, International Se- 
curity, and Science. (Y 4.F 76/1:Ar 5/ 
40), 91-14044 


United States — Foreign relations — Sudan. 
Emergency situations in Sudan and Libe- 
ria : hearing before the Subcommittee 
on African Affairs of the Committee 
on Foreign Relations, United States 
Senate, One Hundred First Congress, 
second session, November 27, 1990. 
United States. Congress. Senate. Com- 
mittee on Foreign Relations. Subcom- 
mittee on African Affairs. (Y 4.F 76/ 
2:S.hrg.101-1163), 91-14059 


United States — Foreign relations — 

Treaties. 

Implications of treaty on final German 
settlement for NATO strategy and U.S. 
military presence in Europe : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, One Hun- 
dred First Congress, second session, 
October 4, 1990. United States. Con- 
gress. Senate. Committee on Armed 
Services. (Y 4.Ar 5/3:S.hrg.101-1154), 
91-13988 


United States. Forest Service. 

Miscellaneous Bureau of Land Manage- 
ment and Forest Service legislation : 
hearing before the Subcommittee on 
Public Lands, National Parks, and For- 
ests of the Committee on Energy and 
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Natural Resources, United States 
Senate, One Hundred First Congress, 
second session, on S. 2472, S. 2543, S. 
2815, S. 2816, S. 2891, H.R. 2566, H.R. 
3888, September 26, 1990. United 
States. Congress. Senate. Committee on 
Energy and Natural Resources. Sub- 
committee on Public Lands, National 
Parks, and Forests. (Y 4.En 
2:S.hrg.101-1159), 91-14022 


National forest management : hearings 
before the Subcommittee on Forests, 
Family Farms, and Energy of the 
Committee on Agriculture, House of 
Representatives, One Hundred First 
Congress, first and second sessions, No- 
vember 9, 1989, status of national forest 
lands ... March 6, 1990, national forest 
timber supply .... United States. Con- 
gress. House. Committee on Agricul- 
ture. Subcommittee on Forests, Family 
Farms, and Energy. (Y 4.Ag 8/1:101- 
42), 91-13958 


United States. Forest Service — 

Appropriations and expenditures. 

Review of the fiscal year 1991 budget of 
the Forest Service, U.S. Department of 
Agriculture : hearing before the Sub- 
committee on Forests, Family Farms, 
and Energy of the Committee on Agri- 
culture, House of Representatives, One 
Hundred First Congress, second ses- 
sion, February 6, 1990. United States. 
Congress. House. Committee on Agri- 
culture. Subcommittee on Forests, 
Family Farms, and Energy. (Y 4.Ag 8/ 
1:101-66), 91-13967 


United States — Full employment policies. 

Oversight hearing on U.S. employment 
services : hearing before the Subcom- 
mittee on Employment Opportunities 
of the Committee on Education and 
Labor, House of Representatives, One 
Hundred First Congress, second ses- 
sion, hearing held in Washington, DC, 
October 16, 1990. United States. Con- 
gress. House. Committee on Education 
and Labor. Subcommittee on Employ- 
ment Opportunities. (Y 4.Ed 8/1:101- 
133), 91-14016 


United States. General Services 
Administration. 
Forecast of GSA contracting opportuni- 
ties. (GS 1.2:C 76), 91-13481 


United States. Government Printing Office 


— Management. 

Oversight on the U.S. Government Print- 
ing Office general sales program : hear- 
ings held before the Subcommittee on 
Procurement and Printing of the Com- 
mittee on House Administration, US. 
House of Representatives, One Hun- 
dred First Congress, second session, 
July 26 and 27, 1990, Washington, DC. 
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U.S. Government Printing Office Management. 


United States. Congress. House. Com- 
mittee on House Administration. Sub- 
committee on Procurement and Print- 
ing. (Y 4.H 81/3:Sa 1), 91-14081 


United States — History — Civil War, 
1861-1865 — Bibliography — Catalogs. 
Civil War. United States. Superintendent 

of Documents. (GP 3.22/2:192/990), 
91-13474 


United States. Immigration and 

Naturalization Service. 

INS delivery bonds : stronger internal 
controls needed : report to the Honora- 
ble Alan J. Dixon, U.S. Senate / 
United States. General Accounting 
Office. (GA _ 1.13:GGD-88-36), 91- 
13454 


United States — Industries — Costs — 
Statistics — Periodicals. 
Annual survey of manufactures. Industry 
statistics (C 3.24/9-7:986), 91-12786 


Annual survey of manufactures. Statistics 
for industry groups and industries (in- 
cluding capital expenditures, invento- 
ries and supplemental labor, fuel, and 
electric energy costs). (C 3.24/9-7:986), 
91-12786 


ASM (C 3.24/9-7:986), 91-12786 


Statistics for industry groups and indus- 
tries (including capital expenditures, in- 
ventories and supplemental labor, fuel, 
and electric energy costs) (C 3.24/9- 
7:986), 91-12786 


United States — Insular possessions. 

Insular areas budget request for fiscal 
year 1988 : oversight hearing before 
the Subcommittee on Insular and Inter- 
national Affairs of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundredth Con- 
gress, first session ... hearing held in 
Washington, DC, February 26, 1987. 
United States. Congress. House. Com- 
mittee on Interior and Insular Affairs. 
Subcommittee on Insular and Interna- 
tional Affairs. (Y 4.In 8/14:100-80), 
91-14085 


Insular areas budget request for fiscal 
year 1989 : oversight hearings before 
the Subcommittee on Insular and Inter- 
national Affairs of the Committee on 
Interior and Insular Affairs, House of 
Representatives, One Hundredth Con- 
gress, second session ... hearings held in 
Washington, DC, February 18, 1988, 
February 25, 1988. United States. Con- 
gress. House. Committee on Interior 
and Insular Affairs. Subcommittee on 
Insular and International Affairs. (Y 
4.In 8/14:100-87), 91-14087 


Secretary of the Interior’s report on 
Water Island oversight hearings 
before the Subcommittee on Insular 
and International Affairs of the Com- 
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mittee on Interior and Insular Affairs, 
House of Representatives, One Hun- 
dredth Congress, first session ... hear- 
ings held in St. Thomas, VI, November 
13, 1987, November 14, 1987. United 
States. Congress. House. Committee on 
Interior and Insular Affairs. Subcom- 
mittee on Insular and International Af- 
fairs. (Y 4.In 8/14:100-84), 91-14086 


United States. Internal Revenue Service. 

Collecting unpaid taxes : why can’t the 
IRS do better? : hearing before the 
Committee on Governmental Affairs, 
United States Senate, One Hundred 
First Congress, second session, August 
1, 1990. United States. Congress. 
Senate. Committee on Governmental 
Affairs. (Y 4.G 74/9:S.hrg.101-1165), 
91-14073 


United States. Internal Revenue Service — 

Directories. 

Guide to the Internal Revenue Service : 
for congressional staff. United States. 
Internal Revenue Service. (T 22.44/ 
2:1273/989), 91-13880 


United States. Internal Revenue Service — 

Management. 

Managing IRS : actions needed to assure 
quality service in the future : report to 
the Congress / United States. General 
Accounting Office. (GA 1.13:GGD-89- 
1), 91-13463 


United States. Internal Revenue Service — 

Personnel management. 

Tax administration : difficulties in accu- 
rately estimating tax examination yield 
: report to the chairman, Committee on 
the Budget, U.S. Senate / United 
States. General Accounting Offfice. 
(GA 1.13:GGD-88-119), 91-13458 


United States. Internal Revenue Service — 
Personnel management — Handbooks, 
manuals, etc. 

Management Achievement Program 
(MAP) : managers handbook. (T 22.2/ 
15:7405), 91-13870 


United States. Interstate Commerce 
Commission — Officials and employees — 
Selection and appointment. 


Nomination—ICC : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
One Hundred First Congress, second 
session, on Gail Clements McDonald, 
to be a commissioner, Interstate Com- 
merce Commission, September 20, 
1990. United States. Congress. Senate. 
Committee on Commerce, Science, and 
Transportation. (Y 4.C 73/7:S.hrg.101- 
1027), 91-14007 

United States — Manufactures. 

Manufacturing extension programs : hear- 

ing before the Joint Economic Com- 
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mittee, Congress of the United States, 
One Hundred First Congress, second 
session, May 1, 1990. United States. 
Congress. Joint Economic Committee. 
(Y 4.Ec 7:M 31), 91-14012 


United States — Manufactures —- Costs — 
Statistics — Periodicals. 
Annual survey of manufactures. Industry 
statistics (C 3.24/9-7:986), 91-12786 


Annual survey of manufactures. Statistics 
for industry groups and industries (in- 
cluding capital expenditures, invento- 
ries and supplemental labor, fuel, and 
electric energy costs). (C 3.24/9-7:986), 
91-12786 


ASM (C 3.24/9-7:986), 91-12786 


Statistics for industry groups and indus- 
tries (including capital expenditures, in- 
ventories and supplemental labor, fuel, 
and electric energy costs) (C 3.24/9- 
7:986), 91-12786 


United States — Manufactures — Statistics. 
1987 census of manufactures. Industry 
series. Miscellaneous apparel and acces- 
sories, industries 2371, 2381, 2384, 
2385, 2386, 2387, and 2389. Census of 
manufactures (1987). Industry series. (C 
3.24/4:MC 87-I-23 D/990), 91-12785 


United States. Marine Corps — History — 

Vietnamese Conflict, 1961-1975. 

U.S. Marines in Vietnam : the bitter end, 
1973-1975 / Dunham, George R. 
(George Ross) (D 214.13:V 67/973-75), 
91-13143 


United States. Marine Corps — Military 
life. 

Daddy’s days away : a deployment activ- 

ity book for parents & children. (D 

214.2:D 12/991), 91-13142 


United States. Merit Systems Protection 
Board — Officials and employees — 
Selection and appointment. 

Nominations of Thomas F. Kranz, Todd 
W. Dillard, and Antonio C. Amador : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, One Hundred First Congress, 
second session, on nominations of 
Thomas F. Kranz, to be Associate Di- 
rector, Federal Emergency Manage- 
ment Agency; Todd W. Dillard, to be 
U.S. Marshal for the Superior Court ... 
and Antonio C. Amador ... Merit Sys- 
tems Protection Board, October 19, 
1990. United States. Congress. Senate. 
Committee on Governmental Affairs. 
(Y 4.G 74/9:S.hrg.101-1177), 91-14077 


United States — Military relations — 
Brazil. 
An Act to Authorize the Transfer by 
Lease of a Specified Naval Landing 
Ship Dock to the Government of 
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Brazil. United States. (AE 2.110:101- 
568), 91-12762 


United States — Military relations — 

Persian Gulf Region. 

U.S. policy in the Persian Gulf : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, One Hun- 
dred First Congress, second session .... 
United States. Congress. Senate. Com- 
mittee on Foreign Relations. (Y 4.F 
76/2:S.hrg.101-1128/pt.1-2), 91-14058 


United States — Military relations — Saudi 

Arabia. 

Proposed sales and upgrades of major de- 
fense equipment to Saudi Arabia : hear- 
ing before the Subcommittees on Arms 
Control, International Security, and 
Science, and on Europe and the 
Middle East of the Committee on For- 
eign Affairs, House of Representatives, 
One Hundred First Congress, second 
session, June 19, 1990. United States. 
Congress. House. Committee on For- 
eign Affairs. Subcommittee on Arms 
Control, International Security, and 
Science. (Y 4.F 76/1:Sa 8/6), 91- 
14053 


United States. National Aeronautics and 

Space Administration. 

Problems at National Aeronautics and 
Space Administration : hearing before 
a subcommittee of the Committee on 
Appropriations, United States Senate, 
One Hundred First Congress, second 
session : special hearing. United States. 
Congress. Senate. Committee on Ap- 
propriations. Subcommittee on VA- 
HUD-Independent Agencies. (Y 4.Ap 
6/2:S.hrg.101-1146), 91-13980 

Technology development : future use of 
NASA’s large format camera is uncer- 
tain : report to the Chairman, Commit- 
tee on Governmental Affairs, U.S. 
Senate / (GA _1.13:NSIAD-90-142), 
91-13466 


United States. National Aeronautics and 
Space Administration — Bibliography — 


Catalogs. 
NASA scientific and technical publica- 
tions. NASA scientific and technical 


publications (1987) (NAS _ 1.21:7063 
(02)) (NAS 1.21:7063 (03)) (NAS 
1.21:7063 (04)), 91-13737 


NASA scientific and technical publica- 
tions catalog NASA scientific and 
technical publications (1987) (NAS 
1.21:7063 (02)) (NAS 1.21:7063 (03)) 
(NAS 1.21:7063 (04)), 91-13737 


United States, National Labor Relations 

Board. 

1990 oversight hearing on the National 
Labor Relations Board : hearing before 
the Employment and Housing Subcom- 
mittee of the Committee on Govern- 
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ment Operations, House of Representa- 
tives, One Hundred First Congress, 
second session, October 3, 1990. United 
States. Congress. House. Committee on 
Government Operations. Employment 
and Housing Subcommittee. (Y 4.G 
74/7:N 21/3/990), 91-14064 


United States. National Park Service — 
Appropriations and expenditures. 
Miscellaneous national parks measures : 

hearing before the Subcommittee on 
Public Lands, National Parks, and For- 
ests of the Committee on Energy and 
Natural Resources, United States 
Senate, One Hundred First Congress, 
second session, on S. 2771, S. 2802, S. 
2809, H.R. 3863, S. 2818, H.R. 4834, 
H.R. 5084, September 20, 1990. United 
States. Congress. Senate. Committee on 
Energy, and Natural Resources. Sub- 
committee on Public Lands, National 
Parks, and Forests. (Y 4.En 
2:S.hrg.101-1147), 91-14021 


United States — National security. 

Consideration of draft legislation on the 
situation in the Persian Gulf : markup 
before the Committee on Foreign Af- 
fairs, House of Representatives, One 
Hundred Second Congress, first ses- 
sion, on H. Con. Res. 1, January 9, 
1991. United States. Congress. House. 
Committee on Foreign Affairs. (Y 4.F 
76/1:P 43/14), 91-14051 


The effect of changing export controls on 
cooperation in science and technology : 
hearing before the Committee on Sci- 
ence, Space, and Technology, U.S. 
House of Representatives, One Hun- 
dred First Congress, second session, 
May 16, 1990. United States. Congress. 
House. Committee on Science, Space, 
and Technology. (Y 4.Sci 2:101/167), 
91-14129 


Foreign investment in the United States : 
hearings before the Subcommittee on 
Commerce, Consumer Protection, and 
Competitiveness of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, on H.R. 5, H.R. 
4520, H.R. 4608, and H.R. 5225 ... June 
13 and July 31, 1990. United States. 
Congress. House. Committee on 
Energy and Commerce. Subcommittee 
on Commerce, Consumer Protection, 
and Competitiveness. (Y 4.En 2/3:101- 
194), 91-14032 


The president’s decision to order a Chi- 
nese company’s divestiture of a recent- 
ly acquired U.S. aircraft parts manufac- 
turer : statement of Allan I. Men- 
delowitz, Director, International 
Trade, Energy, and Finance Issues 
before the Subcommittee on Com- 
merce, Consumer Protection and Com- 
petitiveness, House Coimmittee on 
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Energy and Commerce, House of Rep- 
resentatives. Mendelowitz, Allan I. 
(GA 1.5/2:T-NSIAD-90-21), 91-13444 


Proliferation and arms control ; hearings 
before the Committee on Foreign Af- 
fairs and its Subcommittee on Arms 
Control, International Security and Sci- 
ence, House of Representatives, One 
Hundred First Congress, second ses- 
sion, May 17 and July 11, 1990. United 
States. Congress. House. Committee on 
Foreign Affairs. (Y 4.F 76/1:P 94/4), 
91-14052 

Use of military force against Iraq : com- 
munication from the President of the 
United States transmitting his notifica- 
tion directing U.S. armed forces to’ 
commence combat operations on Janu- 
ary 16, 1991, against Iraqi forces and 
military targets in Iraq and Kuwait, 
consistent with the war powers resolu- 
tion. United States. President (1989- : 
Bush) (Y 1.1/7:102-30), 91-13926 


United States. National Telecommunications 
and Information Administration — 
Appropriations and expenditures. 

National Telecc ications and Infor- 
mation Administration authorization, 
fiscal years 1990 and 1991. United 
States. (AE 2.110:101-555), 91-12757 





United States. Navy. Military Sealift 
Command. 
Backgrounder : Military Sealift Com- 
mand. (D 216.2:B 12/991), 91-13144 


United States. Navy — Procurement — 
Directories. 
Small and disadvantaged business assist- 
ance directory. (D 201.2:Sm 1/2), 91- 
13138 


United States. Navy — Utilitiesmen — 
Handbooks, manuals, etc. 
Utilitiesman 3 / Sims, Junior D. (D 
207.208/2:Ut 3/3/990), 91-13141 


United States. Occupational Safety and 

Health Administration. 

Adequacy of OSHA protections for 
chemical workers : hearing before the 
Employment and Housing Subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
One Hundred First Congress .... United 
States. Congress. House. Committee on 
Government Operations. Employment 
and Housing Subcommittee. (Y 4.G 
74/7:C 42/pt.2), 91-14061 


United States. Office of Civilian Health and 
Medical Program of the Uniformed 
Services. 

CHAMPUS, maternity care. (D 2.18:8/ 
989), 91-12921 
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U.S. Office of Educational Research and 


United States. Office of Educational 

Research and Improvement. 

Lessons learned : federal policy making 
and the education research community. 
Finn, Chester E., 1944- (ED 1.310/ 
2:300404), 91-13303 


United States. Office of Management and 


OMB’s response to government manage- 
ment failures : hearing before the Com- 
mittee on Governmental Affairs, 
United States Senate, 
First Congress, second session, October 


3, 11, 1990. United States. Congress. | 


Senate. Committee on Governmental 
Affairs. (Y 4.G 74/9:S.hrg.101-1152), 
91-14072 


United States. Office of Personnel 
Management — Information services. 
Employee and labor relations information 

systems and resources / United States. 
Office of Personnel Management. 





One Hundred | 





Office of Employee and Labor Rela- | 


tions. (PM 1.2:L 11/3), 91-13847 


United States. Office of Personnel 
Management — Officials and employees 
— Training of — Periodicals. 


Equal employment opportunity, general 


personnel management, personne! staff- 
ing, special personnel programs / (PM 
1.28/2:990), 91-13850 


Personnel Management Training Division | 


I (PM 1.28/2:990), 91-13850 


United States — Officials and employees. 

First amendment rights of federal work- 
ers : hearing before the Employment 
and Housing Subcommittee of the 
Committee on Government Operations, 
House of Representatives, One Hun- 
dred First Congress, second session, 
February 14, 1990. United States. Con- 
gress. House. Committee on Govern- 
ment Operations. Employment and 
Housing Subcommittee. (Y 4.G 74/7:W 
89/5), 91-14067 


United States — Officials and employees — 
Handbooks, manuals, etc. 
Temporary duty guide for Department of 
Labor employees. United States. Dept. 
of Labor. (L 1.7/2:T 24/991), 91- 
13648 


United States — Officials and employees — 

Professional ethics. 

Ethics enforcement : results of conflict of 
interest investigation : report to con- 
gressional requesters / United States. 
General Accounting Office. (GA 
1.13:GGD-88-34), 91-13453 


United States — Officials and employees — 
Rating of. 
Senior Executive Service Improvements 
Act : hearing before the Subcommittee 
on the Civil Service of the Committee 


Page I-416 





on Post Office and Civil Service, 
House of Representatives, One Hun- 
dred First Congress, second session on 
H.R. 5322 September 25, 1990. 
United States. Congress. House. Com- 
mittee on Post Office and Civil Serv- 
ice. Subcommittee on the Civil Service. 
(Y 4.P 84/10:101-62), 91-14114 


United States — Officials and employees — 
Relocation. 
An Act for the Relief of Benjamin H. 
Fonorow. United States. (AE 2.110/ 
2:101-16), 91-12783 


An Act for the Relief of Izzydor Shever. 
United States. (AE 2.110/2:101-14), 
91-12782 


United States — Officials and employees — 

Salaries, etc. 

Senior Executive Service Improvements 
Act : hearing before the Subcommittee 
on the Civil Service of the Committee 
on Post Office and Civil Service, 
House of Representatives, One Hun- 
dred First Congress, second session on 
H.R. 5322 September 25, 1990. 
United States. Congress. House. Com- 
mittee on Post Office and Civil Serv- 
ice. Subcommittee on the Civil Service. 
(Y 4.P 84/10:101-62), 91-14114 


United States — Officials and employees — 
Selection and appointment — Statistics. 
Federal employees : appointees converted 

to career positions, April through June 
1988 : fact sheet for the chairman, 
Committee on Post Office and Civil 
Service, House of Representatives / 
United States. General Accounting 
Office. (GA 1.13:GGD-88-131 FS), 
91-13460 


United States — Officials and employees — 

Training of. 

Senior executive service : training and 
development of senior executives 
report to the chairman, Subcommittee 
on Civil Service, Committee on Post 
Office and Civil Service, House of 
Representatives / (GA 1.13:GGD-89- 
127), 91-13465 


United States — Politics and government — 
Bibliography — Catalogs. 

Federal government. United States. Su- 

perintendent of Documents. (GP 3.22/ 
2:141/990), 91-13472 


United States — Politics and government — 
Periodicals. 

House journal United States. Congress. 
House. (XJH:100-2/pt.2), 91-13912 
Journal of the House of Representatives 
of the United States. United States. 
Congress. House. (XJH:100-2/pt.2), 

91-13912 


Journal of the Senate of the United States 
of America. United States. Congress. 
Senate. (XJS:101-2), 91-13913 
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Senate journal United States. Congress. 
Senate. (XJS:101-2), 91-13913 


United States —- Population — Statistics — 
Periodicals. 
Provisional estimates of the population of 
counties. (C 3.186:P-26/85-52-C), 91- 
12795 


United States — Population, Rural — 
Statistics. 
Rural America : economic performance, 
1989 / Reid, J. Norman. (A 1.75:609), 
91-12674 


United States. Postmaster General. 

Annual report of the Postmaster General 
: hearing before the Subcommittee on 
Federal Services, Post Office, and Civil 
Service of the Committee on Govern- 
mental Affairs, United States Senate, 
One Hundred First Congress, second 
session, April 27, 1990. United States. 
Congress. Senate. Committee on Gov- 
ernmental Affairs. Subcommittee on 
Federal Services, Post Office, and Civil 
Service. (Y 4.G 74/9:S.hrg.101-1172), 
91-14075 


United States — Public lands. 

An Act to Amend the Act of June 20, 
1910, to Clarify in the State of New 
Mexico Authority to Exchange Lands 
Granted by the United States in Trust, 
and to Validate Prior Land Exchanges. 
United States. (AE 2.110:101-386), 91- 
12743 


Miscellaneous forestry : hearings before 
the Subcommittee on Forests, Family 
Farms, and Energy of the Committee 
on Agriculture, House of Representa- 
tives, One Hundred First Congress, 
second session, March 14, 1990 ... H.R. 
3454 Forest Stewardship Assistance 
Act of 1989 ... September 27, 1990 
H.R. 3617 Fishlake National Forest 
Enlargement Act United States. 
Congress. House. Committee on Agri- 
culture. Subcommittee on Forests, 
Family Farms, and Energy. (Y 4.Ag 8/ 
1:101-67), 91-13968 

Miscellaneous reclamation legislation 
hearing before the Subcommittee on 
Water and Power of the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session, on H.R. 3694, S. 
1118, S. 1932, S. 1590, S. 2716, July 24, 
1990. United States. Congress. Senate. 
Committee on Energy and Natural Re- 
sources. Subcommittee on Water and 
Power. (Y 4.En 2:S.hrg.101-1060), 91- 
14019 


Review of the implementation of Section 
318 of the 1990 Interior Appropriations 
Act (old-growth forests of the Pacific 
Northwest) : joint hearing before the 
Subcommittee on Forests, Family 
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Farms, and Energy of the Committee 
on Agriculture, and the Subcommittee 
on National Parks and Public Lands of 
the Committee on Interior and Insular 
Affairs, and the Subcommittee on Fish- 
eries and Wildlife Conservation and the 
Environment of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, One Hundred First 
Congress, second session, April 4, 1990. 
United States. Congress. House. Com- 
mittee on Agriculture. Subcommittee 
on Forests, Family Farms, and Energy. 
(Y 4.Ag 8/1:101-60), 91-13962 


United States. Railroad Retirement Board — 
Handbooks, manuals, etc. 
Your medicare handbook (RR 1.6/2:H 
34/990), 91-13857 


Your medicare handbook for railroad re- 
tirement beneficiaries. (RR 1.6/2:H 34/ 
990), 91-13857 


United States. Science and Education 
Administration — Officials and employees 
— Directories. 

Directory of professional workers in state 
agricultural experiment stations and 
other cooperating state institutions. (A 
1.76:305/990), 91-12675 


Professional workers in state agricultural 
experiment stations and other cooperat- 
ing state institutions (A 1.76:305/990), 
91-12675 


United States. Securities and Exchange 

Commission. 

Securities regulation : efforts to detect, 
investigate, and deter insider trading : 
report to the chairman, Subcommittee 
on Oversight and Investigations, Com- 
mittee on Energy and Commerce, 
House of Representatives / (GA 
1.13:GGD-88-116), 91-13456 


United States — Statistics — Software. 

1987 census of agriculture. Volume 1, 
Geographic area series. State data files, 
county data files (including U.S. totals) 
[computer file.] Census of agriculture 
(1987). Geographic area series. (C 
3.277:Ag 8/987/CD/v.1) (C 3.277:Ag 
8/987/floppy) (C 3.277:Ag 8/987/ 
doc.), 91-12801 


United States — Statistics, Vital. 

Advance data from Vital and health sta- 
tistics : numbers 41-50. (HE 
20.6209:16/5), 91-13492 

Deaths of Hispanic origin : 15 reporting 
states, 1979-81 / Maurer, Jeffrey D. 
(HE 20.6209:20/18), 91-13493 


United States — Statistics, Vital — Data 
processing — Periodicals. 
Instruction manual. Part 2b, Instructions 
for classifying multiple causes of death 
/ (HE 20.6208/4-3:990), 91-13491 
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Universities and colleges U.S. Entrance 


Instructions for classifying multiple 
causes of death (HE 20.6208/4-3:990), 
91-13491 

Vital statistics, data preparation (HE 
20.6208/4-3:990), 91-13491 


United States — Statistics, Vital — 
Directories. 


Where to write for vital records. (HE 
20.6210/2:990), 91-13495 


United States. Superintendent of Documents. 
Oversight on the U.S. Government Print- 
ing Office general sales program : hear- 
ings held before the Subcommittee on 
Procurement and Printing of the Com- 
mittee on House Administration, U.S. 
House of Representatives, One Hun- 
dred First Congress, second session, 
July 26 and 27, 1990, Washington, DC. 
United States. Congress. House. Com- 
mittee on House Administration. Sub- 
committee on Procurement and Print- 
ing. (Y 4.H 81/3:Sa 1), 91-14081 


United States — Territories and possessions. 
Puerto Rico Status Referendum Act—S. 
712 : hearing before the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, One Hundred 
First Congress, first session, on S. 712 
. November 9, 1989. United States. 
Congress. Senate. Committee on Agri- 
culture, Nutrition, and Forestry. (Y 
4.Ag 8/3:S.hrg.101-1151), 91-13972 


United States. Veterans Administration. 
Dept. of Medicine and Surgery — 
Periodicals. 

Managing clinical costs : an information 
tool for hospital managers. (VA 
1.84:985), 91-13911 


United States. Veterans Benefits 
Administration — Handbooks, manuals, 
etc. 

AFPS hand held computer user guide / 

(VA 1.38:20-90-8), 91-13909 


United States. Veterans Benefits 


AFPS hand held computer user guide / 
(VA 1.38:20-90-8), 91-13909 


United States. Visa Office — Statistics — 
Periodicals. 
Report of the Visa Office. (S 1.1/4:985), 
91-13858 


United States Army Band. 
Army bands. (D 101.43/2:294), 


United States Commission on Civil Rights. 
The Reauthorization of the U.S. Commis- 
sion on Civil Rights : hearing before 
the Subcommittee on the Constitution 
of the Committee on the Judiciary, 
United States Senate, One Hundred 


91-13127 
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First Congress, first session, on ... June 
22, 1989. United States. Congress. 
Senate. Committee on the Judiciary. 
Subcommittee on the Constitution. (Y 
4.J 89/2:S.hrg.101-1077), 91-14100 


United States Postal Service. 

Annual report of the Postmaster General 
: hearing before the Subcommittee on 
Federal Services, Post Office, and Civil 
Service of the Committee on Govern- 
mental Affairs, United States Senate, 
One Hundred First Congress, second 
session, April 27, 1990. United States. 
Congress. Senate. Committee on Gov- 
ernmental Affairs. Subcommittee on 
Federal Services, Post Office, and Civil 
Service. (Y 4.G 74/9:S.hrg.101-1172), 
91-14075 


United States Postal Service — 
Appropriations and expenditures. 
ice : preliminary report on 
compliance with 1988 budget reduction 
mandate : report to congressional com- 
mittees / (GA 1.13:GGD-88-121), 91- 
13459 


United States Postal Service. Board of 

Governors — Management. 

Postal service : Board of Governors’ con- 
tract for legal services : report to the 
chairman, Committee on Post Office 
and Civil Service, House of Represent- 
atives / (GA 1.13:GGD-87-12), 91- 
13451 


Universities and colleges — United States — 

Administration. 

Opportunity from strength [microform] : 
strategic planning clarified with case 
examples / Cope, Robert G., 1936- 
(ED 1.310/2:296694), 91-13264 

Symbolism and presidential perceptions 
of leadership / Tierney, William G. 
(ED 1.310/2:292405), 91-13236 


Working effectively with trustees : build- 
ing cooperative campus leadership / 
Taylor, Barbara E. (ED 1.310/ 
2:284509), 91-13196 


Universities and colleges — United States — 
Curricula. 
Developing academic programs : the cli- 
mate for innovation / Seymour, Daniel 
T. (ED 1.310/2:305015), 91-13328 


Universities and colleges — United States — 
Directories. 
Education directory, colleges and univer- 
sities, 1985-86 / Broyles, Susan G. (ED 
1.310/2:275289), 91-13172 


Universities and colleges — United States — 

Entrance examinations. 

College student outcomes assessment : a 
talent development perspective / 
Jacobi, Maryann. (ED 1.310/2:296693), 
91-13263 
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Universities and colleges U.S. Graduation 


Universities and colleges — United States — 

Graduation requirements. 

An Act to Require Institutions of Higher 
Education Receiving Federal Financial 
Assistance to Provide Certain Informa- 
tion with Respect to the Graduation 
Rates of Student-Athletes at Such Insti- 
tutions. United States. (AE 2.110:101- 
542), 91-12754 


Student Right-to-Know and Campus Se- 
curity Act United States. (AE 
2.110:101-542), 91-12754 


Universities and colleges — United States — 

Public opinion. 

Higher education and the public trust 
[microform] : improving stature in col- 
leges and universities / Alfred, Richard 
L. (ED 1.310/2:296692), 91-13262 


Universities and colleges — United States — 

Records and correspondence. 

An Act to Require Institutions of Higher 
Education Receiving Federal Financial 
Assistance to Provide Certain Informa- 
tion with Respect to the Graduation 
Rates of Student-Athletes at Such Insti- 
tutions. United States. (AE 2.110:101- 
542), 91-12754 


Student Right-to-Know and Campus Se- 
curity Act United States. (AE 
2.110:101-542), 91-12754 


Universities and colleges — United States — 

Safety measures. 

An Act to Require Institutions of Higher 
Education Receiving Federal Financial 
Assistance to Provide Certain Informa- 
tion with Respect to the Graduation 
Rates of Student-Athletes at Such Insti- 
tutions. United States. (AE 2.110:101- 
542), 91-12754 


Student Right-to-Know and Campus Se- 
curity Act United States. (AE 
2.110:101-542), 91-12754 


Universities and colleges — United States — 

Security measures. 

An Act to Require Institutions of Higher 
Education Receiving Federal Financial 
Assistance to Provide Certain Informa- 
tion with Respect to the Graduation 
Rates of Student-Athletes at Such Insti- 
tutions. United States. (AE 2.110:101- 
542), 91-12754 


Student Right-to-Know and Campus Se- 
curity Act United States. (AE 
2.110:101-542), 91-12754 


Unsteady flow (Aerodynamics) — Computer 
simulation. 

UNAERO, a package of FORTRAN 
subroutines for approximating unsteady 
aerodynamics in the time domain [mi- 
croform] / Dunn, H. J., 1947- (NAS 
1.15:86392), 91-13709 
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Upper Mississippi River National Wildlife 
and Fish Refuge. 

Upper Mississippi River National Wildlife 
and Fish Refuge : Wabasha, Winona, 
and Houston counties, Minnesota : Buf- 
falo, Trempealeau, LaCrosse, Vernon, 
Crawford, and Grant counties, Wiscon- 
sin : Allamakee, Clayton, Dubuque, 
Jackson, Clinton, and Scott counties, 
Iowa : Jo Daviess, Carroll, Whiteside, 
and Rock Island counties, Illinois. U.S. 
Fish and Wildlife Service. Region 3. 
Office of Refuge Planning. (I 1.98:Up 
6/4/draft), 91-13510 


Urban poor — Education — United States. 
Improving the school-home connection 
for low-income urban parents. Ascher, 
Carol, 1941- (ED 1.310/2:293973), 91- 
13247 


Urban schools — United States — Faculty 
— Recruiting. 
Recruiting and selecting teachers for 
urban schools / Haberman, Martin. 
(ED 1.310/2:292942), 91-13240 


Urban schools — United States — Faculty 
— Selection and appointment. 
Recruiting and selecting teachers for 
urban schools / Haberman, Martin. 
(ED 1.310/2:292942), 91-13240 


Utah — Maps, Topographic. 

7.5 minute series (topographic), [Nevada]. 
(37114-A1-TF-024], Terry Benches, 
Nevada—Utah—Arizona, 1973 / Geo- 
logical Survey (U.S.) (I 19.81:37114-A 
1-TF-024/980), 91-13578 


Vv 


Vanuatu — Maps. 

South Pacific Ocean, Vanuatu, Erro- 
mango Island to Ile Anetioum / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:82580/990), 91-12990 

South Pacific Ocean, Vanuatu, Malakula 
Island to Efate Island / United States. 
Defense Mapping Agency. Hydro- 
graphic/Topographic Center. (D 
5.356:82560/990), 91-12989 

South Pacific Ocean, Vanuatu, Torres Is- 
lands to Pentecost Island / United 
States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. (D 
5.356:82540/990), 91-12988 


Veblen, Thorstein, 1857-1929 — Homes and 
haunts — Minnesota — Rice County. 
Thorstein Veblen farmstead, Nerstrand 

vicinity, Minnesota. (I 29.117/3:T 39), 
91-13639 


Vector analysis. 
Vectorizable algorithms for adaptive 
schemes for rapid analysis of SSME 
flows [microform] final report / 
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Oden, J. Tinsley (John Tinsley), 1936- 
(NAS 1.26:179082), 91-13767 


Venus (Planet) — Geology. 
Dike zones on Venus [microform] / 
Markov, M. S. (NAS 1.77:20111), 91- 
13810 


Venus probes. 
Dike zones on Venus [microform] / 
Markov, M. S. (NAS 1.77:20111), 91- 
13810 


Vertically rising aircraft. 

Top-mounted inlet performance for a V/ 
STOL fighter/attack aircraft configura- 
tion [microform] / Smeltzer, Donald B. 
(NAS 1.15:88210), 91-13720 


Veterans — Disabled — Rehabilitation — 

United States. 

Incarcerated Veterans Rehabilitation and 
Readjustment Act of 1989 : hearing 
before the Subcommittee on Courts, 
Intellectual Property, and the Adminis- 
tration of Justice of the Committee on 
the Judiciary, House of Representa- 
tives, One Hundred First Congress, 
second session, on H.R. 3453 ... April 
24, 1990. United States. Congress. 
House. Committee on the Judiciary. 
Subcommittee on Courts, Intellectual 
Property, and the Administration of 
Justice. (Y 4.J 89/1:101-99), 91-14092 


Veterans — Diseases — United States — 
Statistics. 
The association of selected cancers with 
service in the U.S. military in Vietnam 
: final report / Selected Cancers Coop- 
erative Study Group. (HE 20.7502:Se 
4), 91-13498 


Veterans — Legal status, laws, etc. — 

United States. 

Concerns of Vietnam era veterans : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Veterans’ Affairs, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, June 2, 1990, 
Vancouver, WA. United States. Con- 
gress. House. Committee on Veterans’ 
Affairs. Subcommittee on Oversight 
and Investigations. (Y 4.V 64/3:101- 
50), 91-14134 


Veterans — Medical care — Government 
policy — United States. 

H.R. 4935 and DVA’s medical care cost 
recovery program : hearing before the 
Subcommittee on Hospitals and Health 
Care of the Committee on Veterans’ 
Affairs, House of Representatives, One 
Hundred First Congress, second ses- 
sion, June 20, 1990. United States. Con- 
gress. House. Committee on Veterans’ 
Affairs. Subcommittee on Hospitals and 
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Health Care. (Y 4.V 64/3:101-52), 91- 
14135 


Veterans — Medical care — United States. 

Concerns of Vietnam era veterans : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Veterans’ Affairs, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, June 2, 1990, 
Vancouver, WA. United States. Con- 
gress. House. Committee on Veterans’ 
Affairs. Subcommittee on Oversight 
and Investigations. (Y 4.V 64/3:101- 
50), 91-14134 


Veterans — Medical care — United States 

— Congresses. 

Annual meeting report / United States. 
Dept. of Veterans Affairs. Voluntary 
Service. National Advisory Committee. 
(VA 1.52:989), 91-13910 

New frontiers in voluntarism United 
States. Dept. of Veterans Affairs. Vol- 
untary Service. National Advisory 
Committee. (VA 1.52:989), 91-13910 


Veterans — United States — Social 
conditions. 

Concerns of Vietnam era veterans : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Veterans’ Affairs, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, June 2, 1990, 
Vancouver, WA. United States. Con- 
gress. House. Committee on Veterans’ 
Affairs. Subcommittee on Oversight 
and Investigations. (Y 4.V 64/3:101- 
50), 91-14134 


Veterans of World War I of the U.S.A. — 

Periodicals. 

Proceedings of the annual National Con- 
vention of the Veterans of World War 
I of the United States, Inc. Veterans of 
World War I of the U.S.A. National 
Convention. (Y _ 1.1/7:102-25), 91- 
13925 


Vietnamese Conflict, 1961-1975 — 


Campaigns. 

U.S. Marines in Vietnam : the bitter — 
1973-1975 / Dunham, George 
(George Ross) (D 214.13:V ro 
91-13143 


Vietnamese Conflict, 1961-1975 — Veterans 

— United States. 

Concerns of Vietnam era veterans : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Veterans’ Affairs, House of Rep- 
resentatives, One Hundred First Con- 
gress, second session, June 2, 1990, 
Vancouver, WA. United States. Con- 
gress. House. Committee on Veterans’ 
Affairs. Subcommittee on Oversight 
and Investigations. (Y 4.V 64/3:101- 
50), 91-14134 





Violence (Law) — United States. 

The Brady Handgun Violence Prevention 
Act : hearing before the Subcommittee 
on the Constitution of the Committee 
on the Judiciary, United States Senate, 
One Hundred First Congress, first ses- 
sion, on S. 1236 ... November 21, 1989. 
United States. Congress. Senate. Com- 
mittee on the Judiciary. Subcommittee 
on the Constitution. (Y 4J 89/ 
2:S.hrg.101-1161), 91-14102 


Viral hemorrhagic septicemia. 
Viral hemorrhagic septicemia of fishes / 
Mann, Joyce A. (1 49.79/2:9), 91- 
13643 


Virginia — Maps, Topographic. 

7.5 minute series (topographic), [Virgin- 
ia]. 36077-H3-TF-024, Sussex quadran- 
gle, Virginia—Sussex Co., 1967 / Geo- 
logical Survey (U.S.) (I 19.81:36077-H 
3-TF-024/978), 91-13567 


7.5 minute series (topographic), [Virgin- 
ia]. 36078-F4-TF-024, Boydton quad- 
rangle, Virginia—Mecklenburg Co., 
1968 / Geological Survey (U.S.) (1 
19.81:36078-F 4-TF-024/990), 91- 
13568 

7.5 minute series (topographic), [Virgin- 
ia]. 36078-G3-TF-024, Wightman quad- 
rangle, Virginia, 1966 / Geological 
Survey (U.S.) (1 19.81:36078-G 3-TF- 
024/990), 91-13569 

7.5 minute series (topographic), [Virgin- 
ia]. 36079-G1-TF-024, Vernon Hill 
quadrangle, Virginia—Halifax Co., 
1968 / Geological Survey (U.S.) (I 
19.81:36079-G 1-TF-024/990), 91- 
13570 

7.5 minute series (topographic), [Virgin- 
ia]. 36079-H1-TF-024, Republican 
Grove quadrangle, Virginia, 1968 / 
Geological Survey U.S.) (i 

1-TF-024/990), 91- 


7.5 minute series (topographic), [Virgin- 
ia]. 38077-E8-TF-024, Brandy Station 
quadrangle, Virginia, 1966 / Geologi- 
cal Survey (U.S.) (I 19.81:38077-E 8- 
TF-024/981), 91-13582 


Visas — United States — Statistics — 
Periodicals. 
of the Visa Office. (S 1.1/4:985), 
91-13858 


Visitors, Foreign — United States. 
United States Customs hints for visitors 
(nonresidents). U.S. Customs Service. 
(T 17.2:C 96/5/990), 91-13865 


Visitors, Foreign — United States — 
Periodicals. 


Marketing abroad (C 47.20:987-88), 91- 
12806 
U.S. tourism abroad. (C 
47.20:987-88), 91-12806 
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Vocational education U.S. 


Marketing US tourism abroad (C 
47.20:987-88), 91-12806 

Review of USTTA international markets 
and summary of cooperative advertis- 


ing opportunities. (C  47.20:986-87), 
91-12805 


Vital statistics — Data processing — 

Periodicals. 

Instruction manual. Part 2b, Instructions 
for classifying multiple causes of death 
/ (HE 20.6208/4-3:990), 91-13491 

Instructions for classifying multiple 
causes of death (HE 20.6208/4-3:990), 
91-13491 

Vital statistics, data preparation (HE 
20.6208/4-3:990), 91-13491 


*Vital Statistics — United States — 
directories. 
Where to write for vital records. (HE 
20.6210/2:990), 91-13495 


Vocabulary. 

Check this out [microform] : highlights of 
model library (ED 1.310/ 
2:300035), 91-13295 


Teaching vocabulary to improve reading 
com [microform] / Nagy, 
William E. (ED 1.310/2:298471), 91- 
13276 


Vocational education. 
Linking with employers [microform] / 
Kalamas, David J. (ED 1.310/ 
2:288987), 91-13213 


Vocational education — Iowa — Evaluation. 
Report on student and em- 
ployer follow-up : 1986 sample survey 
and 1986 common data / Boal, Steve. 
(ED 1.310/2:285613), 91-13203 


Vocational education — New York (N.Y.) 
Park West High School Vocational and 
High School Equivalency Bilingual 
Program, 1986-1987 / Asselle, Maria 
Grazia. (ED _1.310/2:298779), 91- 
13284 


Project BRIDGES, 1986-1987 / Scorza, 
Margaret H. (ED 1.310/2:298790), 91- 
13288 


Vocational education — Research — United 

States. 

Priorities for research and development 
in vocational education : monographs 
prepared in partial fulfillment of a plan- 
ning grant for a National Center for 
Research in Vocational Education / 
Lynch, Richard L. (ED 1. 
2:293981), 91-13248 


1.310/2:297132), 91-13267 





Vocational education U.S. 


The Role of vocational education at the 
secondary level : an overview of trends 
and issues. (ED 1.310/2:296171), 91- 
13259 

Technology education : industrial arts in 
transition : a review and synthesis of 
the research / McCrory, David L. 
(ED 1.310/2:290935), 91-13230 


Vocational education — United States — 

Planning. 

Priorities for research and development 
in vocational education : monographs 
prepared in partial fulfillment of a plan- 
ning grant for a National Center for 
Research in Vocational Education / 
Lynch, Richard L. (ED _1.310/ 
2:293981), 91-13248 


Vocational education — United States — 

Statistics. 

Postsecondary institutions offering voca- 
tional/technical programs : analysis 
findings from high school & beyond 
(1980-1986) / Carroll, C. Dennis. (ED 
1.310/2:301696), 91-13308 


Vocational guidance. 
Adult career guidance [microform] / 
Belcher, James O. (ED _1.310/ 
2:288989), 91-13214 


Vocational guidance — New York (N.Y.) 
Adlai E. Stevenson High School Bilin- 
gual Education and Career Awareness 
Program, 1986-1987 / Cabrera, Eulalia. 
(ED 1.310/2:298774), 91-13279 


The Bilingual Program Resource and 
Training Center, 1985-1986 / (ED 
1.310/2:280929), 91-13180 


The Bilingual Program Resource and 
Training Center, 1986-1987 / Asselle, 
Maria Grazia. (ED _ 1.310/2:298773), 
91-13278 


Project GET SET, 1986-1987 / Martinez, 
Ana L. (ED _1.310/2:298776), 91- 
13281 


Seward Park High School Project 
CABES (Career Advancement 
Through Education Skills), 1986-1987 / 
Cabrera, Eulalia. (ED 1.310/2:298775), 
91-13280 


Vocational guidance for minorities — New 
York (N.Y.) 
Project BRIDGES, 1986-1987 / Scorza, 
Margaret H. (ED 1.310/2:298790), 91- 
13288 


Vocational interests — United States. 
It’s your life— take charge : user’s guide 
and student workbook / Veach, June. 

(ED 1.310/2:298322), 91-13275 


Vocational rehabilitation — Law and 
legislation — United States. 
Handicapped persons’ rights under feder- 
al law : information for those who 
have rights and responsibilities under 
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section 504 of the Rehabilitation Act of 
1973. (ED 1.310/2:292256), 91-13235 


Vocational rehabilitation — United States. 
Vocational assessment and evaluation sys- 
tems : a compari / Botterbusch, 
Karl F. (ED _1.310/2:289079), 91- 


13216 y 
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Vocational rehabilitatian* United States — 

Handbooks, manuals, etc. 

The industrial work model : a guide for 
developing transitional and 
employment / Barrett, John (John J.) 
(ED 1.310/2:284994), 91-13201 


Program evaluation : a self-study manual 
/ Smith, Christopher A. (ED 1.310/ 
2:289083), 91-13218 


Volcanic ash, tuff, etc. — Arizona. 
Simulation of liquid and vapor movement 
in unsaturated fractured rock at the 
Apache Leap Tuff Site : models and 
strategies / Yeh, T. C. (T.-C. Jim) (Y 
3.N 88:25/5097), 91-13942 


Voltmeter — Maintenance and repair — 

Handbooks, manuals, etc. 

Operator’s, organizational, direct support 
and general support maintenance 
manual (including repair parts and spe- 
cial tools list) for voltmeter ME-510/U 
(Dana model 5900) (NSN 6625-00-045- 
4643). (D 101.11:11-6625-2962-14 & P), 
91-13111 


Operator’s, organizational, direct support, 
general support, and depot mainte- 
nance manual : digital voltmeter AN/ 
GSM-64. (D_ 101.11:11-6625-444-15), 
91-13099 


Volunteer workers in hospitals — United 

States — Congresses. 

Annual meeting report / United States. 
Dept. of Veterans Affairs. Voluntary 
Service. National Advisory Committee. 
(VA 1.52:989), 91-13910 

New frontiers in voluntarism United 
States. Dept. of Veterans Affairs. Vol- 
untary Service. National Advisory 
Committee. (VA 1.52:989), 91-13910 


Volunteer workers in libraries — 


Handbooks, manuals, etc. 
Read Aloud Programs for the Elderly 
Project : instructional manual / Leon- 


ard, Gloria. (ED 1.310/2:304558), 
13326 


Voter registration — United States — 
Statistics — Periodicals. 
Voting and registration in the election of 
.. (advance report) (C 3.186/3:988), 
91-12796 


Voting — United States — Statistics. 
Studies in the measurement of voter turn- 
out. (C 3.186:P-23/168), 91-12794 


91- 
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Voting — United States — Statistics — 
Periodicals. 
Voting and registration in the election of 
.- (advance report) (C 3.186/3:988), 
91-12796 


Voting, Absent — United States — 
Periodicals. 
Voting assistance guide..(D 2.14:Gen-6 
K/986), 91-12920 


Voting research — United States —- 
Statistics. 
Studies in the measurement of voter turn- 
out. (C 3.186:P-23/168), 91-12794 


Vraciu, Alexander. 

H.J. Res. 279, H.R. 1730, and H.R. 3401 
(Vraciu Congressional Medal of Honor 
and MIAS/KIAS) : hearing before the 
Military Personnel and Compensation 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, One Hundred First Congress, 
second session, hearing held January 
30, 1990. United States. Congress. 
House. Committee on Armed Services. 
Military Personnel and Compensation 
Subcommittee. (Y 4.Ar 5/2 a:989-90/ 
77), 91-13985 


Ww 


Wages — Idaho — Boise Metropolitan Area 
— Statistics — Periodicals. 
Area wage survey. Boise City, Idaho, 
metropolitan area / (L 2.121/12:B 63/ 
990), 91-13651 


Boise City, Idaho, metropolitan area (L 
2.121/12:B 63/990), 91-13651 


Wages — Illinois — Joliet Metropolitan 
Area — Statistics — Periodicals. 
Area wage survey. Joliet, Illinois, metro- 
politan area / (L 2.121/13:J 68/990), 
91-13652 


Joliet, [Illinois, metropolitan area (L 
2.121/13:3 68/990), 91-13652 


Wages — Indiana — Indianapolis 
Metropolitan Area -- Statistics — 
Periodicals. 

Area wage survey. The Indianapolis, In- 
diana, metropolitan area. Area wage 
survey. Indianapolis, Indiana, metro- 
politan area (L 2.121/14:In 2/990), 
91-13653 

Indianapolis, Indiana, metropolitan area 
Area wage survey. Indianapolis, Indi- 
ana, metropolitan area (L 2.121/14:In 
2/990), 91-13653 


Wages — Law and legislation — American 

Samoa. 

An Act to Eliminate “Substantial Docu- 
mentary Evidence” Requirement for 
Minimum Wage Determination for 
American Samoa, and for Other Pur- 
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poses. United States. (AE 2.110:101- 
583), 91-12768 


Wages — Louisiana — New Orleans 
Metropolitan Area — Statistics — 
Periodicals. 

Area wage survey. The New Orleans, 
Louisiana, metropolitan area. Area 
wage survey. New Orleans, Louisiana, 
metropolitan area (L 2.121/18:N 42/ 
990), 91-13654 


New Orleans, Louisiana, metropolitan 
area Area wage survey. New Orleans, 
Louisiana, metropolitan area (L 2.121/ 
18:N 42/990), 91-13654 


Wages — Massachusetts — Boston 
Metropolitan Area — Statistics — 
Periodicals. 

Area wage survey. Boston, Massachu- 
setts, metropolitan area / (L 2.121/21:B 
65/990), 91-13655 


Boston, Massachusetts, metropolitan area 
(L 2.121/21:B 65/990), 91-13655 


Wages — New Jersey — Bergen County — 
Statistics — Periodicals. 
Area wage survey. Bergen-Passaic, New 
Jersey, metropolitan area / (L 2.121/ 
30:B 45/990), 91-13656 


Bergen-Passaic, New Jersey, metropolitan 
area (L 2.121/30:B 45/990), 91-13656 


Wages — New Jersey — Passaic County — 
Statistics — Periodicals. 
Area wage survey. Bergen-Passaic, New 
Jersey, metropolitan area / (L 2.121/ 
30:B 45/990), 91-13656 


Bergen-Passaic, New Jersey, metropolitan 
area (L 2.121/30:B 45/990), 91-13656 


Wages — New York (State) — Kingston 
Metropolitan Area — Statistics — 
Periodicals. 

Area wage survey. Poughkeepsie-Orange 
County-Kingston, NY / (L 2.122/32:P 
86/989), 91-13662 

Poughkeepsie-Orange County-Kingston, 
NY (L 2.122/32:P 86/989), 91-13662 


Wages — New York (State) — Orange 

County -— Statistics — Periodicals. 

Area wage survey. Poughkeepsie-Orange 
County-Kingston, NY / (L 2.122/32:P 
86/989), 91-13662 

Poughkeepsie-Orange County-Kingston, 
NY (L 2.122/32:P 86/989), 91-13662 


Wages — New York (State) — Poughkeepsie 


Area wage survey. Poughkeepsie, New 
York, metropolitan area. Area wage 
survey. Poughkeepsie, New York, met- 
ropolitan area (1985) (L  2.121/32- 
3:987), 91-13657 
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Area wage survey. Poughkeepsie-Orange 
County-Kingston, NY / (L 2.122/32:P 
86/989), 91-13662 


Poughkeepsie, New York, metropolitan 
area Area wage survey. Poughkeepsie, 


New York, metropolitan area (1985) (L 

2.121/32-3:987), 91-13657 
Poughkeepsie-Orange County-Kingston, 

NY (L 2.122/32:P 86/989), 91-13662 


Wages — Ohio — Dayton Metropolitan 

Area — Statistics — Periodicals. 

Area wage survey. Dayton, Ohio, metro- 
politan area / (L 2.121/35-5:986), 91- 
13658 

Dayton, Ohio, metropolitan area 
2.121/35-5:986), 91-13658 


Wages — Texas — Dallas Metropolitan 

Area — Statistics — Periodicals. 

Area wage survey. Dallas-Fort Worth, 
Texas, metropolitan area / (L 2.121/ 
43:D 16/988), 91-13659, 91-13660, 
91-13661 


Dallas-Fort Worth, Texas, metropolitan 
area (L 2.121/43:D 16/988), 91-13659, 
91-13660, 91-13661 


Wages — Texas — Fort Worth Metropolitan 

Area — Statistics — Periodicals. 

Area wage survey. Dallas-Fort Worth, 
Texas, metropolitan area / (L 2.121/ 
43:D 16/988), 91-13659, 91-13660, 
91-13661 


Dallas-Fort Worth, Texas, metropolitan 
area (L 2.121/43:D 16/988), 91-13659, 
91-13660, 91-13661 


Wages — Washington (State) — Spokane 
Metropolitan Area — Statistics — 
Periodicals. 

Area wage survey. Spokane, WA (L 
2.122/47:Sp 6/989), 91-13663 

Area wage survey. Spokane, Wash. / (L 
2.122/47:Sp 6/989), 91-13663 


Spokane, Wash. (L 2.122/47:Sp 6/989), 
91-13663 


Wall pressure (Aerodynamics) 

On blockage corrections for two-dimen- 
sional wind tunnel tests using the wall- 
pressure signature method [microform] 
/ Allmaras, Stephen R. (Stephen Rich- 
ard) (NAS 1.15:86759), 91-13716 


Wappapello Lake (Mo.) — Recreational use. 

Park information, 1991 Wappapello 

Lake. (D 103.43/3:1130-2-16/991), 91- 
13133 


War, Declaration of — United States. 

Use of military force against Iraq : com- 
munication from the President of the 
United States transmitting his notifica- 
tion directing U.S. armed forces to 
commence combat operations on Janu- 
ary 16, 1991, against Iraqi forces and 
military targets in Iraq and Kuwait, 
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consistent with the war powers resolu- 
tion. United States. President (1989- : 
Bush) (Y 1.1/7:102-30), 91-13926 


War and emergency powers — United States. 
Use of military force against Iraq : com- 
munication from the President of the 
United States transmitting his notifica- 
tion directing U.S. armed forces to 
commence combat operations on Janu- 
ary 16, 1991, against Iraqi forces and 
military targets in Iraq and Kuwait, 
consistent with the war powers resolu- 
tion. United States. President (1989- : 
Bush) (Y 1.1/7:102-30), 91-13926 


Equal employment opportunity, general 
personnel management, personnel staff- 
ing, special personnel programs / (PM 

1.28/2:990), 91-13850 


Personnel t Training Division 
1 (PM 1.28/2:990), 91-13850 


Waste disposal sites — United States — 
T ; 
Hazardous Waste Superfund Collection : 
database thesaurus. (EP 1.2:H 33/25), 
91-13335 


Waste in government spending — 
States. 


Abuses in federal student aid programs : 
hearings before the Permanent Sub- 
committee on Investigations of the 
Committee on Governmental Affairs, 
United States Senate, One Hundred 
First Congress, second session .... 
United States. Congress. Senate. Com- 
mittee on Governmental Affairs. Per- 
manent Subcommittee on Investiga- 
tions. (Y 4.G 74/9:S.hrg.101-659/pt.3- 
4), 91-14069 


Water — Law and legislation — United 

States. 

Reclamation Reform Act amendments of 
1990 and Title XVI—double subsidies : 
hearing before the Subcommittee on 
Water and Power of the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session, on S. 2659 ... 
H.R. 2567 ... Tuesday, July 31, 1990. 
United States. Congress. Senate. Com- 
mittee on Energy and Natural Re- 
sources. Subcommittee on Water and 
Power. (Y 4.En 2:S.hrg.101-1174), 91- 
14023 


Water — Pollution — Utah — Salt Lake 

City Region. 

Selected factors related to the potential 
for contamination of the principal aqui- 
fer, Salt Lake Valley, Utah / Baskin, 
Robert L. (I 19.42/4:90-4110), 91- 
13527 


United 
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Water, Underground Florida Volusia County 


Water, Underground — Florida — Volusia 
County — Quality. 
Geology, hydrology, and water quality 
of the surficial aquifer system in Volu- 
sia County, Florida / Phelps, G. G. (1 
19.42/4:90-4069), 91-13525 


Water, Underground — Nevada — Clark 
County — Quality. 





Shallow ground water in the Whitney | 


Area, southeastern Las Vegas Valley, 


Clark County, Nevada / Emme, David | 


H. (I 19.42/4:89-4117), 91-13520 


Water, Underground — Nevada — Clark 
County — Sampling. 


| 
| 
| 
| 


Shallow ground water in the Whitney | 


Area, southeastern Las Vegas Valley, 
Clark County, Nevada / Emme, David 
H. (I 19.42/4:89-4117), 91-13520 


| 


Water, Underground — New York (State) — 


Schuyler County — Maps. 


Sand and gravel aquifers of Schuyler | 


County, New York / Geological 
Survey (U.S.) (I 19.42/4:90-4073), 91- 
13526 


Water, Underground — Pollution — 
Kentucky — Hardin County. 


Water quality — Florida — Periodicals. 
Florida (I 19.53/2:FL-85-4), 91-13531 
U.S.G.S. water resources data. Florida (I 

19.53/2:FL-85-4), 91-13531 


USGS water resources data. Florida (I 
19.53/2:FL-85-4), 91-13531 


Water resources data. Florida. (I 19.53/ 
2:FL-85-4), 91-13531 


Water quality — Kentucky — Hardin 

County — Measurement. 

Water availability and vulnerability of 
ground water to contamination in 
northwestern Hardin County, Ken- 
tucky / Mull, D. S. (Donald S.), 1933- 
(I 19.42/4:90-4133), 91-13528 


Water quality — United States — 

Handbooks, manuals, etc. 

The Economics of improved estuarine 
water quality : an NEP manual for 
measuring benefits. (EP 1.8:Es 8), 91- 
13336 


Water quality — Wisconsin — Burnett 


Water availability and vulnerability of | 


ground water 
northwestern Hardin County, Ken- 
tucky / Mull, D. S. (Donald S.), 1933- 
(I 19.42/4:90-4133), 91-13528 


Water, Underground — Tennessee, East. 
Recharge 
characteristics for selected drainage 
basins in middle and east Tennessee / 
Hoos, Anne B. (I 
91-13523 


Water, Underground — Tennessee, Middle. 


to contamination in | 


rates and aquifer hydraulic | 


19.42/4:90-4015), | 


Recharge rates and aquifer hydraulic | 


characteristics for 


selected drainage | 


basins in middle and east Tennessee / | 


Hoos, Anne B. (I 
91-13523 


Water, Underground — Wisconsin — Crex 
Meadows State Wildlife Area — Quality. 


19.42/4:90-4015), | 


County. 

Ground-water levels and quality at Crex 
Meadows Wildlife Area, Burnett 
County, Wisconsin / Patterson, G. L. 
(I 19.42/4:89-4129), 91-13521 


Water quality management — Georgia — 

Atlanta Region. 

Long-term water supply needs of the At- 
lanta region from the Apalachicola- 
Chattahoochee-Flint river basin and 
the operation of Buford Dam and Lake 
Sidney Lanier in meeting those needs : 
hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, One Hun- 
dred First Congress, second session, 
September 28, 1990. United States. 
Congress. House. Committee on Public 
Works and Transportation. Subcommit- 
tee on Water Resources. (Y 4.P 96/ 
11:101-84), 91-14128 


Water resources development — Finance — 


Ground-water levels and quality at Crex | 


Meadows Wildlife Area, Burnett 
County, Wisconsin / Patterson, G. L. 
(I 19.42/4:89-4129), 91-13521 


Water Island (V.1.) 


Secretary of the Interior’s report on | 


Water Island oversight hearings 
before the Subcommittee on Insular 


and International Affairs of the Com- | 


mittee on Interior and Insular Affairs, 


House of Representatives, One Hun- | 


dredth Congress, first session ... hear- 
ings held in St. Thomas, VI, November 
13, 1987, November 14, 1987. United 
States. Congress. House. Committee on 
Interior and Insular Affairs. Subcom- 
mittee on Insular and International Af- 
fairs. (Y 4.In 8/14:100-84), 91-14086 
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Law and legislation — United States. 

Energy and water development appro- 
priations for fiscal year 1991 : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, One Hundred First Congress, 
second session, on H.R. 5019 .... United 
States. Congress. Senate. Committee on 
Appropriations. Subcommittee on 
Energy and Water Development. (Y 
4.Ap 6/2:S.hrg.101-1081/pt.2), 91- 
13979 


Water resources development — Georgia — 

Atlanta Region. 

Long-term water supply needs of the At- 
lanta region from the Apalachicola- 
Chattahoochee-Flint river basin and 
the operation of Buford Dam and Lake 
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Sidney Lanier in meeting those needs : 
hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and Transportation, 
House of Representatives, One Hun- 
dred First Congress, second session, 
September 28, 1990. United States. 
Congress. House. Committee on Public 
Works and Transportation. Subcommit- 
tee on Water Resources. (Y 4.P 96/ 
11:101-84), 91-14128 


Water resources development — Law and 
legislation — United States. 
Miscellaneous reclamation |legisiation 

hearing before the Subcommittee on 
Water and Power of the Committee on 
Energy and Natural Resources, United 
States Senate, One Hundred First Con- 
gress, second session, on H.R. 3694, S. 
1118, S. 1932, S. 1590, S. 2716, July 24, 
1990. United States. Congress. Senate. 
Committee on Energy and Natural Re- 
sources. Subcommittee on Water and 
Power. (Y 4.En 2:S.hrg.101-1060), 91- 
14019 


Reclamation Wastewater and Ground- 
water Study Act and Reclamation 
Projects Authorization and Adjustment 
Act of 1990 : hearing before the Sub- 
committee on Water and Power of the 
Committee on Energy and Natural Re- 
sources, United States Senate, One 
Hundred First Congress, second ses- 
sion, on S. 2657 ... H.R. 2567 ... Sep- 
tember 27, 1990. United States. Con- 
gress. Senate. Committee on Energy 
and Natural Resources. Subcommittee 
on Water and Power. (Y 4.En 
2:S.hrg.101-1181), 91-14024 


Water resources development — United 

States — Finance. 

Proposed authorizations for the water re- 
sources development program of the 
U.S. Army Corps of Engineers : hear- 
ings before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, One Hun- 
dred First Congress, second session, 
March 1, 7, 14; April 24, 1990. United 
States. Congress. House. Committee on 
Public Works and Transportation. Sub- 
committee on Water Resources. (Y 4.P 
96/11:101-59), 91-14122 


Water reuse — United States. 

Reclamation Wastewater and Ground- 
water Study Act and Reclamation 
Projects Authorization and Adjustment 
Act of 1990 : hearing before the Sub- 
committee on Water and Power of the 
Committee on Energy and Natural Re- 
sources, United States Senate, One 
Hundred First Congress, second ses- 
sion, on S. 2657 ... H.R. 2567 ... Sep- 
tember 27, 1990. United States. Con- 
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gress. Senate. Committee on Energy 
and Natural Resources. Subcommittee 
on Water and Power. (Y 4.En 
2:S.hrg.101-1181), 91-14024 


Water-supply — Georgia — Atlanta Region. 
Long-term water supply needs of the At- 
lanta region from the Apalachicola- 
Chattahoochee-Flint river basin and 
the operation of Buford Dam and Lake 
Sidney Lanier in meeting those needs : 
hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, One Hun- 
dred First Congress, second session, 
September 28, 1990. United States. 
Congress. House. Committee on Public 
Works and Transportation. Subcommit- 
tee on Water Resources. (Y 4.P 96/ 
11:101-84), 91-14128 


Water-supply — Kentucky — Hardin 


Water availability and vulnerability of 
ground water to contamination in 
northwestern Hardin County, Ken- 
tucky / Mull, D. S. (Donald S.), 1933- 
(I 19.42/4:90-4133), 91-13528 


Water table — Wisconsin — Crex Meadows 

State Wildlife Area. 

Ground-water levels and quality at Crex 
Meadows Wildlife Area, Burnett 
County, Wisconsin / Patterson, G. L. 
(I 19.42/4:89-4129), 91-13521 


Waterfowl — North America — Behavior. 
Waterfowl management handbook. 13.1.2, 
Life history traits and management of 
the Gadwall / Ringelman, James K. 
(James Kent) (I 49.13/5:13.1.2), 91- 
13640 


Waterfowl management — North America. 
Waterfowl management handbook. i3.1.2, 
Life history traits and management of 
the Gadwall / Ringelman, James K. 
(James Kent) (I 49.13/5:13.1.2), 91- 
13640 


Weapons systems. 
NATO and Warsaw Pact weapons pro- 
duction trends, 1975-1989. (D 1.2:W 
37), 91-12916 


Weather forecasting. 

Convective storm downdraft outflows 
detected by NASA/MSFC’s airborne 
10.6 [microJm pulsed Doppler lidar 
system [microform] / Emmitt, G. D. 
(NAS 1.26:3898), 91-13738 


Weeds — Biological control — United 

States. 

Role of biological control as a manage- 
ment tool in national parks and other 
natural areas / Gardner, Donald E. (I 
29.109:NRUH/NRTR/90/01), + 91- 
13635 





Welding. 

A comparison of the physics of gas tung- 
sten arc welding (GTAW), electron 
beam welding (BBW), and laser beam 
welding [microform] / Nunes, A. C. 
(NAS 1.15:86503), 91-13712 


Welding — Equipment and supplies — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Operator, organizational, direct and gen- 
eral support and depot maintenance 
manual : welding machine, arc, genera- 
tor, gasoline engine driven, 300 amp, 
DC (Libby model LE-300) FSN 3431- 
810-9696, (Libby model LEW-300) 
FSN 3431-991-2961, (Libby model 
LEB-300) FSN 3431-072-0327. (D 
101.11:5-3431-205-15), 91-13004 


The Economics of improved estuarine 
water quality : an NEP manual for 
measuring benefits. (EP 1.8:Es 8), 91- 
13336 


Whitefish Bay (Mich. and Ont.) — 

Navigation. 

United States—Great Lakes, Michigan, 
St. Marys River, Head of Lake Nicolet 
to Whitefish Bay / United States. Na- 
tional Ocean Service. (C 55.418/ 
7:14884/990), 91-12852 


Wholesale trade — United States — 
Statistics — Periodicals. 
Current business report. Revised monthly 
wholesale trade, sales and inventories 
(C 3.133/2:980-88), 91-12787 


Current business reports. Revised month- 
ly wholesale trade, sales and invento- 
ries. (C 3.133/2:980-88), 91-12787 


Revised monthly wholesale trade, sales 
and inventories (C 3.133/2:980-88), 
91-12787 


Wilderness areas — Colorado. 

Final wilderness environmental impact 
statement for the San Juan/San Miguel 
planning area, Montrose District, Colo- 
rado / United States. Bureau of Land 
Management. Montrose District. (I 
1.98:Sa 5 j/2/final), 91-13509 


Wilderness areas — Law and legislation — 
Maine. 
An Act Designate Certain Lands in the 
State of Maine as Wilderness. United 
States. (AE 2.110:101-401), 91-12744 


Maine Wilderness Act of 1990 United 
States. (AE 2.110:101-401), 91-12744 


Wilderness areas — Law and legislation — 

United States. 

Miscellaneous forestry : hearings before 
the Subcommittee on Forests, Family 
Farms, and Energy of the Committee 
on Agriculture, House of Representa- 
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4110, 91-13527 


Water-resources investigations report ; 


4133, 91-13528 


Water-resources investigations report ; 


4152, 91-13529 


Water-resources investigations report ; 


4169, 91-13530 
WTDS-2010, 91-13850 


0-9 


Ist Space Wing pamphlet ; 


13146 
84 F 0269, 91-13696 
101-56 (United States. 
Committee on Public 
portation), 91-14120 
101-58 (United States. 
Committee on Public 
portation), 91-14121 
101-59 (United States. 
Committee on Public 
portation), 91-14122 
101-60 (United States. 
Committee on Public 
portation), 91-14123 
101-73 (United States. 
Committee on Public 
portation), 91-14124 
101-74 (United States. 
Committee on Public 
portation), 91-14125 
101-79 (United States. 
Committee on Public 
portation), 91-14126 
101-80 (United States. 
Committee on Public 
portation), 91-14127 
101-84 (United States. 
Committee on Public 
portation), 91-14128 


190-1, 91- 


Congress. House. 
Works and Trans- 


Congress. House. 
Works and Trans- 


Congress. House. 
Works and Trans- 


Congress. House. 
Works and Trans- 


Congress. House. 
Works and Trans- 


Congress. House. 
Works and Trans- 


Congress. House. 
Works and Trans- 


Congress. House. 
Works and Trans- 


Congress. House. 
Works and Trans- 
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STOCK NUMBER INDEX 


AD-A 231 100, 91-12997 ED 286864 ERIC, 91-13206 ED 296171 ERIC,  91-13259 
AD-A 231 101, 91-12997 ED 286976 ERIC, 91-13207 ED 296308 ERIC, 91-13260 
AD-A 231 102, 91-12997 ED 287307 ERIC, 91-13208 ED 296498 ERIC, 91-13261 
Cat. #199 ERIC, 91-13167 ED 287314 GPO, 91-13209 ED 296692 ERIC, 91-13262 
Cat. no. 62977C IRS, 91-13880 ED 287527 ERIC, 91-13210 ED 296693 ERIC, 91-13263 
Catalog no. 15008 EIRS, 91-13872 ED 288970 GPO, 91-13211 ED 296694 ERIC, 91-13264 
Catalog no. 15020 M IRS, 91-13873 ED 288986 ERIC, 91-13212 ED 296982 ERIC, 91-13265 
Catalog no. 15056 O IRS, 91-13875 ED 288987 ERIC, 91-13213 ED 297048 ERIC, 91-13266 
Catalog no. I5SISOBIRS, 91-13877 ED 288989 ERIC, 91-13214 ED 297132 ERIC, 91-13267 
Catalog no. 15173 AIRS,  91-13878 ED 288992 ERIC, 91-13215 ED 297420 ERIC, 91-13268 
Catalog no. 46581 CIRS, 91-13876 ED 289079 ERIC, 91-13216 ED 297487 ERIC, 91-13269 
Catalog no. 61273 TGPO, 91-13879 ED 289082 ERIC, 91-13217 ED 297541 ERIC, 91-13270 
ED 250883 ERIC,  91-13166 ED 289083 ERIC, 91-13218 ED 297740 ERIC, 91-13271 
ED 269157 ERIC, 91-13167 ED 289084 ERIC, 91-13219 ED 297930 ERIC, 91-13272 
ED 269394 ERIC, 91-13168 ED 289160 ERIC, 91-13220 ED 298020 ERIC, 91-13273 
ED 271395 ERIC, 91-13169 ED 289193 ERIC, 91-13221 ED 298319 ERIC, 91-13274 
ED 275007 ERIC, 91-13170 ED 289195 ERIC, 91-13222 ED 298322 ERIC, 91-13275 
ED 275064 ERIC, 91-13171 ED 289259 ERIC, 91-13223 ED 298471 ERIC, 91-13276 
ED 275289 ERIC, 91-13172 ED 289806 ERIC, 91-13224 ED 298725 ERIC, 91-13277 
ED 276357 ERIC, 91-13173 ED 289864 ERIC, 91-13225 ED 298773 ERIC, 91-13278 
ED 276787 ERIC, 91-13174 ED 289884 ERIC, 91-13226 ED 298774 ERIC, 91-13279 
ED 277158 ERIC, 91-13175 ED 289885 ERIC, 91-13227 ED 298775 ERIC, 91-13280 
ED 277159 ERIC, 91-13176 ED 289948 ERIC, 91-13228 ED 298776 ERIC, 91-13281 
ED 277696 ERIC, 91-13177 ED 290934 ERIC, 91-13229 ED 298777 ERIC, 91-13282 
ED 278657 ERIC, 91-13178 ED 290935 ERIC, 91-13230 ED 298778 ERIC, 91-13283 
ED 278658 ERIC, 91-13179 ED 291012 ERIC, 91-13231 ED 298779 ERIC, 91-13284 
ED 280929 ERIC, 91-13180 ED 291804 ERIC, 91-13232 ED 298784 ERIC,  91-13285 
ED 281957 ERIC, 91-13181 ED 291833 ERIC, 91-13233 ED 298785 ERIC, 91-13286 
ED 281958 ERIC, 91-13182 ED 291922 ERIC, 91-13234 ED 298788 ERIC, 91-13287 
ED 281959 ERIC, 91-13183 ED 292256 ERIC, 91-13235 ED 298790 ERIC, 91-13288 
ED 282187 ERIC, 91-13184 ED 292405 ERIC, 91-13236 ED 298792 ERIC, 91-13289 
ED 282489 ERIC, 91-13185 ED 292466 ERIC, 91-13237 ED 299190 ERIC, 91-13290 
ED 282680 ERIC, 91-13186 ED 292484 ERIC, 91-13238 ED 299352 ERIC, 91-13291 
ED 282692 ERIC, 91-13187 ED 292941 ERIC, 91-13239 ED 299478 ERIC, 91-13292 
ED 282709 ERIC, 91-13165 ED 292942 ERIC, 91-13240 ED 299706 ERIC, 91-13293 
ED 282765 ERIC, 91-13188 ED 293207 ERIC, 91-13241 ED 299887 ERIC, 91-13294 
ED 282776 ERIC, 91-13189 ED 293218 ERIC, 91-13242 ED 300035 ERIC,  91-13295 
ED 282796 ERIC, 91-13190 ED 293301 ERIC, 91-13243 ED 300073 ERIC, 91-13296 
ED 282799 ERIC, 91-13191 ED 293474 ERIC, 91-13244 ED 300156 ERIC, 91-13297 
ED 283794 ERIC, 91-13192 ED 293840 ERIC, 91-13245 ED 300206 ERIC, 91-13298 
ED 283987 ERIC, 91-13193 ED 293972 ERIC, 91-13246 ED 300217 ERIC,  91-13299 
ED 284403 ERIC, 91-13194 ED 293973 ERIC, 91-13247 ED 300218 ERIC, 91-13300 
ED 284406 ERIC, 91-13195 ED 293981 ERIC, 91-13248 ED 300265 ERIC,  91-13301 
ED 284509 ERIC, 91-13196 ED 294704 ERIC, 91-13249 ED 300278 ERIC, 91-13302 
ED 284518 ERIC, 91-13197 ED 294890 ERIC, 91-13250 ED 300404 ERIC, 91-13303 
ED 284519 ERIC, 91-13198 ED 294955 ERIC, 91-13251 ED 300464 ERIC,  91-13304 
ED 284526 ERIC, 91-13199 ED 294996 ERIC, 91-13252 ED 300967 ERIC, 91-13305 
ED 284823 ERIC, 91-13200 ED 295214 ERIC, 91-13253 ED 301199 ERIC,  91-13306 
ED 284994 ERIC, 91-13201 ED 295676 ERIC, 91-13254 ED 301535 ERIC, 91-13307 
ED 285284 ERIC, 91-13202 ED 295682 ERIC, 91-13255 ED 301696 ERIC,  91-13308 
ED 285613 ERIC, 91-13203 ED 295760 ERIC, 91-13256 ED 301764 ERIC,  91-13309 
ED 286256 ERIC, 91-13204 ED 296020 ERIC, 91-13257 ED 301973 ERIC,  91-13310 
ED 286547 ERIC, 91-13205 ED 296082 ERIC, 91-13258 ED 302027 ERIC, 91-13311 
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91-13312 
91-13313 
91-13314 
91-13315 
91-13316 
91-13317 
91-13318 
91-13319 
91-13320 
91-13321 
91-13322 
91-13323 
91-13324 
91-13325 
91-13326 
91-13327 
91-13328 
91-13329 
91-13330 
91-13331 
91-13332 


ED 302042 ERIC , 
ED 302297 ERIC , 
ED 302604 ERIC , 
ED 302996 ERIC , 
ED 303000 ERIC , 
ED 303439 ERIC , 
ED 303769 ERIC , 
ED 303789 ERIC , 
ED 304041 ERIC , 
ED 304241 ERIC , 
ED 304431 ERIC , 
ED 304432 ERIC , 
ED 304433 ERIC , 
ED 304454 ERIC , 
ED 304558 ERIC , 
ED 304951 ERIC , 
ED 305015 ERIC , 
ED 305016 ERIC , 
ED 305388 ERIC , 
ED 305410 ERIC , 
ED 305416 ERIC , 
PCN 190-003109-00 MC , 
PIN: 033859-000 DA , 
PIN:000246000 DA , 
PIN:000252-440 DA , 
PIN:000827-000 DA , 
PIN:004453-000 DA , 
PIN:005557-000 DA , 
PIN:005782-000 DA , 
PIN:005835-000 DA , 
PIN:005973-000 DA 
PIN:006977-000 DA 
PIN:008471-000 DA , 
PIN:009808-000 DA , 
PIN:010109-000 DA , 
PIN:010450-000 DA , 
PIN:010725-001 DA , 
PIN:012233-000 DA, 91-13006 
PIN:012571-000 DA, = 91-13121 
PIN:012670-000 , 91-13123 
PIN:014474-000 DA ,_ = 91-13090 
PIN:014505-000 DA, =: 91-13091 
PIN:014651-000 DA, =: 9'1-13086 
PIN:015162-000 DA, = 91-13082 
PIN:015409-000 DA ,_—-: 9:1-13037 
PIN:015453-000 DA ,_—_-9'1-13050 
PIN:015486-000 DA, = 91-13060 
PIN:015512-000 DA, 91-13063 
PIN:015516-000 DA , = 91-13066 
PIN:015777-000 DA, =: 91-13068 
PIN:015798-000 DA, = 91-13069 
PIN:015838-000 DA, 91-13071 
PIN:016375-000 DA, = 91-13106 
PIN:017124-000 DA, 91-13097 
PIN:017255-000 DA, = 91-13102 
PIN:017341-000 DA, = 91-13103 
PIN:017612-000 DA, 91-13105 
PIN:017964-000 DA, = 91-13038 
PIN:018165-000 DA, 91-13079 
PIN:018445-000 DA, 91-13039 
PIN:018486-000 DA, 91-13040 
PIN:018555-000 DA, =91-13081 


91-13108 
91-13000 
91-13007 
91-13002 
91-13003 
91-13010 
91-13013 
91-13014 
91-13018 
91-13124 
91-13016 
91-13044 
91-13061 
91-13052 
91-13125 


Page 1-440 


91-13143 





PIN:018869-000 DA , 
PIN:018887-000 DA , 
PIN:019312-000 DA , 
PIN:019504-000 DA , 
PIN:020490-000 DA , 
PIN:020683-000 DA , 
PIN:020803-000 DA , 
PIN:020857-000 DA , 
PIN:021840-000 DA , 
PIN:022273-000 DA , 
PIN:023000-000 DA , 
PIN:023253-000 DA , 
PIN:023300-000 DA , 
PIN:025276-000 DA , 
PIN:025277-000 DA , 
PIN:025354-000 DA , 
PIN:025497-000 DA , 
PIN:025626-000 DA , 
PIN:026304-000 DA , 
PIN:026361-000 DA , 
PIN:026381-000 DA , 
PIN:026449-000 DA , 
PIN:026505-000 DA , 
PIN:026874-000 DA , 
PIN:027274-000 DA , 
PIN:027327-000 DA , 
PIN:027471-000 DA , 
PIN:027673-000 DA , 
PIN:028258-000 DA , 
PIN:028260-000 DA , 
PIN:028296-000 DA , 
PIN:028330-000 DA , 
PIN:028352-000 DA , 
PIN:028400-000 DA , 
PIN:028502-000 DA , 
PIN:028606-000 DA , 
PIN:028788-000 DA , 
PIN:028825-000 DA , 
PIN:028845-000 DA , 
PIN:030682-000 DA , 
PIN:032652-000 DA , 
PIN:033700-000 DA , 
PIN:034036-000 DA , 
PIN:034254-000 DA , 
PIN:034888-000 DA , 
PIN:034972-000 DA , 
PIN:036870-000 DA , 
PIN:037475-000 DA , 
PIN:038757-000 CMH , 
PIN:042851-000 DA , 
PIN:042856-000 DA , 
PIN:043258-000 DA , 
PIN:043387-000 DA , 
PIN:043416-000 DA , 
PIN:044216-000 DA , 
PIN:044671-000 DA , 
PIN:045661-000 DA , 
PIN:045839-000 DA , 
PIN:046585-000 DA , 
PIN:047127-000 DA , 
PIN:047222-000 DA , 
PIN:047249-000 DA , 
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91-13095 
91-13096 
91-13104 
91-13115 
91-13072 
91-13094 
91-13100 
91-13101 
91-13059 
91-13119 
91-13074 
91-13098 
91-13099 
91-13008 
91-13009 
91-13011 
91-13004 
91-13020 
91-13022 
91-13024 
91-13025 
91-13028 
91-13031 
91-13015 
91-13036 
91-13034 
91-13019 
91-13043 
91-13080 
91-13045 
91-13047 
91-13048 
91-13049 
91-13051 
91-13046 
91-13058 
91-13053 
91-13054 
91-13055 
91-13067 
91-13075 
91-13032 
91-13056 
91-13064 
91-13110 
91-13078 
91-13017 
91-13035 
91-13136 
91-13012 
91-13118 
91-13107 
91-13085 
91-13083 
91-13117 
91-13065 
91-13021 
91-13001 
91-13088 
91-13041 
91-13073 
91-13023 





Stock Number Index 


PIN:048462-000 DA , 
PIN:048509-000 DA , 
PIN:049263-000 DA , 
PIN-:050300-000 DA , 
PIN:052302-000 DA , 
PIN:053022-000 DA , 
PIN:053203-000 DA , 
PIN:053602-000 DA , 
PIN:054496-000 DA , 
PIN:054913-000 DA , 
PIN:055831-000 DA , 
PIN:055941-000 DA , 
PIN:055955-000 DA , 
PIN:056059-000 DA , 
PIN:056062-000 DA , 
PIN:056748-000 , 
PIN:056753-000 , 
PIN:056754-000 , 
PIN:056755-000 , 
PIN:056768-000 DA , 
PIN:058919-000 DA , 
PIN:059918-000 DA , 
PIN:060933-000 DA , 
PIN:063461-000 DA , 
PIN:068044-000 DA , 
PR-828, 91-13737 
PR-849 , 91-13737 
PR-869 , 91-13737 
Stock no. B360 CEC , 
Stock no. 328 CEC , 
WOAGN 103 DMA, 
WOAGN 112 DMA, 
WOAGN 14 DMA, 
WOAGN 14 DMA, 
001-000-04546-6 GPO , 
001-000-04567-9 GPO , 
002-000-00098-9 GPO , 
003-003-02938-6 GPO , 
003-010-00174-7 GPO , 
003-010-00203-4 GPO , 
003-010-00215-8 GPO , 
003-024-06213-5 GPO , 
003-024-06842-7 GPO , 
003-024-07012-0 GPO , 
003-024-07090-1 GPO , 
003-024-07179-7 GPO , 
003-024-07181-9 GPO , 
003-024-07195-9 GPO , 
003-024-07216-5 GPO , 
006-000-01348-1 GPO , 
008-001-00150-9 GPO , 
008-020-01236-0 GPO , 
008-022-00268-5 GPO , 
008-029-00057-1 GPO , 
008-055-00178-1 GPO , 
008-070-00587-5 GPO , 
017-022-01109-3 GPO , 
017-022-01119-1 GPO , 
017-022-01125-5 GPO , 
017-022-01127-1 GPO , 
017-022-01128-0 GPO , 


91-13109 
91-13111 
91-13076 
91-13087 
91-13062 
91-13112 
91-13126 
91-13116 
91-13077 
91-13084 
91-13089 
91-13114 
91-13093 
91-13092 
91-13113 


91-13029 
91-13030 
91-13030 
91-13030 


91-13033 
91-13027 
91-13005 
91-13026 
91-13042 
91-13122 


91-13261 
91-13277 
91-12924 
91-12925 
91-12922 
91-12923 
91-12673 
91-12675 
91-12711 
91-12802 
91-12888 
91-12889 
91-12887 
91-12795 
91-12786 
91-12793 
91-12790 
91-12788 
91-12789 
91-12791 
91-12792 
91-13848 
91-12920 
91-13124 
91-13134 
91-13136 
91-13143 
91-13147 
91-13495 
91-13503 
91-13505 
91-13493 
91-13492 





June 1991 


017-024-01362-5 GPO, 91-1350! 12245 NOS, 91-12839 17420 NOS, 91-12872 
017-040-00513-0 GPO, 91-13483 12284 NOS, 91-12840 17433 NOS, 91-12873 
017-042-00259-1 GPO, 91-13485 12337 NOS, 91-12841 18 AHA 18654 DMA, 91-12878 
024-005-01054-8 GPO, 91-13634 12367 NOS, 91-12842 18 BHA 18456 DMA, _91-12875 
024-010-00685 GPO, 91-13642 12402 NOS, 91-12843 18 BHA 18502 DMA, _91-12876 
029-001-03073-8 GPO, 91-13649 13 ACO 13006 DMA, 91-12844 18 BHA 18754 DMA, _91-12879 
032880-000 DA, 91-13070 13 XHA 13214DMA, 91-12845 18 XHA 18428 DMA, _ 91-12874 
040-000-00554-4 GPO,  $1-13851 13 XHA 13281 DMA, 91-12846 18428 NOS, 91-12874 
045-000-00262-4 GPO, 91-13864 13006 NOS,  91-12844 18456 NOS, 91-12875 
050-000-00524-1 GPO, 91-13907 13214 NOS, 91-12845 18502 NOS, 91-12876 
050-007-00743-4 GPO, 91-13901 13281 NOS,  91-12846 18652 NOS, 91-12877 
050-007-00800-7 GPO, 91-13904 14 XCO 14824 DMA, 91-12848 18654 NOS, _91-12878 
050-007-00886-4 GPO, 91-13903 14 XCO 14864 DMA, 91-12851 18754 NOS, _91-12879 
0502-LP-214-1100 NETPMSA,, 91-13141 | 14XCO 14966 DMA,  91-12855 19 AHA 19481 DMA, _ 91-1288! 
0510-LP-205-3300 AFIS, 91-12921 14 XHA 14781 DMA, 91-12847 19 XHA 19329 DMA. _91-12880 
052-003-01222-7 GPO, 91-13947 14 XHA 14836 DMA, 91-12849 19329 NOS, _91-12880 
052-003-01224-3 GPO, 91-13949 14 XHA 14850 DMA,  91-12850 19481 NOS. 91-1288! 
052-070-06637-7 GPO, 91-14133 14 XHA 14884 DMA, 91-12852 24 ACO 24050 DMA, _91-12929 
052-070-06655-5 GPO, 91-14006 14 XHA 14885 DMA, 91-12853 24 ACO 24480 DMA. 91-1293! 
052-070-06712-8 GPO, 91-14055 14 XHA 14942 DMA, 91-12854 24 AHA 24052 DMA , 91-12930 
052-070-06713-6 GPO, 91-14115 14781 NOS, 91-12847 25 ACO 25567 DMA. 91-12932 
052-071-00910-8 GPO, 91-13921 14824 NOS, 91-12848 95 ACO 29668 DMA. 90.ees 
061-003-00488-1 GPO,  91-13151 14836 NOS, 91-12849 25 AMA 25600 EMA. . 9h.tae 
061-003-00592-6 GPO, 91-13154 14850 NOS, 91-12850 25600 08. 94-12008 
061-003-00640-0 GPO, 91-13155 14864 NOS, 91-12851 angen te: SsaMeee 
061-003-00681-7 GPO, 91-13160 14884 NOS, 91-12852 16 AtiS tees take, dkaline 
061-003-00682-5 GPO, 91-13153 14885 NOS, 91-12853 = een Sete eee 
061-003-00685-0 GPO, 91-13152 14942 NOS, 91-12854 ov umn filbmies  ‘anae 
061-003-00686-8 GPO, 91-13158 14966 NOS, 91-12855 os patients, aaa 
061-003-00688-4 GPO, 91-13150 14997 NOS, 91-12856 , 
061-003-00694-9 GPO, _91-13156 16 BCO 16592 DMA, _91-12863 43 BHA 43342 DMA, = 91-12934 
061-003-00694-9 GPO, 91-13157 16 BCO 16682 DMA, 911-12864 44 ACO 44140 DMA , = 91-12939 
065-000-00272-8 GPO, 91-13206 16 BHA 16431 DMA, _91-12861 44 ACO 44340 DMA, = 91-12940 
065-000-00294-9 GPO, 91-13174 16 BHA 16432 DMA, 91-12862 44 ACO 44360 DMA, = 91-1294! 
065-000-00294-9 GPO, _91-13291 16 BHA 16702 DMA, 91-12865 44 ACO 44430 DMA, = 91-12942 
065-000-00442-9 GPO, 91-13333 16 XHA 16042 DMA, _91-12857 44 ACO 44461 DMA, = 91-12943 
0913317381,  91-13196 16 XHA 16084 DMA, _91-12858 44 BHA 44076 DMA, 91-12935 
11 ACO 11330DMA, 91-12829 16 XHA 16104 DMA, 91-12859 44 BHA 44082 DMA. = 91-12936 
11 AHA 11342 DMA, 91-12830 16 XHA 16382 DMA, 91-12860 44 BHA 44084 DMA, = 91-12937 
11 AHA 11470 DMA, 91-12833 16 XHA 16741 DMA, 91-12866 44 BHA 44085 DMA, = 91-12938 
11 BCO 11509 DMA, 91-12835 16042 NOS,  91-12857 44 BHA 44465 DMA, 91-12944 
11 BHA 11506 DMA, _91-12834 16084 NOS, 91-12858 51 ACO 51160 DMA, = 91-12945 
11 XHA 11445 DMA, 91-12832 16104 NOS, 91-12859 51 AHA 51165 DMA, 91-12946 
11 XHA 11519 DMA, 91-12836 16382 NOS, 91-12860 52260 NCTE,  91-13253 

11326 NOS,  91-12828 16431 NOS, 91-12861 53 ACO 53110 DMA, = 91-12948 
11330 NOS, 91-12829 16432 NOS, 91-12862 53 ACO 53120 DMA, = 91-12949 
11342 NOS,  91-12830 16592 NOS, 91-12863 53 XCO 53266 DMA, 91-12950 
11367 NOS, 91-12831 16682 NOS,  91-12864 54 ACO 54360 DMA, = 91-12952 
11445 NOS, 91-12832 16702 NOS, 91-12865 54 ACO 54400 DMA, = 91-12953 
11470 NOS, 91-12833 16741 NOS, 91-12866 54 BHA 54163 DMA, = 91-12951 
11506 NOS, 91-12834 17 BCO 17420 DMA, 91-12872 55 BHA 55085 DMA, 91-12954 
11509 NOS, 91-12835 17 XHA 17322 DMA, 91-12867 55 BHA 55129 DMA, 91-12955 
11519 NOS,  91-12836 17 XHA 17338 DMA, 91-12868 55 XHA 55133 DMA, 91-12956 
12 AHA 12221DMA, 91-12838 17 XHA 17372 DMA, 91-12869 57 ACO 57140 DMA, 91-12960 
12 AHA 12245DMA,  91-12839 17 XHA 17401 DMA, 91-12870 57 AHA 57064 DMA, 91-12959 
12 AHA 12337 DMA, 91-12841 17 XHA 17403 DMA, 91-12871 57 BHA 57061 DMA, 91-12957 
12 AHA 12402 DMA, 91-12843 17 XHA 17433 DMA, —91-12873 57 BHA 57062 DMA, 91-12958 
12 BCO 12210 DMA,  91-12837 17322 NOS, 91-12867 57 BHA 57241 DMA, 91-1296! 
12 XHA 12284 DMA, 91-12840 17338 NOS,  91-12868 61 ACO 61280 DMA, 91-12963 
12 XHA 12367 DMA, 91-12842 17372 NOS, 91-12869 61 AHA 61204 DMA, —91-12962 
12210 NOS, 91-12837 17401 NOS, 91-12870 62 ACO 62000 DMA, 91-12964 
12221 NOS, 91-12838 17403 NOS, 91-12871 62 ACO 62050 DMA, _91-12965 
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62 ACO 62070 DMA, _~—-91-12966 829-001-00194-9 GPO, 91-13657 869-010-00360-9 GPO, 91-12775 
62 ACO 62230 DMA, 91-12971 829-001-00196-5 GPO, 91-1366! 869-010-00364-1 GPO, 91-12776 
62 ACO 62250 DMA, __91-12973 829-001-00263-5 GPO, 91-13659 869-010-00373-1 GPO, 91-12777 
62 ACO 62270 DMA, 91-12974 829-001-00318-6 GPO, 91-13660 869-010-00391-9 GPO, 91-12778 
62 ACO 62340 DMA, 91-12975 829-001-00361-5 GPO, 91-13651 869-010-00402-8 GPO, 91-12779 
62 ACO 62450 DMA, = 91-12979 829-001-00365-8 GPO, 91-13656 869-010-00403-6 GPO, 91-12780 
62 ACO 62460 DMA, = 91-12980 829-001-00366-6 GPO, 91-13655 869-010-10161-4 GPO, 91-12744 
62 AHA 62093 DMA, 91-12967 829-001-00367-4 GPO, 91-13654 869-011-00138-6, 91-12720 

62 AHA 62095 DMA, 91-12968 829-001-00368-2 GPO, 91-13653 869-011-00141-6, 91-12721 

62 AHA 62098 DMA, 91-12969 829-001-00369-1 GPO, 91-13652 869-011-00143-2, 91-12722 

62 AHA 62225 DMA, 91-12970 829-003-00197-6 GPO, 91-13676 869-011-00144-1, 91-12723 

62 AHA 62241 DMA, 91-12972 829-003-00198-4 GPO, 91-13672 869-011-00147-5,  91-12724 

62 AHA 62393 DMA, 91-12976 829-003-00199-2 GPO , 91-13667 869-011-00151-3, 91-12725 

62 AHA 62394 DMA, 91-12977 829-003-00200-0 GPO, 91-13669 869-011-00158-1,  91-12726 

62 AHA 62449 DMA, 91-12978 829-003-00201-8 GPO, 91-13665 869-011-00159-9.  91-12727 

63 AHA 63232 DMA, 91-1298! 829-003-00202-6 GPO, 91-13674 869-011-00165-3, 91-12728 

63 BHA 63241 DMA, 91-12982 829-003-00203-4 GPO, 91-13677 869-011-00166-1. _91-12729 
703-031-00000-5,  91-12808 829-003-00204-2 GPO, 91-13671 869-011-00167-0. 91-12730 
703-031-00000-5,  91-12809 829-003-00205-1 GPO, 91-13679 869-011-00170-0. 91-12731 

71 ACO 71305 DMA, 91-12983 829-003-00206-9 GPO, 91-13664 869-011-00171-8. 91-12732 

71 ACO 71315 DMA, 91-12984 829-003-00207-7 GPO, 91-13666 869-011-00173-4. 91-12733 
717-111-00002-8 GPO, 91-13488 829-003-00208-5 GPO, 91-13678 960-011-00175-1. 91-1734 

74 AHA 74151 DMA, 91-12985 829-003-00209-3 GPO, 91-13668 snares. 94.140 
803-005-00034-6 GPO,  91-12796 829-003-00210-7 GPO, 91-13670 eenetentyi7  91.12737 
803-005-10021-9: GPO,  91-12794 829-003-00211-5 GPO, 91-13675 snatseneia 4.200 
803-006-00000-8 GPO, 91-12891 829-003-00212-3 GPO, 91-13673 apeitenins 20 
803-006-00000-8 GPO, 91-12892 83 ACO 83005 DMA, 91-12991 meneaind dace 
803-006-00000-8 GPO, 91-12893 83 ACO 83560 DMA, _91-12992 , 

803-006-00000-8 GPO, 91-12894 844-002-10351-7 GPO, 91-13861 869-011-00194-7, — 91-12736 
803-006-00000-8 GPO, 91-12895 844-002-10352-5 GPO, 91-13862 869-012-00138-2,  91-12720 
803-006-00000-8 GPO, 91-12896 869-010-00144-4 GPO, 91-12742 869-012-00141-2,  91-12721 
803-006-00000-8 GPO, 91-12897 869-010-00146-1 GPO, 91-12743 869-012-00143-9 ,  91-12722 
803-006-00000-8 GPO, 91-12898 869-010-00193-2 GPO, 91-12745 869-012-00144-7,,  91-12723 
803-006-00000-8 GPO, 91-12899 869-010-00226-2 GPO, 91-12746 869-012-00147-1, — 91-12724 
803-006-00000-8 GPO, 91-12900 869-010-00227-1 GPO, 91-12747 869-012-00151-0, — 91-12725 
803-006-00000-8 GPO, 91-1290! 869-010-002343 GPO, 91-12748 869-012-00158-7 , 9112726 
803-006-00000-8 GPO,  91-12902 869-010-00239-4 GPO, 91-12749 869-012-00159-5 , — 91-12727 
803-006-00000-8 GPO, 91-12903 869-010-00243-2 GPO, 91-12750 869-012-00165-0, — 91-12728 
803-006-00000-8 GPO,  91-12904 869-010-00276-9 GPO, 91-12751 869-012-00166-8 ,  91-12729 
803-006-00000-8 GPO, 91-12905 869-010-00284-0 GPO, 91-12752 869-012-00167-6,  91-12730 
803-006-00000-8 GPO, 91-12906 869-010-00296-3 GPO, 91-12753 869-012-00170-6,  91-12731 
803-006-00000-8 GPO, 91-12907 869-010-00302-1 GPO, 91-12754 869-012-00171-4,, — 91-12732 
803-006-00000-8 GPO, 91-12908 869-010-00307-2 GPO, 91-12755 869-012-00173-1 , — 91-12733 
803-006-00000-8 GPO, 91-12909 869-010-00311-1 GPO,  91-12756 869-012-00175-7 , 91-12734 
803-006-00000-8 GPO, 91-12910 869-010-00315-3 GPO, 91-12757 869-012-00176-5, | 91-12735 
803-006-00000-8 GPO, 91-12911 869-010-00316-1 GPO, 91-12758 869-012-00177-3 , | 91-12737 
803-006-00000-8 GPO, 91-12912 869-010-00319-6 GPO,  91-12759 869-012-00191-9, 91-12738 
803-006-00000-8 GPO, 91-12914 869-010-00321-8 GPO, 91-12760 869-012-00192-7 , 91-12739 
803-006-00000-8 GPO.,  91-12913 869-010-00327-7 GPO, 91-12761 869-012-00193-5 , 91-12740 
803-006-00511-5 GPO,  91-12915 869-010-00328-5 GPO, 91-12762 869-012-00194-3, 91-12736 
803-016-00031-3 GPO,  91-12784 869-010-00329-3 GPO, 91-12763 869-013-00004-8 , 91-12712 
803-018-00019-7 GPO, 91-12785 869-010-00333-1 GPO, 91-12764 869-013-00008-1,  91-12713 
81 ACO 81002 DMA, 91-12986 869-010-00337-4 GPO, 91-12765 869-013-00010-2,  91-12714 
81 ACO 81007 DMA, —_-91-12987 869-010-00341-2 GPO,  91-12766 869-013-00018-8 ,  91-12715 
81 AHA 81054 DMA, 91-12884 869-010-00342-1 GPO, 91-12767 869-013-00019-6,  91-12716 
81054 NOS, 91-12884 869-010-00343-9 GPO, 91-12768 869-013-00020-0,  91-12717 
817-006-00012-4 GPO, 91-13489 869-010-00344-7 GPO, 91-12769 869-013-00023-4,  91-12718 
817-006-00015-9 GPO, 91-13490 869-010-00346-3 GPO, 91-12770 869-013-00046-3,  91-12719 
82 ACO 82540 DMA, 91-12988 869-010-00352-8 GPO, 91-12771 869-014-00004-4,  91-12712 
82 ACO 82560 DMA, _91-12989 869-010-00354-4 GPO, 91-12772 869-014-00008-7,,  91-12713 
82 ACO 82580 DMA, 91-12990 869-010-00357-9 GPO, 91-12773 869-014-00010-9,  91-12714 
829-001-00136-1 GPO, 91-13658 869-010-00358-7 GPO, 91-12774 869-014-00018-4,  91-12715 
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869-014-00019-2, 91-12716 903-006-00000-5 GPO, 91-12804 95 ACO 95016 DMA, = 91-12995 
869-014-00020-6, 91-12717 920-002-00000-5 GPO, 91-13450 950-008-00000-8 GPO, 91-13902 
869-014-00023-1, 91-12718 922-006-00047-4 GPO, 91-12918 950-031-00029-8 GPO,  91-13908 
869-014-00046-0, 91-12719 93110 DMA, 91-12993 

901-007-00003-9 GPO, 91-12709 95 ACO 95015 DMA, 91-12994 
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A 2% for a new headquarters for the U.S. De 91-14120 
% progress report 42-94 April-June 1988 91-13789 
AACTE, Washington, DC, 14 February 1987 /, A colla 91-13177 “ _., Research, development, test and eval 91-13003 
AAL) for antenna group OE-303/GRC (NSN 5985-01-152 91-13093 | acquisitions in the semiconductor sector : stateme 91-13448 
# ) for radio set AN/PRC-68, (NSN 5820-01-079-926 91-13073 Act for the Relief of Benjamin H. Fonorow., An 91-12783 
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achievements based on the 1986 national assessment 91-13298 additional authorization list (AAL) for antenna gr 91-13093 
achieving the baccalaureate degree /, Students in 91-13197 authorization list (AAL) for radio set 91-13073 
acid deposition studies : laboratory analyses for 91-13340 authorization list (AAL) for truck, tra 91-13035 
acquainted with books” : the founding framers of 91-13687 authorization list (AAL) for viewer, in 91-13083 
acquired U.S. aircraft parts manufacturer : statem 91-13444 financing needs of the Resolution Trust 91-14137 
acquisition circular. Number 90-3., Federal 91-12918 research spending : report to congressi 91-13464 
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ad taxes attributable to qualified retirem 91-13892 affordable housing :, Regulatory impediments to th 91-13993 
Address Immediate Problems Affecting Environmental, AFPS hand held computer user guide / 91-13909 
An Act to 91-12769 Africa —east coast, Gulf of Aden, Somalia, Raas Jil 91-12966 
Aden /, Africa—Arabian Peninsula, Gulf of 91-12964 —east coast, Gulf of Aden, Somalia—Yemen, Ra 91-12965 
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° , Somalia—Yemen, Raas Aantaara to Raas Binna, 91-12965 —east coast, Zanzibar Island, Zanzibar Harbo 91-12962 
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Adjustment Act of 1990 :, Reclamation Wastewater a 91-14024 —west coast, approaches to Pointe-Noire /, C 91-12961 
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administration : difficulties in accurately estima 91-13458 | Africa—Ghana, approaches to Takoradi and Sekondi / 91-12958 
: the research tax credit has stimu 91-13464 Africa—Morocco —northwest coast, approaches to Casa 91-12947 
fellows program /, Arts 91-13842 | African-Americans :, The economic status of 91-14013 
of the Passaic, NJ Housing Authorit 91-14060 age tectites and tectite showers /, The paradox of 91-13809 
’s proposed below-cost commercial ti 91-13966 “ 26, drowned ...]., [A dredge operator, 91-13683 
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Administrative personnel 91-12712 aged inconel 718 bar material, A preliminary mecha 91-13715 
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« programs :, Abuses in federal student 91-14069 alkoxides by sol-gel method, Preparation of oxide 91-13812 
Aids to navigation : technical. 91-13906 all-terrain vehicles :, Regulation of 91-14074 
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airfoil, Low-speed wind-tunnel results for symmetr 91-13698 “ policy instruments / 91-13242 
airmobile, gasoline engine driven, Essick model VR 91-13011 “ tax withholding methods and tables (in 91-13871 
Airport obstruction chart. OC 15, Allentown-Bethle 91-12812 Alternative U.S. policy approaches to third world 91-13943 
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obstruction chart. OC 651, Westchester Cou 91-12815 AMA-5102UT (FSN . 2920-909-2483):, Direct support an 91-13039 
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—southeast coast, Lake Bay and approaches, C 91-12870 housing survey for the Salt Lake City met 91-12799 
—southeast coast, Peril Strait, Hoonah Sound 91-12868 housing survey, Salt Lake City, UT, metro 91-12799 
—southeast coast, south end of Prince of Wal 91-12873 housing survey, Salt Lake City, UT, MSA, 91-12799 
. —southeast coast, west coast of Chichagof Is 91-12867 housing survey, Salt Lake City, Utah, met 91-12799 
Alaska—Aleutian Islands, Attu Island, Temnac Bay / 91-12861 manufacturing jobs :, Oversight of U.S. p 91-14071 
“ , Massacre Bay, Attu Island 91-12862 students., James Madison Elementary Schoo 91-13256 
Alaska—Arctic coast, Cape Sabine /, United States, 91-12859 | American Citizens Stationed or Held Hostage in the 91-12755 
“ coast, Griffin Pt. and approaches /, 91-12857 American Militery Forces and American Citizens Sta 91-12755 
“ coast, Peard Bay and approaches /, U 91-12858 American Samoa, and for Other Purposes, An Act to 91-12768 
Alaska—Pribilof Islands, St. Paul Island /, United 91-12860 | Americans against overpayment of income taxes :, P 91-13952 
Albany County., Flood insurance study : town of We 91-13385 | Ammonia boiling in long tubes heat transfer and ch 91-13833 
Alcohoi, tobacco, and other drugs may harm the unb 91-13499 “ __, Interaction of vinylidene fluoride - tetr 91-13825 
algal sexual reproduction test : training videotap 91-13338 amp, DC (Libby model LE-300) FSN 3431-810-9696, (L 91-13004 
Algebra and topology for applications to physics 91-13807 “ ——_, 28V, DC, model DC 4.2 - ORD/28 (6115-00-857-1 91-13021 
algorithm for eigenproblem solution of gyroscopic 91-13722 amplified turbulence emanating from shock-turbulen 91-13724 
algorithms based on Hamilton-Jacobi formulations / 91-13765 | AN/AAM-40(NSN 4130-00-197-6347) and service kit, 91-13106 
= for adaptive schemes for rapid analysis 91-13767 AN/APM-305A (NSN 6625-01-052-3881)., Direct suppor 91-13087 
- for using satellite and meteorological 91-13743 AN/APN-171A(V )1., Organizational maintenance manua 91-13081 
“ vs. architectures for computational che 91-13731 | AN/ARC-116, FSN 5821-935-5073., DS, GS, and depot 91-13074 
alien income tax return., 1991 instructions for Fo 91-13887 | AN/ARM-S : operating instructions., Radio test set 91-13052 
Alignment procedures : test station, electronic eq 91-13126 AN/ARM-71., Operator and organizational maintenanc 91-13103 
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AN/ARM-92B 


AN/ARM-92B, (NSN 6625-00-631-5501)., General suppo 
AN/ARN-82B (NSN 5826-00-168-8699)., Direct support 
AN/ARN-12X(V), (NSN 5826-01-016-2762)., Organizati 
AN/FJW-1(¥V )1., Operator’s manual : radiation detec 
AN/GGC-55(V )1 (NSN 5815-01-009-4322 ... and telety 
AN/GGC-57A(V )3 (NSN, Operator’s and organizational 
AN/GGR-3A(V )1 (NSN 5815-01-016-4662) ... and telet 
AN/GRA-6, (NSN 5820-00-644-4554)., Organizational 
AN/GRA-50 (NSN 5985-00-892-0758)., Organizational, 
AN/GRC-SOACV )11 (NSN 5820-00-136-4966)., Organizat 
AN/GRC-50(V )1 (NSN 5820-00-892-3851) ... and AN/GR 
AN/GRC-165 (NSN 5820-00-935-8038)., Organizational 
AN/GRM--55., Organizational maintenance repair part 
AN/GSA-7 (NSN 5820-00-543-1397)., Organizational, 
AN/GSM-64., Operator’s, organizational, direct sup 
AN/MSM.-105(V )1., Operator and organizational maint 
AN/PAS-7, (NSN 5885-00-179-3169)., Operator’s manu 

* , (NSN 5885-00-179-3169), (LIN Y03104)., H 
AN/PPS-4A (NSN-5840-00-168-1566 )., Direct support, 
AN/PRC-68 , (NSN 5820-01-079-9260)., Hand receipt c 
AN/PRR-9 (XE-9)., Depot maintenance manual includi 
AN/TCC-65 (NSN 5805-00-868-8215)., Organizational 
AN/TLQ-156(V )i, NSN 5865-01-145-5197., Aviation in 
AN/TRC-133A (NSN 5820-00-464-1616)., Operator’s, o 
AN/TRN-3(V )1 (NSN 5825-00-405-4510) and AN/TRN- 

30 

“ )2 (NSN 5825-00-423-1654)., Direct supp 
AN/TRS-2(V)i (NSN 5895-01-063-8103) ... AN/TRS-2(V 

as )6 (NSN 5895-01-068-6749)., Operator’s m 
AN/TSC-60(V )7, (NSN 5895-01-129-1827), part no. 64 
AN/TSC-61B (NSN 5895-01-057-3968)., Operator’s and 
AN/URM-44 (NSN 9 6625-00-643-2811) and AN/URM-44A 

(6 

AN/URM-44A (6625-00-990-7700)., Organizational, di 
AN/USM-271 (NSN 6625-00-982-1543)., Operator’s, or 
AN/USM-410(V )2, 6625-01-069-4223., Alignment proce 
AN/USM-486/U (NSN 6625-01-145-2430)., Organization 
AN/VRC-46 and AN/VRC-47 in carrier, personnel, arm 
AN/VRC-47 in carrier, personnel, armored M113, M11 
AN/VRM.-1., Operator and organizational maintenance 
Analyses and comparisons of science curricula in J 

# for soil chemistry /, Handbook of methods 
analysis /, Solder joint rework simulation 
/, Systems 
: city of Delray Beach, Florida, Palm Bea 
and recommendations, Magellan/Galileo sol 
and synthesis of abstract data types thro 
findings from high school & beyond (1980- 
for environmental carcinogens., Indoor ai 
in natural olivine crystals of deep origi 
of aeroassisted orbital transfer vehicles 
of aeroassisted orbital transfer vehicles 
of aeroassisted orbital transfer vehicles 
of aeroassisted orbital transfer vehicles 
of aeroassisted orbital transfer vehicles 
of alternative modifications for reducing 
of helicopters with bearingless rotors st 
of scatter decomposition, An 
of Soviet presence in Vietnam /, Bear tra 
of spectral operators in one-dimensional 
of SSME flows final report /, Vectorizabl 
of the bivariate parameter wind differenc 

” , Interpreting forest and grassland biome 
analyzing and testing the backing off of nuts and 
anchorages in Guadeloupe /, West Indies, Guadeloup 
anchoring device, cargo and personnel lowering (FS 
Andean Initiative :, Compliance by the executive b 
angle of attack position sensing for the Southampt 
Angostura Reclamation Unit , southwestern South Dak 
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91-13108 
91-13078 
91-13079 
91-13115 
91-13062 
91-13062 
91-13062 
91-13067 
91-13066 
91-13065 
91-13065 
91-13072 
91-13101 
91-13063 
91-13099 
91-13112 
91-13082 
91-13083 
91-13080 
91-13073 
91-13069 
91-13060 
91-13084 
91-13071 


91-13075 
91-13075 
91-13088 
91-13088 
91-13089 
91-13085 


91-13098 
91-13098 
91-13105 
91-13126 
91-13113 
91-13057 
91-13057 
91-13100 
91-13169 
91-13340 
91-13139 
91-13217 
91-13367 
91-13800 
91-13758 
91-13308 
91-13343 
91-13832 
91-13768 
91-13769 
91-13770 
91-13771 
91-13772 
91-13524 
91-13783 
91-13778 
91-13147 
91-13744 
91-13767 
91-13701 
91-13773 
91-13696 
91-12932 
91-13043 
91-14043 
91-13754 
91-13529 





Title Keyword Index 


animal care, use, and welfare /, Serials at the Na 
Animal Gravity-Sensing systems, Pacific Grove, Cal 
anisotropy , Orientation and temperature dependence 
Anne Legendre Armstrong as a Citizen Regent of the 
Annisquam River /, United States—east coast, Massa 
annotated bibliography /, Cryogenic wind tunnels a 
. bibliography /, Organizational communica 
as bibliography /, Resources for public spe 
< bibliography., Verification, an 
” resource list., The Reading-writing conn 
annuities , and modified endowment contracts., 1990 
annuity programs for employees of public schools a 
answer to your query : copyright registration of p 
- to your query : games., In 
” to your query : registration of photographs 
Antarctica, and for Other Purposes., An Act to Pro 
antenna AS-1425/GRC (NSN 5985-00-926-2593)., Organ 
" group AN/GRA-50 (NSN 5985-00-892-0758)., O 
. group OE-303/GRC (NSN 5985-01-152-5845)., 
Anthony model MLT 6-2, Army model MHE-230, NSN 
393 
Antioch, California /, San Francisco Bay to 
Antonio C. Amador :, Nominations of Thomas F. Kran 
Any Reconciliation Bill, Appropriation Bill, or Co 
Apache Leap Tuff Site : models and strategies /, S 
Apalachicola-Chattahoochee-Flint river basin and t 
apartments completed., Current housing reports. H- 
- completed., Current housing reports. H- 
® completed, Characteristics of 
e completed, Characteristics of 
apparel and accessories, industries 2371, 2381, 23 
“4 and Footwear Trade Act of 1990 :, Textile, 
application form for participants., Summer seminar 
form for participants, Guidelines and 
forms /, Guidelines and 
guidelines 
of retroduction to analyzing and testi 
to the solution of a general system of 
), Automatic detection of electric powe 
., Semiinterpenetrating polymer network 
Applications of artificial intelligence to space s 
- of computer technology in school prof 
. to physics, Algebra and topology for 
a to slender body theory, A hybrid pert 
Applying institutional research in decision making 
appointees converted to career positions, April th 
Appointment of Ira Michael Heyman as a Citizen Reg 
appraisal of statewide educational progress : a po 
approach : an annotated resource list., The Readin 
and landing, Investigation of imaging and 
to government/industry cooperation for te 
to improving student achievement, changin 
to leadership in supervision : final repo 
+s to leadership in supervision : final repo 
- to Jeadership in supervision : final repo 
* to leadership in supervision : presentati 
S to the utilization of VAS satellite sound 
approaches /, Africa—northeast coast, Republic of 
/, Black Sea, Soviet Union, Port Novoro 
/, Black Sea, Soviet Union, Port of Tua 
/, Norway—west coast, Stavanger Harbor 
/, United States, Alaska—Arctic coast, 
/, United States, Alaska—Arctic coast, 
to Bandar Abbas /, Persian Gulf, Iran, 
to Casablanca and Mohammedia /, Africa— 
to Galle /, Sri Lanka—south west coast, 
to Gdynia and Gdansk /, Baltic Sea, Pol 
to La Plata and Buenos Aires /, South A 
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91-12701 
91-13721 
91-13718 
91-12770 
91-12846 
91-13700 
91-13222 
91-13221 
91-13244 
91-13260 
91-13892 
91-13876 
91-13689 
91-13691 
91-13690 
91-12772 
91-13092 
91-13066 
91-13093 


91-13050 
91-12877 
91-14077 
91-12746 
91-13942 
91-14128 
91-12797 
91-12798 
91-12797 
91-12798 
91-12785 
91-14041 
91-13844 
91-13844 
91-13843 
91-13842 
91-13696 
91-13764 
91-13713 
91-13805 
91-13787 
91-13176 
91-13807 
91-13753 
91-13238 
91-13460 
91-12763 
91-13175 
91-13260 
91-13741 
91-13711 
91-13312 
91-13322 
91-13323 
91-13324 
91-13177 
91-13766 
91-12967 
91-12955 
91-12956 
91-12934 
91-12857 
91-12858 
91-12976 
91-12947 
91-12981 
91-12944 
91-12930 





June 1991 Arizona 


to Pointe-Noire /, Congo, Africa—west c 91-12961 

to Rostock /, Baltic Sea, East Germany, 91-12935 

to Swinoujscie and Szczecin /, Baltic S 91-12936 

to Takoradi and Sekondi /, Africa—Ghana 91-12958 

to Takoradi and Sekondi /, Africa—west 91-12957 

to third world conflicts., Alternative 91-13943 

to Trincomalee /, Sri Lanka—east coast, 91-12982 
, Clarence Strait /, United States, Alas 91-12870 
, Island of Hawaii /, United States, Haw 91-12880 
Appropriation Bill , or Continuing Resolution for t 91-12746 
appropriations for fiscal year 1991 :, Department 91-13978 
for fiscal year 1991 :, Department 91-13982 
for fiscal year 1991 :, Department 91-13987 
for fiscal year 1991 :, Departments 91-13977 
for fiscal year 1991 :, Energy and 91-13979 
for the Department of Defense : com 91-13927 
for the Department of Defense : con 91-13931 
for the Department of Defense in su 91-13927 
for the Department of Transportatio 91-13929 
for the legislative branch for the 91-13933 
for various civilian executive bran 91-13928 
for 1991 :, Departments of Veterans 91-13975 
for 1992 :, Department of the Inter 91-13973 
for 1992 :, Military construction 91-13974 
request for fiscal year 1991 : comm 91-13928 


wage survey. Dallas-Fort Worth, Texas, metrop 91-13660 
wage survey. Dallas-Fort Worth, Texas, metrop 91-13661 
wage survey. Dayton, Ohio, metropolitan area 91-13658 
wage survey. Joliet, Illinois, metropolitan a 91-13652 
wage survey. Poughkeepsie, New York, metropol 91-13657 
wage survey. Poughkeepsie-Orange County-Kings 91-13662 
wage survey. Spokane, WA 91-13663 
wage survey. Spokane, Wash. / 91-13663 
wage survey. The Indianapolis, Indiana, metro 91-13653 
wage survey. The New Orleans, Louisiana, metr 91-13654 
, Area wage survey. Bergen, Passaic, New Jerse 91-13656 
.. Area wage survey. Poughkeepsie, New York, m 91-13657 
.. Area wage survey. The Indianapolis, Indiana 91-13653 
.. Area wage survey. The New Orleans, Louisian 91-13654 
, Bergen-Passaic, New Jersey, metropolitan 91-13656 
, Boise City, Idaho, metropolitan 91-13651 
, Boston, Massachusetts, metropolitan 91-13655 
, Dallas-Fort Worth, Texas, metropolitan 91-13659 
, Dallas-Fort Worth, Texas, metropolitan 91-13660 
, Dallas-Fort Worth, Texas, metropolitan 91-13661 
, Dayton, Ohio, metropolitan 91-13658 
. Housing characteristics for selected metropo 91-12799 
, Indianapolis, Indiana, metropolitan 91-13653 
, Joliet, Illinois, metropolitan 91-13652 
, Montrose District, Colorado /, Final wildern 91-13509 
, Subcommittee on Foreign Operations 91-13446 , New Orleans, Louisiana, metropolitan 91-13654 
, U.S. Senate /, Customs Service : i 91-13457 , Poughkeepsie, New York, metropolitan 91-13657 
approximating unsteady aerodynamics in the time do 91-13709 | areas /, Role of biological control as a managemen 91-13635 
approximation of functions of matrices and its app 91-13764 budget request for fiscal year 1988 :, Insul 91-14085 
approximations to nonlinear systems of conservatio 91-13777 budget request for fiscal year 1989 :, Insul 91-14087 
Apra Harbor, Island of Guam, Territory of Guam /, 91-12884 , American housing survey, Salt Lake City, Ut 91-12799 
April through June 1988 : fact sheet for the chair 91-13460 ., Current housing reports. H-170, American h 91-12799 
April 25, 1988 /, Federal Forecasters Conference p 91-13330 ” Steed temmnss study : Cherokee County N 91-13396 
Aqaba, Elat and al Aqabah /, Gulf of 91-12970 Y Flood insurance study : Clark County Wash 91-13441 
Aqabah /, Gulf of Aqaba, Elat and al 91-12970 “end ieenes ood ie , 
weg F b ly : county of Lee, Flo 91-13369 
aqueous foams, Determination of the specific area 91-13837 Flood insurance stady : Deflance County, O 91-13399 
aquifer hydraulic characteristics for selected dra 91-13523 ” Saeed ieaaiene undies tenaiae Guam, 91-1398? 
“ system in Volusia County, Florida /, Geolo 91-13525 gf et na po ‘ndeen Quan Ohi o1.49ene 


° , Salt Lake Valley, Utah /, Selected factor 91-13527 ; . - 
? ., Flood insurance study : Gallia County, Ohi 91-13402 
aquifers of Schuyler County, New York /, Sand and 91-13526 "Flood i ty : Geauga County, Ohi 91-13403 


Arabian Sea, Oman, Ra's Dugm to Ra's al Hadd / 91-12975 ” Flood i study : Gilchrist County, 91-13351 
Arbacia punctulata : training videotape /, Supplem 91-13339 a . 

are and 20/50 km s-1 clouds /, Far-infrared, submm 91-13796 + Flood insurance study : Hillsborough Count 91-13352 

“ welding (GTAW), electron beam welding (BBW), ” Flood insurance study : Lawrence County, O 91-13405 

a ., Flood insurance study : Mercer County, Ohi 91-13407 

, Flood insurance study : Monroe County, Flo 91-13368 

., Flood i insurance study : Osceola County, Fl 91-13355 

: Pasco County, Flor 91-13356 

: Polk County, Flori 91-13358 

: Union County, Flor 91-13362 
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91-13712 
“4 , generator, gasoline engine driven, 300 amp, D 91-13004 
Archean Mantle, Workshop on the 91-13799 
Architecture. 91-13475 
architectures for computational chemistry, Algorit 91-13731 
Arctic research of the United States. 91-13846 J 
area /, Area wage survey. Bergen-Passaic, New Jers 91-13656 : Volusia County, Fl b 91-13371 
, Area wage survey. Boise City, Idaho, metro 91-13651 , : Wayne County, Ohio 91-13414 
Area wage survey. Boston, Massachusetts, m 91-13655 .. Flood insurance study : Whitfield County, 91-13372 
Area wage survey. Dallas-Fort Worth, Texas 91-13659 Argentina and Uruguay, approaches to La Plata and 91-12930 
Area wage survey. Dallas-Fort Worth, Texas 91-13660 Argentina—Uruguay, Rio de La Plata (Outer) /, Sout 91-12929 
Area wage survey. Dallas-Fort Worth, Texas 91-13661 Arizona /, Airport obstruction chart. OC 462, Wins 91-12814 
Area wage survey. Dayton, Ohio, metropolit 91-13658 /, Airport obstruction chart. OC 5034, Pul 91-12818 

, Area wage survey. Joliet, Illinois, metrop 91-13652 /, Mineral resources of the Cactus Plain a 91-13513 
~ == policies and procedures for the at 91-13325 /, 7.5 minute series (topographic), [Arizo 91-13543 
., American housing survey for the Salt 91-12799 /, 7.5 minute series (topographic), [Arizo 91-13546 

., Current housing reports. H-170, Ameri 91-12799 /, 7.5 minute series (topographic), [Arizo 91-13549 

of liquid gas and the velocity of weak pressu 91-13837 /, 7.5 minute series (topographic), [Arizo 91-13556 
series. New Jersey., 1987 census of manufactu 91-12784 ]. 33113-A6-TF-024, Palomas Mountains SW qu 91-13532 
series. State data files, county data files ( 91-12801 ]. 33113-A7-TF-024, Neversweat Ridge quadra 91-13533 
wage survey. Bergen-Passaic, New Jersey, metr 91-13656 }. 33113-A8-TF-024, Engesser Pass SW quadra 91-13534 
wage survey. Boise City, Idaho, metropolitan 91-13651 ]. 33113-B6-TF-024, Palomas Mountains NW qu 91-13535 
wage survey. Boston, Massachusetts, metropoli 91-13655 ]. 33113-B7-TF-024, Engesser Pass quadrang]l 91-13536 
wage survey. Dallas-Fort Worth, Texas, metrop 91-13659 ]. 33113-H5-TF-024, Cunningham Pass quadran 91-13537 
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Arizona—La Paz Co Title Keyword Index 


]. 33113-H6-TF-024, Harcuvar Peak quadrangl 91-13538 model MHE-230, NSN 3930-00-327-1575., Operato 91-13050 
]. 33113-H7-TF-024, Bouse Hills East quadra 91-13539 model MHE0183, FSN 3930-958-3684., Operator’s 91-13045 
]. 33114-A1-TF-024, Slumgullion Pass quadra 91-13540 model OH-6A helicopter (without standard ligh 91-13054 
]. 33114-A2-TF-024, Castle Dome Peak quadra 91-13541 models AH-1G, AH-1Q, and AH-1S(MOD) heli- 
]. 33114-C1-TF-024, Palm Canyon quadrangle, 91-13542 copte 91-13055 
]. 33114-D2-TF-024, Livingston Hills NW qua 91-13543 > to the Secretary of the Interior, and for Oth 91-12760 
]. 33114-G1-TF-024, Ibex Peak quadrangle, A 91-13544 Army Corps of Engineers :, Proposed authorizations 91-14122 
]. 33114-G2-TF-024, Bouse SW quadrangle, Ar 91-13545 Army Intelligence and Security Command : a worldwi 91-12998 
]. 34110-B8-TF-024, Planet quadrangle, Ariz 91-13546 Army Reserve helps you and the people you care abo 91-13128 
]. 34110-C5-TF-024, Outlaw Draw quadrangle, 91-13547 arrangements exercise : instructor’s copy., Cutthr 91-13630 
]. 34110-C6-TF-024, Brookbank Point quadran 91-13548 art /, Northern Plains Indian 91-13507 
]. 34110-C7-TF-024, O W Point quadrangle, A 91-13549 " of pre-negotiation : opening new doors to nego 91-13945 
]. 34112-F3-TF-024, Prescott Valley North q 91-13550 articulated frame steer, 4 1/2 to 5 cu. yd., (CCE) 91-13005 
]. 34113-A5-TF-024, Alamo Dam SE quadrangle 91-13551 artificial and natural icing conditions, An experi 91-13780 
]. 34113-A6-TF-024, Butler Well quadrangle, 91-13552 « intelligence to space station and autom 91-13787 
]. 34113-A7-TF-024, Butler Pass quadrangle, 91-13553 Arts administration fellows program / 91-13842 
]. 34113-A8-TF-024, Powerline Well quadrang 91-13554 os in transition : a review and synthesis of the 91-13230 
]. 34113-C6-TF-024, Rawhide Wash quadrangle 91-13555 Arzanah /, Persian Gulf, United Arab Emirates, pla 91-12978 
]. 34113-D1-TF-024, Livingston Hills quadra 91-13556 | AS-1425/GRC (NSN 5985-00-926-2593)., Organizationa § 91-13092 
]. 34113-D7-TF-024, Mc Cracken Peak quadran 91-13557 Asbestos school hazard abatement : 91-14031 
]. 34113-D8-TF-024, Castaneda Hills quadran 91-13558 Ashland, Michigan, Newaygo County., Flood insuranc 91-13381 
J. 34114-A2-TF-024, Black Peak quadrangle, 91-13559 | Ashtabula Harbor /, United States—Great Lakes, Lak 91-12849 
“ _). 35113-B7-TF-024, Hualapai Spring quadran 91-13566 | Asia, Iran—United Arab Emirates, Persian Gulf—east 91-12980 
Arizona—La Paz Co. /, 7.5 minute series (topograph 91-13537 “  , Persian Gulf—northeastern part, Iran—Saudi A 91-12979 
- . /, 7.5 minute series (topograph 91-13538 ASM 91-12786 
. /, 7.5 minute series (topograph 91-13539 Asphalt emulsions for highway construction : Burli 91-13900 
. /, 7.5 minute series (topograph 91-13544 “ — , 100-150 ton per hour, MDL KA-60; FSN 3895 91-13010 
. /, 1.5 minute series (topograph 91-13545 | assembly, flammable liquid, bulk transfer : gasoli 91-13016 
. /, 7.5 minute series (topograph 91-13551 “ —_ ; models AVDS-1790-2C, 2815-00-410-1203 an 91-13038 
. /, 7.5 minute series (topograph 91-13552 Assessing the accuracy of a knowledge-based system 91-13194 
. /, 7.5 minute series (topograph 91-13553 “ U.S. school mathematics from an internat 91-13272 
- /, 7.5 minute series (topograph 91-13554 | assessment /, Issues in student 91-13205 
. /, 7.5 minute series (topograph 91-13559 “ /, Online information services for seco 91-13255 
Arizona—Mohave Co. /, 7.5 minute series (topograph 91-13555 /, Teacher training in 91-13317 
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‘i . /, 1.5 minute series (topograph 91-13557 /, The Mathematics report card are we m 91-13298 
- . /, 7.5 minute series (topograph 91-13558 : a talent development perspective /, C 91-13263 
“ —_., 1968 /, 7.5 minute series (top _ 91-13566 : Golden Gate National Recreation Area, 91-13636 
Arizona—Navajo Co. /, 7.5 minute series (topograph 91-13547 : methods of analysis for environmental 91-13343 
is . /, 7.5 minute series (topograph 91-13548 and evaluation systems : a comparison / 91-13216 


Arizona—Yavapai Co., 1973 /, 7.5 minute series (to 91-13550 “ : . . 91-13341 

Arizona—Yuma Co. /, 7.5 minute series (topographic 91-13532 a See eeGeN, Banton pee 
: ; : asset inventory., Real estate 91-13946 
. /, 7.5 minute series (topographic 91-13533 ist . Disest 91-13970 

. /, 7.5 minute series (topographic 91-13534 canst ne . 

7. 75 olen ies (t hi 91-13535 % : Statement of Frank C. Conahan, Assist 91-13446 
err sm onsian ¢ nt eo os.cemes “ bulletin : state of Ohio : Hamilton Cou 91-13334 
f /. 7. 5 ara ae a. 91-13540 ? directory., Small and disadvantaged bus 91-13138 
x py he: ; ‘ “ guide., Voting 91-12920 
31 "¢ 4 ~ oe ———— penne “ and, Deferrals and revised deferrals 0 91-13924 
ile CSS ea ‘ Assistant Comptroller General , National Security & 91-13446 


armament subsystem, helicopter, 7.62 millimeter ma 91-13028 - : 
armed forces to commence combat operations on Janu 91-13926 associated development /, National Airspace System 91-13901 


Armed Forces Medical Examiner System : medical ser 91-13001 | “ development, Facilities equipment and — 
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Bandar at Tawahi (Aden Harbor) /, Gulf of Aden, Ye 
Bandar Abbas /, Persian Gulf, Iran, 
* /, Persian Gulf, Iran, approaches to 
bands., Army 
Bangor, Michigan, Van Buren County., Flood insuran 
bank [i.e. band], metal cutting (Boice-Crane Co. m 
ne data sheets /, A guide to item banking in edu 
Bank Account Safety and Soundness Act (H.R. 5590) 
banking in education : item bank data sheets /, A 
« industry :, Oversight hearing on foreign c 
. , Finance and Urban Affairs pursuant to sec 
sag , Housing, and Urban Affairs, United States 
bar material, A preliminary mechanical property an 
Barber-Greene MDL 811A), FSN 3895-025-9932, compon 
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Big South Fork National River and Recreation Area 91-12760 Se : 
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women’s education in the South, 1865-present 91-13183 Brookbank Point quadrangle, Arizona—Navajo Co. /, 91-13548 
women’s vocational education history of blac 91-13182 Browning, M1918A2, W/E (1005-674-1309)., DS, GS, a 91-13024 
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. 42, Public health 91-12727 
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, International Trade, Energy, and Finance 
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, Security and International Relations Iss 
, Trade, Energy, and Finance Issues ... be 
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of energy data collection forms / 
of professional workers in state agricul 
of U.S. marine CD-ROMs., The 
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., FAA inspection authorization 
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as , Summary of existing legislation affe 
disability process, and the Zebley Supreme Court d 
disabled for form 1040A filers., 1990 instructions 
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Disaster assistance : 
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dispenser (1095-00-397-3456)., Maintenance instruc 91-13029 | Dryweed Island to Big Island /, United States—bord 91-12856 
“ (1095-00-397-3456)., Maintenance instruc 91-13030 | DS and GS maintenance manual : ejection seat, mode 91-13120 
dissenting views (to accompany H.R. 3429) (includi 91-13930 , GS, and depot maintenance manual : electronic 91-13105 
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« , Djibouti and approaches /, Africa—northe 91-12967 Dutchess County ., Flood insurance study : town of 91-13394 
=. __ port of Dihouti /, Aftice—sorthenst cos 91-12968 | Guty guide for Department of Labor employees. Tem —-91-13648 
Bebey Sound /, United States—east np unys Georgia, 91-12835 Duval County ., Flood insurance study : city of Atl 91-13348 
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domain, UNAERO, a package of FORTRAN subroutines f 91-13709 | _“ Flood insurance study : city of Nep 91-13350 
domains, Analysis of spectral operators in one-dim 91-13744 DVA’s medical care cost recovery program :, H.R. 4 91-14135 
don’t’s in doing business overseas /, Do’s and 91-12699 dynamic loading, An application of retroduction to 91-13696 

Which Could Reasonably Be Construed as I 91-12752 | Dynamics insulation systems — 91-13747 
doors to negotiations., The art of pre-negotiation 91-13945 “ _, Report on the feasibility of hypercube c 91-13734 
Doppler lidar system, Convective storm downdraft o 91-13738 dystrophy : an ultrastructural link between subacu 91-13487 
double subsidies :, Reclamation Reform Act amendme 91-14023 
downdraft outflows detected by NASA/MSFC’s airborn 91-13738 E 
downward flame spread over paper, Effect of thickn 91-13821 


draft /, Statewide education databases : policy is 91-13204 | £.C. Schleyer Pump Co. model 4M-SE2000) NSN, Opera 91-13017 
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(0.75-1.5) : phase I final report., System te 91-13769 | Earn Army pay and benefits as a civilian. 13129 
91-13768 Earned income credit. 91-13878 
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coast, Florida, Fort Lauderdale, Port Evergla 91-12833 
coast, Georgia, St. Simons Sound, Brunswick H 91-12834 
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coast, Gulf of Aden, Somalia, Raas Jilbo to R 91-12966 
coast, Gulf of Aden, Somalia—Yemen, Raas Aant 91-12965 
coast, Maryland, Patuxent River, Solomons Isl 91-12840 
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Drexel, Direct and general support maintenance man 91-13048 
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, 4x 4 air transportable (Hanson Machinery 91-13007 
, 4.2 KW, 150 AMP, 28V, DC, model DC 4.2 -O 91-13021 
, 6x6 (Quickway model M-200), non-winterized 91-13006 
, 300 amp, DC (Libby model LE-300) FSN 3431- 91-13004 . 
; 350 GPM capacity, Organizational, direct s 91-13016 coast, West Quoddy Head to New York /, United 91-12844 
, 400 gallon water tank; 40 gallon foam chem 91-13014 coast, Zanzibar Island, Zanzibar Harbor /, Af 91-12962 
, 9,000 BTU, model CH609-31, NSN 4110-01-014 91-13012 Corse and northeast Sardegna /, Tyrrhenian Se 91-12949 
droplets in bubbles generated by a uniform nucleat 91-13836 a Tennessee /, Recharge rates and aquifer hydra 91-13523 
Dropping out of school / 91-13292 East Cactus Plain Wilderness Study Areas, La Paz C 91-13513 
drowned ...)., [A dredge operator, age 26, 91-13683 East Franklin, Pennsylvania, Armstrong County., Fl 91-13425 
drug dependence :, Problems of 91-13501 East Germany , approaches to Rostock /, Baltic Sea, 91-12935 
drugs may harm the unborn /, Alcohol, tobacco, and 91-13499 es , port of Peenemunde /, Baltic Sea, 91-12938 

- on American business and the American econom 91-14113 East Taylor, Pennsylvania, Cambria County., Flocd 91-13428 
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Dryden atmospheric modei, A digital simulation tec 91-13835 eastern part /, Asia, Iran—United Arab Emiraies, P 91-12980 
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part /, Baltic Sea, Gulf of Finland, 
part /, North Atlantic Ocean, 
part /, North Atlantic Ocean, 
parts /, Soil survey of Carter County, Mis 
Eastern Europe and their implications for United S 
- of the senate delegation led by Sen 
Eatonton, Georgia, Putnam County., Flood insurance 
Ebensburg quadrangle, Cambria Co., 1963 /, 7.5 min 
economic and budget outlook :, The 
development /, Education and 
developments in Central and Eastern Europ 
growth : a legislator’s guide /, Educatio 
impact of the Persian Gulf crisis : 
literacy /, The nature of 
mobilization /, The Army and 
performance, 1989 /, Rural America : 
policy., Report on the visit to Eastern E 
report, Midyear 
report of the President transmitted to th 
report of the President transmitted to th 
review, Annual 
status of African-Americans :, The 
trends /, School-to-work transition for h 
Economic Advisers, Annual report of the Council of 
- , Annual report of the Council of 
Economics of improved estuarine water quality : an 
economy :, The impact of drugs on American busines 
ECS 1012., Flight set 360T004 (STS-30) field joint 
eddies in two dimensional turbulent flows, On the 
, Florida, Volusia County., Flood insuran 
edition of 1951 /, 7.5 minute series (topegraphic) 
educating students who present intensive education 
education /, Noneconomic effects of vocational 
“4 /, Steady work policy, practice, and the 
/, The crisis in science 
: industrial arts in transition : a revi 
: item bank data sheets /, A guide to it 
: monographs prepared in partial fulfill 
: proceedings of the National Invitation 
and economic development / 
and economic growth : a legislator’s gui 
and the public trust improving stature i 
at the secondary level : an overview of 
databases : policy issues : discussion d 
directory, colleges and universities, 19 
environments., The homecoming model educ 
for self-care : the role of nurses : Jan 
history of black women’s education in th 
history of black women’s education in th 
in the South history of black women’s ed 
in the South, 1865-present, instructiona 
in the South, 1865-present, instructiona 
in the South, 1865-present, instructiona 
programs /, Models of effective migrant 
reform and American business and the imp 
regulations and procedures /, Assessing 
research community., Lessons learned : f 
sourcebook /, Effective compensaiory 
sourcebook /, Effective compensatory 
statistics., Digest of 
today /, A look at Japanese 
, and related agencies appropriations for 
., Higher 
Education Programs /, Division of 
Statistics since 1969 /, Minority studen 
educational and economic trends /, School-to-work 
“s challenges within regular education en 
progress : a policy issues paper /, Be 
reform : proceedings of a conference / 
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- services for adults : publicity kit., 

. technology ; the closing-in or the ope 
educators /, Research within reach, secondary scho 

ss /, Rural school source book : exemplary 

” , module I., Black girls and women in ele 

os , module II., Black women’s vocational ed 

» , modules III and IV., Black women’s acad 
Efate Island /, South Pacific Ocean, Vanuatu, Mala 
effect of changing export controls on cooperation 
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91-13254 
91-13184 
91-13297 
91-13181 
91-13182 
91-13183 
91-12989 
91-14129 


- of exercise on venous gas emboli and decomp 91-13703 


“ of thickness on downward flame spread over 
a of Zr or Cr content on the fracture toughne 
Effective compensatory education sourcebook / 
compensatory education sourcebook / 
hearing conservation programs in the wor 
migrant education programs /, Models of 
practices /, Experimental teaching : an 
school., Teacher, principal, and parent 
schools : implications for programs serv 
as teaching of writing /, Research in 
effectively with trustees : building cooperative c 
effectiveness /, Resources for improving principal 
* of the U.S. Civil Reserve Air Fleet 
effects of normal and therapeutic baths on the cen 
. of vocational education /, Noneconomic 
efficiency of fluore[s]cent mercury lamps, Potenti 
efforts at the Institute for Research on Teaching 
7 in Southeast Asia :, Narcotics control 
is to detect, investigate, and deter insider 
EH-60A helicopter., Operator’s manual : UH-60A and 
eigenproblem solution of gyroscopic systems, Imple 
eighty-ninth and all succeeding Congresses, chairm 
ejection seat, model MK-JSD (Martin-Baker) part nu 
El Paso 
* ., Sectional aeronautical chart. 
El Puerto de Santa Maria /, North Atlantic Ocean, 
El Salvador / 
ni , Labor trends in 
Elat and al Aqabah /, Gulf of Aqaba, 
Elbe River from Krautsand to Schulau /, North Sea, 
<4 , from Schulau to Hamburg /, North Sea, 
elderly New Mexicans :, Access to services for rur 
or the disabled., Credit for the 
5 or the disabled for form 1040A filers., 19 
Elderly Project : instructional manual /, Read Alo 
elected to eighty-ninth and all succeeding Congres 
election of ... (advance report), Voting and regis 
electric driven; wheel mounted, pneumatic tires; 7 
driven; wheel mounted pneumatic tires; 75 
driven; wheel mounted; 75 ton per, Operat 
driven; wheel, Organizational maintenance 
energy costs)., Annual survey of manufact 
energy costs), Statistics for industry gr 
motor driven, 9,000 BTU, model CH609-31, 
power annual / 
power annual / 
power troubles (AI application), Automati 
, solid rubber tires, Army model MHE-218, 
, solid rubber tires, 6000 Ib capacity, 18 
, solid rubber tires, 6000-pound capacity, 
electrical discharges, Decomposition of hydrazine 
24 H-16/U., Operator, organizational, fiel 
<4 motor driven, (E.C. Schleyer Pump Co. m 
Electroacoustical imaging technique for encoding i 
electrode , Employment of porous polytetraflouroeth 
electron beam welding (BBW), and laser beam weldin 
Electronic bulletin board system for the Federal D 
Xj circuit plug-in unit, AN/GRM-S55., Organ 
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equipment AN/MSM.-105(V)1., Operator and 91-13112 
equipment AN/USM-410(V)2, 6625-01-069-4 91-13126 
equipment configurations Army models AH 91-13055 
equipment MK-345/GR, IN 2 1/1-ton, 6x6 91-13125 
equipment, MK-1234/GRC (NSN 5820-00-450 91-13056 
marker generator AN/USM-271 (NSN 6625-0 91-13105 
publishing : guide to selection / 91-12802 
, AN/APN-1I71A(V)1., Organizational maint 91-13081 
electronics equipment configuration Army model OH- 91-13054 
Electrostatic forming and testing of polymer films 91-13707 
elementary education history of black women’s educ 91-13181 
- school students /, Science misconceptio 91-13189 
e signals, Electroacoustical imaging tech 91-13708 
elements of a national energy policy :, Key 91-14026 
* of risk and recovery : trends and achieve 91-13301 
elevated : report to the Secretary of Agriculture 91-13468 
Eliminate “Substantial Documentary Evidence” Req for 
Minimum Wage Determination for American 
Samoa 91-12768 


costs), Statistics for industry groups and 91-12786 
data collection forms /, Directory of 91-13159 
management for consumers and businesses. 91-13479 
management for consumers and businesses. 91-13480 
outlook. Annual supplement., Short-term 91-13154 
outlook. Annual supplement., Short-term 91-13155 
outlook. Annual supplement., Short-term 91-13156 
outlook. Annual supplement., Short-term 91-13157 
outlook. Annual supplement, Short term 91-13154 
outlook. Annual supplement, Short term 91-13155 
outlook. Annual supplement, Short term 91-13156 
outlook. Annual supplement, Short term 91-13157 
policy :, Key elements of a national 91-14026 
price increases :, Consumer 91-14008 
preducers /, Performance profiles of major 91-13158 
, and Finance Issues ... before the, Status 91-13443 
, and Finance Issues before the Subcommittee 91-13444 
, and Finance Issues before the Subcommittee 91-13448 
, and Finance Issues, National Security and 91-13442 
elm disease : January 1979 - August 1990 /, Dutch 91-12695 , and Finance Issues, National, Status repor 91-13449 
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fuel injection, 90-degree “V” type, air-cooled, 
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support inaintenance repair parts and speci 91-13039 
support maintenance repair parts and speci 91-13063 
support maintenance repair parts and speci 91-13064 
support maintenance repair parts and speci 91-13066 
support maintenance repair parts and speci 91-13070 
support maintenance repair parts and speci 91-13078 
support maintenance repair parts and speci 91-13098 
support maintenance repair parts and speci 91-13108 
= supplies of interstate natural gas pipeline co 91-13153 support maintenance repair parts and speci 91-13113 
$ tungsten arc welding (GTAW), electron beam we! 91-13712 support or aviation intermediate maintenan 91-13087 
Gas Lease LA 033164., An Act to Authorize the Secr 91-12761 “ system of linear equations, Polynomial app 91-13764 
Gasahol [i.e. gasohol] : January 1983 - September 91-12697 | General Accounting Office (GAO) and Congressional 91-14090 
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* to Jaroslawiec including Oland /, Baltic Se 91-12939 geology of the Bristol Quadrangle, Hartford, Lich 91-13512 
Geauga County , Ohio, unincorporated areas., Flood 91-13403 . ig hydrology, and water quality of the surfi 91-13525 
GEM-T1 /, An improved model of the earth’s gravita 91-13702 Georgia, Putnam County., Flood insurance study : c 91-13374 
gender work groups /, Count me in guidelines for e 91-13252 , St. Simons Sound, Brunswick Harbor, and T 91-12834 
general aviation operations manual /, North Atlant 91-13903 , Toombs and Montgomery counties., Flood in 91-13375 
business credit., 1990 instructions for Fo 91-13891 , Tybee Island to Doboy Sound /, United Sta 91-12835 
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gas and oil flames, Measurement of the radiative p 91-13828 

as and the velocity of weak pressure waves in aqu 91-13837 

bubbles contributions of condensed droplets in 91-13836 
emboli and decompression sickness in human sub 91-13703 
pipeline companies /, The Gas supplies of inte 91-13153 
programs and laws :, Review of offshore oil an 91-14088 
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purpose tool, The parser generator as a 91-13748 , 1989 /, Oconee National Forest, 91-12683 
purpose, Unit maintenance repair parts and 91-13005 German settlement for NATO strategy and U.S. milit 91-13988 
sales program :, Oversight on the U.S. Gov 91-14081 German Democratic Republic / 91-12895 
support, and depot maintenance manual : co 91-13068 Germany /, Federal Republic of 91-13667 
support, and depot maintenance manual : di 91-13099 = 9 Labor trends in the Federal Republic of 91-13667 
support and depot maintenance manual, incl 91-13080 Geziret Zabargad /, Red Sea, north part, Madig Gub 91-12971 
support, and depot maintenance manual : st 91-13097 Geziret Zeberged to Bur Sudan /, Red Sea, north ce 91-12973 
support, and depot maintenance manual : te 91-13061 Ghana, approaches to Takoradi and Sekondi /, Afric 91-12957 
support and depot maintenance manual : wel 91-13004 Gibraltar /, Spain—Portugal—Morocco, Cabo de Sao V 91-12945 
support and depot maintenance repair parts 91-13013 7" , including the Azores /, North Atlantic 91-12924 
support and depot maintenance repair parts 91-13047 Gilbert Islands to Tuvalu Islands /, Pacific Ocean 91-12991 
support maintenance manual : electronic eq 91-13055 Gilchrist County , Florida, and incorporated areas. 91-13351 
support maintenance manual for engine, wit 91-13038 girls and women in elementary education history of 91-13181 
support maintenance manual for generator s 91-13021 glasses from metal alkoxides by sol-gel method, Pr 91-13812 
support maintenance manual for impedance b 91-13114 Glenn, McCain, and Riegle, and Lincoln Savings and 91-14039 
support maintenance manual for microwattme 91-13110 global transport of stratospheric aerosols and 0zo 91-13743 
support maintenance manual for phase jitte 91-13109 Global Climate Change Prevention Act of 1989—S. 16 91-13971 
support maintenance manual for tool outfit 91-13041 Glorieta National Battlefield in the State of New 91-12753 
support maintenance manual for truck, plat 91-13036 Gloucester Harbor and Annisquam River /, United St 91-12846 
support maintenance manual (including repa 91-13023 glow electrical discharges, Decomposition of hydra 91-13818 
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support maintenance repair parts and speci 91-13016 ., Federal 91-13472 
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identification of a helicopter, Procedure for the 91-13817 | imconel 718 bar material, A preliminary mechanical 91-13715 
identifying effective practices /, Experimental te 91-13312 | imcorporated areas., Flood insurance study : Gilch 91-13351 
“ persons, other than felons, ineligible 91-13647 < areas., Flood insurance study : Monro 91-13368 
Ile Anetioum /, South Pacific Ocean, Vanuatu, Erro 91-12990 ss areas., Flood insurance study : Wayne 91-13414 
Illinois and Michigan Corridor Act :, Indiana Dune 91-14025 | imcrease in the public debt limit and on additiona 91-14137 
“ ——_],. [38090-C2-TF-024], Waterloo quadrangle, 91-13583 “ slightly this fall., Targeted forecast : 91-13245 
“ , metropolitan area /, Area wage survey. J 91-13652 increases :, Consumer energy price \ 91-14008 
“ , metropolitan area, Joliet, 91-13652 Independence quadrangle, Minnesota—St. Louis Co., 91-13621 
Illinois—Monroe Co., 1954 /, 7.5 minute series (to 91-13583 | independent agencies appropriations for 1991 :, De 91-13975 
IM-185/UD, (NSN 6665-01-042-9401)., Operator’s man 91-13116 | index to PHS-supported research., Biomedical 91-13483 
image resolution and biogeographical analysis, Int 91-13773 - to PHS supported research, Biomedical 91-13483 
image-gathering and image-processing systems for s 91-13752 | Indian irrigation projects :, BIA management and o 91-14084 
image-processing systems for scene feature detecti 91-13752 " tribes and Hawaiian natives program. Review 91-13162 
imaging and flight guidance concepts for rotorcraf 91-13741 Indiana /, Soil survey of Jackson County, ~ 91-12703 
“ technique for encoding incoherent radiance 91-13708 “ _, metropolitan area., Area wage survey. The 91-13653 
immigration and public health :, HHS authority ove 91-14036 . , metropolitan area, Indianapolis, 91-13653 
impact of drugs on American business and the Ameri 91-14113 Indiana County ., Flood insurance study : township 91-13431 
of the Persian Gulf crisis :, Economic 91-13997 “  _., Flood insurance study : township 91-13432 

of the Tax Reform Act of 1986 : did it impr 91-13869 Indiana Dunes National Lakeshore access and Enhanc 91-14025 

on the Federal Home Loan Bank system :, Fin 91-13996 Indianapolis , Indiana, metropolitan area 91-13653 
statement., Bishop resource management plan 91-13508 indicators of changes /, Changes in school mathema 91-13302 
statement for the San Juan/San Miguel plann 91-13509 Individual differences / 91-13300 
impaired and Arising from Restitution Imposed for 91-12766 individuals who are part of Desert Shield Operatio 91-13918 
impedance bridge ZM-71A/U (NSN 6625-00-236-1536)., 91-13114 - with handicaps under federal law infor 91-13311 
impediments to the development and placement of af 91-13993 Indochina : an analysis of Soviet presence in Viet 91-13147 
implementation /, The SAFT-UT real-time inspection 91-13941 Indonesia—Malaysia—Thailand, strait of Malacca—nor 91-12983 
= of a block Lanczos algorithm for ei 91-13722 Indoor air - assessment : methods of analysis for 91-13343 
“ of Section 318 of the 1990 Interior 91-13962 industrial arts in transition : a review and synth 91-13230 
1 of the compact of 1985 : 91-14089 reports. MA-24F, Hardwood plywood /, Cu 91-12788 
. of the Hawkins-Stafford Amendments 91-14014 reports. MA-24T, Lumber production and 91-12789 
implications : proceedings of a symposium /, Conte 91-13273 reports. MA-33L, Insulated wire and cab 91-12791 
for programs serving high school stud 91-13270 reports. MA-38B, Selected instruments a 91-12792 

for the teaching of science to elemen 91-13189 reports. MA32C, Refractories, Current 91-12790 

for United States foreign economic po 91-13917 reports. MQ-C1, Manufacturers’ utilizat 91-12793 

of treaty on final German settlement 91-13988 reports. MQ-32C, Refractories /, Curren 91-12790 

implicit Runge-Kutta methods for parallel computat 91-13757 work model : a guide for developing tra 91-13201 
imply convergence /, Semi-discrete appr« ons 91-13777 industries (including capital expenditures, invent 91-12786 
Implying Any Federal Government Connection or, An 91-12752 i of the United Kingdom and Ireland., Min 91-13632 
import requirements., United States 91-13866 S of the United Kingdom and Ireland, Mine 91-13632 
importing community should benefit from PAIRED pro 91-13457 e 2371, 2381, 2384, 2385, 2386, 2387, and 91-12785 
improve fairness and simplicity? : research confer 91-13869 industry :, Oversight hearing on foreign competiti 91-13989 
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Ibex Peak quadrangle, Arizona—La Paz Co. /, 7.5 mi 91-13544 
ice accretion process during artificial and natura 91-13780 
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for form 2106 : employee business exp 91-13890 
for Form 3800 : general business cred 91-13891 
for Form 5329 : return for additional 91-13892 
for Form 5500 : annual return/report 91-13895 
for Form 5500-C/R : return/report of 91-13893 
for Form 5500EZ : annual return of on 91-13894 
for installation of modification kit, 91-13125 
for schedule 3 (form 1040A) : credit 91-13884 
, direct support/general support maint 91-13029 
, direct support/general support maint 91-13030 
., Radio test set, AN/ARM-S : operatin 91-13052 
-» 1990 1040 forms and 91-13889 


cooperation for technology development an 91-13711 
groups and industries (including capital 91-12786 
of France., Minerals yearbook. The minera 91-13631 
of France, Mineral 91-13631 
series. Miscellaneous apparel and accesso 91-12785 
statistics, Annual survey of manufactures 91-12786 
.. News. Productivity by 91-13650 
, Productivity in 91-13650 
ineligible to purchase firearms : a feasibility st 91-13647 
Infant mortality within minority and rural communi 91-14082 
infared AN/PAS-7, (NSN 5885-00-179-3169)., Operato 91-13082 
. AN/PAS-7, (NSN 5885-00-179-3169), (LIN Y03 91-13083 
infection of human vascular endothelial cells by p 91-13486 ., 1990, 1040A forms and 91-13885 
Infectious diseases in day care / 91-13167 ., 1990, 1040A forms and 91-13886 
infinity ]-stability imply convergence /, Semi-disc 91-13777 | instructor's copy., Cutthrough ventilation arrange 91-13630 
inflatable (MUST), (Firestone model MUSTFCP), (Inf 91-13051 instruments /, Alternative policy 91-13242 
inflation :, Budget of the Federal Reserve System 91-13990 “ and related products /, Current indust 91-12792 
influences on the curriculum /, External 91-13313 “ and related products, Selected 91-12792 
information : agency needs and practices : fact sh 91-13455 “ ., List of original issue discount 91-13879 


as for those who have rights and responsi 91-13235 

for those who have rights and responsi 91-13311 ae prs: Pr oe ~ sis a + al pom oe 
for U.S. government civilian employees 91-13873 Senieted efsnenh atin 91-12791 
for 1985-86 /, A summary of state chap 91-13331 oe wise end ete /, Cununt eduaid s 91-12791 
from Shippingport decommissioning for 91-13469 ; suman onenne 


- insulation systems, Dynamics 
services for secondary school students 91-13255 oe ‘ 
skills for an information society : a 91-13271 insurance recipients and exhaustees : findings fro 91-13680 


society : a review of research /, Info 91-13271 study : Avery County, North Carolina, un 91-13096 
pore and resources /, Employee and 91-13847 study : borough of Big Run, Pennsylvania 91-13419 
- , 1991 : Wappapello Lake., Park 91-13133 study : borough of Cochranton, Pennsylva 91-13418 


Information Administration authorization, fiscal y 91-12757 cmnty : bessugh of Pills Coss, Punmnyiv 91-19628 
infrared observation device TS-3620/GVS-5 (NSN 58691-13107 study : bosough of Plostwood, Fennayiven 90-1980s 
initial approach to the utilization of VAS satelli 91-13766 stady : borough of Franklin, Pennsyiveni 91-13440 
initiatives in educational reform : proceedings of 91-13268 study : borough of Vintondale, Pennsylva 91-13417 
injection, 90-degree “V” type, air-cooled, 12-cy 91-13038 study : Cherokee County, North Carolina, 91-13396 
inlet performance for a V/STOL fighter/attack airc 91-13720 study : city of Atlantic Beach, Florida, 91-13348 
innovation /, Developing academic programs : the c 91-13328 study : city of Aurora, Ohio, Portage Co 91-13408 
. research program, Small business 91-12707 study : city of Bangor, Michigan, Van Bu 91-13378 
* research program solicitation, Small bu 91-13899 study : city of Center Hill, Florida, Su 91-13364 
inorganic cement materials for spark wire and drif 91-13774 study : city of Dalton, Georgia, Whitfie 91-13373 
inquiry into allegations regarding Senators Cranst 91-14039 study : city of Datona Beach, Florida, V 91-13366 
INS delivery bonds : stronger internal controls ne 91-13454 study : city of Eatonton, Georgia, Putna 91-13374 
insider trading : report to the chairman, Subcommi 91-13456 study : city of Edgewater, Florida, Volu 91-13359 
inspection and grading programs /, List of proprie 91-12709 study : city of Jacksonville, Florida, D 91-13349 
ba authorization directory., FAA 91-13904 study : city of Lancaster, Ohio, Fairfie 91-13400 
“ system : operational principles and imp 91-13941 study : city of Midland, Michigan, Midla 91-13376 
inspectors, and maintenance technicians :, FAA’s t 91-14125 study : city of Neptune Beach, Florida, 91-13350 
instability of the boundary layer on a rotating di 91-13750 study : city of Oak Hill, Florida, Volus 91-13365 
installation kit, electronic equipment, MK-1234/GR 91-13056 study : city of Ormond Beach, Florida, V 91-13370 
6 of modification kit, electronic equip 91-13125 study : city of Pinellas Park, Florida, 91-13357 
“ of radio sets AN/VRC-46 and AN/VRC-47 91-13057 study : city of Port Orange, Florida, Vo 91-13360 
Institute for Research on Teaching /, Collaboratin 91-13192 study : city of Shelby, Ohio, Richland C 91-13409 
institutional research in decision making /, Apply 91-13238 study : city of South Daytona, Florida, 91-13361 
institutions offering vocational/technical program 91-13308 study : city of Temple Terrace, Florida, 91-13353 
o ., Directory of professional workers i 91-12675 study : city of Umatilla, Florida, Lake 91-13354 
- , Professional workers in state agricu 91-12675 study : city of Vidalia, Georgia, Toombs 91-13375 
instruction /, Educational technology ; the closin 91-13254 study : city of Watertown, New York, Jef 91-13390 
at adult literacy workshop : a 310/specia 91-13210 study : Clark County, Washington, uninco 91-13441 
sf and homework by Japanese and U.S. 13-y 91-13188 study : county of Lee, Florida, unincorp 91-13369 
-: manual. Part 2b, Instructions for clas 91-13491 study : Defiance County, Ohio, unincorpo 91-13399 
instructional changes, and indicators of changes / 91-13302 study : Fairfield County, Ohio, unincorp 91-13347 
manual /, Read Aloud Programs for th 91-13326 study : Fulton County, Ohio, unincorpora 91-13401 

module for educators, module II., Bl 91-13182 study : Gallia County, Ohio, unincorpora 91-13402 

module for educators, modules III an 91-13183 study : Geauga County, Ohio, unincorpora 91-13403 

modules for educators, module I., Bl 91-13181 study : Gilchrist County, Florida, and i 91-13351 
Instructions for classifying multiple causes of de 91-13491 study : Hillsborough County, Florida, un 91-13352 
for Form 990-PF : return of private f 91-13881 study : Lawrence County, Ohio, unincorpo 91-13405 

for Form 990-T : exempt organization 91-13882 study : Mercer County, Ohio, unincorpora 91-13407 

for Form 1040C : U.S. departing alien 91-13887 study : Monroe County, Florida, and inco 91-13368 

for Form 1040EZ, 1990. 91-13888 study : Osceola County, Florida, unincor 91-13355 
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study : Pasco County, Florida, unincorpo 91-13356 intermediate maintenance (AVIM) : receiver-transmi 91-13087 
study : Polk County, Florida, unincorpor 91-13358 - maintenance manual (A VIM) : counterme 91-13084 
study : town of Amenia, New York, Dutche 91-13394 internal controls needed : report to the Honorable 91-13454 
study : town of Claverack, New York, Col 91-13387 Internal Revenue Code (other than sections 50i(c\ 91-13883 
study : town of North Castle, New York, 91-13393 Internal Revenue Service : for congressional staff 91-13880 
study : town of Owasco, New York, Cayuga 91-13386 international general aviation operations manual / 91-13903 
study : town of Vanceboro, North Carolin 91-13397 markets and summary of cooperative a 91-12805 
study : town of Westerlo, New York, Alba 91-13385 “ narcotics control strategy report / 91-13860 
study : town of Worthington Springs, Flo 91-13363 “ participation in the Strategic Defen 91-12917 
study : township of Adrian, Michigan, Le 91-13384 “ perspective /, The Underachieving cu 91-13272 
study : township of Armstrong, Pennsylva 91-13431 “ security assistance, and, Deferrals 91-13924 
study : township of Ashland, Michigan, N 91-13381 “ travelers, Attention 91-13641 
study : township of Clifton, Pennsylvani 91-13433 International Affairs Division before the Subcommi 91-13447 
study : township of Croyle, Pennsylvania 91-13427 “ , before the Subcomm 91-13442 
study : township of Delmar, Pennsylvania 91-13423 | International Development :, Recent environmental 91-14045 
study : township of East Franklin, Penns 91-13425 International Relations Issues, National Security 91-13447 
study : township of East Taylor, Pennsyl 91-13428 | International Trade and Finance Issues, before the 91-13445 
study : township of East Wheatfield, Pen 91-13432 “ , Energy, and Finance Issues be 91-13444 
study : township of Garfield, Michigan, 91-13377 “ , Energy, and Finance Issues be 91-13448 
study : township of Grant, Michigan, Che 91-13380 | interpretations issued through December 1989., Fed 91-13908 
study : towaship of Hayfield, Pennsyivan 91-13424 | Interpreting forest and grassland biome productivi 91-13773 
study : township of Hereford, Penssyives 91-13426 | interstate natural gas pipeline companies /, The G 91-13153 
aly : Swany et Lengen, Lain, 91-13382 | Interstate Greyhound Racing Act of 1990 : report t 91-13930 
only ee een Teena 91-13430 | Intracoastal Waterway, Bahia Honda Key to Sugarloa -—-91-12832 
study : township of Pean, Pennsylvania, 91-13435 Introduction to the Environmental Review Guide for 91-13132 
analy s tore ee Dees, Baaayhans 91-13429 | Introduction : Enewetak Atoll and the PEACE Progra 91-13518 
study : township of Rockland, P eansylvan 91-13438 inventories and supplemental labor, fuel, and elec 91-12786 
study : township of Scott, Pennsylvania, 91-13434 - , Current business report. Revised mont 91-12787 
study : Township of Smithfield, Pennsylv 91-13436 a Cuementts teniieees detente, Gaiden 91-12787 
study : township of South Heidelberg, Pe 91-13421 ne "2 ised thi or - costes onl 91-12787 
study : township of Terry, Pennsylvania, 91-13422 i 2 ee eee z 
s ventory ., Real estate asset 91-13946 
study : township of Upper Yoder, Penney! pope investigate the copyright status of a work., How t 91-13688 
study : township of Victor, Michigan, C1 91-13383 sane py" ~saings “ 
; eter insider trading : report to 91-13456 
study : township of Westfall, Pennsylvan 91-13437 in weal " Me . 91-13453 
study : Union County, Florida, unincorpo 91-13362 vestigat ote de ae Senet tes - 91-13838 
study : village of Alamance, North Carol 91-13398 of roy en /, Weabb ennai ter 91-13642 
study : village of Athens, New York, Gre 91-13388 - , fli ot 91-13741 
study : village of Catskill, New York, G 91-13389 : een . and a fi a 91-13750 
study : village of Coal Grove, Ohio, Law 91-13406 of eaiiie alien “<n sotiaiie 4 priprsnnd 
study : village of Dublin, Ohio, Frankli 91-13415 | on y, dcaan us 91.10667 
study : village of Hamden, Ohio, Vinton size | “rein: ee neers 2 aang pop 
study : village of Lowellville, Ohio, Ma 91-13412 | | eye we tet - meron - os.eneae 
study : village of Lynchburg, Ohio, High 91-13404 in estiga' . in “s A er ssn Cetleam 91-14131 
study : village of Northport, Michigan, 91-13379 ss pa capteiones a? all b 91-14131 
study : village of Port Jefferson, Ohio, 91-13410 a company programs :, Small business inve 9 “ts 14032 
study : village of Sabina, Ohio, Clinton ones | ©  SeeCeiee. ee ne 
study : village of St. Johnsville, New Y oe). Sao seats ttn 
ey eee ae ee 91-1399 | « in US. energy /, Profiles of foreign d 91-13160 
study : Volusia Comaty, Florida, a pe “ position estimates, 1980-86., Foreign d 91-12887 
study : wave height ysis : city o' 1-1 ; — > ‘ 
study : Wayne County, Ohio, and incorpor 91-13414 a eriainicommaadiiiee oo 
eh gee ch em ry mn pe Iowa streams /, Automatic tracer-dilution method u 91-13522 
integrating undergraduate liberal and professional 91-13327 | EPAD, a unique approach to government/industry coo = 91-1371 
intelligence to space station and automated softwa 91-13787 Ira Michael Heyman as a Citizen Regent of the Smit 91-12763 
“ , United States Senate., Report of the 91-13915 Iran, approaches to Bandar Abbas /, Persian Gulf, 91-12976 
intensive educational challenges within regular ed 91-13195 , Bandar Abbas /, Persian Gulf, 91-12977 
interaction (CSI) flight experiment feasibility st 91-13797 Iran-Iraq War /, Lessons learned : the 91-12999 
« of small and large eddies in two dimen 91-13759 ee rn ic he ae to Ras-e Na pop be 
. of vinylidene fluoride - tetrafluoroet 91-13825 ran— Emirates, Persian —eastern pa -12980 
“ two pe /, Spectra of noise and 91-13724 Iraq : communication from the President of the Uni 91-13926 
interest investigation : report to congressional r 91-13453 > :, U.S. government controls on sales to 91-14066 
Interior and related agencies appropriations for f 91-13982 and, Use of military force against Iraq : com 91-13926 
sa and related agencies appropriations for | 91-13973 Iraqi forces and military targets in Iraq and, Use 91-13926 
to Permit Certain Uses of Lands within th 91-12764 IRAs), annuities, and modified endowment contracts 91-13892 
to Reinstate Oil and Gas Lease LA 033164. 91-12761 Ireland minerals yearbook, United Kingdom and 91-13632 
, and for Other purposes., An Act to Amend 91-12760 ” , Mineral industries of the United Kingdom 91-13632 
*s report on Water Island :, Secretary of 91-14086 ss ., Minerals yearbook. The mineral industrie 91-13632 
Interior Appropriations Act (old-growth forests of 91-13962 Irish Hill quadrangle, California—Amador Co., 1962 91-13590 
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June 1991 


Ironwood quadrangle, Michigan—Wisconsin, 1955 /, 7 
irrigation drainage in the Angostura Reclamation U 
ai projects :, BIA management and operatio 
IRS : actions needed to assure quality service in 
ished , continued, abolished, transferred, of chang 
Island of Guam, Territory of Guam /, Pacific Ocean 
” of Hawaii /, United States, Hawaii, Mahukon 
Isola San Pietro to Capo San Marco /, Italy, Medit 
Israel / 
m , Labor trends in 
issuances ... compilation., Privacy Act 
issue discount instruments., List of original 
¢ items (BII), and additional authorization li 
« items (BIT), and additional authorization li 
os items (BII), and additional authorization li 
* items (BIT) and additional authorization lis 
issued through December 1989., Federal motor vehic 
issues : discussion draft /, Statewide education d 
:, Oversight hearings on emerging criminal 
: racial/ethnic data collected by the Natio 
:, Review of the farm credit 
:, The status of the superfund contracting 
and how they affect small business :, Pensi 
for low incidence populations /, Critical 
in student assessment / 
in testing, Legal 
paper /, Beyond the wall chart : appraisal 
« ., The Role of vocational education at the s 
Italy , Mediterranean Sea, Sardegna—west coast, Iso 
Italy—France, Capo Circeo to Capo Falcone, includi 
Italy— Yugoslavia, Mediterranean Sea, Adriatic Sea, 
item bank data sheets /, A guide to item banking i 
" banking in education : item bank data sheets 
(COED), basic issue items (BII), and addition 
(COED), basic issue items (BIT), and addition 
(COED), basic issue items (BII), and addition 
/components of end item (COEJ)}, basic issue it 
items (BII), and additional authorization list (AA 
e (BID), and additional authorization list (AA 
” (BII), and additional authorization list (AA 
(BID) and additional authorization list (AAL 
Ivoire, post report., Cote d’ 
Ivory Coast, port of Abidjan /, Africa—west coast, 
Izzydor Shever., An Act for the Relief of 


we Bee Ae s F 


J 


J. Kenneth Robinson Postal Building .”, An Act to 
J. Will Robinson Federal Building.”, An Act to De 
Jackson, Clinton, and Scott, Upper Mississippi Riv 
Jackson County , Indiana /, Soil survey of 
Jacksonville 

S , Florida, Duval County., Flood insura 

2 ., Sectional aeronautical chart. 
Jamaica High School Computer-Assisted Bilingual/Bi, 

1986-1987 / 
James Madison’s list of books for Congress /, “We 
James Madison School : a curriculum for 
James Monroe High School Proyecto Nuevos Horizonte, 
1986-1987 / 

January 16, 1991, against Iraqi forces and militar 
January 1979 - August 1990 /, Dutch elm disease : 
January 1983 through September 1990 : 468 citation 
January 1983 - September 1990 /, Gasahol [i.ec. gas 
January 1985 - July 1990 /, Composts and compostin 
January 1986 through September 1990 : 1132 citatio 
January 1986 - September 1990 /, Nutrient composit 
Japan /, China—Japan—Soviet Union, Sea of 


91-13620 
91-13529 
91-14084 
91-13463 
91-14079 
91-12884 
91-12880 
91-12950 
91-13671 
91-13671 
91-12741 
91-13879 
91-13073 
91-13083 
91-13093 
91-13035 
91-13908 
91-13204 
91-14095 
91-13332 
91-13965 
91-14117 
91-14130 
91-13261 
91-13205 
91-13226 
91-13175 
91-13259 
91-12950 
91-12949 
91-12951 
91-13232 
91-13232 
91-13073 
91-13083 
91-13093 
91-13083 
91-13073 
91-13083 
91-13093 
91-13035 
91-13863 
91-12959 
91-12782 


91-12774 
91-12759 
91-13510 
91-12703 
91-12825 
91-13349 
91-12825 


91-13283 
91-13687 
91-13256 


91-13285 
91-13926 
91-12695 
91-13490 
91-12697 
91-12694 
91-13489 
91-12696 
91-12994 





Keku Strait 


sos /, China—Japan—Soviet Union, Sea of 
S /, Teaching about 
- and the United States /, Analyses and compar 
Japanese and U.S. 13-year-old students., Time spen 
- education today /, A look at 
Jaroslawiec including Oland /, Baltic Sea, Poland— 
jaw, diesel and electric driven; wheel mounted pne 
Jefferson and Clearfield counties., Flood insuranc 
Jefferson County ., Flood insurance study : borough 
= .» Flood insurance study : city of 
as ., Flood insurance study : village 
Jimsphere and Windsonde, Analysis of the bivariate 
jitter meter ME-490/U (Hekimian model 48) (NSN 662 
job matching systems /, A comparison of computeriz 
4 , The employer’s choice on the 
jobs : | Oversight of U.S. position in GATT negotia 
: what do employers want?, High school gradua 
Jocelyne Carayannis and Marie Carayannis., An Act 
John F, Kennedy Federal Building in Boston : repor 
Joint Committee on Printing, U.S. Congress /, Fede 
Joint Environmental and Occupational Cancer Studie 
Joint Resolution to Designate November 2, 1990, as 
- to Designate the Third Week of Fe 
af to Designate the Week of November 
Joint Resolution Committing to the Private Sector 
Joint Resolution Making Further Continuing Appropr for 
the Fiscal Year 1991, and for Other Purposes. 
Joint Resolution Providing for Appointment of Ira 
ai for Reappointment of An 
Joint Resolution Waiving Certain Enrollment Requir with 
respect to Any Reconciliation Bill, Appropri 
Joliet , Illinois, metropolitan area 
, Illinois, metropolitan area /, Area wage s 
Joseph E. Kelley, Director, Security and Internati 
Journal of the House of Representatives of the Uni 
= of the Senate of the United States of Amer 
- , House 
a , Senate 
Joy Peak quadrangle, Wyoming—Teton Co., 1965 /, 7. 
Judicial Improvements Act of 1990 :, The Civil Jus 
Judiciary , U.S. Senate /, National Drug Policy Boa 
July 1990 /, Composts and composting of organic wa 
:, Developments in the Middle East, 
Jun. 1986 - 14 Jun. 1989., The winds of high lumin 
” . 1989., The winds of high luminosity late-type 
June 1, 1988 - May 31, 1989 /, Applications of art 
June 6, 7, and 8, 1988, Proceedings of the Airborn 
June 20, 1910, to Clarify in the State of New Mexi 
June 1988 : fact sheet for the chairman, Committee 
Juriediction and a summary of activities of the Co 
of the Committee on Energy and Natura 
sai of the Committee on Ways and Means /, 
al of the Committee on Ways and Means, B 
:, Grant programs administered by the Depa 
issues :, Oversight hearings on emerging c 
- ., Crime and criminal 


Justice 


K 


K-6 and 7-12., Let’s reduce and recycle : curricul 

Kaguyak Bay /, United States, Alaska—south coast, 
Kalamazoo, Michigan /, Airport obstruction chart. 
Kalamazoo County Airport, Kalamazoo, Michigan /, A 
Kanawha County , West Virginia, 1987 : 

Karuk stories 

Kathryn A. London., Cohabitation, marriage, marita 

Keku Strait, Monte Carlo Island to Entrance Island 


91-12995 
91-13190 
91-13169 
91-13188 
91-13191 
91-12939 
91-13008 
91-13420 
91-13419 
91-13390 
91-13391 
91-13701 
91-13109 
91-13219 
91-13211 
91-14071 
91-13246 

91-12781 
91-13462 
91-13455 
91-13484 
91-12755 
91-12780 
91-12779 
91-12750 


91-12747 
91-12763 
91-12770 


91-12746 
91-13652 
91-13652 
91-13447 
91-13912 
91-13913 
91-13912 
91-13913 
91-13613 
91-14101 
91-13452 
91-12694 
91-14047 
91-13785 
91-13785 
91-13787 
91-13795 
91-12743 
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“ of nuclear weapons production : summary., C 91-13948 Pry wm from luminai : 
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Lenawee County ., Flood insurance study : township 91-13384 , bulk transfer : gasoline engine driven; 35 91-13016 
LEO to L2, L3, L4, & LS, and LLO to LI & L2, Veloc 91-13742 /, Publications | 91-14027 
Les Cheneaux Islands /, United States—Great Lakes, 91-12853 4 oe peo 
less engine)., Operator and organizational mainten 91-13015 , Publications » 
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series (topographic), [Arizona]. 33114-A1-T 
series (topographic), [Arizona]. 33114-A2-T 
series (topographic), [Arizona]. 33114-C1-T 
series (topographic), [Arizona]. 33114-D2-T 
series (topographic), [Arizona]. 33114-G1-T 
series (topographic), [Arizona]. 33114-G2-T 
series (topographic), [Arizona]. 34110-B8-T 
series (topographic), [Arizona]. 34110-C5-T 
series (topographic), [Arizona]. 34110-C6-T 
series (topographic), [Arizona]. 34110-C7-T 
series (topographic), [Arizona]. 34112-F3-T 
series (topographic), [Arizona]. 34113-A5-T 
series (topographic), [Arizona]. 34113-A6-T 
series (topograpiiic), [Arizona]. 34113-A7-T 
series (topographic), [Arizona]. 34113-A8-T 
series (topographic), [Arizona]. 34113-C6-T 
series (topographic), [Arizona]. 34113-D1-T 
series (topographic), [Arizona]. 34113-D7-T 
series (topographic), [Arizona]. 34113-D8-T 
series (topographic), [Arizona]. 34114-A2-T 
series (topographic), [Arizona]. 35113-B7-T 
series (topographic), [California]. 37120-B 
series (topographic), [California]. 38120-D 
series (topographic), [Colorado]. 37107-C1- 
series (topographic), [Colorado]. 37107-D4- 
series (topographic), [Colorado]. 37108-F2- 
series (topographic), [Colorado]. 38106-D1- 
series (topographic), [Colorado]. 39102-C2- 
series (topographic), [Colorado]. 39102-C2- 
series (topographic), [Colorado]. 40108-A7- 
series (topographic), [Illinois]. [38090-C2 
series (topographic), [Maine]. 44069-E6-TF- 
series (topographic), [Michigan]. [44083-A8 
series (topographic), [Michigan]. [46090-D2 
series (topographic), [Minnesota]. [44094-C 
series (topographic), [Minnesota]. [46092-H 
series (topographic), [Minnesota]. [46093-C 
series (topographic), [Missouri]. [37090-E6 
series (topographic), [Missouri]. [37091-H1 
series (topographic), [Missouri]. [38092-D5 
series (topographic), [Montana]. 47112-CS5-T 
series (topographic), [Montana]. 444112-E5- 
series (topographic), [Nevada]. [37114-A1-T 
series (topographic), [Nevada]. [37114-F6-T 
series (topographic), [Nevada]. [38114-C8-T 
series (topographic), [Nevada]. [38114-E7-T 
series (topographic), [Nevada]. [38116-C3-T 
series (topographic), [Nevada]. 38115-D6-TF 
series (topographic), [Nevada]. 39117-G8-TF 
series (topographic), [Nevada]. 40114-G7-TF 
series (topographic), [Nevada]. 40118-H5-TM 
series (topographic), [New Hampshire]. [430 
series (topographic), [New Jersey]. 38074-E 
series (topographic), [New Jersey]. 39075-C 
series (topographic), [New York]. [43075-C7 
series (topographic), [New York]. [43076-C8 
series (topographic), [North Carolina]. [35 
series (topographic), [North Carolina]. [35 
series (top~graphic), [North Carolina]. [35 
series (topographic), [North Carolina]. [36 
series (topographic), [Pennsylvania]. [3907 
series (topographic), [Pennsylvania]. [4007 
series (topographic), [Pennsylvania]. [4007 
series (topographic), [Pennsylvania]. [4007 
series (topographic), [Pennsylvania]. [4008 
series (topographic), [Pennsylvania]. [4107 
series (topographic), [Pennsylvania]. [4107 
series (topographic), [Pennsylvania]. 41080 
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LE-300) FSN 3431-810-9696, (Libby model LEW- 91-13004 
LEB-300), Operator, organizational, direct a 91-13004 
LEW-300) FSN 3431-991-2961, (Libby model LEB 91-13004 
library programs., Check this out highlights 91-13295 
M-200), non-winterized (FSB 3810-542-4982), 91-13006 
MAC 6V40-340-2) FSN, Direct and general supp 91-13013 
MHE-175), federal stock number 3930-621-7413 91-13044 
MHE-198, Baker model FTD-060-EE, FSN 3930- 
72 91-13046 
MHE-206), FSN 3930-935-7867., Direct and gen 91-13047 
MHE-218, 4,000 Ibs. capacity, 100 in. lift, 91-13048 
MHE-228), (Clark equipment model 2330237), N 91-13049 
MHE-230, NSN 3930-00-327-1575., Operator and 91-13050 
MHE0183, FSN 3930-958-3684., Operator’s manu 91-13045 
MK-JS5D (Martin-Baker) part number 134AB80000 91-13120 
MLT 6-2, Army model MHE-230, NSN 3930-00- 
327 91-13050 
MUSTFCF), (Inflated Products Co., Inc. model 91-13051 
MUSTIPC), NSN 5410-00-933-9388., Organizatio 91-13051 
of the earth’s gravitational field GEM-T1 /, 91-13702 
OH-6A helicopter (without standard lightweig 91-13054 
SECM), serial no. S-3-628 through S-3-730 an 91-13018 
SEORL) FSN 4940-169-3041, (Southwest, Direct 91-13019 
VRS55TM, FSN 3895-252-5276., Operator, organi 91-13011 
175B, type I and with 5 cu. yd. general purp 91-13005 
2325) (3419-222-1330)., Operator’s manual : 91-13040 
2330237), NSN 3930-00-347-6173., Operator an 91-13049 
4M-SE2000) NSN, Operator, organizational, di 91-13017 
41BD with power detector 41-4E (NSN 6625-01- 91-13110 
415E., Organizational, DS, GS, and depot mai 91-13104 
48) (NSN 6625-01-005-7226)., Operator’s, org 91-13109 
5157) FSN 3820-783-7311, component of crushi 91-13008 
5230B), FSN 3820-788-5999; component of crus 91-13009 
5900) (NSN 6625-00-045-4643)., Operator’s, o 91-13111 
, A digital simulation technique for the Dryd 91-13835 
, Operator’s and organizational maintenance m 91-13020 
. Volume II, User’s manual for computer progr 91-13745 
AH-1G, AH-1Q, and AH-1S(MOD) helicopters., 91-13055 
and strategies /, Simulation of liquid and 91-13942 
AVDS-1790-2C, 2815-00-410-1203 and AVDS-179 91-13038 


series (topographic), [Tennessee]. 35084-A7 91-13563 
series (topographic), [Tennessee]. 35084-G4 91-13564 
series (topographic), [Tennessee]. 35085-B3 91-13565 
series (topographic), [Virginia]. 36077-H3- 91-13567 
series (topographic), [Virginia]. 36078-F4- 91-13568 
series (topographic), [Virginia]. 36078-G3- 91-13569 
series (topographic), [Virginia]. 36079-G1- 91-13570 
series (topographic), [Virginia]. 36079-H1- 91-13571 
series (topographic), [Virginia]. 38077-E8- 91-13582 
series (topographic), [Wyoming]. [43110-E4- 91-13611 
series (topographic), [Wyoming]. [43110-H2- 91-13613 
series (topographic), [Wyoming]. 42104-G1-T 91-13606 
series (topographic), [Wyoming]. 43109-C7-T 91-13610 
series (topographic), [Wyoming]. 43110-G3-T 91-13612 
series (topographic), [Wyoming]. 44107-F7-T 91-13617 
series (topographic), [Wyoming]. 44108-D5-T 91-13618 
Miscellaneous apparel and accessories, industries 91-12785 
deductions : for use in preparing 19 91-13875 
forestry : 91-13968 
national parks measures : 91-14021 
reclamation legislation : 91-14019 
Miscellaneous Bureau of Land Management and Forest 91-14022 
Miscellaneous Coast Guard matters : 91-14108 
misconceptions research and some implications for 91-13189 
Mismanagement in programs for the homeless in Wash 91-14063 
mission buildings : Salinas Pueblo Missions Nation 91-13637 
procedure : air transportation., Special a 91-13002 
STS-39, Crew of space shuttle 91-13803 
STS-39, Crew of space shuttle 91-13804 
., United States Army Intelligence and Secu 91-12998 
Mississippi—Louisiana /, Waveland to Catahoula Bay 91-12831 
Missouri /, Analysis of alternative modifications 91-13524 
/, Soil survey of Webster County, 91-12705 
]. (37090-E6-TF-024], Higdon quadrangle, M 91-13573 
]. (37091-H1-TF-024], Berryman quadrangle, 91-13574 
]. [(38092-D5-TF-024], Olean quadrangle, Mi 91-13584 
, northern and eastern parts /, Soil surve 91-12702 
, 1959 /, 7.5 minute series (topographic), 91-13573 
, 1960 /, 7.5 minute series (topographic), 91-13584 
, 1978 /, 7.5 minute series (topographic), 91-13574 
mitigation programs :, Existing federal 91-13991 : : ; a 
mix (Barber-Greene MDL 811A), FSN 3895-025-9932, c 91-13010 ctmmeemelipenimadan omens a 
mixed gender work groups /, Count me in guidelines 91-13252 moderate and severe handicaps : a primer for princ 91-13270 
mixing plant asphalt, 100-150 ton per hour, MDL KA 91-13010 lift/drag (0.75-1.5) : on Il final 91-13768 
MK-JSD (Martin-Baker) part number 134AB80000., Org 91-13120 ne ot aes . : pone Pere cana 
MK-345/GR, IN 2 1/1-ton, 6x6 truck-mounted, Signal 91-1325 sta (0.75-1.5) : shase Il final rep o1-ag770 
MK-1171/AAS-24 (NSN 4940-00-403-1007)., Operator's 91-13106 unten (0.75-15); Soon hie ho 98.09771 
MK-1234/GRC (NSN _5820-00-450-6804) in truck utilit 91-13056 sttiene Akash. ¢attnete tt th Sieh on.as77a 
MLT 6-2, Army model MHE-230, NSN 3930-00-327-1575. 91-13050 ER Aleag ISS: peel OES ‘ 
mm spectroscopy of the galactic center radio arc a 91-13796 modern counterrotating unducted fan engine concept 91-13775 
“ , (military design) FSN 6675-240-6602., Organiza 91-13022 modes of instability of the boundary layer on a ro 91-13750 
mobile 6530-01-254-4135., Unit, direct support, an 91-13023 modification kit, electronic equipment MK-345/GR, 91-13125 
Mobile Satellite Conference, May 3-5, 1988, Procee 91-13786 vi of linear momentum exchange devices, 91-13714 
mobilization /, The Army and economic 91-13136 ¥ processing, Recent development of sur 91-13834 
model : a guide for developing transitional and su 91-13201 modifications for reducing backwater flooding at t 91-13524 
AMA-5102UT (FSN 2920-909-2483):, Direct supp 91-13039 modified endowment contracts., 1990 instructions f 91-13892 
CH609-31, NSN 4110-01-014-4646., Organizatio 91-13012 module for educators, module II., Black women’s vo 91-13182 
CMU-5), serial no. 33343 through 33343-234, 91-13018 “ for educators, modules III and IV., Black w 91-13183 
CY 150 B, Army model MHE-175), federal stock 91-13044 >: I., Black girls and women in elementary edu 91-13181 
DC 4.2 - ORD/28 (6115-00-857-1397)., Operato 91-13021 . IL, Black women’s vocational education his 91-13182 
educating students who present intensive edu 91-13195 | modules for educators, module I., Black girls and 91-13181 
FL-40-EE-6550, FSN 3930-403-5661, 4,000 Ibs. 91-13048 pg III and IV., Black women’s academic educat 91-13183 
FL60-EE5600), (Army model MHE-206), FSN Mohammedia /, Africa—Morocco—northwest coast, appr 91-12947 
3930 91-13047 momentum exchange devices, Characterization and ha 91-13714 
FP60-24PS, Army model MHE0183, FSN 3930- Monetary policy report for ... from the Committee 91-13914 
958- 91-13045 monitor, radio frequency R-2176/FRN (NSN 6625-01-0 91-13076 
FTD-060-EE, FSN 3930-724-4057 (130-in. lift) 91-13046 = , radio frequency R-?176/FRN (NSN 6625-01-0 91-13077 
H446), FSN 3810-948-0497., Organizational ma 91-13007 monitoring and assessment program ... project desc 91-13341 
K400S) FSN 4320-810-7311 (less engine)., Ope 91-13015 monographs prepared in partial fulfillment of a pl 91-13248 
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monomers, Evaluation of experimental epoxy 
Monongalia County , West Virginia, 1988 / 
Monroe County., Flood insurance study : Township o 
rs , Florida, and incorporated areas., F 
Montana /, Water-surface profile and flood boundar 
S ]. 47112-C5-TF-024, Steamboat Mountain quad 
e ]. 444112-E5-TF-0264 [sic], Lima Peaks quadr 
Montana—Beaverhead Co., 1965 /, 7.5 minute series 
Montana—Lewis and Clark Co., 1970 /, 7.5 minute se 
Monte Carlo Island to Entrance Island /, United St 
Montgomery counties., Flood insurance study : city 
Montgomery County ., Flood insurance study : villag 
Montgomery G.I. Biil Army College Fund ., The 
monthly and seasonai iis:ting degree days weighted 
= wholesale tra ies and inventories., C 
re wholesale tr. sles and inventories, Cu 
- wholesale traae, sales and inventories, Re 
Montrose District , Colorado /, Final wilderness en 
Morristown, New Jersey /, Airport obstruction char 
Morristown Municipal Airport, Morristown, New Jers 
mortality within minority and rural communities :, 
mortar, 81-mm, M29A1, (1015-00-999-7794)., Operato 
Motel Fire Safety Act of 1989 :, Hotel and 
moth research and development program., Gypsy 
motor and sensory neuronal conduction studies in a 
o driven, (E.C. Schleyer Pump Co. model 4M-SE2 
“ driven, 9,000 BTU, model CH609-31, NSN 4110- 
« vehicle safety standards and regulations : w 
Mount Saint Helens, May 18, 1980., The Eruption of 
mounted pneumatic tires; 75 ton per hour (Eagle cr 
(Southwest truck body model SEORL) FSN 494 
20 ton, 3/4 cu yd, gasoline driven, 6x6 (Q 
, (Military Design model, Operator’s and or 
, pneumatic tires; 75 ton per hour (Eagle c 
, set no. 3, (Southwest model SECM), serial 
, 1 1/2 in. MIL-P-14514D, electrical motor 
; 4 in 500 GPM, 30 ft head, (Carver model K 
: 5 ton capacity at 10-foot radius, 3/8 cu. 
; 75 ton per, Operator’s manual : crusher, 
, 36,000 BTU/hr cooling, 30,000 BTU/hr heat 
mountings MT-3809/APX-72 and MT-3948/APX-72., Orga 
movement in unsaturated fractured rock at the Apac 
MQ-C1, Manufacturers’ utilization of plant capacit 
MQ-32C, Refractories /, Current industrial reports 
MSA, American housing survey, Salt Lake City, UT, 
MT-3809/APX-72 and MT-3948/APX-72., Organizational 
MT-3948/APX-72., Organizational maintenance repair 
multi-purpose, portable, skid mounted, (Military D 
multimeter AN/USM-486/U (NSN 6625-01-145-2430)., O 
multiple causes of death /, Instruction manual. Pa 
. causes of death, Instructions for classif 
Multiple Integrated Laser Engagement System (MILES) 
simulator system, firing, laser, M79, NSN 1270-0 
multiplexer TD-976/G (NSN 7025-01-048-9678)., Dire 
musical theater, Opera, 
MUST), (Firestone model MUSTFCF), (Inflated Produc 
MUSTFCF), (Inflated Products Co., Inc. model MUSTI 
MUSTIPC), NSN 5410-00-933-9388., Organizational an 
Mys Taran, including Gulf of Gdansk /, Baltic Sea, 
M10 (1005-00-014-0369) and bayonet-knife, M7, with 
as (1005-00-017-9701)., Organizational and direct 
M113, M113A1., Installation of radio sets AN/VRC-4 
M113A1., Installation of radio sets AN/VRC-46 and 
M123 w/dual rear winches, national stock no. 2320- 
M123C _ w/rear winch, national stock no. 2320-00-294 
M128 ground vehicle mine dispenser (1095-00-397-34 
e ground vehicle mine dispenser (1095-00-397-34 
M14, W/E (1005-589-1271); rifle, 7.62-MM, M14Al, W 
M14A1, W/E (1005-072-5011); bipod,, Direct support 
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91-12787 
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91-13942 
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91-13020 
91-13113 
91-13491 
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91-13117 
91-13841 
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91-13051 
91-13051 
91-12943 
91-13026 
91-13026 
91-13057 
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91-13035 
91-13029 
91-13030 
91-13025 
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Title Keyword Index 


M151, M151A1, Operator’s, organizational, direct s 
M151A1, Operator’s, organizational, direct support 

M185 and M2338., Instructions for installation of m 

M19 W/E (1240-00-930-3833)., Operator’s manual : b 
M1918A2, W/E (1005-674-1309)., DS, GS, and depot m 
M2., Operator, organizational, field and depot mai 

M21 (1090-923-5971) (used on UH-1B and UH-IC helic 
M238., Instructions for installation of modificati 

M274A2 (2320-074-1167), M274A3 (2320-782-5792), M2 
M274A3 (2320-782-5792), M274A4 (2320-782-5793), an 
M274A4 (2320-782-5793), and M274A5 (2320-930-1976) 
M274A5 (2320-930-1976)., Direct support and genera 
M29A1, (1015-00-999-7794)., Operator’s manual for 

M424 spotting projectile : XM440 training projecti 

M578 ., Transportability guidance : recovery vehicl 

M6, with bayonet-knife scabbard, M10 (1005-00-014- 

M7, with bayonet-knife scabbard, M10 (1005-00-017- 

M79, NSN 1270-01-159-0481 for UH-1H utility helico 
M88A1 (2350-00-122-6826)., Operator’s manual : rec 
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Nadine Van Mechelen., Dolls by 
name by legislative or executive action during cal 
Narcotics control efforts in Southeast Asia : 

* control strategy report /, International 
NASA scientific and technical publications. 

- scientific and technical publications catalog 

" *s large format camera is uncertain : report t 
NASA LS(1)-0013 airfoil, Low-speed wind-tunnel res 
NASA/MSFC’s airborne 10.6 [micro]m pulsed Doppler 
NASA Workshop on Animal Gravity-Sensing systems, P 
NAS8-36620 entitled Materials processing in low gr 
nation of readers what parents can do /, Becoming 
National Aeronautics and Space Administration :, P 
National Agricultural Library relating to animal c 
National Airspace System Plan. Facilities equipmen 
National Assessment /, The science report card : e 
National Capital Transportation Act of 1969 Relati 
National Center for Education Statistics since 196 

_ for Research in Vocational Educati 
National Convention of the Veterans of World War I 
National Day of Prayer for Members of American Mil 
National Defense Authorization Act for fiscal year 
National Drug Policy Board : leadership evolving, 
National Environmental Policy Act handbook. 
National Health Service Corps, and to Establish Ce 
National Institutes of Health Amendments of 1990. 
National Invitational Conference , March 29-April | 
National Labor Relations Board :, 1990 oversight h 
National Parents and Teachers Association Week.”, 
National Security and International Affairs Divisi 

and International Affairs Divisi 
National Security & International Affairs Division before 

the Committee on Appropriations, Subcommit 

Growth / by Kathryn A. L 
National Tel and Information Admini 
National Week to Commemorate the Victims of the Fa 
natives program. Review of program activities., Li 
NATO and Warsaw Pact weapons production trends, 19 

- strategy and U.S. military presence in Europe 
natural areas /, Role of biological control as a m 

e gas pipeline companies /, The Gas supplies 

sa icing conditions, An experimental and theo 

* olivine crystals of deep origin, Carbon an 
Natural Gas Cofiring Promotion Act of 1989 : 
Natural Resources, United States Senate., Rules, m 
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91-13925 
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91-13452 
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91-13307 
91-14064 
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91-13442 
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91-12757 
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91-12916 
91-13988 
91-13635 
91-13153 
91-13780 
91-13832 
91-14018 
91-14029 





June 1991 nonfood 


Natural Resources Subcommittee, Committee on Gover 91-13467 * , Passaic and Hackensack Rivers /, Unite 91-12841 
nature of economic literacy /, The 91-13200 = ., 1987 census of manufactures. Geograph 91-12784 
Naval Arctic manual. 91-13140 New Jersey—Cape May Co., 1955 /, 7.5 minute series 91-13581 
Naval Explosive Ordnance Disposal Technology Cente. 91-13137 New Jersey—Delaware, 1972 /, 7.5 minute series (to 91-13591 
navigation : technical., Aids to 91-13906 New Mexicans :, Access to services for rural elder 91-13955 
a problems. 91-13905 New Mexico /, The 1939-1940 excavation project at 91-13637 
NCADI publications catalog. 91-13500 ¢ land status map, 1990 /, State of 91-13645 
need for college student personnel services /, A c 91-13198 “ , and for Other Purposes., An Act to Aut 91-12753 
needed : report to the Honorable Alan J. Dixon, U. 91-13454 New Mexico Authority to Exchange Lands Granted by 91-12743 
3 at DOE’s Savannah River site : report to th 91-13467 New Orleans, Louisiana, metropolitan area 91-13654 
. to assure quality service in the future : r 91-13463 | New Rochelle /, United States—east coast, Connecti 91-12842 
needs :, Long-term water supply needs of the Atlan 91-14128 | New York /, Airport obstruction chart. OC 651, Wes 91-12815 
and practices : fact sheet for the chairman, 91-13455 “ /, Sand and gravel aquifers of Schuyler C 91-13526 

clarified criteria : statement of Allan I. M 91-13442 /, Soil survey of Rockland County, 91-12704 

of the Atlanta region from the Apalachicola- 91-14128 /, United States—east coast, West Quoddy 91-12844 

of the Resolution Trust Corporation :, Admin 91-14137 :, Ensuring healthy babies in upstate 91-14005 

to be elevated : report to the Secretary of 91-13468 ]. [43075-C7-TF-024], Camden West quadrang 91-13608 
negotiations :, U.S. trade oe 91-14037 ]. [43076-C8-TF-024], Sodus Point quadrang 91-13609 
“ affecting American manufacturing jobs 91-14071 , Albany County., Flood insurance study : 91-13385 
+” ., The art of pre-negotiation : openin 91-13945 , Cayuga County., Flood insurance study : 91-13386 
NEP manual for measuring benefits., The Economics 91-13336 , Columbia County., Flood insurance study 91-13387 
Nepal / 91-12903 , Dutchess County., Flood insurance study 91-13394 
“ __.» Background notes, 91-13861 , Greene County., Flood insurance study : 91-13388 
Neptune Beach, Florida, Duval County., Flood insur 91-13350 Greene County., Flood insurance study : 91-13389 
Nerstrand vicinity, Minnesota., Thorstein Veblen f 91-13639 , Jefferson County. Flood insurance study 91-13390 
nested scales of image resolution and biogeographi 91-13773 ; ’ Jefferson County., "Sent Semin study 91-13391 
naar be ! stale acai , metropolitan area., Area wage survey. Po ae 
, trends , metropolitan area, Poughkeepsie. -13657 


Netherlands Antilles / 91-12904 : 
" ‘ ; , Montgomery County., Flood insurance stud 91-13392 
network for tougher and more microcracking resista 91-13805 ’ New York Lower Bay, I 7, Uni 91-12843 


Neuroaxonal dystrophy : an ultrastructural link be 91-13487 - 
neuronal conduction studies in adult humans., Perf 91-13496 ae County., Flood insurance stu pe 
Nevada /, Shallow ground water in the Whitney Area 91-13520 » 1960 /, 7.5 minute series (topographic), . 
/. State of 91-13644 New York Daily News strike and permanent replaceme 91-14105 
. New York Harbor to Chesapeake Bay 91-12886 
]. (37114-A1-TF-024], Terry Benches, Nevada— 91-13578 - —— 
|. (37114-F6-TF-024], Caliente NW quadrangle 91-13579 | |, ‘© Chesapeake Bay., Regional tide Seanees 
|. (38114-C8-TF-024], Silver King Well quadr 91-13586 to Cheaper Sip, Sam diiee.: Seagees 
]. (38114-E7-TF-024], Shingle Pass SE quadra soqneey | SW Sat teow Se. cae pt 4 ee ae ee 
1, [38116-C3-TF-024], Tybo SE quadrangle, Ne 91-1359 | New York—Wayne Co., 1953 /, 7.5 minute series (top 91-13609 
]. 38115-D6-TF-024, Christian Spring quadran 91-1358 | New Zealand / 98-12008 
]. 39117-G8-TF-024, Humboldt Salt Marsh quad 91-1359 | “Newaygo County .. Flood insurance study : township 91-1337 
]. 40114-G7-TF-024, Ventosa quadrangle, Neva 91-1360 » Flood insurance study: township = 91-13381 
] 40118-H5-TM-024, Sugarload Knob quadrangl 91-13602 | Newport Bay /, United States—west coast, Californi opt 
Nevada—Churchill Co. /, 7.5 minute series (topogra 91-13595 | News. Productivity by industry. 91-13650 
Nevada—Elko Co., 1968 /, 7.5 minute series (topogr 91-13601 | NiAl alloys, Martensitic transformations and micro 91-13814 
Nevada—Humboldt Co., 1981 /, 7.5 minute series (to 91-13602 | mickel-base superalloy Rene N4. III, Tension-compr =» 9113718 
Nevada—Lincoln Co., 1969 /, 7.5 minute series (top 91-13587 | Nigeria, Gulf of Guinea, River Dodo to Bonny River 91-12960 
“ ., 1970 /, 7.5 minute series (top 91-13579 Nisos Rodhos including Dhodhekanisos (Dodecanese) 91-12953 
“ ., 1971 /, 7.5 minute series (top 91-13586 Nisos Samos to Nisos Rodhos including Dhodhekaniso 91-12953 
Nevada—Nye Co. /, 7.5 minute series (topographic), 91-13588 | NIST standard reference materials. 91-12803 
“ —_., 1967 /, 7.5 minute series (topogra 91-13589 i ice li 91-12803 
Nevada—Utah—Arizona, 1973 /, 7.5 minute series (to 91-13578 | nitrate-hydrazine i i 91-13815 
Neversweat Ridge quadrangle, Arizona—Yuma Co. /, 7 91-13533 | NJ Housing Authority :, Abuses in the administrati 91-14060 
new deferrals and four revised deferrals of budget 91-13924 | NOAA. 91-12808 
” doors to negotiations., The art of pre-negotia 91-13945 91-12809 
e frontiers in voluntarism 91-13910 noise and amplified turbulence emanating from shoc 91-13724 
a roe oan for the U.S. Department of Transp 91-14120 = and vibration levels for the space station, 91-13751 
“ horizons— suggest a better way., Limited resou 91-13849 . blanker F-1139/GRC-15%V) (NSN 5820-00-960-8 91-13070 
New Hampshire]. [43071-G5-TF-024], Squam Mountains 91-13607 | Nomination of Frederick P. Hitz : 91-14091 
“ —_, 1980 /, 7.5 minute series (topograp 91-13607 | Nomination—ICC : 91-14007 
New Haven counties, Connecticut /, Bedrock geology 91-13512 Nominations before the Senate Armed Services Commi 91-13986 
New Jersey /, Airport obstruction chart. OC 931, M 91-12817 e of Thomas F. Kranz, Todd W. Dillard, a 91-14077 
metropolitan area, Area wage survey. Be 91-13656 non-defense appropriations request for fiscal year 91-13928 
area, Bergen, Passaic, 91-13656 non-English-language-background and limited- Englis 91-13266 
]. 38074-E7-TF-024, Wildwood quadrangle, 91-13581 | non-time-critical traffic using the FDDI token rin 91-13730 
]. 39075-C3-TF-024, Ben Davis Point quad 91-13591 | non-winterized (FSB 3810-542-4982), crane serial n 91-13006 
., Asphalt emulsions for highway constru 91-13900 | Nondischargeability of Debts Arising from Unlawful 91-12766 
, metropolitan area /, Area wage survey. 91-13656 Noneconomic effects of vocational education / 91-13267 
, Metropolitan area, Bergen-Passaic, 91-13656 nonfood compounds authorized for use under USDA in 91-12709 
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4110-01-014-4646., Organizational, direct and 91-13012 
$805-00-521-1320)., Organizational maintenance 91-13058 
5815-00-999-3473., Direct support, general sup 91-13061 
5815-01-009-4322 ... and teletypewriter-telepr 91-13062 
5815-01-016-4662) ... and teletypewriter-displ 91-13062 
5820-00-136-4966)., Organizational maintenance 91-13065 
coast, Cabo Tiburon to Barranquilla /, South 91-12931 5820-00-644-4554)., Organizational maintenance 91-13067 
coast, Fair Isle to Wick /, Scotland— 91-12926 5820-00-892-3851) .. and AN/GRC-SOA(V)I1 
coast of Puerto Rico, Punta Penon to Punta V 91-12883 (NSN 91-13065 
in Provo, Utah, as the “J. Will Robinson Fe 91-12759 5820-01-079-9260)., Hand receipt covering cont 91-13073 
part, Madig Gubal to Geziret Zabargad /, Red 91-12971 5825-00-405-4510) and AN/TRN-30(V)2 (NSN 
shore of Long Island Sound, Greenwich Point 91-12842 5825- 91-13075 
North America, Atlantic Coast of 91-12885 5825-00-423-1654)., Direct support maintenance 91-13075 
“ _,, Tidal current tables. Atlantic Coa 91-12885 5865-01-145-5197., Aviation intermediate maint 91-13084 
North Atlantic international general aviation oper 91-13903 5885-00-179-3169)., Operator’s manual : viewer 91-13082 
North Atlantic Ocean, eastern part / 91-12922 5885-00-179-3169), (LIN Y03104)., Hand receipt 91-13083 
“ ——_, eastern part / 91-12923 5895-01-063-8103) ... AN/TRS-2(V)6 (NSN 5895-0 91-13088 
“ _, English Channel to Strait of 91-12924 5895-01-068-6749)., Operator’s manual : platoo 91-13088 
“ —— , Spain—southwest coast, Ports 91-12946 5895-01-129-1827), part no. 649-7174-001., Ope 91-13089 
“ _, waters between Greenland and 91-12925 6625-00-045-4643)., Operator’s, organizational 91-13111 
North Carolina ]. [35076-A5-TF-024], Broad Creek qu 91-13560 6625-00-631-5501)., General support maintenanc §- 91-13108 
“ __), (35078-H4-TF-024}, Rolesville qua 91-13561 6625-01-005-7226)., Operator’s, organizational 91-13109 
]. [35083-D6-TF-024], Tuskeegee quad 91-13562 6625-01-050-8800)., Operator’s, organizational 91-13110 
]. (36080-D2-TF-024], Danbury quadra 91-13572 6665-01-042-9401)., Operator’s manual : radiac 91-13116 
, Alamance County., Flood insurance 91-13398 , Operator, organizational, direct support and 91-13017 
, Craven County., Flood insurance st 91-13397 , Operator’s and organizational maintenance man 91-13062 
, edition of 1951 /, 7.5 minute seri 91-13560 Nuclear health and safety : better earthquake prot 9091-13467 
, unincorporated areas., Flood insur 91-13395 “ weapons production., Complex cleanup : the 91-13947 
, unincorporated areas., Flood insur 91-13396 “ weapons production : summary., Complex cle 91-13948 
a - os —_ series a a Nuclear R & D : usefulness of information from Shi 91-13469 
, , /.2 minute series (topogra - H x 
North Carolina—Stokes Co., 1971 /, 7.5 minute seri 91-13572 | “Notestion mnhead Fl and as tind ve rate 
North Castle, New York, Westchester County., Flood 91-13393 “ Stability of surface 91-13725 
North Dakota /, Airport obstruction chart. OC 144, 91-12813 “ : Studies on pressure response of gas bu 91-13836 


nonlinear systems of conservation laws consistency 91-13777 
Nonmailable Matter Solicitations for the Purchase 91-12752 
nonpathogenic hantaviruses /, Experimental infecti 91-13486 
nonresidents )., United States Customs hints for vi 91-13865 
normal and therapeutic baths on the central vascul 91-13819 
nerth central part, Geziret Zeberged to Bur Sudan 91-12973 
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as .» Baldhill Dam/Lake Ashtabula, 91-13131 : : 
: : , number of public school classroom teachers to incr 91-13245 
North Pacific Ocean , Federated States of Micronesi 91-12986 ‘“ 134AB80000., Organizational, DS and GS main 91-13120 


" Marshall Islands—northern por 91-12987 2 
: — ae * 3930-621-7413., Operator’s manual : truck, 91-13044 
North Pleasant Valley Road in Winchester, Virginia 91-12774 - 90-3., Federal hian chines 91-12918 


North Sea, coast of West Germany, Elbe River from 91-12927 numbers 20-026 through 20-500, carrier serial numb 91-13006 
, coast of West Germany, Elbe River, from 91-12928 ro : 

North Star quadrangle, Minnesota, 1965 /, 7.5 minu 91-13616 41-50., Advance dots from Vitel and Reali oe 
. :: Sr : . 59-026C through 59-500C,, Operator’s manua 91-13006 

northeast coast, Republic of Djibouti, Djibouti an 91-12967 Agta ~ : : 
“ coast, Republic of Djibouti, port of Dii 91-12968 numerical optimization, Transonic rotor tip design 91-13717 
“ Sardegna /, Tyrrhenian Sea, Italy—France 91-12949 nurses : January 1983 through September 1990 : 468 91-13490 
northeastern part, Iran—Saudi Arabia, Damagheh-Ye 91-12979 “ __, help your patients stop smoking. 91-13482 
northern and eastern parts /, Soil survey of Carte 91-12702 Nutrient composition of selected grains as food : 91-12696 
“ approaches to Swinoujscie and Szczecin /, 91-12936 Nutrition, and Forestry during the period March 1, 91-13919 
“ part /, Indonesia—Malaysia—Thailand, stra 91-12983 - , and Forestry for the 101st Congress : r 91-13920 
“ part /, United States—east coast, New Yor 91-12843 | nuts and bolts during dynamic loading, An applicat 91-13696 
“ part, Greece—Turkey, Thessaloniki to Cana 91-12952 NY /, Area wage survey. Poughkeepsie-Orange County 91-13662 
. portion, Bikini Atoll to Mili Atoll /, No 91-12987 “ _, Poughkeepsie-Orange County-Kingston, 91-13662 
Northern Plains Indian art / 91-13507 
Northport, Michigan, Leelanau County., Flood insur 91-13379 Oo 
northwest coast, approaches to Casablanca and Moha 91-12947 
Ps coast of Norway /, Plans on the 91-12933 : ‘ , 
northwestern Hardin pay Kentucky /, Water avai 91-13528 | © W Point quadrangle, Arizona /, 7.5 minute series 91-13549 
Norway /, Plans on the northwest coast of 91-12933 Oak and Crescent Harbors /, United States—west coa 91-12874 
« —west coast, Stavanger Harbor and approaches 91-12934 Oak Hill, Florida, Volusia County., Flood insuranc 91-13365 
notes, Nepal., Background 91-13861 Objectives Established by the Secretary of Health 91-12767 
« , Turkey., Background 91-13862 observation device TS-3620/GVS-5 (NSN 5860-01-052- 91-13107 
notices., Compilation of Privacy Act System 91-12919 obstruction chart. OC 15, Allentown-Bethlehem-East 91-12812 
notification directing U.S. armed forces to commen 91-13926 chart. OC 144, Hector International Ai 91-12813 
November 3, 1964, elected to eighty-ninth and all 91-13922 chart. OC 462, Winslow Municipal Airpo 91-12814 
November 3, 1990, to November 10, 1990, as “Natio 91-12779 chart. OC 651, Westchester County Airp 91-12815 
NSN 1270-01-159-0481 for UH-1H utility helicopter. 91-13033 chart. OC 717, Kalamazoo County Airpor 41-12816 
* 1670-00-264-8941, P/N 1670EG109A., Organizatio 91-13119 chart. OC 931, Morristown Municipal Ai 91-12817 
64 3805-00-602-5006, Clark model 175B, type I and 91-13005 chart. OC 5034, Pulliam Airport, Flags 91-12818 
a4 3930-00-327-1575., Operator and organizational 91-13050 chart. OC 5037, Houma-Terrebonne Airpo 91-12819 
” 3930-00-347-6173., Operator and organizational 91-13049 chart. OC 5258, Grand Rapids/Itasca Co 91-12820 
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“ chart. OC 5966, Richland Airport, Rich 91-12821 Olean quadrangle, Missouri, 1960 /, 7.5 minute ser 91-13584 
oc 144, Hector International Airport, Fargo, North 91-12813 olivine crystals of deep origin, Carbon analysis i 91-13832 
15, Allentown-Bethlehem-Easton Airport, Allento 91-12812 Olympia Harbor and Budd Inlet /, United States—wes 91-12875 
o 462, Winslow Municipal Airport, Winslow, Arizon 91-12814 Oman, Ra’s Dugm to Ra’s al Hadd’/, Arabian Sea, 91-12975 
° 5034, Pulliam Airport, Flagstaff, Arizona /, Ai 91-12818 OMB’s response to government management failures : 91-14072 
- 5037, Houma-Terrebonne Airport, Huouma, Loui- Omer SW quadrangle, Michigan—Arenac Co., 1968 /, 7 91-13615 
sia 91-12819 | on-off reaction controlled upper stage, Computer p 91-13740 
5258, Grand Rapids/Itasca County-Gordon New- one-dimensional domains, Analysis of spectral oper 91-13744 
stro 91-12820 | One Hundred First Congress., Joint Resolution Waiv 91-12746 
5966, Richland Airport, Richland, Washington /, 91-12821 “ , second session :, Hear 91-13983 
651, Westchester County Airport, White Plains, 91-12815 “ ., Summary of activities 91-13934 
717, Kalamazoo County Airport, Kalamazoo, one-participant (owners and their spouses) pension 91-13894 
Michi 91-12816 one-person regenerative air revitalization system 91-13791 
is 931, Morristown Municipal Airport, Morristown, 91-12817 | Online information services for secondary school s 91-13255 
occupational groups and series., Handbook of 91-13848 opening new doors to negotiations., The art of pre 91-13945 
Occupational Cancer Studies : April 22-23, 1986, H 91-13484 opening-out of curriculum and instruction /, Educa 91-13254 
ocean using an optical pulse radar, Remote determi 91-13830 Opera, musical theater 91-13841 
Ochakov /, Soviet Union, Black Sea, Kurortnoye to 91-12954 Opera-musical Geert 91-13841 
Oconee National Forest , Georgia, 1989 / 91-12683 en eottiflcetes senatied«. Pelee) Avital 91-14124 
OE-303/GRC (NSN 5985-01-152-5845)., Hand receipt c 91-13093 od instrections., Radio test set, AN/ ane 91-13052 
poey weap ne map — Study Gr on wa, Creating 5 oe operation ...]., [The owner/operator of a sand and 91-13682 
SO ee “of Buford Dam and Lake Sidney Lanier in 91-14128 
offering vocational/technical programs : analysis 91-13308 ‘a of indidn lant con! 7 “= 91-14084 
Office of Higher Education Programs and Fund for t 91-13173 r ~< oe hear ta a ~ 
“ of Speaker of the House of Representatives, 91-12750 | Operation Desert, Supplemental appropriations for - -13927 
“ of Student Financial Assistance’s Regional 91-13163 | Operation Desert Shield :, so on _ ae 
ce ete Bee | SO orice, Sa 
- yA ar » wai paca 91.13134 | Operations manual /, North Atlantic international 91-13903 
“ directory Engineer 91-13134 " on January 16, 1991, against Iraqi forc 91-13926 
Officers and warrant officers directory 91-13134 | Operations (ERGO)., Introduction to the Environmen 91-13132 
i. and warrant officers, Directory, Corps of 91-13134 | Operator and organizational maintenance manual : p 91-13015 
“ directory, Corps of Engineers officers an 91-13134 and organizational maintenance manual : 91-13094 
af directory, Officers and warrant 91-13134 and organizational maintenance manual : pie ow 
“ —_, Directory, Corps of Engineers officers a 91-13134 and organizational maintenance manual ' a a 
offshore oil and gas programs and laws :, Review o 91-14088 and organizational maintenance manual : 1-1 
OH-6A helicopter (without standard lightweight avi 91-13054 and organizational maintenance manual : 91-13103 
Ohio, and incorporated areas., Flood insurance stu 91-13414 = os ———— ne : seamess 
. , Clinton County., Flood insurance study : vil 91-13413 of a sand and gravel operation ...}., . 
“ , Fairfield Cosme. , Flood insurance a :c 91-13400 splitting, Discontinuous solutions to hyp 91-13763 
, Franklin, Delaware, and Union Counties., Flo 91-13415 » age 26, oe = ral — 
, Highland County., Flood insurance study : vi 91-13404 , organizational, direct and general suppo ‘ 
, Lawrence County., Flood insurance study : vi 91-13406 , organizational, direct and general suppo ae 
, Mahoning County., Flood insurance study : vi 91-13412 , organizational, direct support, re gene pte 
; arene ef Area wage survey. Dayto — , sre pote ann — om payne 
, Metropolitan area, Dayton, - ’ izational, é 
, Portage County., Flood insurance study : cit 91-13408 , organizational, DS, GS, and depot mainte pte 
, Richland County., Flood insurance study : ci 91-13409 , organizational, field and depot maintena 1-1 
, Shelby County., Flood insurance study : vill 91-13410 , organizational, field and depot maintena 91-13091 
, unincorporated areas., Flood insurance study 91-13347 ’s and organizational maintenance manual : 91-13020 
, unincorporated areas., Flood insurance study 91-13399 ’s and organizational maintenance manual : 91-13062 
, unincorporated areas., Flood insurance study 91-13401 s and organizational maintenance manual : 91-13085 
, unincorporated areas., Flood insurance study 91-13402 ’s and organizational maintenance manual : 91-13096 
, unincorporated areas., Flood insurance study 91-13403 ’s, and organizational maintenance manual, 91-13106 
——————-" Son | -. tocheesiomioeaas:. . nam 
, unincorporated areas., insurance study - : TE (I 
: Viton Geman. Flood insurance study : vill 91-13411 ’s manual : crane-shovel, basic unit, truc 91-13006 
roe a ee ee 
: , Connecticut : Oauchita Parish, - : , , - 
oil and gas programs and laws :, Review of offshor 91-14088 s —— od ee a Sane “ pot ae 
oi and kerosene sales., Fuel 91-13150 s manual for tiple Integrated Laser ° 
° flames, Measurement of the radiative propertie 91-13828 : monitor, radio frequency R-217 91-13076 
Oland /, Baltic Sea, Poland—Sweden, Gdynia to Jaro 91-12939 : platoon early warning systems 91-13088 
old class-1 mechanic with 2 years mining experienc 91-13684 : radiacmeter IM-185/UD, (NSN 66 91-13116 
- construction rigger ...]., [A 24-year 91-13685 : radiation detection and alarm 91-13115 
. construction rigger ...]., [A 34-year 91-13681 : recovery vehicle, full tracked 91-13037 
old-growth forests of the Pacific Northwest) :, Re 91-13962 : Saw, bank [i-e. band], metal c 91-13040 
older Americans against overpayment of income taxe 91-13952 : truck, lift, fork, gasoline, p 91-13044 
Older Workers Benefit Protection Act. 91-12745 : truck, lift, fork, gasoline, p 91-13045 
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*s manual : UH-60A and EH-60A 
*s manual : viewer, infared AN/PAS-7, (NSN 
*s, organizational and direct support main 
*s, organizational, direct support, and ge 
’s, organizational, direct support, and ge 
’s, organizational, direct support, and ge 
’s, organizational, direct support, and ge 
*s, organizational, direct support and gen 
’s, organizational, direct support and gen 
’s, organizational, direct support and gen 
*s, organizational, direct support and gen 
*s, organizational, direct support, genera 
’s, organizational, direct support, genera 
’s, organizational, DS, GS, and depot main 
operators in one-dimensional domains, Analysis of 
opportunities ., Forecast of GSA contracting 
« ., Review of USTTA international mark 
Opportunity from strength strategic planning clari 
° , general personnel management, personn 
optical pulse radar, Remote determination of chlor 
optimization of image-gathering and i image-processi 
Ls , Transonic rotor tip design using num 
OPTIONS, expanding educational services for adults 
oral language correlate of school literacy /, Seco 
orbital transfer vehicles. Volume IA, Part II, Exe 
transfer vehicles. Volume IB, Part I, Stud 
transfer vehicles. Volume IB, Part II, Stu 
transfer vehicles. Volume II, Supporting r 
¢ transfer vehicles. Volume III, Cost estima 
ORD /28 (6115-00-857-1397)., Operator’s, organizati 
order a Chinese company’s divestiture of a recent! 
" against consideration of H.R. 1283 : report 
Oregon /, Mineral resources of the Blue Canyon and 
- , a low priority : fact sheet for the Honora 
organic certification program :, Proposed 
composite materials for aircraft structure 
= wastes : January 1985 - July 1990 /, Compo 
organization and functions., Department of the Arm 
= business income tax return., 1990 ins 
. of federal executive departments and 
organizational and direct support maintenance for 
and direct support maintenance manu 
and direct support maintenance repa 
and direct support maintenance repa 
communication a selected, annotated 
maintenance manual : altimeter set, 
maintenance manual : audio oscillat 
maintenance manual : crusher, roll: 
maintenance manual : electronics eq 
maintenance manual : flight coordin 
maintenance manual : generator set, 
maintenance manual, including repai 
maintenance manual including repair 
maintenance manual including repair 
maintenance manual : power supply P 
maintenance manual : pump, centrifu 
maintenance manual repair parts and 
maintenance manual : teleprinter se 
maintenance manual : test and repai 
maintenance manual : test set, radi 
maintenance manual : test set, rece 
maintenance manual : tractor, wheel 
maintenance manual : truck, lift, f 
maintenance manual : truck, lift, f 
maintenance : M424 spotting project 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
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, direct support, and general suppor 
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OSHA protections for chemical workers :, Adequacy 
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Other Purposes., An Act Making Appropriations for 
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. An Act to Authorize the Establish 
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.. An Act to Protect and Conserve th 
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of the Cactus Plain and East Cactus Plai 91-13513 ° , 7.62-MM, MI4A1, W/E (1005-072-5011); bipod, 91-13025 
., Building a library collection on blind 91-13692 rigger . a [A 24-year old construction 91-13685 
— unlimited ideas! : explore new horizons 91-13849 ” -«J-» [A 34-year old construction 91-13681 
respect to Any Reconciliation Bill, Appropriation 91-12746 rights and citizenship /, Handbook on human 91-13224 
? to the Graduation Rates of Student-Athlete 91-12754 and responsibilities under section 504 of t 91-13235 
° to the Nondischargeability of Debts Arisin 91-12766 and responsibilities under section 504 of t 91-13311 
response of gas bubbles contributions of condensed 91-13836 of federal workers :, First amendment 91-14067 
sad to concerns of reading educators /, Resea 91-13184 of individuals with handicaps under federal 91-13311 
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= practices :, Country reports on human 91-14055 s-1 clouds /, Far-infrared, submm and mm spectrosc 91-13796 
“ under federal law : information for those w 91-13235 | S-3-628 through S-3-730 and (Davey model CMU-5), s 91-13018 
ring protocol, Fairness of channel access for non- 91-13730 S-3-730 and (Davey model CMU-5), serial no. 33343 91-13018 
Rio de La Plata (Outer) /, South America, Argentin 91-12929 | Sabina, Ohio, Clinton County., Flood insurance stu 91-13413 
risk and recovery : trends and achievement based o 91-13301 Sabine Pass and Lake /, United States—Gulf coast, 91-12830 
bg students / Wendy Schwartz., Teaching science 91-13228 | safety : better earthquake protection needed at DO 91-13467 
river basin and the operation of Buford Dam and La 91-14128 “ :, Railroad 91-14035 
River Dodo to Bonny River /, Africa—west coast, Ni 91-12960 “ rome hazard hunt and drill /, Family earthq 91-13346 
Riviere Richelieu to South Hero Island /, United S 91-12847 “ inapeoters, ond sisintenance techalsians 1, 91-14125 
RMS )-based controls-structures interaction (CSI) f 91-13797 “ standards and regulations : with setetiieintn 91-13908 
robot command language, final report for the perio 91-13787 SAFT-UT real-time — system : operational 91-13941 
rocket launcher, M21 (1090-923-5971) (used on UH-1 91-13028 | sate pilot test: Admiaistedtioa’s peepased tain 91-1396 
Rockingham County , Virginia, to Be Used for a Chil 91-12749 Senine, efetamainnctd hates oaanene 
Rockland, Pennsylvania, Venango County., Flood ins 91-13438 oar ae nome, Sow Gay Saeed ane 
Rockland County, New York /, Soil survey of 91-12704 eres or Curren yer ae capers. a name 
Rockville, Maryland /, Proceedings of the Fourth N 91-13484 pa entories, Curren ae Supost. opened 
Rodenticide Act as amended., The Federal Insectici 91-13345 inventories, Revised monthly wholesale t ¢ 
role in developing budgets possible : report to th 91-13452 and upgrades of major defense equipment to S 91-14053 
“ of biological control as a management tool in 91-13635 program :, Exports under the concessional 91-12706 
of nurses : January 1983 through September 19 91-13490 program :, Oversight on the U.S. Government 91-14081 
of vocational education at the secondary leve 91-13259 -» Fuel oil and kerosene 91-13150 
Rolesville quadrangle, North Carolina, 1967 /, 7.5 91-13561 | Salinas Pueblo Missions National Monument, New Mex 91-13637 
roll: diesel and electric driven; wheel mounted, p 91-13009 | Salt Lake City metropolitan area in ..., American 91-12799 
roller, towed, vibrating, airmobile, gasoline engi 91-13011 metropolitan area in ..., Current h 91-12799 
— crisis :, The emergency 91-14112 ; | 91-12799 
quadrangle, Wyoming—Teton Co., 1965 / 91-13612 91-12799 
91-13868 metropoli isti 91-12799 
91-12935 | Salt Lake Valley, Utah /, Selected factors related 91-13527 
91-12946 SAMMS : DICs, tables, codes, formats., Defense Int 91-12996 
91-13750 sample survey and 1986 common data /, Report on po 91-13203 
optimization, 91-13717 San Francisco Bay to Antioch, California / 91-12877 
wake/vortex model. Volume II, User’s manual 91-13745 San Juan/San Miguel planning area, Montrose Distri 91-13509 
rotorcraft zero visibility approach and landing, I 91-13741 San Pablo Bay /, United States—west coast, Califor 91-12878 
rotors status report /, Comprehensive analysis of 91-13783 | Sand and gravel aquifers of Schuyler County, New Y 91-13526 
rough terrain, 6,000 Ib. capacity, 24” load cente 91-13050 “ and gravel operation ...]., [The owner/operat 91-13682 
a Koehring, type I (NSN 3810-01-165-0 91-13122 | Sandy Ridge quadrangle, Pennsylvania, 1958 /, 7.5 91-13598 
nd ee ee on ae pot re =, a Santa Maria /, North Atlantic Ocean, Spain—southwe 91-12946 
Rozewie ys Taran, including of Gdansk -12943 . ~m y 
RT-54 aed RT-524 C (NSN 58 992- Sao a to the Strait of Noa Fo nA al ee on 
0622). 91-13064 = {ee hak ssa 9 Ci -12949 
RT-S24A/VRC (NSN $820-00-892-0622), Direct suppor 91-13066 |. _/7 1 2rmueutn Bom ttle Btanos, Rape Sit ppm 
as as ee SAP. ap satellite and meteorological data sets to study gl 91-13743 
MT- 91-13086 : rire 
, ~ sounding data, An initial approach to th 91-13766 
= 91-14132 | “4, Mina Jiddah /, Red Sea, 91-12972 
rubber tires, Army model MHE-218, 4,000 Ibs. capac 91-13048 | Savannah River site : report to the chairman, Envi 91-13467 
tines, 6559 & capacity, 180 in. HR Geen 91-13047 | saves Army energy., More powerful ideas— : —that 91-13135 
srisees | Savings & home financing source book. 91-13898 
91-14038 “ and loan crisis : 91-14001 
91-14042 saw, bank |[i.e. band], metal cutting epee a owas 
of procedure of the Senate Committee on Labo 91-14107 — impeneseneatin: om bayenes " , os cae 


of the House of Representativ of the Unit 91-13937 : ee > . 
and jurisdiction of the Committ 91-14029 scalar conservation laws, A kinetic equation with 91-13779 
: 91-13757 scale technology demonstration of a modern counter 91-13775 
“ ‘ gee 91-14082 scales of image resolution and biogeographical ana 91-13773 
educators /, Rural school source book : exem 91-13297 | Sealing blackbody laser to high powers Pio 
elderly New Mexicans :, Access to services a 91-13955 scatter decomposition, pe * 
health aid : 91-13981 — 1 eae, ae 
ete : * scene feature detection, Combined optimization - 
eo eo or Sr aazey | Schedule of present federal excise taxes / 91-14133 


: * . 3 (form 1040A) : credit for the elderly o 91-13884 
Rural America : economic performance, 1989 / 91-12674 for rapid analysis of SSME fied 0p 91-13767 


S with subcell resolution, ENO 91-13756 
Ss school /, Dropping out of 91-13292 
and beyond third follow-up (1986) : technic 91-13304 
S. Res. 36)., Authorizing funds to the Committee o 91-13919 y & beyond (1980-1986) /, Postsecondary insti 91-13308 
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classroom teachers to increase slightly thi 91-13245 secondary level : an overview of trends and issues 91-13259 
discipline., Public school teacher perspect 91-13223 school reading a research guided respons 91-13184 
districts developing a plan for a productiv 91-13186 school students : a current assessment / 91-13255 
graduates in entry level jobs : what do emp 91-13246 15 annual report 91-13907 
hazard abatement :, Asbestos 91-14031 15 reporting system 91-13907 
literacy /, Second language learners’ forma 91-13208 302(b) of the Congressional Budget Act of 91-13935 
mathematics : curricular changes, instructi 91-13302 318 of the 1990 Interior Appropriations Ac 91-13962 
mathematics from an international perspecti 91-13272 319 (G), (H) and (I) of the Agricultural A 91-12765 
profiling and databased decision making /, 91-13176 4947 (a)(1) charitable trust treated as a 91-13881 
reading a research guided response to conce 91-13184 501(c) of the Internal Revenue Code (other 91-13883 
source book : exemplary programs, practices 91-13297 504 of the Rehabilitation Act of 1973., Ha 91-13235 
student to read, You can encourage your hig 91-13318 504 of the Rehabilitation act of 1973., Th 91-13311 
students /, Science misconceptions research 91-13189 Sectional aeronautical chart. Cheyenne. 91-12822 
students : a current assessment /, Online i 91-13255 aeronautical chart. Cold Bay. 91-12823 
students with moderate and severe handicaps 91-13270 aeronautical chart. El Paso. 91-12824 
teacher perspectives on school discipline., 91-13223 aeronautical chart. Jacksonville. 91-12825 
teachers. Guidelines and application form f 91-13844 aeronautical chart. Kodiak. 91-12826 
teachers in the Southeast : research report 91-13168 aeronautical chart. Washington. 91-12827 
visits work /, Parents, here’s how to make 91-13206 sections 501(c)(3) and (c)(4))., 1990 returns for 91-13883 
., Teacher, principal, and parent involvemen 91-13239 sector : statement of Allan I. Mendelowitz, Direct 91-13448 
School-community relations in small, rural school 91-13186 « initiatives in educational reform : proceed 91-13268 
School Dropout Prevention and Basic Skills Improve 91-12775 | Securities regulation : efforts to detect, investi 91-13456 
school-home connection for low-income urban parent 91-13247 Security and International Relations Issues, Natio 91-13447 
School-to-work transition for handicapped youth : 91-13243 “ assistance, and, Deferrals and revised de 91-13924 
schooling : public policy and research implication 91-13273 “ review of two foreign acquisitions in the 91-13448 
= language minority students /, Beyond lan 91-13321 “ , disability process, and the Zebley Supre 91-13956 
echeols /, Collaborating with high 91-13296 Security Command : a worldwide command, a worldwid 91-12998 
/, Profile of Pacific 91-13207 | sediment, and biota associated with irrigation dra 91-13529 

“ /, Recruiting and selecting teachers for u 91-13240 Sekondi /, Africa—Ghana, approaches to Takoradi an 91-12958 
. : implications for programs serving high s 91-13270 “ /, Africa—west coast, Ghana, approaches to 91-12957 
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and certain tax-exempt organizations., Tax 91-13876 | Select Committee on Intelligence, United States Se 91-13915 


and classrooms /, Evaluation process in 91-13250 lected : hac se 91-1 
, everybody’s business a report to the Pres 91-13310 cancers with service in the U.S. military 3686 


Schulau /, North Sea, coast of West Germany, Elbe 91-12927 

bai to Hamburg /, North Sea, coast of West Ger 91-12928 
Schuyler County, New York /, Sand and gravel aquif 91-13526 
science and mathematics to at risk students / Wend 91-13228 
and technology :, The effect of changing e 91-14129 
curricula in Japan and the United States / 91-13169 
education /, The crisis in 91-13695 
misconceptions research and some implicati 91-13189 


drainage basins in middle and east Tennes 91-13523 
factors related to the potential for cont 91-13527 
grains as food : January 1986 - September 91-12696 
instruments and related products 91-12792 
instruments and related products /, Curre 91-12792 
metropolitan areas., Current housing repo 91-12799 
metropolitan areas, American housing surv 91-12799 
papers in the hydrologic sciences. 91-13516 
: : , annotated bibliography /, Cryogenic wind 91-13700 
at sgt pegs WA and recover onaenee , annotated bibliography /, Organizational 91-13222 
to elementary school students /, Science m 91-13189 , annotated bibliography /, Resources for 94-1302 
, and Transportation on S. 1974., Televisio Gh-tapag | Selecting CoBage ond waivertity parecnnel the que popes 
, Research, and Technology, Committee on Sc 91-13445 teachers for urban schools /, Recruiting 91-1300 
, Space, and Technology, House of Represent 91-13934 selection /, Electronic publishing : guide to 91-12802 
, Space, and Technology, U.S. House of, Com 91-13445 self-care : the role of nurses : January 1983 thro mp aves 


sciences DSOs conducted aboard th huttle 1 91- self-study manual /, Program evaluation : a 
“ : Scaatab tenes ts the etitieels. sa: poet Semi-discrete approximations to nonlinear systems 91-13777 


scientific and technical publications., NASA 91-13737 | semiconductor sector : statement of Allan I. Mende 91-13048 
“ and technical publications catalog, NAS 91-13737 | Semiinterpenetrating polymer network for tougher a 91-13805 
scoop type, DED 4 x 4, articulated frame steer, 4 91-13005 seminars for school teachers. Guidelines and appli 91-13844 
Scotland —north coast, Fair Isle to Wick / 91-12926 Senate /, Customs Service : importing community sh 91-13457 
Scott, Pennsylvania, Lackawanna County., Flood ins 91-13434 /, INS delivery bonds : stronger internal c 91-13454 
“ —_, Upper Mississippi River National Wildlife a 91-13510 si /, National Drug Policy Board : leadership 91-13452 
screening plant; diesel and electric driven; wheel 91-13008 « /, Tax administration : difficulties in acc 91-13458 
“ plant; diesel and electric driven; wheel 91-13009 “ /, Technology development : future use of N 91-13466 
Sea of Japan /, China—Japan—Soviet Union, 91-12994 :, Monetary policy report for ... from the 91-13914 
- of Japan /, China—Japan—Soviet Union, 91-12995 delegation led by Senator John Heinz : poli 91-13917 
ss urchin Arbacia punctulata : training videotape 91-13339 for the ... congress., A guide to the bound 91-14068 
Sea Otter Sound /, United States, Alaska—southeast 91-12871 journal 91-13913 
seals , Leakage predictions for Rayleigh-step, heli 91-13736 of the United States of America., Journal o 91-13913 
seasonal heating degree days weighted by populatio 91-12811 on the jurisdiction and a summary of activi 91-13920 
seat, model MK-J5D (Martin-Baker) part number 134A 91-13120 ” ., Report of the Select Committee on Intelli 91-13915 
SECM), serial no. S-3-628 through S-3-730 and (Dav 91-13018 - ., Rules, membership, and jurisdiction of th 91-14029 
Second language learners’ formal definitions : an 91-13208 Senate Armed Services Committee, second session, | 91-13986 
o session :, Hearings on National Defense Aut 91-13983 Senate Committee on Commerce, Science, and Transpo 91-13916 
as session, 101st Congress :, Nominations befo 91-13986 = on Labor and Human Resources /, R 91-14107 
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Senator John Heinz : political and economic develo 91-13917 
Senators Cranston, DeConcini, Glenn, McCain, and R 91-14039 
Senegal / 91-12907 
Senior executive service : training and developmen 91-13465 

# executives : report to the chairman, Subcom 91-13465 
Senior Executive Service Improvements Act : 91-14114 
sensing for land use policy formulation final repo 91-13788 

? for the Southampton University Magnetic Su 91-13754 
sensitive plant field guide., Idaho and Wyoming : 91-12691 
sensory neurcial conduction studies in adult human 91-13496 
sentences, Yurok 91-13187 
SEORL) FSN 4940-169-3041, (Southwest, Direct and g 91-13019 
separation preceding lightning strokes in thunderc 91-13760 
September 30, 1991, and for other purposes : confeé 91-13929 

> other purposes : confe 91-13933 
September 1990 : 468 citations /, Patient educatio 91-13490 


September 1990 : 1132 citations /, Prison health c 91-13489 : 
septicemia of fishes /, Viral hemorrhagic 91-13643 (topographic), [New York]. [43075-C7-TF-024 91-13608 


serial no. S-3-628 through S-3-730 and (Davey mode 91-13018 (topographic), [New York]. [43076-C8-TF-024 91-13609 
“ ‘no. 33343 through 33343-234, FSN 4940-294-9 91-13018 (topographic), [North Carolina}. [35076-A5- 91-13560 
“ numbers 20-026 through 20-500, carrier seri 91-13006 (topographic), [North Carolina]. [35078-H4- 91-13561 
“ numbers 59-026C through 59-500C,, Operator’ 91-13006 (topographic), [North Carolina]. [35083-D6- 91-13562 

Serials at the National Agricultural Library relat 91-12701 (topographic), [North Carolina]. [36080-D2- 91-13572 

series (topographic), [Arizona]. 33113-A6-TF-024, 91-13532 (topographic), [Pennsylvania]. [39078-G3-TF 91-13592 
“ (topographic), [Arizona]. 33113-A7-TF-024, 91-13533 (topographic), [Pennsylvania]. [40076-E4-TF 91-13596 

(topographic), [Arizona]. 33113-A8-TF-024, 91-13534 (topographic), [Pennsylvania]. [40078-D6-TF 91-13597 

(topographic), [Arizona]. 33113-B6-TF-024, 91-13535 (topographic), [Pennsylvania]. [40078-G2-TF 91-13598 

(topographic), [Arizona]. 33113-B7-TF-024, 91-13536 (topographic), [Pennsylvania]. [40080-C3-TF 91-13599 

(topographic), [Arizona]. 33113-H5-TF-024, 91-13537 (topographic), [Pennsylvania]. [41076-A6-TF 91-13603 

(topographic), [Arizona]. 33113-H6-TF-024, 91-13538 (topographic), [Pennsylvania]. [41076-F1-TF 91-13604 

(topographic), [Arizona]. 33113-H7-TF-024, 91-13539 (topographic), [Pennsylvania]. 41080-B2-TF- 91-13605 

(topographic), [Arizona]. 33114-A1-TF-024, 91-13540 (topographic), [Tennessee]. 35084-A7-TF-024 91-13563 

(topographic), [Arizona]. 33114-A2-TF-024, 91-13541 (topographic), [Tennessee]. 35084-G4-TF-024 91-13564 

(topographic), [Arizona]. 33114-C1-TF-024, 91-13542 (topographic), [Tennessee]. 35085-B3-TF-024 91-13565 

(topographic), [Arizona]. 33114-D2-TF-024, 91-13543 (topographic), [Virginia]. 36077-H3-TF-024, 91-13567 

(topographic), [Arizona]. 33114-G1-TF-024, 91-13544 (topographic), [Virginia]. 36078-F4-TF-024, 91-13568 

(topographic), [Arizona]. 33114-G2-TF-024, 91-13545 (topographic), [Virginia]. 36078-G3-TF-024, 91-13569 

(topographic), [Arizona]. 34110-B8-TF-024, 91-13546 (topographic), [Virginia]. 36079-G1-TF-024, 91-13570 

(topographic), [Arizona]. 34110-C5-TF-024, 91-13547 (topographic), [Virginia]. 36079-H1-TF-024, 91-13571 

(topographic), [Arizona]. 34110-C6-TF-024, 91-13548 (topographic), [Virginia]. 38077-E8-TF-024, 91-13582 

(topographic), [Arizona]. 34110-C7-TF-024, 91-13549 (topographic), [Wyoming]. [43110-E4-TF-024] 91-13611 

(topographic), [Arizona]. 34112-F3-TF-024, 91-13550 (topographic), [Wyoming]. [43110-H2-TF-024] 91-13613 

(topographic), [Arizona]. 34113-A5-TF-024, 91-13551 (topographic), [Wyoming]. 42104-G1-TF-024, 91-13606 

(topographic), [Arizona]. 34113-A6-TF-024, 91-13552 (topographic), 43109-C7-TF-024, 91-13610 

(topographic), [Arizona]. 34113-A7-TF-024, 91-13553 (topographic), 43110-G3-TF-024, 91-13612 

(topographic), [Arizona]. 34113-A8-TF-024, 91-13554 (topographic), ing]. 44107-F7-TF-024, 91-13617 

(topographic), [Arizona]. 34113-C6-TF-024, 91-13555 (topographic), [Wyoming]. 44108-D5S-TF-024, 91-13618 

(topographic), [Arizona]. 34113-D1-TF-024, 91-13556 , Handbook of occupational groups and 91-13848 

(topographic), [Arizona]. 34113-D7-TF-024, 91-13557 - Miscellaneous apparel and accessories, ind 91-12785 

(topographic), [Arizona]. 34113-D8-TF-024, 91-13558 - New Jersey., 1987 census of manufactures. 91-12784 

(topographic), [Arizona]. 34114-A2-TF-024, 91-13559 - State data files, county data files (inclu 91-12801 

(topographic), [Arizona]. 35113-B7-TF-024, 91-13566 service : Board of Governors’ contract for legal s 91-13451 

(topographic), [California]. 37120-B6-TF-02 91-13580 : training and development of senior execu 91-13465 

(topographic), [California]. 38120-D8-TF-02 91-13590 in the future : report to the Congress /, 91-13463 

(topographic), [Colorado]. 37107-C1-TF-024, 91-13575 in the U.S. military in Vietnam : final re 91-13498 

(topographic), [Colorado]. 37107-D4-TF-024, 91-13576 kit, refrigerant MK-1171/AAS-24 (NSN 4940- 91-13106 

(topographic), [Colorado]. 37108-F2-TF-024, 91-13577 services /, A critical need for college student pe 91-13198 

(topographic), [Colorado]. 38106-D1-TF-024, 91-13585 :, Oversight hearing on U.S. employment 91-14016 

(topographic), [Colorado]. 39102-C2-TF-024, 91-13593 : report to the chairman, Committee on Po 91-13451 

(topographic), [Colorado]. 39102-C2- fF-024, 91-13594 and resources for young adults in public 91-13306 

(topographic), [Colorado]. 40108-A7-TF-024, 91-13600 for adults : publicity kit., OPTIONS, exp 91-13212 

(topographic), [Illinois]. [38090-C2-TF-024 91-13583 for Indian tribes and Hawaiian natives pr 91-13162 

(topographic), [Maine]. 44069-E6-TF-024, Wa 91-13614 for rural elderly New Mexicans :, Access 91-13955 

(topographic), [Michigan]. [44083-A8-TF-024 91-13615 for secondary school students : a current 91-13255 

(topographic), [46090-D2-TF-024 91-13620 ., Armed Forces Medical Examiner System : 91-13001 

(topographic), [44094-C1-TF-02 91-13616 , or Solicitation for Donations Which Coul 91-12752 

(topographic), [46092-H4-TF-02 91-13621 serving adults, Case studies of programs 91-13215 

(topographic), [46093-C2-TF-02 91-13622 “ high school students with moderate and sev 91-13270 

(topographic), [Missouri]. [37090-E6-TF-024 91-13573 | set AN/APM-305A (NSN 6625-01-052-3881)., Direct su 91-13087 
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(topographic), [Missouri]. [37091-H1-TF-024 91-13574 
(topographic), [Missouri]. [38092-D5-TF-024 91-13584 
(topographic), [Montana]. 47112-C5-TF-024, 91-13623 
(topographic), [Montana]. 444112-E5-TF-024 91-13619 
(topographic), [Nevada]. [37114-A 1-TF-024], 91-13578 
(topographic), [Nevada]. (37114-F6-TF-024], 91-13579 
(topographic), [Nevada]. [38114-C8-TF-024], 91-13586 
(topographic), [Nevade]. [38114-E7-TF-024], 91-13587 
(topographic), [Nevada]. [38116-C3-TF-024], 91-13589 
(tapographic), [Nevada]. 38115-D6-TF-024, C 91-13588 
(topographic), [Nevada]. 39117-G8-TF-024, H 91-13595 
(topographic), [Nevada]. 40114-G7-TF-024, V 91-13601 
(topographic), [Nevada]. 40118-H5-TM-024, S 91-13602 
(topographic), [New Hampshire]. [43071-G5-T 91-13607 
(topographic), [New Jersey]. 38074-E7-TF-02 91-13581 
(topographic), [New Jersey]. 39075-C3-TF-02 91-13591 
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AN/ARC-116, FSN 5821-935-5073., DS, GS, and 
de 

AN/ARM-92B, (NSN 6625-00-631-5501)., General 
s 

AN/GRC-165 (NSN 5820-00-935-8038)., Organizati 
AN/PPS-4A (NSN-5840-00-168-1566)., Direct supp 
AN/PRC-68, (NSN 5820-01-079-9260)., Hand recei 
AN/TLQ-156(V)1, NSN 5865-01-145-5197., Avia- 


tio 
AN/TRC-133A (NSN 5820-00-464-1616)., Opera- 
tor’ 
control AN/GSA-7 (NSN 5820-00-543-1397)., Orga 
C6118/FRC-93 (Collins models 312B-4 and 312B-5 
no. 3, (Southwest model SECM), serial no. S-3- 
TA-1/PT, (NSN 5805-00-521-1320)., Organization 
TS-140/PCM : signal generator SG-15/PCM and 
SG 
360T004 (STS-30) field joint protection system 
, AN/ARM-S5 : operating instructions., Radio tes 
, cryogenic refrigerator AN/AAM-40 (NSN 4130-00 
, diesel engine, 200 KW, 60 cycle, AC, 120/208V 
, electronic, AN/APN-171A(V)1., Organizational 
, electronic circuit plug-in unit, AN/GRM-SS., 
, gasoline engine driven, 4.2 KW, 150 AMP, 28V, 
, laser infrared observation device TS-3620/GVS 
, radio AN/ARN-82B (NSN 5826-00-168-8699)., Dir 
, radio AN/ARN-123(V), (NSN 5826-01-016-2762)., 
, radio AN/PRR-9 (XE-9)., Depot maintenance man 
, radio AN/VRM-1., Operator and organizational 
, receiver, radio AN/ARM-71., Operator and orga 
, telephone AN/TCC-65 (NSN 5805-00-868-8215)., 
, transistor TS-1836B/U., Operator, organizatio 
, TS-147B/UP., Radar test 
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maintenance manual for tool outfit, Hydrau 91-13041 : workbook for evaluation followup : 1990 c 91-12800 
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Such Institutions ., An Act to Require Institutions 91-12754 
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., Complex cleanup : the environmental lega 91-13948 
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3 sections 501(c)(3) and (c)(4))., 1990 returns 

x 100 participants)., 1990 instructions for For 
The Indianapolis, Indiana, metropolitan area., Are 
The New Orleans, Louisiana, metropolitan area., Ar 
theater /, Opera-musical 

- , Opera, musical 
Their Families ., Joint Resolution to Designate Nov 
theoretical study of the ice accretion process dur 
theory /, Controller design for the improvement of 

” , A hybrid perturbation Galerkin technique w 

e , research, practice, and possibilities /, C 
therapeutic baths on the central vascular organs o 
thermal environments final report /, SRB 
thermistors in the range between continual and fre 
thermodynamic data for barium zirconate Clarificat 
thesaurus ., Hazardous Waste Superfund Collection : 
Thessaloniki to Canakkale Bogat (Dardanelles) /, M 
thickness on downward flame spread over paper, Eff 
thinking : theory, research, practice, and possibi 

- perspectives from research /, At-risk stu 
third follow-up (1986) : technical report /, High 

? world conflicts., Alternative U.S. policy ap 

% world : the future of conflict., Systemic ch 
third-party liability insurance to space vehicle u 
Third Week of February, 1991, as “National Parent 


THM/TG), (NSN 6920-01-085-8514), (PN 11784501),, O 


Thomas F. Kranz, Todd W. Dillard, and Antonio C. A 
Thorstein Veblen farmstead, Nerstrand vicinity, Mi 
thrust chambers for space station propulsion, Prov 
thunderclouds, The physics of charge separation pr 
Tidal current tables. Atlantic Coast of North Amer 
rs current tables. New York Harbor to Chesapeak 
tide and tidal current tables. New York Harbor to 
- and tide current tables. New York Harbor to C 
- current tables. New York Harbor to Chesapeake 
ties that bind : integrating undergraduate liberal 
Tilt-rotor flutter control in cruise flight 
timber sale pilot test :, Administration’s propose 
time dependent coefficients, Galerkin/Runge-Kutta 
“ domain, UNAERO, a package of FORTRAN su- 
brouti 
Ve for performing certain acts for individuals w 
- has come? /, Stress class systems : an idea w 
> spent on mathematics instruction and homework 
Tioga County ., Flood insurance study : township of 
tip design using numerical optimization, Transonic 
tired wheels, rough terrain, 6,000 Ib. capacity, 2 
= wheels, 6000-Ib capacity, Allis-Chalmers mod 
= , 4000 pound drawbar pull, (Army model MHE-22 
tires, Army model MHE-218, 4,000 Ibs. capacity, 10 
sa ; 75 ton per hour (Eagle crusher model! 5157) 
- ; 75 ton per hour (Eagle crusher model 5230B) 
a , 6000 Ib capacity, 180 in. lift (Drexel Dyna 
= , 6000-pound capacity, Army model MHE-198, Ba 
Title 1—fiscal guidance., GAO’s policy and procedu 
Title XVI—double subsidies :, Reclamation Reform A 
tobacco, and other drugs may harm the unborn /, Al 
today /, A look at Japanese education 
Todd W. Dillard, and Antonio C. Amador :, Nominati 
Toiyabe National Forest (Austin Ranger District), : 
token ring protocol, Fairness of channel access fo 
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91-14041 


91-13059 
91-13059 
91-12913 
91-12984 
91-13647 
91-13883 
91-13893 
91-13653 
91-13654 
91-13841 
91-13841 
91-12755 
91-13780 
91-13806 
91-13753 
91-13320 
91-13819 
91-13792 
91-13831 
91-13813 
91-13335 
91-12952 
91-13821 
91-13320 
91-13314 
91-13304 
$1-13943 
91-13944 
91-13746 
91-12780 
91-13042 
91-14077 
91-13639 
91-13727 
91-13760 
91-12885 
91-12886 
91-12886 
91-12886 
91-12886 
91-13327 
91-13723 
91-13966 
91-13761 


91-13709 
91-13918 
91-12693 
91-13188 
91-13423 
91-13717 
91-13050 
91-13045 
91-13049 
91-13048 
91-13008 
91-13009 
91-13047 
91-13046 
91-13450 
91-14023 
91-13499 
91-13191 
91-14077 
91-12690 
91-13730 





tomorrow /, 9 for the 90s : counseling trends for 
ton capacity at 10-foot radius, 3/8 cu. yd; 1 engi 
per hour (Eagle crusher model 5157) FSN 3820-7 
- per hour (Eagle crusher model 5230B), FSN 3820 
- per hour, MDL KA-60; FSN 3895-936-8613., 
Opera 
- per, Operator’s manual : crusher, jaw, diesel 
o , 3/4 cu yd, gasoline driven, 6x6 (Quickway mod 
= , 4.x 4, M274A2 (2320-074-1167), M274A3 (2320-7 
“3 , 4X4, M151, MI151A1, Operator’s, organizational 
Tonga, Tonga Islands /, South Pacific Ocean, 
Tonga Islands /, South Pacific Ocean, Tonga, 
tool in national parks and other natural areas /, 
5.3 lists : headset, electrical H-16/U., Operator 
i lists : radar set AN/PPS-4A (NSN-5840-00-168- 
¥ lists : receiver-transmitter, radio RT-859/AP 
- outfit, Hydraulic Systems Test and Repair (HS 
” , The parser generator as a general purpose 
tools list: armament subsystem, helicopter, 7.62 
list) : cleaner, ultrasonic, mobile 6530-01- 
list for aerial recovery kit NSN 1670-00-264 
list) for bayonet-knife, M6, with bayonet-kn 
list for digital multimeter AN/USM-486/U (NS 
list for headsets HS-30-A, HS-30-B, HS-30-C, 
list for monitor, radio frequency R-2176/FRN 
list for STABO extraction system, personnel 
list) for voltmeter ME-510/U (Dana model 590 
list including depot level repair parts for 
list (including depot maintenance repair par 
list (including depot maintenance repair par 
list (including depot maintenance repair par 
list (including depot maintenance repair par 
list (including depot maintenance repair par 
list (including depot maintenance repair par 
list : loader, scoop type, DED 4 x 4, articu 
list : pump, centrifugal: frame mounted, 1 1 
list : radio set AN/ARC-116, FSN 5821-935-50 
list : receiving set, radio AN/PRR-9 (XE-9). 
list, : test set, cryogenic refrigerator AN/ 
list : test set, electronic circuit plug-in 
list : truck, fire fighting: power pumper, f 
lists : air conditioner; vertical compact, f 
lists : crane, wheel mounted: 5 ton capacity 
lists for control group AN/GRA-6, (NSN 5820- 
lists for installation kit, electronic equip 
lists for radio set AN/GRC-165 (NSN 5820-00- 
lists for radio sets AN/GRC-50(V)1 (NSN 5820 
lists for receiving set, radio AN/ARN-123(V) 
lists for telephone set TA-1/PT, (NSN 5805-0 
lists for terminal set, telephone AN/TCC-65 
lists (including depot maintenance repair pa 
lists (including depot maintenance repair pa 
lists (including depot maintenance repair pa 
lists (including depot maintenance repair pa 
lists (including depot maintenance repair pa 
lists (including depot maintenance repair pa 
lists (including depot maintenance repair pa 
lists : rifle caliber .30, automatic, Browni 
lists : roller, towed, vibrating, airmobiie, 
lists : shelter, inflatable (MUST), (Firesto 
lists : terminals, telegraph TH-5/TG (FSN 58 
lists : truck, fork lift, electric, solid ru 
) for antenna AS-1425/GRC (NSN 5985-00-926-25 
) for antenna group AN/GRA-50 (NSN 5985-00-89 
) for noise blanker F-1139/GRC-159V) (NSN 58 
) for radio set control AN/GSA-7 (NSN 5820-00 
) for radio test set AN/ARM-92B, (NSN 6625-00 
) for receiver-transmitter radio RT-524/VRC a 
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91-13010 
91-13008 
91-13006 
91-13036 
91-13056 
91-12992 
91-12992 
91-13635 
91-13091 
91-13080 
91-13086 
91-13041 
91-13748 
91-13028 
91-13023 
91-13119 
91-13026 
91-13113 
91-13090 
91-13077 
91-13043 
91-13111 
91-13042 
91-13012 
91-13016 
91-13019 
91-13064 
91-13078 
91-13092 
91-13005 
91-13017 
91-13074 
91-13069 
91-13106 
91-13101 
91-13014 
91-13013 
91-13007 
91-13067 
91-13056 
91-13072 
91-13065 
91-13079 
91-13058 
91-13060 
91-13025 
91-13039 
91-13063 
91-13066 
91-13070 
91-13098 
91-13108 
91-13024 
91-13011 
91-13051 
91-13059 
91-13047 
91-13092 
91-13066 
91-13070 
91-13063 
91-13108 
91-13064 
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), [New Jersey]. 38074-E7-TF-024, Wildw 91-13581 
), [New Jersey]. 39075-C3-TF-024, Ben D 91-13591 
), [New York]. [43075-C7-TF-024], Camde 91-13608 
), [New York]. [43076-C8-TF-024], Sodus 91-13609 
), [North Carolina]. [35076-A5-TF-024], 91-13560 
), [North Carolina]. [35078-H4-TF-024], 91-13561 
), [North Carolina]. [35083-D6-TF-024], 91-13562 
), [North Carolina]. [36080-D2-TF-024], 91-13572 
), [Pennsylvania]. [39078-G3-TF-024], A 91-13592 
), [Pennsylvania]. [40076-E4-TF-024], F 91-13596 
), [Pennsylvania]. [40078-D6-TF-024], E 91-13597 
), [Pennsylvania]. [40078-G2-TF-024], S 91-13598 
), [Pennsylvania]. [40080-C3-TF-024], M 91-13599 
), [Pennsylvania]. [41076-A6-TF-024], W 91-13603 
), [Pennsylvania]. [41076-F1-TF-024], A 91-13604 
), [Pennsylvania]. 41080-B2-TF-024, Mer 91-13605 
), [Tennessee]. 35084-A7-TF-024, Felker 91-13563 
), [Tennessee]. 35084-G4-TF-024, Cave C 91-13564 
), [Tennessee]. 35085-B3-TF-024, Fairmo 91-13565 
), [Virginia]. 36077-H3-TF-024, Sussex 91-13567 
), [Virginia]. 36078-F4-TF-024, Boydton 91-13568 
), [Virginia]. 36078-G3-TF-024, Wightma 91-13569 
), [Virginia]. 36079-G1-TF-024, Vernon 91-13570 
), [Virginia]. 36079-H1-TF-024, Republi 91-13571 
), [Virginia]. 38077-E8-TF-024, Brandy 91-13582 
), [Wyoming]. [43110-E4-TF-024], Grizzl 91-13611 
), [Wyoming]. [43110-H2-TF-024], Joy Pe 91-13613 
), [Wyoming]. 42104-G1-TF-024, Kirtley 91-13606 
), [Wyoming]. 43109-C7-TF-024, Green Ri 91-13610 
), [Arizona]. 34113-A7-TF-024, Butler P 91-13553 LSS pamingy StS GS EROS Resin R ——— 
), [Arizona]. 34113-A8-TF-024, Powerlin 91-13554 . ‘eam ene oll ne 
), [Arizona]. 34113-C6-TF-024, Rawhide 91-13555 , Se Arcane 3. Mgyedbde igoe onaeuae 
), [Arizona]. 34113-D1-TF-024, Livingst 91-13556 co aPP — : rewy oa Pecil os aie 
), [Arizona]. 34113-D7-TF-024, Mc Crack 91-13557 erves Intends to Pentecost Island /, § . . 

), [Arizona]. 34113-D8-TF-024, Castaned 91-19085 | Ste! Getcibution:). Alternative tax withholding 96-6007! 
), [Arizona]. 34114-A2-TF-024, Black Pe 91-13559 family charges for health care—United States 91-13505 
), [California]. 37120-B6-TF-024, Turne 91-13580 | ‘ougher and more microcracking resistant high temp 91-13805 
), [California]. 38120-D8-TF-024, Irish 91-13590 toughness of high purity Al-Zn-Mg alloys, Effect o 91-13826 
), [Colorado]. 37107-C1-TF-024, Pagosa 91-13575 “ _, Standard test evaluation of graphite fi 91-13706 
), [Colorado]. 37107-D4-TF-024, Granite 91-13576 | tourism abroad., Marketing U.S. 91-12806 
), [Colorado]. 37108-F2-TF-024, Clyde L 91-13577 5 abroad, Marketing US — git. 91-12806 
), [Colorado]. 38106-D1-TF-024, Poncha 91-13585 | towed, vibrating, airmobile, gasoline engine drive 91-13011 
), [Colorado]. 39102-C2-TF-024, Peconic 91-13593 Toxic substance removal in activated sludge and PA 91-13344 
), [Colorado]. 39102-C2-TF-024, Peconic 91-13594 tracer-dilution method used for stage-discharge ra 91-13522 
), [Colorado]. 40108-A7-TF-024, Rangely 91-13600 tracked, medium, M88A1 (2350-00-122-6826)., Operat 91-13037 
), [Illinois]. [38090-C2-TF-024], Water 91-13583 tracks in Indochina : an analysis of Soviet presen 91-13147 
), [Maine]. 44069-E6-TF-024, Waterville 91-13614 | tractor, wheeled, warehouse, gasoline, 4-wheel pne 91-13049 
), [Michigan]. [44083-A8-TF-024], Omer 91-13615 ? , 10-ton, 6x6, M123 w/dual rear winches, na 91-13035 
), [Michigan]. [46090-D2-TF-024], Ironw 91-13620 Trade and Technology Promotion Act : 91-14070 
), [Minnesota]. [44094-C1-TF-024], Nort 91-13616 negotiations :, U.S. 91-14037 
), [Minnesota]. [46092-H4-TF-024], Inde 91-13621 , Energy, and Finance Issues ... before the, 91-13443 
), [Minnesota]. [46093-C2-TF-024], Sola 91-13622 , Energy, and Finance Issues, National Securi 91-13442 
), [Missouri]. [37090-E6-TF-024], Higdo 91-13573 , Energy, and Finance Issues, National, Statu 91-13449 
), [Missouri]. [(37091-H1-TF-024], Berry 91-13574 , House Committee on Ways and, Foreign Trade 91-13442 
), [Missouri]. [38092-D5-TF-024], Olean 91-13584 , sales and inventories., Current business re 91-12787 
), [Montana]. 47112-C5-TF-024, Steamboa 91-13623 , Sales and inventories, Current business rep 91-12787 
), [Montana]. 444112-E5-TF-024 [sic], L 91-13619 , Sales and inventories, Revised monthly whol 91-12787 
), [Nevada]. [37114-A1-TF-024], Terry B 91-13578 trading : report to the chairman, Subcommittee on 91-13456 
), [Nevada]. [37114-F6-TF-024], Calient 91-13579 | traffic controllers, safety inspectors, and mainte 91-14125 
), [Nevada]. [38114-C8-TF-024], Silver 91-13586 “ using the FDDI token ring protocol, Fairne 91-13730 
), [Nevada]. [38114-E7-TF-024], Shingle 91-13587 trafficking and abuse :, Heroin 91-14111 
), [Nevada]. [38116-C3-TF-024], Tybo SE 91-13589 | trail development :, Winter 91-13633 
), [Nevada]. 38115-D6-TF-024, Christian 91-13588 training and development of senior executives : re 91-13465 
), [Nevada]. 39117-G8-TF-024, Humboldt 91-13595 in assessment /, Teacher 91-13317 
), [Nevada]. 40114-G7-TF-024, Ventosa q 91-13601 manuals, How to write vocational 91-13309 
), [Nevada]. 40118-H5-TM-024, Sugarload 91-13602 programs for air traffic controllers, saf 91-14125 
), [New Hampshire]. [43071-G5-TF-024], 91-13607 projectile., Organizational maintenance : 91-13031 
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) for receiving set, radio AN/ARN-82B (NSN 58 91-13078 

) for refrigeration unit, electric motor driv 91-13012 

) for test sets, radio AN/URM-44 (NSN 6625-00 91-13098 

) : generator, engine accessory (alternating 91-13039 

) : pumping assembly, flammable liquid, bulk 91-13016 

) : rifle, 7.62-MM, M14, W/E (1005-589-1271); 91-13025 

) : shop equipment, organizational repair, tr 91-13019 
Toombs and Montgomery counties., Flood insurance s 91-13375 
Top-mounted inlet performance for a V/STOL fighter 91-13720 
topographic ), [Arizona]. 33113-A6-TF-024, Palomas 91-13532 
), [Arizona]. 33113-A7-TF-024, Neverswe 91-13533 
), [Arizona]. 33113-A8-TF-024, Engesser 91-13534 
), [Arizona]. 33113-B6-TF-024, Palomas 91-13535 
), [Arizona]. 33113-B7-TF-024, Engesser 91-13536 
), [Arizona]. 33113-H5-TF-024, Cunningh 91-13537 
), [Arizona]. 33113-H6-TF-024, Harcuvar 91-13538 
), [Arizona]. 33113-H7-TF-024, Bouse Hi 91-13539 
), [Arizona]. 33114-A1-TF-024, Slumgull 91-13540 
), [Arizona]. 33114-A2-TF-024, Castle D 91-13541 
), [Arizona]. 33114-C1-TF-024, Palm Can 91-13542 
), [Arizona]. 33114-D2-TF-024, Livingst 91-13543 
), [Arizona]. 33114-G1-TF-024, Ibex Pea 91-13544 
), [Arizona]. 33114-G2-TF-024, Bouse SW 91-13545 
), [Arizona]. 34110-B8-TF-024, Planet q 91-13546 
), [Arizona]. 34110-C5-TF-024, Outlaw D 91-13547 
), [Arizona]. 34110-C6-TF-024, Brookban 91-13548 
), [Arizona]. 34110-C7-TF-024, O W Poin 91-13549 
), [Arizona]. 34112-F3-TF-024, Prescott 91-13550 
), [Arizona]. 34113-A5-TF-024, Alamo Da 91-13551 
), [Arizona]. 34113-A6-TF-024, Butler W 91-13552 
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June 1991 Tuskeegee 


. videotape /, Supplemental report for the 91-13338 
a videotape /, Supplemental report for the 91-13339 
Training Center , 1985-1986 /, The Bilingual Progra 91-13180 
“ ——_, 1986-1987 /, The Bilingual Progra 91-13278 
traits and management of the Gadwall /, Waterfowl 91-13640 
Trane model MAC 6V40-340-2) FSN, Direct and genera 91-13013 
transfer : gasoline engine driven; 350 GPM capacit 91-13016 
and charge loss in vertical and horizonta 91-13833 
by Lease of a Specified Naval Landing Shi 91-12762 
vehicles. Volume IA, Part II, Executive s 91-13768 
vehicles. Volume IB, Part I, Study result 91-13769 
vehicles. Volume IB, Part II, Study resul 91-13770 
vehicles. Volume II, Supporting research 91-13771 
vehicles. Volume III, Cost estimates and 91-13772 
, IPAD, a unique approach to government/in 91-13711 
Transfer Jurisdiction of the Big South Fork Nation 91-12760 
Transferable Output ASCII Data (TOAD) file format . 91-13755 
transferred , of changed in name by legislative or 91-14079 in Zimbabwe f -1987-1988., Labor 91-13679 
transfers /, World military expenditures and arms 91-12711 , 1975-1989., NATO and Warsaw Pact weapons p 91-12916 
transformations and microstructures in sintered Ni 91-13814 | tribes and Hawaiian natives program. Review of pro 91-13162 
transistor TS-1836B/U., Operator, organizational, 91-13102 | Trieste /, Italy—Yugoslavia, Mediterranean Sea, Ad 91-12951 
transit :, Crime in mass 91-13976 | Trincomalee /, Sri Lanka—east coast, approaches to 91-12982 
‘ policy :, Report on the federal mass 91-13999 | troubles (AI application), Automatic detection of 91-13713 
wansitien : a review and synthesis of the researc si iasas | tuck body model SEORL) FSN 4940-169-3041, (Southw 91-13019 
‘ for handicapped youth : perspectives on 91-13243 mounted, set no. 3, (Southwest model SECM), 91-13018 
toward a sustainable agriculture / 91-12700 mounted (Southwest truck body model SEORL) F 91-13019 
transmission ges Mg design and cot a utility, 1/4 ton, 4X4, M151, MISIAI, Operato 91-13056 
“rn tothe Congens, Eoonomic report ft 91-13923 aes aa 
transmitting a report of two new deferrals and fou 91-13924 , lift, aa costes onmeannend 91-13050 
“ a request for fiscal year 199i supple 91-13927 ‘lift, fork, electric, solid rubber tires, A 91-13048 

” his notification directing U.S. armed 91-13926 vi age . 

e his request for emergency fiscal year 91-13928 = —N cents, GRE ee Om, AS pte 
Transonic rotor tip design using numerical optimiz 91-13717 : = — re Sete ee pare te 
transport of stratospheric aerosols and ozone, Dev 91-13743 . latf tility, 1/2 4x4, M274A2 (2 91-13036 

Transportability guidance for the crane, 7 1/2-ton 91-13122 ee oes ( 

= ; emo sab full 91-13121 . , tractor, 10-ton, 6x6, M123 w/dual rear winc 91-13035 
transportable (Hanson Machinery model H446), 91-1007 | ‘uck-mounted, Signal Corps repair shops M185 and 91-1315 
T tati 91-12738 trust improving stature in colleges and universiti 91-13262 

91-12739 og treated as a private foundation., 1990 instr 91-13881 
91-12740 5 , and to Validate Prior Land Exchanges., An A << 

’ , , _ trustees : building cooperative campus leadership 1-131 

——— ~~ copes. nell Sr assey | TS-140/PCM : signal generator SG-15/PCM and SG-ISA_ 91-13095 

and Related Ag ies for the Fiscal 91-12751 TS-382A/U , TS-382B/U, TS-382D/U, TS-382E/U, and TS 91-13096 

corridors, including those which ma 91-14126 TS-382B/U , TS-382D/U, TS-382E/U, and TS-382F/U., O 91-13096 

statistics ; National urban mass 91-13907 TS-382E/U, and TS-382F/U., Operator’s and organiza 91-13096 
_ CFR. 49, 91-12738 TS-382F/U ., Operator’s and organizational maintena 91-13096 
, CFR. 49, $1-12739 TS-1836B/U ., Operator, organizational, DS, GS, and 91-13102 

, CFR. 49, 91-12740 TS-3620/GVS-5 (NSN 5860-01-052-9477)., Direct supp 91-13107 

Peto sere mcg 49, 91-12739 tubes /, Ammonia boiling in long tubes heat transf 91-13833 

., Code of federal regulations. 49, 91-12740 > heat transfer and charge loss in vertical an / 91-13833 

., Special air mission procedure : a 91-13002 tungsten arc welding (GTAW), electron beam welding 91-13712 
Trauma Care Systems Planning and Development Act o 91-13932 tuning the weight in the evaluation function of th 91-13806 
travel, Measurement of the light flux density patt 91-13798 | tunnel tests using the wall-pressure signature met 91-13716 
travelers, Attention international 91-13641 tunnels a selected, annotated bibliography /, Cryo 91-13700 
Treasury , Postal Service, and General Government, 91-13457 | turbosupercharged, diesel, fuel injection, 90-degr 91-13038 
treated as a private foundation., 1990 instruction 91-13881 turbulence emanating from shock-turbulence interac 91-13724 
treatment of synthetic rubbers and synthetic fiber 91-13823 turbulent flows, On the interaction of small and | 91-13759 

“ systems /, Toxic substance removal in ac 91-13344 | Turkey / 91-12914 

“ —_, Creep properties of PWC-11 base metal a 91-13728 "4 /, Mediterranean, Aegean Sea, Greece—Turkey  91-12953 
treaty on final German settlement for NATO strateg 91-13988 “ —_ ., Background notes, 91-13862 
Trempealeau , LaCrosse, Vernon, Crawford, and Grant 91-13510 Turner Ranch quadrangle, California—Merced Co., 19 91-13580 
trends /, School-to-work transition for handicappe 91-13243 turnout ., Studies in the measurement of voter 91-12794 

¢ and achievement based on the 1986 National 91-13301 Turtle River /, United States—east coast, Georgia, 91-12834 

- and achievements based on the 1986 national 91-13298 Tuskeegee quadrangle, North Carolina, 1961 /, 7.5 91-13562 
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and issues., The Role of vocational educati 91-13259 
for tomorrow /, 9 for the 90s : counseling 91-13231 
in Austria, Labor 91-13664 
in Denmark, Labor 91-13665 
in El Salvador, Labor 91-13666 
in Haiti, Labor 91-13668 
in Honduras, Labor 91-13670 
in Hong Kong, Labor 91-13669 
in Isracl, Labor 91-13671 
in Portugal, Labor 91-13674 
in Spain, Labor 91-13675 
in Sweden, Labor 91-13676 
in Taiwan, Labor 91-13677 
in the Federal Republic of Germany, Labor 91-13667 
in the Netherlands, Labor 91-13672 
in the Republic of the Philippines, Labor 91-13673 
in the United Kingdom, Labor 91-13678 
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Tuvalu Islands 


Tuvalu Islands /, Pacific Ocean, Republic of Kirib 
twice /, Peer teaching : to teach is to learn 
two dimensional turbulent flows, On the interactio 
on foreign acquisitions in the semiconductor sect 
. new deferrals and four revised deferrals of bu 
- scenarios /, Spectra of noise and amplified tu 
Two Arm Bay /, United States, Alaska—south coast, 
two-dimensional wind tunnel tests using the wall-p 
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areas., Flood insurance study : Pas 
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-5 minute series (topographic), [Arizona]. 34113- 91-13557 .62-MM, MI4A1, W/E (1005-072-5011); bipod,, 
.5 minute series (topographic), [Arizona]. 34113- 91-13558 Direc 91-13025 
-5 minute series (topographic), [Arizona]. 34114- 91-13559 7-12., Let’s reduce aud recycle : curriculum for s 91-13337 
-5 minute series (topographic), [Arizona]. 35113- 91-13566 8 cu. yd; 1 engine diesel driven, 4 x 4 air transp 91-13007 
-5 minute series (topographic), [California]. 371 91-13580 9 for the 90s : counseling trends for tomorrow / 91-13231 
.5 minute series (topographic), [California]. 381 91-13590 “ 000 BTU. model CH609-31, NSN 4110-01-014- 
minute series (topographic), [Colorado]. 37107 91-13575 — , 91-13012 
minute series (topographic), [Colorado]. 37107 91-13576 10.6 [micro]m pulsed Doppler lidar system, Convect 91-13738 
minute series (topographic), [Colorado]. 37108 91-13577 10-foot radius, 3 : “ate : 

- - . us, 3/8 cu. yd; 1 engine diesel driven 91-13007 
minute series (topographic), [Colorado]. 38106 91-13585 : . 
minute series (topographic), [Colorado]. 39102 91-13593 10-ton , 6x6, M123 w/dual rear winches, national st 91-13035 

: . a4 ; 11 (NSN 5820-00-136-4966)., Organizational mainten 91-13065 
minute series (topographic), [Colorado]. 39102 91-13594 | «4 " “oF the United States Code with Respect to the N 91-1276 
minute series (topographic), [Colorado]. 40108 91-13600 12-cylinder , assembly; models AvEn-enear: on 0 91-13038 
minute series (topographic), [Iilinois}. (3809 SU-10083 | 5013 sitll pomp wind-tunnel results for s 91-13698 
runt gle-sy (topogra phic), [Maine]. 44009-E6 91-1964 « Investi tive and enforcement procedures., Fed 91-13902 
minute series (topographic), [Michigan]. [4408 91-13615 ‘ 1 2 Lif 7 Sagres P f th a 91-13640 
minute series (topographic), [Michigan]. [4609 91-13620 1.2, Lite Eeatety Wits GUS GhanAgEmENs <5 Se ‘ 

: : : : 13-year-old siudents., Time spent on mathematics i 91-13188 
minute series eae ewe _ ey Scene miting expatianse ..), {A Sebald p 91-13686 
minute series (topographic), [Minnesota]. 1- 6 pes. Sgtrtiel s 
minute series (topographic), [Minnesota]. [460 91-13622 ” eae oor ? maga are gen nd le \ pen 
minute series (topographic), [Missouri]. [3709 91-13573 " ua. » The winds of high luminosity late-t 91- 
minute series (topographic), [Missouri]. [3709 91-13574 ee » Aeronautics and space., Code of federal regula 91-12719 
minute series (topographic), [Missouri]. [3809 91-13584 , Aeronautics and space, CFR. 91-12719 
minute series (topographic), [Montana]. 47112- 91-13623 15 annual report, Section : F 91-13907 
minute series (topographic), [Montana]. 444112 91-13619 Jun. 1986 - 14 Jun. 1989., The winds of high lu 91-13785 
minute series (topographic), [Nevada]. [37114- 91-13578 reporting states, 1979-81 /, Deaths of Hispanic 91-13493 
minute series (topographic), [Nevada]. [37114- 91-13579 reporting system, Section 91-13907 
minute series (topographic), [Nevada]. [38114- 91-13586 Fs , Allentown-Bethlehem-Easton Airport, Allentown, 91-12812 
minute series Gopographich sae | pense — onieins prs egy = teroce eg B, Army pene 
minute series (to aphic), [Nevada]. 1-1 diameter J se 
minute series ——, fase R 15-D 91-13588 16-17, 1989., The Impact of the Tax Reform Act of 91-13869 
minute series (topographic), [Nevada]. 39117-G 91-13595 20 ton, 3/4 cu yd, gasoline driven, 6x6 (Quickway 91-13006 
minute series (topographic), [Nevada]. 40114-G 91-13601 7 /50 km s-1 clouds /, Far-infrared, submm and mm 91-13796 
minute series (topographic), [Nevada]. 40118-H 91-13602 | 20-026 through 20-500, carrier serial numbers 59-0 91-13006 
minute series (topographic), [New Hampshire]. 91-13607 20-500, carrier serial numbers 59-026C through 59- 91-13006 
minute series (topographic), [New Jersey]. 380 91-13581 21st decennial census., Post enumeration survey : 91-12800 
minute series (topographic), [New Jersey]. 390 91-13591 22-23, 1986, Holiday Inn Crowne Plaza Hotel, Rockv 91-13484 
minute series (topographic), [New York]. [4307 91-13608 24” load center, Anthony model MLT 6-2, Army mode 91-13050 
minute series (topographic), [New York]. [4307 91-13609 24-year old construction rigger ...]., [A 91-13685 
-5 minute series (topographic), [North Carolina]. 91-13560 25-mm_ graduations reading directly to 1/100 mm, (m 91-13022 
.5 minute series (topographic), [North Carolina]. 91-13561 26, drowned ...]., [A dredge operator, age 91-13683 
.5 minute series (topographic), [North Carolina]. 91-13562 28 (6115-00-857-1397)., Operator’s, organizational 91-13021 
5 minute series (topographic), [North Carolina]. 91-13572 | 28V, DC, model DC 4.2 - ORD/28 (6115-00-857-1397). 91-13021 
.5 minute series (topographic), [Pennsylvania]. [ 91-13592 30 ft head, (Carver model K400S) FSN 4320-810-7311 91-13015 
.5 minute series (topographic), [Pennsylvania]. [ 91-13596 as , automatic, Browning, M1918A2, W/E (1005-674-13 91-13024 


.5 minute series (topographic), [Arizona]. 33113- 91-13533 
.5 minute series (topographic), [Arizona]. 33113- 91-13534 
.5 minute series (topographic), [Arizona]. 33113- 91-13535 
.5 minute series (topographic), [Arizona]. 33113- 91-13536 
.5 minute series (topographic), [Arizona]. 33113- 91-13537 
.5 minute series (topographic), [Arizona]. 33113- 91-13538 
.5 minute series (topographic), [Arizona]. 33113- 91-13539 
.5 minute series (topographic), [Arizona]. 33114- 91-13540 
.5 minute series (topographic), [Arizona]. 33114- 91-13541 
.5 minute series (topographic), [Arizona]. 33114- 91-13542 
.5 minute series (topographic), [Arizona]. 33114- 91-13543 
.5 minute series (topographic), [Arizona]. 33114- 91-13544 
.5 minute series (topographic), [Arizona]. 33114- 91-13545 
.5 minute series (topographic), [Arizona]. 34110- 91-13546 
.5 minute series (topographic), [Arizona]. 34110- 91-13547 
.5 minute series (topographic), [Arizona]. 34110- 91-13548 
.5 minute series (topographic), [Arizona]. 34110- 91-13549 
.5 minute series (topographic), [Arizona]. 34112- 91-13550 
.5 minute series (topographic), [Arizona]. 34113- 91-13551 
.5 minute series (topographic), [Arizona]. 34113- 91-13552 
.5 minute series (topographic), [Arizona]. 34113- 91-13553 
.5 minute series (topographic), [Arizona]. 34113- 91-13554 
.5 minute series (topographic), [Arizona]. 34113- 91-13555 
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e 000 BTU/hr heating; 208 volt, 3 phase, 50/60 he 
- , 1991, and for Other Purposes., An Act Making A 
34-year old construction rigger ...]., [A 
36)., Authorizing funds to the Committee on Agricu 
sd ,000 BTU/hr cooling, 30,000 BTU/hr heating; 208 
39, United States Code, to Allow Free Mailing Priv 
- , United States Code, to Designate as Nonmailabl 
40 gallon foam chemical tank, class 530C,, Organiz 
, Protection of environment., Code of Federal re 
, Protection of environment., Code of Federal re 
, Protection of environment., Code of Federal re 
, Protection of environment., Code of Federal re 
, Protection of environment., Code of Federal re 
, Protection of environment., Code of Federal re 
, Protection of environment, CFR. 
, Protection of environment, CFR. 
, Protection of environment, CFR. 
, Protection of environment, CFR. 
, Protection of environment, CFR. 
hy , Protection of environment, CFR. 
41-4E (NSN 6625-01-050-8800)., Operator’s, organiz 
41-50., Advance data from Vital and health statist 
41BD with power detector 41-4E (NSN 6625-01-050-88 
42, Public health., Code of Federal regulations. 
= , Public health., Code of Federal regulations. 
. , Public health, CFR. 
‘al , Public health, CFR. 
42-94 April-June 1988 /, The Telecommunications an 
45, Public welfare., Code of federal regulations. 
, Public welfare., Code of federal regulations. 
, Public welfare., Code of federal regulations. 
, Public welfare, CFR. 
, Public welfare, CFR. 
, Public welfare, CFR. 
Shipping., Code of federal regulations. 
, Shipping., Code of federal regulations. 
, Shipping., Code of federal regulations. 
, Shipping., Code of federal regulations. 
, Shipping., Code of federal regulations. 
, Shipping., Code of federal regulations. 
, Shipping., Code of federal regulations. 
, Shipping, CFR. 
, Shipping, CFR. 
, Shipping, CFR. 
, Shipping, CFR. 
, Shipping, CFR. 
, Shipping, CFR. 
, Shipping, CFR. 
47 year old class-1 mechanic with 2 years mining e 
48) (NSN 6625-01-005-7226)., Operator’s, organizat 
49, Transportation., Code of federal regulations. 
, Transportation., Code of federal regulations. 
, Transportation., Code of federal regulations. 
, Transportation, CFR. 
, Transportation, CFR. 
Transportation, CFR. 
cycle 120/208V, 240/416V, 3 phase, multi-purpos 
km s-1 clouds /, Far-infrared, submm and mm spe 
/6 hertz, (Trane model MAC 6V40-340-2) FSN, 
Dir 


51-year-old primary welder, with 13-years mining e 
59-026C through 59-500C,, Operator’s manual : cran 
59-500C,, 's manual : crane-shovel, basic 
6 cycle, AC, 120/208V, 240/416V, 3 phase converti 
« hertz, (Trane model MAC 6V40-340-2) FSN, 
Direct 
62 millimeter machine gun-2.75 inch rocket launche 
62-MM, M14, W/E (1005-589-1271); rifle, 7.62-MM, M 
- , M14A1, W/E (1005-072-501 i); bipod,, Direct 
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91-13013 
91-12751 
91-13681 
91-13919 
91-13013 
91-12742 
91-12752 
91-13014 
91-12720 
91-12721 
91-12722 
91-12723 
91-12724 
91-12725 
91-12720 
91-12721 
91-12722 
91-12723 
91-12724 
91-12725 
91-13110 
91-13492 
91-13110 
91-12726 
91-12727 
91-12726 
91-12727 
91-13789 
91-12728 
91-12729 
91-12730 
91-12728 
91-12729 
91-12730 
91-12731 
91-12732 
91-12733 
91-12734 
91-12735 
91-12736 
91-12737 
91-12731 
91-12732 
91-12733 
91-12734 
91-12735 
91-12736 
91-12737 
91-13684 
91-13109 
91-12738 
91-12739 
91-12740 
91-12738 
91-12739 
91-12740 
91-13020 
91-13796 


91-13013 
91-13686 
91-13006 
91-13006 
91-13020 


91-13013 
91-13028 
91-13025 
91-13025 





75 inch rocket launcher, M21 (1090-923-5971) (used 
* ton per hour (Eagle crusher model 5157) FSN 382 
a4 ton per hour (Eagle crusher model 5230B), FSN 3 
ad ton per, Operator’s manual : crusher, jaw, dies 
75-1.5) : phase I & II final report., System techn 
“ .5) : phase I & II final report., System techn 
Ss .5) : phase I final report., System technology 
- .5) : phase II final report., System technolog 
“ .5) : phase II final report., System technolog 
81-mm, M29A1, (1015-00-999-7794)., Operator’s manu 
88 West 100 North in Provo, Utah, as the “J. Will 
90-degree “V” type, air-cooled, 12-cylinder, ass 
90-3 ., Federal acquisition circular. Number 
90s : counseling trends for tomorrow /, 9 for the 
100 in. lift, Drexel Dynamics model FL-40-EE-6550, 
" mm, (military design) FSN 6675-240-6602., Orga 
og North in Provo, Utah, as the “J. Will Robinso 
* or more participants)., 1990 instructions for 
- participants)., 1990 instructions for Form 550 
100-year flood, Poplar River, Fort Peck Indian Res 
100-150 ton per hour, MDL KA-60; FSN 3895-936-8613 
10st Congress :, Nominations before the Senate Ar 
Congress : report., Report to the Senate on 
103 Export Credit Guarantee Program : statement of 
. Export Credit Guarantee Programs : statement o 
104)., Waiving certain points of order against con 
120/208V, 240/416V, 3 phase convertible FO 167 KW, 
7s /208V, 240/416V, 3 phase, multi-purpose, portab 
130-in. lift), FSN 3930-724-4059 (172-in. lift)., 
134AB80000 ., Organizational, DS and GS maintenance 
144, Hector International Airport, Fargo, North Da 
150 AMP, 28V, DC, model DC 4.2 - ORD/28 (6115-00-8 
- B, Army model MHE-175), federal stock number 3 
167 KW, 50 cycle 120/208V, 240/416V, 3 phase, mult 
172-in. lift)., Organizational maintenance manual 
175B, type I angi with 5 cu. yd. general purpose, U 
180 in. lift, Drexel, Direct and general support m 
“ in. lift (Drexel Dynamics model FL60-EE5600), 
200 KW, 60 cycle, AC, 120/208V, 240/416V, 3 phase 
208 volt, 3 phase, 50/60 hertz, (Trane model MAC 6 
208V, 240/416V, 3 phase convertible FO 167 KW, 50 
- , 240/416V, 3 phase, muiti-vurpose, portable, 
240/416V, 3 phase convertible FO 167 KW, 50 cycle 
as /416V, 3 phase, multi-purpose, portable, skid m 
251)., Extention of time for performing certain ac 
279, H.R. 1730, and H.R. 3401 (Vraciu Congressiona 
300 amp, DC (Libby model LE-300) FSN 3431-810-9696 
302 (b) of the Congressional Budget Act of 1974., R 
310/ demonstration project, 1986-1987 /, Fi 
312B-4 and 312B-5)., Operator, organizational, dir 
312B-5)., Operator, organizational, direct and gen 
318 of the 1990 Interior Appropriations Act (old-g 
319 (G), (H) and (1) of the Agricultural Adjustmen 
340 North Pleasant Valley Road in Winchester, Virg 
350 GPM capacity, Organizational, direct support, 
3607004 (STS-30) field joint protection system fin 
400 gallon water tank; 40 gallon foam chemical tan 
415E., Organizational, DS, GS, and depot maintenan 
416V, 3 phase convertible FO 167 KW, 50 cycle 120/ 
* , 3 phase, multi-purpose, portable, skid mount 
462, Winslow Municipal Airport, Winslow, Arizona / 
486 :,RU 
500 GPM, 30 ft head, (Carver model K400S) FSN 4320 
501 (c) of the Internal Revenue Code (other than se 
* (c\(3) and (c)(4))., 1990 returns for organizat 
504 of the Rehabilitation Act of 1973., Handicappe 
‘“ of the Rehabilitation act of 1973., The rights 
530C ,, Organizational maintenance repair parts and 
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91-13028 
91-13008 
91-13009 
91-13008 
91-13771 
91-13772 
91-13769 
91-13768 
91-13770 
91-13027 
91-12759 
91-13038 
91-12918 
91-13231 
91-13048 
91-13022 
91-12759 
91-13895 
91-13893 
91-13530 
91-13010 
91-13986 
91-13920 
91-13443 
91-13449 
91-13936 
91-13020 
91-13020 
91-13046 
91-13120 
91-12813 
91-13021 
91-13044 
91-13020 
91-13046 
91-13005 
91-13048 
91-13047 
91-13020 
91-13013 
91-13020 
91-13020 
91-13020 
91-13020 
91-13918 
91-13985 
91-13004 
91-13935 
91-13210 
91-13068 
91-13068 
91-13962 
91-12765 
91-12774 
91-13016 
91-13793 
91-13014 
91-13104 
91-13020 
91-13020 
91-12814 
91-14132 
91-13015 
91-13883 
91-13883 
91-13235 
91-13311 
91-13014 
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649-7174-001 ., Operator’s, organizational and dire 91-13089 /, 7.5 minute series (topographic), [Colorado 91-13576 
651, Westchester County Airport, White Plains, New 91-12815 /, 7.5 minute series (topographic), [Minnesot 91-13616 
712 :, Puerto Rico Status Referendum Act—S. 91-13972 /, 7.5 minute series (topographic), [Montana] 91-13619 
717, Kalamazoo County Airport, Kalamazoo, Michigan 91-12816 /, 7.5 minute series (topographic), [Wyoming] 91-13611 
718 bar material, A preliminary mechanical propert 91-13715 /, 7.5 minute series (topographic), [Wyoming] 91-13612 
750 gallons per minute capacity, centrifugal pump 91-13014 “ /, 7.5 minute series (topographic), [Wyoming] 91-13613 
811A), FSN 3895-025-9932, component of mixing plan 91-13010 /, 7.5 minute series (topographic), [Virginia 91-13569 
931, Morristown Municipal Airport, Morristown, New 91-12817 /, 7.5 minute series (topographic), [Virginia 91-13582 
990-PF : return of private foundation or section 4 91-13881 /, 7.5 minute series (topographic), [Nevada]. 91-13589 
990-T : exempt organization business income tax re 91-13882 /, 7.5 minute series (topographic), [North Ca 91-13561 
1005-00-014-0369 ) and bayonet-knife, M7, with bayo 91-13026 /, 7.5 minute series (topographic), [Pennsylv 91-13592 
1005-00-017-9701 )e» Organizational and direct supp 91-13026 /, 7.5 minute series (topographic), [Tennesse 91-13563 
1005-072-5011 ); bipod,, Direct support and general 91-13025 /, 7.5 minute series (topographic), [Virginia 91-13567 
1005-589-1271 ); rifle, 7.62-MM, MI4Al, W/E (1005-0 91-13025 /, 7.5 minute series (topographic), [Arizona] 91-13566 
1005-674-1309)., DS, GS, and depot maintenance man 91-13024 /, 7.5 minute series (topographic), [Michigan 91-13615 
1012., Flight set 360T004 (STS-30) field joint pro 91-13793 /, 7.5 minute series (topographic), [Nevada]. 91-13601 
1015-00-999-7794 )., Operator’s manual for mortar, 91-13027 /, 7.5 minute series (topographic), [Tennesse 91-13564 
1040 forms and instructions., 1990 91-13889 /, 7.5 minute series (topographic), [Virginia 91-13568 
1040A filers., 1990 instructions for schedule 3 (f 91-13884 /, 7.5 minute series (topographic), [Virginia 91-13570 

$ forms and instructions., 1990, 91-13885 /, 7.5 minute series (topographic), [Virginia 91-13571 

i forms and instructions., 1990, — 91-13886 /, 7.5 minute series (topographic), [Wyoming] 91-13610 

“ __ ): credit for the elderly or the disabled fo 91-13884 /, Minority student issues : racial/ethnic da 91-13332 
1040C : U.S. departing alien income tax return., | 91-13887 /, 7.5 minute series (topographic), [Colorado 91-13593 


1040EZ, 1990., Instructions for Form 91-13888 : : : 
1090-923-5971) (used on UH-IB and UH-IC helicopter 91-13028 r er rma set m8 Sheree page 


ee a a dive aa /,7.5 minute series (topographic), [Nevada]. 91-13587 
1240-00-930-3833)., Operator's manual : binocular 91-13032 Herre gene, pa ate Poe pe 
1270-01-159-0481 for UH-1H utility helicopter., Op 91-13033 R le : Fs yi ie 

rad’ elating to the Washington Metrorail System., 91-12756 

1283 : report (to accompany H. Res. 104)., Waiving 91-13936 /, 15 walaute series (00 aphic), [Montana] 91-13623 

1602)., Trauma Care Systems Planning and Developme 91-13932 ° / 23 aiente cote ome oe hic) [Nevada] 91-13579 

1610 :, Global Climate Change Prevention Act of 19 91-13971 L33ei . ar A Acme yg onanmes 
1670-00-264-8941, P/N 1670EG109A., Organizational 91-13119 , 7.5 minute series (topographic), [Nevada]. . 

1670-168-5952, 1670-168-6064, and 1670-168-6063) a 91-13043 /, 75 malate caries Gopagrephic), [North Ca pp 

1670-168-6063 ) and anchoring device, cargo and per 91-13043 1,15 preswupeurse (topographic) ‘ [New Jers 91-1001 

1670-168-6064, and 1670-168-6063) and anchoring de 91-13043 /, 1.5 mimute series (topographic), [Arize~:1] 91-1see 

1670EG109A ., Organizational maintenance manual inc 91-13119 - /, 1.5 Saaate canes (topographic), [N- vada]. 91-13578 

1730, and H.R. 3401 (Vraciu Congressional Medal of 90-1950 | «|  ~ Handicepped perscas’ rights under federal | 0-80 

1787 : with James Madison’s list of books for Cong 91-13687 -» The rights of individuals with handicaps un 91-13311 

1865-present, instructional module for educators, 91-13182 1973-1975 /, U.S. Marines in Vietnam : the bitter 91-13143 

“ , instructional module for educators, 91-13183 1974 to Transfer Jurisdiction of the Big South For 91-12760 

“ _, instructional modules for educators, 91-13181 “ +» Report of the Committee on Banking, Finance 91-13935 

1872 and 1989 :, Mining laws of 91-14017 * .. Television Decoder Circuitry Act of 1990 : : 91-13916 

1932-1933 and the Policies of, Joint Resolution to 91-12779 | 1975-1989., NATO and Warsaw Pact weapons productio 91-12916 

e ,” and to Commemorate the Ukrainian Fami 91-12779 1978 /, 7.5 minute series (topographic), [Missouri — 91-13574 

1938, and for Other Purposes, An Act to Amend the 91-12765 . /, 7.5 minute series (topographic), [Wyoming] 91-13606 

1939-1940 excavation project at Quarai pueblo and 91-13637 1979-81 /, Deaths of Hispanic Origen : 15 reportin 91-13493 

1945 /, 7.5 minute series (topographic), [Pennsylv 91-13604 1980 /, Determinants of total family charges for h 91-13505 

1951 /, 7.5 minute series (topographic), [North Ca 91-13560 /, 7.5 minute series (topographic), [Colorado 91-13585 

1953 /, 7.5 minute series (topographic), [Minnesot 91-13621 o, /, 7.5 minute series (topographic), [New Hamp 91-13607 

/, 7.5 minute series (topographic), [New York 91-13609 1980-86 ., Foreign direct investment in the United 91-12887 

/, 7.5 minute series (topographic), [Illinois 91-13583 | 1980-1986) /, Postsecondary institutions offering 91-13308 

/, 7.5 minute series (topographic), [Pennsylv 91-13599 1981 /, 7.5 minute series (topographic), [Nevada]. 91-13602 

/, 7.5 minute series (topographic), [Michigan 91-13620 1981-1986, Results of the life sciences DSOs condu 91-13705 

/, 7.5 minute series (topographic), [New Jers 91-13581 | 1985 /, William B. Bankhead National Forest, Alaba 91-12677 

/, 7.5 minute series (topographic), [Pennsylv 91-13596 * :, Implementation of the compact of 91-14089 

/, 7.5 minute series (topographic), [Pennsylv 91-13598 1985-86 /, A summary of state chapter | participat 91-13331 

/, 7.5 minute series (topographic), [Missouri 91-13573 ® /, Education directory, colleges and unive 91-13172 

/, 7.5 minute series (topographic), [Missouri 91-13584 1985-1986 /, The Bilingual Program Resource and Tr 91-13180 

/, 7.5 minute series (topographic), [New York 91-13608 1986 - 14 Jun. 1989., The winds of high luminosity 91-13785 

/, 7.5 minute series (topographic), [Wyoming] 91-13617 “ : did it improve fairness and simplicity? : r 91-13869 

/, 7.5 minute series (topographic), [Californ 91-13580 common data /, Report on postsecondary studen 91-13203 

/, 7.5 minute series (topographic), [North Ca 91-13562 national assessment /, The Mathematics report 91-13298 

/, 7.5 minute series (topographic), [Pennsylv 91-13605 National Assessment /, The science report car 91-13301 

/, 7.5 minute series (topographic), [Californ 91-13590 sample survey and 1986 common data /, Report 91-13203 

/, 7.5 minute series (topographic), [Colorado 91-13600 , Holiday Inn Crowne Plaza Hotel, Rockville, M 91-13484 

/, 7.5 minute series (topographic), [Colorado 91-13577 ., Postsecondary fall enrollment, 91-13294 

/, 7.5 minute series (topographic), [Pennsylv 91-13597 ) : technical report /, High school and beyond 91-13304 

/, 7.5 minute series (topographic), [Colorado 91-13575 1986-1987 /, Adlai E. Stevenson High School Biling 91-13279 
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/, bilingual Pupil Services, 

/, Chinese Bilingual Career Awareness Pr 
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